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Synopsis. 

As  bridges  of  exceedingly  long  span  are  needed  these  days  in  a 
number  of  places,  it  has  become  necessary  to  use  alloys  of  high  elastic 
limit  and  great  ultimate  strength,  in  order  to  lessen  materially  the  dead 
load  to  be  carried.  Up  to  the  present  time,  nothing  more  satisfactory' 
or  effective  than  nickel  steel  has  been  found ;  and  even  that  alloy  has 
not  been  developed  to  the  limit  of  its  practical  possibilities.  This  is 
due  solely  to  a  reluctance  on  the  part  of  manufacturers  of  bridge  metal 
to  take  any  special  pains  in  its  production. 

The  time  has  come  to  discover  some  alloy  of  steel  (or  some  other 
metal)  of  great  strength,  which,  in  every  detail,  will  be  suitable  for 
undergoing  the  manipulations  required  of  bridge  material  during 
the  various  processes  of  fabrication. 

The  objects  of  this  paper  are: 

First. — To  show,  for  the  different  span  lengths,  what  the  weights 
of  metal  per  linear  foot  of  bridge  would  be,  in  both  simple-truss  and 
cantilever  structures,  when  using  metals  of  various  elastic  limits, 
ranging  from  that  of  ordinary  carbon  steel  up  to  100  000  lb.  per  sq.  in. 

•  Presented  at  the  meeting  of  April  15th,  1914. 
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Second. — To  indicate  the  extreme  practicable  limits  of  span  length 
for  cantilever  bridges  constructed  for  the  greater  part  of  such  materials. 

Third. — To  demonstrate  the  comparative  economics  of  finished 
bridges  involved  in  using  metals  of  the  several  assumed  elastic  limits, 
for  all  reasonable  excess  costs  of  metal  per  pomid,  delivered  at  site,  as 
compared  with  carbon  steel  structures. 

In  the  diagrams  which  form  a  part  of  the  paper,  Figs.  5  and  6 
show  the  weights  of  metal  per  linear  foot  of  structure  for  double- 
track  railway  bridges  of  simple-span  and  cantilever  construction,  be- 
ginning with  short  spans  and  extending  to  the  limits  of  utility.  Direc- 
tions are  given  in  the  text  for  finding  the  weights  of  metal  per  foot 
for  bridges  having  any  nimiber  of  tracks  and  for  those  designed  with 
other  live  loads  than  those  adopted  in  the  preparation  of  the  paper. 
From  these  diagrams  and  from  the  text  it  will  be  seen  that  the  possi- 
ble limits  of  main  span  length  for  cantilever  bridges  vary  from  some 
2  000  ft.  for  carbon-steel  structures  to  about  3  500  ft.  for  those  built 
of  metal  having  an  elastic  limit  of  100  000  lb.  per  sq.  in. 

Figs.  10  to  21,  inclusive,  are  diagrams  showing  the  costs  of  metal 
erected  per  linear  foot  of  bridge,  in  both  simple  spans  and  cantilevers, 
for  the  different  elastic  limits  assumed.  There  is  a  curve  for  each 
excess  pound  price  of  metal  work,  delivered  at  site,  above  that  of 
carbon  steel;  and  these  excesses  vary  by  i  cent  per  lb.,  and  extend 
always  slightly  beyond  the  greatest  increase  that  need  be  considered. 
On  each  diagram  there  is  shown,  by  a  line  heavier  than  the  others,  the 
cost  of  erected  metal  per  foot  of  structure  for  carbon-steel  bridges 
under  the  conditions  assumed,  so  as  to  afford  a  means  of  instantaneous 
comparison  of  costs  between  any  all-carbon-steel  bridge  and  the  cor- 
responding structure  built  chiefly  of  the  metal  to  which  the  diagram 
pertains. 

Figs.  22  and  23  show  the  comparative  economics  of  all  the 
alloy  steels  (or  other  metals)  considered,  under  the  assumption  that 
their  pound  prices  for  material  delivered  at  the  bridge  site  are 
the  same. 


In  his  paper  on  ''Nickel  Steel  for  Bridges",*  the  writer  showed 
the  results  in  bridge  construction  obtainable  by  the  use  of  nickel  steel, 
and  although  the  limits  of  attainment  indicated  therein  have  not  yet 

*  Transactions,  Am.  Soc.  C.  E..  Vol.  LXIII,  p.  101. 
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been  reached  by  American  bridge  builders,  because  the  metal  manu- 
facturers are  not  willing  to  guarantee  an  elastic  limit  of  60  000  lb. 
per  sq.  in.  for  that  alloy,  nevertheless,  since  its  publication,  a  number 
of  important  structures  have  been  built  of  nickel  steel,  and  the  man- 
ufacturers have  indicated  to  the  engineers  a  willingness  to  increase 
their  set  elastic  limit  of  50  000  lb.,  provided  they  be  satisfactorily  com- 
pensated. The  obstacle  in  the  way  of  adopting  a  60  000-lb.  elastic 
limit  is  the  fact  that  there  is  no  market  for  the  rejected  material. 
The  writer  is  of  the  opinion,  however,  that,  after  a  little  experience, 
the  manufacturers  would  have  no  more  trouble  in  furnishing  the  alloy 
with  an  elastic  limit  of  60  000  lb.  than  in  furnishing  ordinary  carbon 
steel  with  an  elastic  limit  of  35  000  lb.  The  best  practicable  solution 
of  the  difficulty  is  an  agreement  by  the  purchaser  to  pay  the  manu- 
facturer a  fair  compensation  for  his  loss  by  rejections.  The  writer's 
reason  for  thinking  that  no  great  trouble  will  be  encountered  in  manu- 
facturing nickel  steel  with  a  minimum  elastic  limit  of  60  000  lb.  is  that 
the  inspection  sheets  for  the  Free  Bridge  over  the  Mississippi  River  at 
St.  Louis,  engineered  by  the  late  Alfred  P.  Boiler  and  Henry  W.  Hodge, 
Members,  Am.  Soc.  C.  E.,  seldom  show  an  elastic  limit  materially 
less  than  that,  although  the  requirement  fixed  by  arrangement  with  the 
manufacturers  was  only  50  000  lb. 

It  is  the  writer's  intention,  on  the  first  opportunity  that  presents 
itself  to  him  for  building  a  bridge  of  very  long  span,  to  construct  it  of 
mixed  nickel  and  carbon  steels,  placing  the  alloy  wherever  it  can  be 
iised  to  advantage,  and  arranging,  if  possible,  with  the  manufacturers 
for  a  minimum  elastic  limit  of  60  000  lb.,  so  as  to  show  actually  what 
can  be  accomplished  by  adopting  nickel  steel  of  that  strength,  and 
complying  with  the  specifications  given  in  the  before-mentioned  paper 
on  "Nickel  Steel  for  Bridges". 

A  condition  which  at  present  militates  seriously  against  the  use  of 
nickel  steel  in  bridge  building  is  that  the  manufacturers  ask  for  it  an 
additional  price  of  some  2  cents  per  lb.,  as  compared  with  ordinary 
carbon  steel,  although  but  little  more  than  one-half  of  that  would  be 
a  sufficient  excess  price.  This,  undoubtedly,  is  because  structural  steel 
manufacturers  naturally  object  to  fundamental  innovations,  preferring 
to  follow  lines  of  least  resistance;  but,  as  a  number  of  very  long  steel 
spans  are  contemplated  for  the  near  future,  they  will  certainly  be 
forced  sooner  or  later  into  using  high-alloy  steels. 
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Again,  it  has  been  stated  positively  to  the  writer  by  Mr.  T.  L. 
Willson,  the  eminent  Canadian  authority  on  thermo-chemistry,  that 
ferro-nickel,  containing  10%  of  nickel  and  nearly  90%  of  iron,  can  be 
furnished  with  a  good  profit  at  2  cents  per  lb.  for  adding  to  the  molten 
carbon  steel  in  the  manufacture  of  nickel  steel,  and  that  no  trouble 
would  be  involved  in  burning  out  all  the  impurities  contained  in  the 
said  ferro-nickel.  This  would  make  the  nickel  content  in  the  alloy 
cost  about  10  cents  per  lb.  instead  of  30  cents,  as  assumed  in  the 
before-mentioned  paper.  The  economics  involved  by  such  use  of 
ferro-nickel  will  be  treated  hereinafter. 

During  a  recent  conversation  with  two  of  the  largest  European  pro- 
ducers of  nickel,  the  writer  was  told  that  it  would  be  practicable  for 
them  to  furnish  pure  nickel  in  large  quantities  for  the  purpose  of  man- 
ufacturing bridge  material  and  to  sell  this  pure  nickel  at  about  20  cents 
per  lb. ;  but  they  dropped  the  hint  that  they  were  in  no  hurry  to  do  so, 
as  the  demand  for  that  metal  to-day  is  in  excess  of  the  supply,  and  the 
main  obstacle  in  the  way  of  large  production  is  likely  to  be  a  scarcity 
of  satisfactory  nickel  ores. 

When  in  France  in  1909,  the  writer's  attention  was  called  to  the 
fact  that  certain  metal  manufacturers  in  that  country  were  making, 
in  melts  of  5  tons  and  less,  a  purified  carbon  steel,  for  which  rather 
astonishing  claims,  in  regard  to  great  ultimate  strength,  high  elastic 
limit,  and  general  suitability  for  the  manufacture  of  bridges,  were 
made;  and  on  his  investigating  the  matter  by  both  interview  and 
■correspondence,  he  was  convinced  that  these  claims  might,  at  least 
partly,  be  justified  by  performance.  Thereupon,  having  some  spare 
time,  he  prepared  an  economic  study  of  the  possibilities  for  utilizing 
such  purified  steel  in  bridges,  using  in  his  calculations  French  units, 
prices,  and  other  conditions,  and  published  the  results  in  French,* 
under  the  title,  "Etude  Economique  de  I'Emploi  de  VAcier  au  Carhone 
a  Grande  Resistance,  pour  la  Construction  des  Fonts." 

The  excess  cost  of  this  purified  steel,  as  compared  with  ordinary 
carbon  bridge  steel,  was  claimed  to  be  a  little  less  than  1  cent  per  lb.  for 
the  manufactured  bridges ;  and  the  investigation  showed  the  economics 
of  its  use  in  bridge  building  for  the  mean  and  the  extreme  conditions 
of  the  French  metal  market,  and  for  a  number  of  elastic  limits  varying 
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from  30  to  45  kg.  per  sq.  mm.,  the  value  for  French  carbon  bridge  steel 
being  24  and  that  for  the  writer's  specified  nickel  steel  42.5  kg.  per  sq. 
mm.  The  result  of  the  study  indicated  that  there  was  no  advantage  for 
the  30-kg.  elastic  limit;  none  for  short  spans,  but  a  small  one  for  long 
spans  with  a  35-kg.  elastic  limit;  a  decided  saving  for  all  cases  with  a 
40-kg.  limit;  and  a  wonderful  economy  for  the  45-kg.  limit,  the  highest 
elastic  limit  claimed  by  any  of  the  French  manufacturers. 

The  writer  had  hoped  that  that  paper  would  give  an  impetus  in 
France  (and  perhaps  elsewhere  also)  to  the  manufacture  of  bridges  of 
purified  steel;  but,  up  to  the  present  time,  he  has  not  heard  of  any 
such  development.  It  is  either  that  the  claims  of  the  manufacturers 
have  not  been  justified  by  performance,  or  that  the  same  conditions  of 
inertia  and  laisser  aller  exist  in  Europe,  in  respect  to  innovations 
in  the  manufacture  of  new  bridge  metal,  as  govern  in  America  in 
relation  to  the  adoption  of  nickel  steel  for  bridges. 

As  the  future  development  of  America  will  necessitate  the  building 
of  many  very  long-span  bridges,  it  is  almost  a  necessity  that  there 
be  found  an  alloy  of  steel  of  great  strength,  high  elastic  limit,  work- 
able under  all  necessary  manipulations  in  the  shops,  and  of  moderate 
cost.  Such  an  alloy  is  not  going  to  be  discovered  by  accident,  but 
only  by  a  lengthy  and  exhaustive  series  of  experiments,  laid  out  sys- 
tematically in  advance,  and  modified  from  time  to  time  as  knowledge 
of  the  subject  is  accumulated.  These  experiments  should  be  performed 
where  small  melts  of  steel  are  readily  procurable,  and  where  the  ex- 
perimenter will  not  be  unduly  delayed  by  the  metal  manufacturers. 
These  conditions  are  found  in  France — for  there  one  can  procure 
single  ton  melts,  and  possibly  smaller  ones,  if  necessary.  Arrange- 
ments could  be  made  with  the  mills  for  rolling  into  plates  and  shapes 
the  metal  from  the  various  melts  without  delay;  and  the  experimenter 
could  have  at  his  disposal,  not  only  a  first-class  testing  machine,  but 
also  a  bridge  shop,  where  all  the  usual  manipulations  of  the  metal 
might  be  made.  By  experimenting  at  first  on  different  kinds  of  alloy 
materials  and  later  on  mixtures  thereof,  one  eventually  should  discover 
some  satisfactory  combination  that  would  afford  a  suitable  material 
of  great  strength  at  comparatively  moderate  cost.  The  more  elabo- 
rate and  thorough  the  experiments,  the  greater  the  probability  of  dis- 
covering a  truly  suitable  steel  of  exceedingly  high  resistance  at  a 
reasonable  expenditure  for  production  and  manufacture. 
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Such  a  series  of  experiments  would  be  expensive,  costing  fully 
$100  000,  and  possibly  twice  that  amount;  but  the  saving  in  cost  on 
one  big  bridge  alone  might  easily  exceed  the  entire  expenditure.  The 
money  required  for  such  experiments  could  not  be  obtained  from  bridge 
manufacturers,  because  it  is  not  to  their  interest  to  inaugurate 
changes;  but  it  might  be  secured  from  some  millionaire  philanthropist 
or  from  a  group  of  capitalists  who  contemplate  the  construction  of 
some  great  steel  bridge. 

To  show  the  possibilities  for  long-span  bridge  construction  by 
the  use  of  such  superior  alloys  of  steel,  and  the  economics  thereof,  is 
the  object  of  this  paper. 

The  basis  of  the  following  investigation  is  a  mass  of  diagrammed 
and  tabulated  data  concerning  weights  of  metal  in  simple-span  and 
cantilever  bridges  of  carbon  steel,  up  to  a  limit  of  600-ft.  spans  for 
the  former  and  1  800-ft.  main  openings  for  the  latter,  accumulated 
by  the  writer  and  his  firm  during  the  last  quarter  of  a  century,  and  the 
weights  of  nickel-steel  bridges  and  of  mixed  nickel-steel  and  carbon- 
steel  bridges  computed  by  the  writer  in  the  preparation  of  his  before- 
mentioned  paper  on  "Nickel  Steel  for  Bridges".  Because  the  said 
diagrammed  weights  of  metal  per  linear  foot  of  span  in  simple-truss 
bridges  are  limited  to  lengths  of  600  ft.  it  has  been  found  necessary,  in 
preparing  this  paper,  to  extend  them  to  1  000  ft.  by  making  actual 
calculations  of  stresses,  sections,  and  weights  of  metal  for  several  long 
spans,  using  the  various  kinds  of  steel  assumed.  From  these  recorded 
and  specially  computed  weights,  and  by  the  succeeding  formulas  of 
reduction  and  extension,  have  been  prepared  the  various  diagrams  of 
weights  of  metal  per  linear  foot  of  span  contained  in  this  paper. 

Many  preliminary  and  tentative  diagrams  of  curves  were  con- 
structed, but,  for  considerations  of  space  and  cost,  they  are  not  in- 
cluded herein.  These  individual  diagrams,  prepared  for  each  class 
of  steel  and  each  type  of  bridge,  divided  the  weights  into  those  for 
"Floor  System";  "Lateral  System";  "Trusses";  and  "On  Piers";  but 
in  the  selected  diagrams  only  the  total  weights  of  metal  per  linear  foot 
of  span  for  a  combination  of  all  the  parts  of  the  structures  are  recorded, 
as  these  quantities  constitute  the  results  sought,  and  to  be  used  in 
the  succeeding  economic  investigation.  Near  the  end  of  this  paper, 
however,  are  given  some  tables  from  which  can  be  found  the  approxi- 
mate values  of  weights  of  metal  per  linear  foot  of  span  for  "Floor 
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Systems";  "Lateral  Systems";  and  "•On  Piers";  and  from  these  and  the 
diagrams,  Figs.  5  and  6,  can  be  computed  the  weights  for  "Trusses". 

The  weights  given  for  bridges  of  carbon  steel  are  based  on  the 
standard  specifications  for  designing  contained  in  the  writer's  "De 
Pontibus".  They  are  quite  accurate  up  to  the  before-mentioned 
limits  of  1  000  ft.  for  simple  spans  and  1  800  ft.  for  the  main  openings 
of  cantilever  bridges.  Beyond  these  limits  (shown  on  the  diagrams 
by  dotted  lines)  they  are  to  a  certain  extent  conjectural,  although, 
in  all  probability,  not  far  from  correct,  because  of  the  thorough  con- 
sideration which  has  been  given  to  all  factors  influencing  their  values. 

The  weights  for  steel  having  an  elastic  limit  of  60  000  lb.  per  sq. 
in.  are  those  obtained  for  the  diagrams  of  the  paper  on  "Nickel  Steel 
for  Bridges",  and  are  based  on  the  specifications  contained  in  that 
paper.  They  are  quite  accurate  up  to  the  before-mentioned  limits  of 
1  000  ft.  for  simple-truss  spans  and  1  800  ft.  for  the  main  openings  of 
cantilever  bridges;  and  a  comparison  of  the  curves  for  cantilevers  of 
openings  from  1 200  to  2  600  ft.,  shown  in  Fig.  71  of  the  writer's 
Nickel  Steel  paper  with  those  of  Fig.  6  of  this  paper  indicates,  in 
general,  an  excellent  agreement.  In  the  former  the  curves  beyond  1  800- 
ft.  openings  were  determined  by  an  assumed  regularity  of  continuity, 
as  explained  in  that  paper,  and  in  the  latter  they  were  computed  by  the 
use  of  Equation  19  of  this  paper. 

In  Figs.  1  and  2  are  shown  the  equivalent  uniformly  distributed  live 
loads  per  linear  foot  of  single  track  assumed  in  computing  the  weight 
of  trusses.  The  impact  percentages  used  were  obtained  from  the 
writer's  formula  in  "De  Pontibus",  viz.: 

40  000 
~  L  +  500' 
where  I  is  the  percentage  of  impact  and  L  is  the  length,  in  feet,  of  the 
portion  of  the  bridge  which  must  be  covered  by  the  moving  load  in 
order  to  obtain  the  maximum  stress  on  the  member  under  consideration. 
Although  it  is  true  that  the  writer  has  evolved  a  more  accurate  formula 
than  this,  based  on  some  lately  made  experiments  on  impact  in  railway 
bridges  from  moving  loads,  he  has  decided  to  adhere  to  the  old  formula 
so  as  not  to  necessitate  the  changing  of  the  weight  curves  on  which 
this  investigation  is  primarily  founded.  Figs.  3  and  4  give  a  com- 
bination of  the  equivalent  uniform  live  loads  and  the  impacts  there- 
from.    The  loads  obtained  from  these  curves  added  to  the  dead  loads 
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make  the  total  loads  per  linear  foot  on  the  bridges,  from  which  total 
loads  the  load   ratios   of  reduction   are   found. 

The  following  are  the  formulas  of  reduction  used  in  passing  from 
known  weights  of  metal  per  linear  foot  of  span  in  carbon-steel  bridges 
to  the  corresponding  weights  in  alloy-steel  bridges.  An  observation 
of  the  nomenclature  will  show  that  the  unaccented  capital  letters  sever- 
ally represent  weights  of  metal  per  linear  foot  of  span  in  carbon-steel 
bridges  (or  otherwise  known  weights  of  bridges  of  any  kind  of  steel), 
and  the  accented  capital  letters,  the  corresponding  weights  for  alloy- 
steel    bridges    (or    otherwise    the    corresponding   unknown    weights    of 

6000  1b. 


500       600      700 
Span  Lengths 

bridges  of  some  other  kind  of  steel),  also  that  the  small  letters  severally 
represent  linear  dimensions  of  structures,  the  main  exceptions  being 
that  capital  R  is  used  for  reactions  and  small  r  for  ratios. 
Floor  System. — 
Let  F  =  weight  of  metal  per  linear  foot  of  span  in  the  "Floor 
System"  of  carbon-steel  bridges. 
L  =  ditto  for  "Lateral  System". 
T  =  ditto  for  "Trusses". 

P  =  ditto  for  "On  Piers",  including  anchorage  material   in 
the  case  of  cantilever  bridges. 
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A  certain  portion  of  the  weight  of  the  floor  system  will  vary  in- 
versely with  the  elastic  limit  of  the  steel,  and  the  remainder  will  be 
invariable. 

Let  V  =  the  variable  portion, 
and  /  =  the  invariable  portion. 

Then  F=V  -}-  I (1) 

Let  F'  =  the  weight  of  metal  per  linear  foot  of  span  in  the 
floor  system  of  alloy-steel  bridges, 
and  r  (greater  than  unity)  =  the  ratio  of  elastic  limits 
of  alloy  steel  and  carbon  steel, 

Then  F'  ==  I  +  — (2) 

In  heavy,  double-track  bridges,  and  especially  those  of  long 
span,  I  will  be  approximately  0.35  F,  and  V  approximately  0.65  F, 
hence 

^.  =0.85^^^^i^=f(0...o+^') (3) 

In  dealing  with  spans  of  greater  length  than  any  of  those  yet 
actually  computed,  it  must  not  be  forgotten  that  the  increasing  width 
of  structure  will  augment  the  weight  of  the  floor-beams  and,  conse- 
quently, the  weight  of  metal  per  linear  foot  of  span  for  the  floor 
system.  In  case  of  double-track  bridges,  an  economy  can  be  effected 
by  widening  the  cantilever  arms  and  the  anchor  arms  uniformly  from 
ends  to  supporting  pier;  but  it  is  probable  that  motives  of  policy  would 
lead  the  projectors  to  construct  exceedingly  long  spans  so  as  to  carry 
more   than   two   tracks. 

Lateral  System. — 

Let  l^  =  length  of  span  at  which  it  pays  to  begin  to  use  high 
steel  for  the  laterals  beyond  the  ends   of  l^,   it  being 
assumed  that  the  weight  of  laterals  is  uniform  over  the 
entire   length,    l^,    or,    in    other   words,    that   minimum 
sections  are  used  therein  throughout; 
i?j^  =  wind  reaction  at  end  of  l^; 
R   =  wind  reaction  at  end  of  span  I ; 
r^  =  ratio  (greater  than  unity)  of  B.  and  R^ ; 
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L^  =  weight  of  carbon  steel  per  linear  foot  for  lateral  system 

over  the  length,  l^ ; 
L\  =  weight    of    mixed    carbon    and    alloy    steels   per   linear 

foot  of  span  at  end  of  span,  I: 

Then  L\  =  L^   fo.S  +  0.7  ^^  . 
Let  L'a  =  average  weight  of  metal  per  linear  foot  for  entire  span,  I, 
Then  i'„  =  i-  I  X,   I,  +  ^''^  X^\^-  h)  \ (4) 

Should  iy'2  figure  less  than  L^,  it  shows  that  near  the  ends  of  the 
span  minimum  sections  of  the  high  steel  must  be  used  and  that  L'^  will 
equal  L^. 

In  passing  beyond  the  limits  of  actually  figured  spans,  when  com- 
puting the  weights  of  metal  in  lateral  systems,  it  must  be  remembered 
that,  as  just  explained  for  the  floor  system,  the  weight  per  foot  is  in- 
creased, not  only  because  of  the  greater  span  length  but  also  because 
of  the  greater  span  width.  As  a  rule,  it  may  be  stated  that,  for  any 
very  long  span  (the  length  thereof  remaining  constant),  the  eifect 
of  increasing  the  width  between  central  planes  of  trusses  n%   is  to 

increase  the  weight  of  metal  in  the  lateral  sj'stem  about  —  per  cent. 

Trusses. — In  respect  to  the  weight,  T,  of  metal  per  linear  foot  of 
span  for  trusses  of  carbon  steel,  the  following  equation  msLj  be  used: 

T  =  K  +  T^  +  Cc+C^ (5) 

where  K  is  the  portion  of  the  total  truss  weight  per  linear  foot  which 
is  independent  of  the  quality  of  the  metal  and  of  the  stresses;  T^  is 
that  of  the  main  portions  of  the  tension  members  and  of  their  details 
that  are  directly  affected  by  the  stresses;  C^  is  that  of  the  main 
portions  of  the  compression  chords  and  inclined  end  posts  and  their 
details  that  are  directly  affected  by  the  stresses;  and  C„,  is  that  of 
the  main  portions  of  the  compression  web  members. 

From  experience  in  designing  large  bridges  it  may  be  stated  that, 

as  an  average, 

K   =0.2T 

r,  =o.3r 

6'c  =0.37 
C,„  =  0.2T 
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Both  T^  and  Cg  (and  consequently  their  sum)  will  vary  inversely 
with  the  elastic  limit  of  the  metal;  but  C^,  on  account  of  the  influence 
of  the  ratio  of  strut  length  to  least  radius  of  gyration,  will  not  vary 
in  that  ratio.  As  an  approximation  it  may  be  assumed  that,  in  passing 
from  any  grade  of  steel  to  a  higher  grade,  if,  as  before,  r  (greater  than 
unity)  is  the  ratio  of  the  elastic  limits  of  the  two  metals, 

<^^«=  2^-(^   +    7) • (^^ 

^"^(7',  =  ^.... (7) 

Substituting  these  values  in  Equation  5,  we  have 

r'  =  A-  +  l(r,  +  c,)  +  Y^-(i  +  v)  ••••(^) 

Substituting  the  values  of  K,  T^,  C g,  and  Cy^  in  terms  of  T  as  pre- 
viously given,  we  have 

T  =  T  (  0.3  +  —\ (i») 

In  finding  the  new  truss  weight  per  linear  foot  for  a  higher  steel, 
after  computing  it  (as  just  indicated)  for  the  direct  effect  of  increased 
elastic  limit,  it  must  be  corrected  for  the  indirect  effect,  which  is  the 
changed  total  load  per  linear  foot  for  trusses.  This  correction  is  made 
thus : 

Find  the  sum  of  the  live  load,  impact  load,  and  dead  load  per  linear 
foot  of  span,  for  the  known  truss  weight,  T,  and  then  determine  ap- 
proximately the  corresponding  sum  (on  the  basis  of  an  assumed  final 
value  of  T' f)  for  the  new  truss  weight.  Let  the  ratio  of  these  sums 
(less  than  unity)  be  r^,  then 

T'^  =  T  (0.:]  +  0.7  7-,) (10) 

where  T' f  is  the  final  value  of  the  truss  weight.     Combining  Equations 
9  and  10  gives 

T^  =.  T  A).3  +  ^^  (0.:J  +  0.7  rj) (11) 

If  the  computed  value  of  T'f  does  not  agree  quite  closely  with  its 
value  adopted  in  determining  the  trial  dead  load,  a.  new  dead  load  is 
to  be  assumed,  and  the  calculations  are  to  be  made  afresh.  The 
second  attempt,  in  all  probability,  will  give  a  sufficiently  accurate 
agreement. 
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On  Piers. — To  find  the  new  value,  P',  from  the  old  value  of  P,  the 
span  length  being  unchanged,  the  following  approximately  correct 
equation  may  be  used: 

P'  =  P  ^0.0  -f  0.4  ^^ (12) 

where  r  and  r^,  respectively,  are  the  ratios  previously  indicated  for 
elastic  limits  and  total  loads  per  linear  foot  of  span. 

In  extending  a  curve  of  simple  truss  weights  of  metal  per  linear 
foot  of  span  beyond  the  limits  of  accurate  computations,  the  following 
formulas  may  either  be  used  directly  or  as  a  check,  the  character  of 
the  steel,  of  course,  being  unchanged.  Assume  first  that  the  live  and 
the  dead  loads  per  linear  foot  of  span  remain  constant,  and  consider 
the  effect  only  of  longer  spans  and  greater  truss  depths.  Dealing 
first  with  the  chords,  some  85%  of  their  weights  of  metal  per  linear 
foot  of  span  vary  directly  as  the  moments  of  the  total  loads  and  in- 
versely as  the  truss  depths;  but  the  moments  vary  as  the  squares  of 
the  span  lengths,  and  the  stresses  are  inversely  as  the  truss  depths. 
Again,  the  truss  depths  within  short  limits  may,  without  serious  error, 
be  taken  to  vary  directly  as  the  span  lengths.  Such  being  the  case, 
85%  of  the  weights  per  foot  of  the  chords  will  vary  directly  as  the 
span  lengths,  or 

C"  =  0.15  C  +  0.85  C  ^  =  C  fo.U  +  0.85  --)  ■  ■  ■  (13) 

where  C  is  the  chord  weight  per  foot  for  the  shorter  span,  I,  and 
C"  is  the  corresponding  weight  for  the  longer  span,  V. 

Let  W  and  TF'  be,  respectively,  the  weights  of  metal  per  linear 
foot  of  span  in  the  webs  of  the  two  spans.  About  75%  of  these  will 
vary  directly  as  the  averages  of  all  the  live-load  and  dead-load  shears 
on  the  spans,  and  these  average  shears  vary  almost  directly  as  the 
span  lengths.  Again,  the  said  75%  of  W  and  W  will  vary  directly 
as  the  truss  depths,  and,  therefore,  as  previously  assumed,  once  more 
directly  as  the  span  lengths. 

Combining  these  ratios  will  give  the  equation: 

W  =  0.25  W  +  0.75  W  ('^^-\    =  W  |  0.25  4   0.75  (^  ^  ^     I  ..  (14) 
l)ut  T  =  C  +  W, 
and  T'  =  C'  -\-W'  =  C  (o.Lo  +  0.S5  ^^^  +  W  j  0.25  +  0.75(^^  ^    !•  .(15) 
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It  is  well  known  that  in  trusses  with  parallel  chords  and  of  eco- 
nomic depths  the  weight  of  the  chords  is  equal  to  the  weight  of  the 
web;  but,  in  trusses  with  polygonal  chords  and  having  center  depths 
less  than  the  theoretically  economic  ones,  as  do  those  of  all  long-span 
bridges,  the  weight  of  the  chords  is  much  greater  than  that  of  the 
web.  As  a  general  average,  we  may  assume  that  C  =  0.6  T ,  and  W  = 
0.4  T,  hence 

T'  =  0.6  T  (o.lo  +  Q.m-j)  +  0-4  T  -j  0.25  +  0.75  (—^     !■ 

=  T  -j  0.1!)  +  0.51  y   +  0.3  (^-^)  "I   (16) 

This  value  of  T'  is  based  on  the  incorrect  assumption  that  the  total 
loads  per  linear  foot  of  span  are  the  same  for  both  spans  under  con- 
sideration, hence  it  requires  a  further  modification,  as  follows : 

T'^  =  T  (0.2  +  0.8  ?-i) (17) 

where  T' f  is  the  final  value  of  the  weight  of  truss  metal  per  linear 
foot  of  the  longer  span,  and  r,  (in  this  case  greater  than  unity)  is  the 
ratio  of  the  total  loads  per  linear  foot. 

Combining  Equations  16  and  17,  we  have 

T^  =   7'  j  0.19  +  0.51    -  +  0.3  ^y)     \  (0--  +  0-8  ''i)  ■  ■  •  •  (1^) 

A  test  of  this  formula,  on  carefully  computed  curves  of  truss 
weights  for  simple  spans  of  nickel  steel  from  600  to  1  000  ft.  in  length, 
shows  that  slightly  undue  prominence  has  been  given  to  the  invari- 
able portion  of  the  weights,  and  that  the  following  modification  of 
the  formula  will  give  more  accurate  results : 

T^  =  T  j  0.15  +  0..)5  —  +  0.3  (— ^     j  (0.15  +  0.85  r^).  .  .(1!)) 

This  last  formula,  when  tested  on  the  truss  weights  of  simple  spans 
from  700  to  1  000  ft.  in  length  for  an  elastic  limit  of  90  000  lb.,  gave 
exceedingly  close  results;  hence  it  is  proper  to  adopt  it  as  the  equation 
for  extension  of  all  truss  weights  for  simple  spans,  and,  inferentially, 
for  those  of  cantilever  bridges;  in  fact,  it  has  been  tested  on  some  of 
the  actually  computed  truss  weights  of  cantilever  bridges  and  found 
to  give  excellent  agreement. 

Attention  is  called  to  the  semi-rational,  semi-empirical  character 
of  these  reduction  and  extension  formulas.  They  are,  in  general,  the 
result  of  long  personal  experience  in  the  quick  computation  of  metal 
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weights  for  bridges;  but  they  have  been  modified  slightly,  as  herein- 
before indicated,  to  agree  with  certain  checks  that  have  been  made 
in  this  investigation.  As  far  as  practicable,  the  formulas  of  Equations 
11  and  19  were  used  for  checking  each  other;  and  the  results  of  such 
checks  were  always  satisfactory.  For  instance,  if  a  curve  of  truss 
weights  for  one  class  of  steel  were  used  as  a  basis  for  finding,  by 
Equation  11,  the  corresponding  curve  for  another  class  of  steel,  the 
latter  curve  would  be  checked  by  starting  from  any  desired  point 
(generally  where  the  weights  of  actually  computed  bridges  cease)  and 
passing,  by  using  Equation  19,  from  one  span  length  to  another,  100 
or  200  ft.  greater,  and  continuing  in  this  manner  to  the  superior  end 
of  the  curve. 

Fig.  5  gives  the  total  weights  of  metal  per  linear  foot  of  span  in 
simple-truss  bridges  with  Class  R  live  load.  A  glance  at  it  shows  the 
great  saving  in  weight  of  metal  obtained  by  using  any  of  the  alloy 
steels  in  preference  to  carbon  steel.  The  difference  is  most  apparent 
between  the  weights  for  E  =  50  000  lb.  (the  nickel  steel  that  the  metal 
manufacturers  are  willing  to  furnish)  and  those  for  D  =  60  000  lb. 
(the  nickel  steel  used  by  the  writer  in  his  series  of  experiments  some 
8  or  10  years  ago,  and  which  alloy  could  be  readily  produced  by  the 
manufacturers  through  the  expenditure  of  a  little  extra  care  and 
without  any  greater  expense  worth  mentioning).  The  gradual  reduc- 
tion in  the  saving  of  metal  with  the  increase  of  elastic  limit  is  strik- 
ingly noticeable;  and  the  conclusion  may  be  drawn  that,  unless  the  ex- 
tremely high-alloy  steels  can  be  obtained  with  only  moderate  increase 
in  cost,  there  will  be  no  economy  in  using  them  in  simple-span  bridges. 

Fig.  6  gives  the  average  total  weights  of  metal  per  linear  foot  of 
span  for  cantilever  structures  having  main  openings  of  various  lengths. 
The  type  of  these  bridges  is  the  most  common  one  (denominated 
"Type  A"  in  "Nickel  Steel  for  Bridges"),  the  live  loads  used  being 
Classes  R  and  S  for  the  floor  system  and  Class  U  for  the  trusses,  as 
given  in  "De  Pontibus."  The  proportional  dimensions  of  this  typical, 
through,  cantilever  bridge  are  as  follows: 

A  main  span,  I,  having  a  suspended  span  of  three-eighths  of  I,  and 
two  cantilever  arms  each  five-sixteenths  of  I  in  length,  also  two  anchor 
arms  of  the  same  length  as  the  cantilever  arms.  Any  reasonable 
variation  from  these  proportions  would  not  change  materially  the 
average  weight  of  metal  per  linear  foot  of  span,  as  given  by  the  curves 
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Weight3  of  Metal,  Per  Linear  Foot  of  Span,  in  Pounds 
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Weights  of  Metal,  Per  Linear  Foot  of  Span,  in  Pounds 
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on  Fig.  6.  In  this  figure  the  superiority  of  the  alloy  steels  over  the 
carbon  steel  is  just  as  clear  as  it  was  in  the  case  of  the  diagram  for 
simple  spans,  but  the  advantage  of  using  very  high  steels  is  evidently 
greater. 

If  (as  can  be  seen  by  the  diagram  to  be  logical)  it  be  assumed  that 
a  limit  of  36  000  lb.  of  metal  per  linear  foot  of  span  is  as  high  as  it 
is  either  economical  or  practicable  to  go  in  the  building  of  double- 
track,  railway,  cantilever  bridges,  the  corresponding  limiting  lengths 
of  main  openings  will  be  approximately  as  follows: 

For  carbon  steel 2  030  ft. 

"  E=     50  000-lb.  steel 2  340" 

"  E=     60  000"      " ....2  590" 

"  E=    70  000"      "    .....„,,,.  .^, :,....,,:,.  2780  " 

"  E=    80  000  "      " 2  910  " 

"  E=     90  000  "      " 3  030  " 

"  ^  =  100  000  "      "    3  140  " 

The  assumption  of  a  limit  of  36  000  lb.  of  metal  per  linear  foot  of 
span  as  a  maximum,  means  that,  for  carbon  steel,  there  would  be  re- 
quired at  this  limit  4.35  lb.  of  metal  to  support  each  pound  of  live 
load  that  is  carried  (exclusive  of  impact  allowance) ;  and  that  for  the 
alloy  steels  of  the  various  elastic  limits  the  corresponding  figures  are 
4.37,  4.39,  4.40,  4.41,  and  4.42  lb.,  respectively,  the  average  of  which  is 
about  4.4  lb.  From  the  appearance  of  the  curves  at  their  superior 
ends  one  may  draw  the  conclusion  that,  in  the  case  of  the  very  high- 
alloy  steels,  the  limit  of  weight  of  metal  per  linear  foot  of  span  can 
legitimately  be  raised  beyond  the  said  36  000  lb.  The  more  nearly 
these  curves  approach  the  vertical  the  more  uneconomical  would  it  be 
to  extend  the  limit  beyond  the  36  000  lb.  per  lin.  ft.  For  instance, 
it  is  plainly  evident  that  there  is  no  advantage  in  carrying  the  carbon- 
steel  bridges  beyond  the  limit  of  2  000  ft.  for  main  opening,  but  it  is 
otherwise  for  the  E  =  100  000-lb.  curve.  Continuing  this  curve  by 
deflections,  it  is  found  that  the  weight  would  reach  46  000  lb.  per 
lin.  ft.  for  a  span  of  3  400  ft. ;  and  that  the  inclination  from  the 
vertical  at  that  point  is  greater  than  that  for  the  carbon-steel  curve 
at  its  limit  of  36  000  lb.  with  a  main  opening  of  2  030  ft.  Perhaps, 
therefore,  in  the  case  of  the  highest  steel  herein  considered,  it  would 
be  more  correct  to  assume  the  extreme  economic  or  practicable  limit 
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of  main  opening  to  be  3  400  ft.  or  even  3  500  ft.  For  this  last  length 
the  average  vpeight  of  metal  per  linear  foot  of  structure  shown  by  the 
E  =  100  000-lb.  curve  would  be  52  000  lb.,  which  means  that  it  would 
require  6.38  lb.  of  metal  to  support  each  pound  of  live  load,  exclusive 
of  the  effect  of  impact.  This  seems  to  be  an  excessive  quantity;  never- 
theless, it  is  conceivable  that  conditions  might  exist  which  would  render 
it  advisable  to  adopt  this  extreme  limit  of  main  opening,  although,  at 
such  a  length,  a  suspension  bridge  is  undoubtedly  cheaper  than  a 
cantilever  structure. 

If  it  be  admitted  that — as  is  maintained  by  some  bridge  engineers 
— in  structures  of  very  long  span  the  impact  of  the  live  load  on  the 
main  members  of  trusses  is  essentially  nil,  the  practicable  limiting 
length  of  main  opening  will  be  somewhat  increased.  Moreover,  such 
a  contention  is  not  far  wrong,  because  the  latest  experiments  on  impact 
from  live  loads  on  bridges  show  that  the  effect  thereof  on  ordinarily 
long  spans  is  much  less  than  engineers  in  general  have  been  assuming 
during  the  last  two  decades.  That  the  impact  ever  reduces  actually 
to  zero  is  most  unlikely;  but,  for  openings  of  1200  ft.  and  greater,  it 
is  true  that  its  amount  is  so  small  as  to  be  negligible,  in  view  of  the 
fact  that  the  live-load  stresses  on  the  main  truss  members  will  never 
be  quite  as  great  as  they  are  computed,  because,  first,  the  trains  on 
the  two  tracks  never  advance  together  so  as  to  produce  maximum  w^eb 
stresses;  second,  such  trains  are  not  likely  ever  to  cover  entirely  the 
bridge  or  even  any  individual  part  of  it,  except,  perhaps,  the  central 
span;  and,  third,  it  is  improbable  that  any  load  of  cars,  unless  they  be 
ore  or  coal  cars,  will  ever  be  uniformly  full  and  loaded  to  the  assumed 
limit. 

In  Fig.  7  are  given  the  curves  of  weights  for  cantilever  bridges  of 
the  same  type  and  loading  as  those  used  in  preparing  the  curves  in 
Fig.  6,  excepting  that  the  impact  on  main  members  of  trusses  is  as- 
sumed to  be  equal  to  zero.  The  curves  in  Fig.  7  begin  at  main  openings 
of  1  200  ft.  and  extend  to  the  greatest  practicable  limiting  lengths  of 
such  openings.  A  comparison  of  Figs.  6  and  7  shows  that,  by  ignor- 
ing impact  on  trusses,  there  is,  on  the  average,  a  saving  of  some  700 
lb.  of  metal  per  linear  foot  of  span,  for  all  spans  and  all  kinds  of 
steel.  This  difference,  curiously  enough,  is  comparatively  uniform 
for  all  the  curves  and  over  their  entire  lengths,  with  a,  few  exceptions. 
At  first  thought,  one  might  imagine  that  the  saving  should  be  greater 
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for  long  spans  than  for  short  ones,  but  it  must  be  remembered  that, 
as  the  span  length  increases,  the  percentage  of  live-load  impact  dimin- 
ishes. It  is  this  fact  which  makes  the  difference  under  consideration 
so  uniform. 

Under  the  assumption  that  the  limit  of  weight  of  metal  is  36  000 
lb.    per    lin.    ft.,    the    greatest    practicable    span    lengths    have    been 
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increased  on  the  average  only  about  20  ft.  by  neglecting  impact  on 
trusses.  Comparing  the  extensions  of  the  curves  for  ^  =  100  000  lb.,  it 
is  found  that,  for  an  assumed  limit  of  52  000  lb.  of  metal  per  linear 
foot  of  span,  the  extreme  practicable  length  of  main  opening  has  been 
increased  only  25  ft.  These  various  comparisons  show  that  there  is 
but  little  gain,  either  in  economy  or  increase  of  practicable  limit  of 
opening,  by  neglecting  the  effect  of  impact;   hence,   in  the  economic 
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investigations  which  follow,  the  effect  of  impact  has  been  duly  con- 
sidered. 

In  Figs.  8  and  9  are  plotted,  for  both  simple  spans  and  cantilever 
bridges,  the  percentages  of  carbon  steel  in  structures  of  mixed  nickel 
and  carbon  steels.  The  curves  are  ac- 
curate for  simple  spans  up  to  600  ft. 
and  for  cantilever  bridges  up  to  open- 
ings of  1  800  ft.,  and  beyond  these  limits  £ 
they  have  been  continued  by  deflections,  ^  io^« 
although  it  is  true  that,  in  bridges  built 
of  mixed  high-alloy  and  carbon  steels,  the 
percentages  of  the  latter  should  be  greater  than  those  in  the  corre- 
sponding structures  of  mixed  nickel  and  carbon  steels,  still  the  dif- 
ference is  always  small ;  and,  as  the  errors  involved  by  ignoring  it 
would  be  on  the  side  of  safety,  the  curves  in  Figs.  8  and  9  have  been 
used  in  computing  the  costs  per  linear  foot  of  span  for  the  erected 
bridges  in  which  all  the  various  alloy  steels  are  used. 
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In   determining  the  costs   of  erection   for   alloy-steel   bridges,   due 
cognizance  has  been  taken   of  the   fact  that,  for  two  bridges   of   the 
same  span  and  of  equal  carrj'ing  capacity,  though  the  total  cost  of  erec- 
tion  in   the   alloy-steel   bridge   is   less   than   that   for   the   carbon-steel 
structure,  the   cost  per  pound   in   the  former   is  greater  than   in   the 
latter,  because  certain  items  of  expense  are  constant  and  others  vary 
with  the  weight  of  metal  handled.     The  writer  has  assumed  that  one- 
half  the  total  erection  expense  is  constant  and  that  the  other  half  varies 
directly   with   the  weight   of  metal.      This   is   probably   as   accurate   a 
division  as  can  be  assumed.     On  this  basis  was  prepared,  for  the  paper 
on  "Nickel  Steel  for  Bridges",  the  following  mathematical  statement : 
Let   W  =  weight  of  metal  per  linear  foot  of  span  in  the  car- 
bon-steel bridge; 
W  =  ditto  for  the  alloy-steel  bridge; 
C  =  cost  per  pound  for  erecting  the  carbon-steel  bridge ; 


PERCENTAGES  OF  CARBON    STEEL  IN  CANTILEVER  BRIDGES 
OF  MIXED  NICKEL  AND  CARBON  STEELS 
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C  =  cost  per  pound  for  erecting  the  alloy-steel  bridge; 
F'  =  cost   per    linear    foot    for    erecting    the    alloy-steel 
bridge; 
then  C  W  =^  cost  per  linear  foot  for  erecting  the  carbon-steel 

bridge. 

j;^  ^_ojr  /       jr^      c  /JF       X 

W  'IW  \^      W  )         2   V  IF'   ^    /  ^     ^ 

In  plotting  the  curves  of  cost  in  Figs.  10  to  21,  inclusive,  the  cost 
per  pound  for  the  erection  of  the  metal  in  the  alloy-steel  bridges  was 
computed  by  Equation  20.  :  |  ,  ;V  ;  /  .. 

In  "Nickel  Steel  for  Bridges"  it  was  assumed  that  at  the  time  of 
writing  (1907)  the  average  pound  prices  for  carbon-steel  bridges 
erected  throughout  the  United  States  were  as  follows: 

Plate-girder  spans 4.0  cents. 

Riveted-truss    spans 4.5       " 

Pin-connected,  Pratt-truss  spans.  .  4.5  " 
Pin-connected,  Petit-truss  spans.  .  5.0  " 
Cantilever   bridges 5.5       " 

At  the  present  time,  some  6  years  later,  prices  are  about  \  cent 
per  lb.  less;  hence,  for  this  investigation,  the  writer  uses  4.5  cents  for 
fixed  spans  and  5.0  cents  for  cantilever  bridges.  The  reason  for  the 
greater  assumed  pound  cost  of  the  latter  is  mainly  expensive  erection, 
because  cantilevers  are  generally  adopted  where  the  erection  condi- 
tions are  costly. 

In  carbon-steel  bridges  the  proportion  of  the  total  cost  of  the  erected 
metal  which  pertains  to  the  erection  has  been  arbitrarily  assumed  for 
convenience  at  20%,  which  figure  will  come  very  close  to  the  average 
for  any  large  number  of  cases. 

The  cost  per  linear  foot  for  the  tracks  has,  for  convenience,  been 
omitted  in  computing  all  curves,  as  it  is  constant  and  common  to  all 
spans;  but,  of  course,  their  weight  was  included  in  estimating  dead 
loads. 

As  no  one  can  foretell  what  will  be  the  excess  costs  per  pound, 
delivered  at  bridge  site,  for  the  various  alloy-steel  bridges  over  the 
corresponding    costs    for    carbon-steel    bridges,    in    this    investigation 
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Costs  of  Metal.  Erected,  in  Dollars  Per  Linear  Foot  of  Span 
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Cost3  of  Metal,  Erected,  in  Dollars   Per  Linear  Foot  of  Span 
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Costs  of  Metal,  Erected,  in  Dollars  Per  Linear  Foot  of  Span 
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Costs  of  Metal.  Erected,  in  Dollars  Per  Linear  Foot  of  Span 
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Costs  of  Metal,  Erected,  in  Dollars  Per  Linear  Foot  of  Span 
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various  differences,  beginning  with  i  cent  per  lb.,  have  been  assumed; 
so  that,  for  bridges  built  mainly  of  alloy-steel,  of  any  elastic  limit  up 
to  100  000  lb.,  and  for  all  practicable  span  lengths,  in  both  simple  spans 
and  cantilevers,  a  comparison  of  cost  of  erected  structure  between  that 
steel  and  all  the  other  steels  considered  for  all  reasonable  variations  in 
pound  price  can  be  made  either  at  a  glance  or  very  quickly  by  inter- 
polation. 

E3600 
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Fig.  20. 
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An  inspection  of  Figs.  10  to  21,  inclusive,  will  show  how  rapidly  the 
costs  of  bridge  superstructures  increase  as  the  practicable  limit  of 
span  length  is  approached ;  also,  that  for  very  long  spans  an  additional 
price  of  i  cent  or  1  cent  per  lb.  is  of  small  importance  in  the  total  cost 
of  the  structure. 

In  order  to  make  evident  at  a  glance  the  effect  on  cost  of  long- 
span  cantilevers  by  the  use  of  high-alloy  steels,  Fig.  22  has  been  pre- 
pared, on  the  basis  of  an  assumed  uniform  excess  cost  of  2.5  cents  per 
lb.,  delivered  at  site,  for  all  alloy  steels  above  the  standard  price  for 
carbon  steel,  beginning  with  openings  of  1  200  ft.   and  carrying  the 
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curves  out   to  the  practicable  limits   of   construction.      This   diagram 

indicates   conclusively   the   folly   of   using   nickel   steel    of    an   elastic 

limit  of  50  000  lb.,   when,  for  practically  the  same  price,   an   almost 

identical  alloy  having  an  elastic  limit  of  60  000  lb.  is  obtainable.   Again 

this   diagram  shows,   for  the  different  steels,   the  main   openings  for 

cantilever  bridges,  which,  other  things  being  equal,  involve  the  same 

cost  of  structure  per  linear  foot  of  span;  it  also  shows  how  the  differ- 
"  
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Leng-ths  of  Main  Spans 
Fig.   21. 

ences  between  the  lengths  of  such  main  openings  decrease  regularly 
with  the  increase  of  elastic  limit  of  the  metal.  Finally  the  great 
upward  tendency  of  the  curve  for  E  =  100  000  lb.  near  its  outer  end 
shows  that,  for  such  an  elastic  limit,  the  extreme  practicable  span 
length  IS  reached  at  about  3  500  ft. 

In  Fig.  23  is  given  the  same  information  concerning  simple-truss 
spans  that  is  furnished  for  cantilevers  by  Fig.  22,  viz.,  a  comparison 
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of  costs  of  metal  per  linear  foot  of  span  for  all  the  alloy  steels,  on  the 
basis  of  adopting  a  uniform  excess  price  over  carbon  steel  of  2.5  cents 
per  lb. 

Incidentally,  Figs.  22  and  23  afford  an  excellent  check  on  the  cor- 
rectness of  the  writer's  numerical  computations ;  for,  if  there  were  any 
ordinary  error  made,  it  would  be  indicated  at  once  by  irregularity, 
either  in  the  curves  or  their  spacing;  in  fact,  the  plotting  of  these 
two  diagrams  detected  the  existence  of  two  small  errors  at  the  inferior 
ends  of  the  curves,  which  errors  had  not  been  noticeable  on  the  pre- 
ceding diagrams. 

N800 
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This  brings  up  the  question  of  the  correctness  of  all  the  work  in 
this  investigation.  There  can  exist  nowhere  any  small  errors  of  any 
importance,  because  they  would  have  been  detected  at  once  by  the  lack 
of  continuity  in  the  diagrams.  This  feature,  though,  would  not  pre- 
vent the  existence  of  fundamental  errors  based  on  incorrect  assump- 
tions or  on  wrong  primary  data.  Such  fundamental  errors,  however, 
are  really  impossible,  because  the  weights  of  carbon-steel  bridges  dia- 
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Costs  of  Metal,  Erected,  in  Dollars  Per  Linear  Foot  of  Span 
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grammed  in  the  writer's  office  are  very  exact.  Of  course,  the  personal 
equation  of  the  designer  affects  the  weight  of  metal  in  structures  de- 
signed by  him,  but  this  variation  is  confined  to  small  limits.  Again,  the 
specifications  used  in  the  designing  affect  materially  the  weights,  but  the 
diagrams  under  consideration  were  all  based  on  a  single  standard  speci- 
fication for  carbon-steel  bridges  and  on  a  similar  specification  for  nickel- 
steel  bridges.  About  the  only  place  where  the  writer  could  have  gone 
astray  in  this  work  is  in  the  determination  of  the  percentages  of  carbon 
steel  in  the  bridges  of  mixed  alloy  and  carbon  steels.  These  percentages 
are  subject  to  great  variation,  because  no  two  designers  would  agree 
exactly  as  to  what  minor  parts  of  an  alloy-steel  bridge  should  be 
made  of  carbon  steel.  This  is  a  question  which  affects  only  slightly 
the  diagrammed  weights  of  metal,  but  does  affect  materially  the  dia- 
grammed costs  of  structures.  The  curves  giving  the  percentages  of 
carbon  steel  in  such  bridges,  as  before  stated,  were  prepared  from  dia- 
grams of  weights  of  metal  in  bridges  of  mixed  nickel  and  carbon  steels ; 
and  these  diagrams  were  the  result  of  careful,  detailed  computations 
of  actual  designs.  The  writer,  consequently,  feels  truly  confident  in 
regard  to  the  correctness  of  all  the  information  which  he  is  offering 
herein  to  the  Engineering  Profession. 

Reference  was  made  near  the  beginning  of  this  paper  to  a  method 
of  producing  nickel  steel  by  adding  ferro-nickel  instead  of  pure  nickel 
to  the  molten  carbon  steely  and  to  a  statement  by  Mr.  T.  L.  Willson 
that  ferro-nickel  containing  10%  of  nickel  and  nearly  90%  of  iron 
could  be  manufactured  and  sold  at  a  profit  at  2  cents  per  lb.,  thus 
making  the  nickel  content  cost  only  10  cents  per  lb.,  and  the  excess 
price  of  the  ingot  nickel  steel  about  0.3  cent  per  lb.  The  extra  cost  of  the 
shopwork  is  0.15  cent  per  lb. ;  consequently  the  total  excess  cost  of  the 
manufactured  alloy  metal  would  be  about  i  cent  per  lb.  Referring  to 
Figs.  16  and  17,  using  the  lowest  of  the  curves  in  each,  it  is  found 
that  there  would  be  an  economy  in  using  the  E  =  50  000-lb.  steel  vary- 
ing for  cantilever  bridges  from  13%  in  spans  of  600  ft.  to  20^  in 
spans  of  2  000  ft.  For  the  E  =  60  000-lb.  steel,  the  corresponding 
figures  are  24  and  33%,  respectively.  For  simple-truss  bridges,  using 
the  iJ  =  50  000-lb.  steel,  it  is  found  from  Fig.  10,  that  the  saving  varies 
from  16%  for  350-ft.  spans,  to  32%  for  1  000-ft.  spans;  and,  using  the 
E  =  QO  000-lb.  steel  and  Fig.  11,  the  corresponding  savings  are  26  and 
44%,  respectively.     From  the  preceding  figures  of  economy  it  is  evi- 
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dent  that  it  would  pay  the  builders  of  large  bridges  to  experiment 
with  the  use  of  ferro-nickel  in  the  manufacture  of  nickel  steel  for 
bridge  building,  so  as  to  determine  whether  the  claims  made  by 
Mr.  Willson  in  regard  to  its  use  are  borne  out  by  the  facts. 

The  weights  of  metal  for  double-track  railway  bridges  given  in 
Eigs.  5  and  6  can  be  utilized  in  estimating  costs  of  any  long-span  rail- 
way bridges,  because,  if  there  are  more  than  two  tracks,  the  weights  of 
metal  per  linear  foot  of  span  will,  ceteris  paribus,  be  directly  pro- 
portional to  the  number  of  tracks.  This  is  because,  if  only  two  trusses 
be  used,  the  small  saving  in  metal,  in  the  trusses  and  the  lateral  sys- 
tem, will  be  offset  by  the  extra  weight  of  the  floor-beams;  and,  if  more 
than  two  ti-usses  are  adopted  (as  would  generally  be  the  case  so  as  to 
avoid  truss  members  of  excessive  cross-section),  the  economy  of  metal, 
would  be  but  slight. 

Should  a  different  live  load  per  track  from  those  herein  used  be 
desired,  the  weight  curves  on  the  diagrams  can  be  modified  accordingly 
by  using  the  formulas  in  Equations  3,  4,  10,  and  12;  but,  to  do  this 
correctly,  one  would  need  to  know  the  division  of  total  weights  of 
metal  per  linear  foot  of  span  between  the  four  components,  "Eloor 
System",  "Lateral  System",  "Trusses",  and  "On  Piers."  Although  it 
is  not  practicable,  on  account  of  space  restriction,  to  give  in  this  paper 
such  a  division  with  great  accuracy,  Tables  1  to  6,  inclusive,  will  enable 
any  one  to  calculate  approximately,  for  any  length  of  span  and  any 
kind  of  bridge  herein  included,  the  division  of  metal  required. 

However  useful,  though,  may  be  the  information  given  concerning 
weights  of  metal  per  linear  foot  of  span  for  bridges  in  general,  the 
principal  object  of  this  paper  is  to  indicate  the  possibilities  in  bridge 
construction  that  may  be  attained  by  the  use  of  high-alloy  steels,  and 
it  is  evident  that  the  results  of  the  writer's  computations  clearly  prove 
that  a  systematic  series  of  experiments  made  in  search  of  a  suitable 
and  satisfactory  alloy  would  be  well  worth  while.  Already  it  is  prac- 
ticable to  obtain  plate  and  shape  nickel  steel  of  60  000  lb.  elastic  limit 
and  eye-bar  nickel  steel  of  65  000  lb.  elastic  limit ;  and,  in  the  writer's 
opinion,  it  would  not  take  much  experimenting  to  raise  each  of  these 
figures  10  000  lb. ;  but,  to  attain  an  elastic  limit  of  100  000  lb.  or  even 
90  000  lb.  for  an  alloy  steel  suitable  for  all  shop  manipulations  is 
truly  a  great  problem,  and  one  worthy  of  much  effort  and  a  large  ex- 
penditure of  time  and  money. 
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TABLE  1.— Floor  System  for  Simple  Spans. 


Weights  of  Metal  per  Linear  Foot  of 
Span,  in  Pounds. 

Metal  mainly  used  in  span. 

For350-ft.           For600-ft. 
span.                   span. 

For  1  OCO-ft. 
span. 

Oarbon  steel 

ooooooo 

2  000 

E^    50  000  1b 

£7  =    60  000  " 

1  600 

.E:=    70  000  " 

E=    80  000  " 

E-    90  000  " 

1  -100 
1  300 

7?  =  100  000  " 

TABLE  2.— Lateral  System  for  Simple  Spans. 


Metal  mainly  used  in  span. 


Weights  of  Metal  per  Linear  Foot 
OF  Span,  in  Pounds. 


Cai'bon  steel. 

E  =  50  OUO  lb 

E  =  60  000  " 

E  -  TO  000  " 

^  =  80  000  '■ 

^  =  90  000  " 

E  =  100  000  '• 


For  350-ft. 
span. 


450 
450 
450 
450 
450 
450 
450 


For  600-ft. 
span. 


600 
600 
600 
600 
600 
600 
600 


For  1  000-ft. 
span. 


1  200 
1  150 
1  100 
1  050 
1  000 
950 
900 


TABLE  3.— On  Piers  for  Simple  Spans. 


Metal  mainly  used 

Weights  of  Metal  per  Linear  Foot  op  Span,  in  Pounds. 

m  span. 

For  350-ft.  span 

For  1  000-ft.  span. 

Carbon  steel 

E  =    50  OUO  lb  

E  -     60  000  '•  

250 
200 
190 

400 
300 
380 
260 
240 
220 
200 

E  ~    70  000  "  

180 
170 
160 
150 

E  ~    HO  000  '•  

E  -    90  000  '•  

E  ~  100  000  •■   

The  writer  is  of  the  opinion  that  the  first  step  to  take  is  to  experi- 
ment on  "purified"  steel,  so  as  to  bring  it  to  its  maximum  of  effective- 
ness, then  to  try  adding  nickel  in  various  quantities,  and  afterward 
nickel  and  other,  but  cheaper,  substances.  Of  course,  augmenting  the 
quantity   of   carbon    in    the   purified    steel,    while    increasing   both    its 
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TABLE  4. — Floor  System   for   Cantilever   Bridges. 


Weights  op  Metal  per  Linear  Foot  of 

Span,  in  Pounds. 

Metal  mainly  used 
in  span. 

600-ft. 
span. 

1  200-ft. 
span. 

1  800-f  t. 
span. 

2  400-ft. 
span. 

3  000-f  t. 
span. 

3  600  ft. 
span. 

1  600 
1  200 
1  000 
950 
900 
850 
800 

1  800 
1  450 
1  20O 
1  150 
1  050 
950 
900 

2  000 
1  650 
1  400 
1  300 
1  200 
1  100 
1  000 

E-    50  000  lb 

2  400 
2  100 
1  850 
1  700 
1  600 
1  500 

E-    60  000  " 

E-    70  000  " 

E-    80  000  " 

2  200 
2  000 
1  900 

E-    90  000  " 

B  =  100  000  "  

2  400 

TABLE  5. — Lateral  System  for  Cantilever  Bridges. 


Weights  of  Metal  per  Linear  Foot  of  Span,  in  Pounds. 

Metal  mainly  used 
in  span. 

600-ft. 
span. 

1  200-ft.          1  8C0-ft. 
span.            span. 

3  400ft. 
span. 

3  000-f  t. 
span. 

3  600ft. 
span. 

800 
800 
800 
800 
800 
8(iO 
800 

1  100 
1  050 
1  000 
1  000 
1  000 
1  000 
1  000 

1  400 
1  300 
1  200 
1  200 
1  200 
1  200 
1  200 

E  —    50  000  lb  . . .    . 

1  800 
1  600 
1  600 
1  600 
1  600 
1  600 

E  —    60  000  " 

E  —    70  000  "  . 

3  000 
2  000 
2  OOO 
2  000 

E  —    80  (X)0  "    . . 

E=    90  000  " 

£=  100  000  •' 

2  400 
2  400 

TABLE    6. — On   Piers   for   Cantilever   Bridges. 


Weights  of  Metal  per  Linear  Foot  op 

Span,  in  Pounds. 

Metal  mainly  used 
in  span. 

600-ft. 
span. 

1  200-ft. 
span. 

1  800  ft. 
span. 

2  400-ft. 
span. 

3  000-ft. 
span. 

3  600-ft. 
span. 

700 
600 
580 
560 
540 
520 
500 

1  100 
900 
860 
820 
780 
740 
700 

2  100 
1  700 
1  600 
1  500 
1  400 
1  300 
1  200 

^  _     50  OOO  ){j 

E  —     60  000  " 

2  200 
2  100 
2  000 
1  900 
1  800 

E  —     70  000  " 

3  500 
3  200 
2  900 
2  600 

E  —     80  000  " 

E  =    90  000  "  

E  ^  100  000  "  

3  900 
3  600 

ultimate  stren^h  and  its  elastic  limit,  would  tend  to  harden  the  metal; 
but  the  addition  of  nickel  (and  possibly  other  elements)  would  tend 
to  reduce  the  brittleness  and  render  it  workable. 

The   problem   of  finding  a  high,   cheap   alloy   of  steel,   suitable  in 
every  particular  for  bridges,  is  now  before  the  metallurgists  and  the 
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builders  of  large  metallic  structures;  and  the  values  of  all  the  results 
probably  attainable  are  clearly  indicated  in  this  paper;  hence  the 
onus  is  on  the  Engineering  Profession  to  see  that  the  necessary  experi- 
ments are  arranged  for  and  thoroughly  carried  out,  in  order  that  the 
world  may  have  at  its  command  a  new  metal  that  will  permit  of  the 
spanning  of  waterways  which  are  so  wide  and  so  deep,  or  are  so  re- 
stricted by  navigation  requirements,  as  at  present  to  defy  the  art  of 
the  bridge  engineer. 
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DISCUSSION 


M.  J.  Butler,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  author  has  once     Mr. 
more  placed  the  members  of  the  Society  under  obligations.     He  has 
dealt  most  ably  with  a  matter  of  great  interest  and  importance. 

It   is   an   error   to   assume   that   the   limit   has   been   reached   with 
ordinary  carbon  steel — undoubtedly,  if  the  customer  is  willing  to  pay 
the  price,  the  steel  maker  will  supply  a.  much  better  quality  of  steel : 
(a)  By  fluid  compression  of  the  ingots; 

(h)  By  careful  heat  treatment  and  lighter  and  slower  blooming, 
putting  more  work  on  the  bloom ; 

(c)  Cropping  away  all  segregated,  piped,  and  inferior  metal; 

(d)  Careful  re-heating  of  billets,  slower  rolling,  and  better  work 
generally  on  the  rolls  and  sections; 

(e)  Such  a  quality  of  acid  steels — possibly  with  a  cheaper  alloy 
than  nickel — would  allow  of  higher  imit  stress  in  large  mem- 
bers, where  shock  and  impact  would  be  amply  cared  for. 

Alloy  steel  of  nickel  and  other  materials  may  be  secured  to  meet 
any  reasonable  requirements.  Steel  makers  will  rise  to  the  occasion, 
when  the  demand  justifies  the  outlay  in  getting  ready  for  steel  of  such 
a  quality. 

In  very  great  bridges,  such  as  are  under  consideration  in  this  paper, 
the  increased  price  of  the  metal  would  not  be  so  serious;  there  are  too 
many  other  factors  that  go  to  make  the  cost,  such  as  the  substructure, 
the  erection  of  great  cantilevers,  and  the  special  tools,  plant,  and  shop, 
to  fabricate  the  member.  The  engineering  and  the  financial  costs  are 
to  a  considerable  extent  independent. 

Albert  Lucius,f  M.  Am.  Soc.  C.  E.  (by  letter).— The  writer  has  read  Mr. 
this  paper  with  much  interest.  Its  objects  are  stated  to  be :  First,  -'"*^'"*- 
to  give  the  weights  of  different  span  lengths  for  simple  spans  and 
cantilever  bridges,  using  metals  of  various  elastic  limits;  secondly,  to 
indicate  the  extreme  practical  limits  of  span  lengths  of  cantilever 
bridges  constructed  of  such  metals;  and,  thirdly,  to  demonstrate  the 
comparative  economics  of  finished  bridges  involved  in  using  metals 
of  the  various  assumed  elastic  limits. 

Concerning  the  weights  of  long-span  bridges  built  of  assumed 
metals  of  higher  elastic  limits,  whatever  their  actual  amount  may 
be,  there  is  little  doubt  that  weights  would  reduce  about  as  formulated 
in  the  paper  if  the  unit  stresses  follow  the  elastic  limits,  as  they 
should,  provided  the  metals  have  the  same  superior  properties  as  to 
ductility  which  they  have  as  to  strength,  for  then  only  would  confidence 
in  the  material  be  justified  to  the  extent  of  developing  all  sections 
and    all   details    carrying   calculated   stress    by    the   proportional   unit 

*  Westmount,  Que.,  Canada. 
t  New  York  City. 
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Mr.  strains.  Members  and  their  connections  and  all  details,  the  function 
Lucius.  q£  which  is  to  distribute  local  strains  over  sectional  areas,  could  then 
be  made  of  the  same  material  working  under  the  same  str&ss  and 
elastic  condition,  but,  if  the  high  alloys  are  of  inferior  ductility  and 
connections  and  distributing  details  must  be  made  of  softer  and 
weaker  metals,  and  the  unit  amounts  of  extension  and  compression 
vary  in  the  different  parts  forming  the  ends  of  a  member,  the  difficul- 
ties of  making  proper  connections  would  be  increased  and  the  ad- 
vantages  of  reduced  main   sections   would  be  partly   neutralized. 

Concerning  the  extreme  length  of  cantilever  spans,  it  is  the  writer's 
opinion  that  it  has  been  reached,  as  far  as  practicable;  that  it  will 
not  be  carried  very  much  further,  even  if  higher  grade  material  is 
available;  and  that  every  consideration  of  reliability  to  carry  load, 
simplicity  of  the  carrying  member,  availability  of  the  highest  grade 
of  material,  and  ease  of  construction  and  erection,  points  to  the  sus- 
pension bridge  as  the  type  to  take  care  of  extreme  span  lengths  where 
bridges  are  preferred  to  subway  constructions. 

Concerning  the  economics  involved  in  the  use  of  high  elastic  limit 
materials,  these  are  expressed  most  readily  in  a  sufficiently  satisfactory 
way  by  the  ratio  of  elastic  limit  stress  to  price  per  pound  of  the 
metal,  and  whichever  metal  sells  at  the  least  price  for  the  highest 
elastic  limit,  all  other  properties  being  in  proper  relation  to  it,  is 
the  cheaper  material,  and  this  would  apply  to  the  various  types  of 
bridges  alike  as  far  as  their  fabricated  cost  is  concerned.  Generally, 
the  idea  of  using  simple  spans  up  to  their  extreme  limit  of  possible 
application  cannot  be  attractive  to  engineers,  because  there  is  hardly 
any  other  reason  for  long  spans  than  the  requirement  to  maintain  an 
unobstructed  right  of  way  under  these  proposed  spans.  The  feasi- 
bility and  cost  of  erection  will  determine  the  type,  and  a  cantilever 
or  continuous  span  over  several  openings,  or  an  arch  bridge,  all  of 
which  can  be  erected  cantilever  fashion,  would  probably  be  selected 
before  the  economic  limit  of  the  fabricated  simple-span  bridge  is 
reached.  Besides,  in  long-span  bridges,  especially  where  prominently 
placed,  esthetic  considerations  do  and  should  enter  more  emphatically 
and  obscure  the  importance  of  relative  economics  still  further. 

Concerning  the  desirability  of  improving  on  the  present  available 
bridge  material,  both  as  to  uniformity  of  present  properties  and  in 
regard  to  increase  of  all  its  elastic  properties  and  its  ductility,  there 
is  probably  no  difference  of  opinion  among  engineers,  and  each,  no 
doubt,  does  all  he  can  to  encourage  and  help  push  manufacturers  to 
favorable  solutions;  but  this  is  another  subject,  and  in  the  care  of 
the  metallurgist.  It  is  hardly  likely  that  it  is  inertia  alone  which 
makes  progress  slow  and  apparently  does  no  more  than  maintain  a 
stationary  level.  It  is  more  likely  that  there  is  a  greater  possibility 
of  making  economic  improvements  on   the  present  grade  of  steel  by 
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cheapening  it  and  making  it  more  uniform  in  quality,  than  to  make  a  Mr. 
higher  grade  of  steel  at  a  price  which  will  give  it  an  advantage  commer-  """^• 
cially,  except  for  special  purposes,  in  which  case  the  price  is  not  so  im- 
portant relatively  to  the  whole  special  purpose  to  be  accomplished.  The 
vast  majority  of  railroad  bridges  can  be  well  taken  care  of  with  the  pres- 
ent grade  of  steel,  and  whether  lighter  sections  of  higher  grade  steel 
worked  to  higher  strains  would  be  an  all-round  improvement  for  the 
bulk  of  bridgework,  might  be  open  to  debate.  It  certainly  would  not  be 
the  case,  in  the  writer's  judgment,  if  higher  strength  did  not  also 
carry  with  it  higher  ductility. 

The  engineer  must  get  next  to  the  metallurgist.  It  is  highly  prob- 
able that  any  metallurgist  who  knows  how  to  produce  a  better  steel 
alloy  at  commercial  value  will  succeed  very  promptly  in  getting  it 
on  the  market,  and  engineers  would  accept  it  as  promptly  and  adjust 
their  constructions  to  it. 

Henry  W.  Hodge,*  M.  Am.  See.  C.  E. — The  length  of  bridge  spans  Mr. 
in  general  use  has  been  increasing  steadily,  and  we  have  reached  limits  "^  ^^" 
where  the  dead  weight  of  the  structure  has  become  the  largest  portion 
of  its  carrying  capacity,  so  that  some  method  of  keeping  the  weight 
down  is  a  necessity  for  the  construction  of  the  great  spans  now  con- 
templated. The  only  way  to  reduce  the  dead  load  materially  is  by 
the  use  of  metal  of  higher  carrying  capacity  than  our  present  materials, 
and  a  long  step  in  this  direction  has  been  made  by  the  use  of  nickel 
steel,  which  has  50%  greater  carrying  capacity  than  the  carbon  steel 
in  general  use. 

The  trusses  of  the  three  668-ft.  spans  of  the  St.  Louis  Bridge  were 
designed  for  nickel  steel  throughout,  except  certain  minor  sub-members. 
Nickel-steel  eye-bars  and  carbon-steel  compression  members  were  also 
used,  the  floor  system  and  bracing  being  of  carbon  steel  in  each  case. 

The  weights  of  each  span  were: 

With  complete  nickel-steel   trusses 9  200  000  lb. 

With  nickel-steel  bars,  and  the  rest  of  carbon 

steel    10  900  000  lb. 

The  dead  load  of  railways,  tracks,  etc.,  was  5  500  lb.  per  lin.  ft., 
so  that  the  total  average  dead  load  was: 

With    nickel-steel    trusses 19  300  lb.  per  lin,  ft. 

With  nickel-steel  bars,  and  the  rest  of 

carbon  steel  21  800  lb.  per  lin.  ft. 

Thus,  the  nickel-steel  compression  members  in  the  trusses  made  a 
difference  in  weight  of  2  500  lb.  per  lin.  ft.,  or  13  per  cent. 

The  average  live  load  on  the  two  decks  was  equal  to  16  600  lb.  per 
lin.  ft.,  thus  the  use  of  nickel-steel  compression  members  made  a  saving 
of  7%  in  the  total  load  on  the  structure. 

•  New  York  City. 
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Mr.  The   average   unit  prices   for   the   two   classes   of   material   in   this 

^^"  structure,  erected  in  place,  were: 

Nickel  steel,  5.6     cents  per  lb. 
Carbon  steel,  3.95      "         "       " 

making  a  difference  of  1.65  cents,  or  42%  of  the  price  of  the  carbon 
steel;  but  the  elastic  limit  required  for  the  nickel  steel  was  50%  higher 
than  for  the  carbon  steel,  so  that  the  nickel  steel  was  the  cheaper, 
strength  for  strength. 

This  steel  had  Sl%  of  nickel,  but  manufacturers  are  now  commer- 
cially producing  an  alloy  steel,  with  not  more  than  1i%  of  nickel, 
together  with  small  percentages  of  chromium  and  vanadium,  which 
has  all  the  properties  of  this  steel,  at  a  very  much  reduced  price,  so 
that  there  is  at  present  a  readily  obtainable  material,  which  is  50% 
stronger  than  the  carbon  steel  in  general  use,  at  a  comparatively  small 
increase  in  cost. 

This  increase  of  elastic  limit  to  50  000  or  60  000  lb.  per  sq.  in. 
will  help  greatly  in  the  construction  of  spans  of  considerable  length; 
but,  for  the  very  long  spans  now  being  planned,  a  still  stronger  mate- 
rial is  needed,  and  can  economically  be  used  at  a  very  considerable 
increase  in  price.  In  the  design  for  the  2  880-ft.  suspension  span  for 
the  North  Eiver  Bridge  at  New  York,  there  is  great  economy  in 
placing  the  stiffening  trusses  along  the  cables  so  that  articulated 
joints  are  required,  thus  necessitating  eye-bars  in  place  of  wire,  which 
has  heretofore  been  used  in  long  suspension  bridges. 

The  total  live  load  on  the  eight  tracks,  two  roadways,  and  two 
sidewalks,  is  20  000  lb.  per.  lin.  ft.,  when  all  are  completely  loaded; 
and,  if  the  structure  were  made  of  carbon  steel,  the  dead  load  would 
be  about  110  000  lb.  per  lin.  ft.,  which  would  make  the  sections  almost 
prohibitive.  The  designs,  therefore,  have  been  based  on  the  use  of 
eye-bar  cables  of  alloy,  heat-treated  steel,  having  an  elastic  limit 
of  not  less  than  120  000  lb.  Such  steel  has  already  been  manufactured 
for  limited  sizes,  and  as  it  is  only  here  required  for  eye-bars,  from 
which  any  number  of  full-sized  specimens  can  be  tested  to  destruction, 
there  will  be  no  doubt  as  to  whether  the  strength  and  other  qvialifica- 
tions  are  fulfilled.  With  such  material,  the  total  average  dead  load 
of  the  structure  is  64  000  lb.  per.  lin.  ft.,  so  that  this  material  makes 
a  saving  of  46  000  lb.  per  lin.  ft.,  or  practically  50%  of  the  total  load 
on  the  structure. 

Such  a  material  will  naturally  cost  a  considerable  price,  but  it 
will  be  about  four  times  as  strong  as  the  usual  carbon  steel;  and  even 
at  much  more  than  four  times  the  cost,  it  would  make  a  saving,  on 
account  of  the  large  decrease  in  dead  load. 
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About   40  000   toBS   of   such   bars   will  be   required,   practically   all     Mr. 
duplicates,   so   that  there   is  little   doubt  that  they  will  be  furnished     °  ^®' 
at  a  price  which  will  make  a  great  economy  in  the  structure. 

The  speaker,  therefore,  fully  agrees  with  Mr.  Waddell  that  such 
high-value  alloy  steels  are  a  necessity  for  coming  bridge  structures, 
and  has  the  fullest  confidence  that  our  metallurgists  will  meet  the 
demands  as  they  arise. 

Charles  Evan  Fowler,"  M.  Am.  Soc.  C.  E.  (by  letter). — For  many  Mr. 
years  the  writer  has  known  of  the  higher  grades  of  steel  produced 
by  European  manufacturers,  but,  owing  to  the  great  demand  on  the 
mills  of  the  United  States,  it  has  been  a  case  of  taking  what  is  offered 
by  the  manufacturers  or  paying  the  extras  asked  for  nickel  steel  or 
anything  except  the  ordinary  grades.  The  tariff  conditions  will  now 
allow  the  importation  of  European  high-grade  steels  for  Pacific  Coast 
fabrication,  but,  until  shops  of  sufficient  size  are  established  there,  little 
advantage  can  be  taken  of  such  foreign  products.  This  possible  source 
of  supply  may  eventually  result  in  American  mills  being  willing  to 
meet  the  demand  for  nickel  or  other  high  steel  alloys  at  a  reasonable 
price. 

In  the  writer's  discussionf  of  Mr.  Waddell's  former  paper.  "Nickel 
Steel  for  Bridges",  he  called  attention  to  the  possible  use  of  ferruginous 
nickel  as  a  cheap  means  of  obtaining  the  nickel  ingredient  for  nickel 
steel,  and  it  is  gratifying  to  know  that  this  has  been  declared  possible 
by  competent  metallurgists  and  at  a  reasonable  cost;  so  that  now  it 
seems  to  be  only  necessary  to  find  philanthropic  steel  manufacturers 
who  will  make  only  a  reasonable  charge  for  manufacturing  plates  and 
shapes  of  the  desired  composition. 

To  conduct  the  extensive  experiments  which  are  desirable  on  nickel 
steel  and  other  high  steel  alloys,  it  will  certainly  be  necessary  to  enlist 
a  really  enthusiastic  support  from  the  mills  before  anything  satis- 
factory can  be  accomplished.  When  it  is  possible  to  do  this,  and  to 
raise  the  necessary  funds,  the  work  should  be  carried  out  under  the 
direction  of  this  Society,  acting  in  conjunction  with  the  American 
Society  for  Testing  Materials. 

The  great  amount  of  work  done  by  Mr.  Waddell,  as  shown  by  this 
and  his  former  paper,  will  entitle  him  to  a  large  share  of  the  credit 
for  the  great  spans  which  may  be  built  in  the  future  if,  as  a  conse- 
quence, higher  steels  are  made  possible. 

The  diagrams  of  weights  of  metal  in  bridges,  for  both  the  usual 
and  the  higher  grades  of  metal,  show  conclusively  what  one  would 
naturally  infer  as  to  the  great  saving  that  may  be  made  by  the  use 
of  a  steel  of  high  elastic  limit  which  can  be  obtained  at  a  reasonable 
cost.     It  is  to  be  regretted  that  all  such  investigations  are  not  made 

*  Seattle.  Wasli. 

f  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXIII.  p.  300. 
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Mr.  on  a  common  basis,  both  as  to  loadings  and  specifications,  so  that  the 
Fowler,  ^^^j^  ^^  various  engineers  along  similar  lines  may  be  more  readily  com- 
pared, and  the  desired  end  be  more  quickly  reached.  To  this  end, 
the  proper  committee  of  the  Society  should  formulate  rules  for  all  such 
investigations  and  calculations. 

The  engineer  who  has  been  in  direct  touch,  not  only  with  structures 
manufactured  from  his  own  designs,  but  also  with  those  of  hundreds 
of  other  engineers,  as  has  been  true  in  the  writer's  case  at  the  shops 
of  the  Youngstown  Bridge  Company  and  at  other  large  shops,  and 
throughout  a  wide  experience  of  more  than  a  quarter  of  a  century, 
will  realize  that  the  personal  equation  of  the  designer  does  result  in 
such  a  wide  variation  in  weights  that,  unless  each  one  is  tied  down 
to  the  hard  and  fast  rules  of  the  same  specifications,  the  resulting 
data  cannot  readily  be  compared,  especially  for  long  spans. 

The  real  comparison  can  only  come  from  the  various  designs  that 
would  naturally  be  made  for  any  specific  location  and  the  investigation 
of  the  composition  of  the  necessary  high-grade  metal  required  for  that 
particular  structure,  as  was  the  case  for  the  St.  Louis  Eads  Bridge. 
A  structure  costing  from  $30  000  000  to  $60  000  000  would  easily  stand 
the  charge  of  $100  000  or  more  for  such  experiments. 

Long  spans  are  seldom  contemplated  or  built  from  motives  of 
economy,  but  are  the  result  of  the  necessities  of  commerce,  of  finding 
good  foundations,  or  as  necessary  connecting  links  in  lines  of  traffic 
and  communication,  regardless  of  whether  the  structure  in  itself  wiU 
be  a  paying  investment.  When,  from  some  cause  or  other,  long  spans 
are  found  to  be  necessary,  the  engineer  must  determine  the  class  of 
structure  that  will  be  possible: 

First. — To  carry  the  class  and  quantity  of  traffic  to  be  imposed 
or  cared  for; 

Second. — That  will  be  possible,  due  to  the  foundations  that  can 
be  obtained; 

Third. — That  will  be  possible,  due  to  the  material  that  can  be 
obtained  from  which  to  fabricate  it; 

Fourth. — That  will  be  possible,  owing  to  the  limitations  that  may 
be  imposed  by  the  methods  and  means  of  construction; 

Fifth. — That  will  be  a  paying  investment  from  a  dividend-paying 
standpoint,  if  that  be  necessary; 

Sixth. — That  will  at  least  be  possible  from  related  financial  con- 
ditions. 

These  factors  are  correlated  to  such  an  extent  that  a  very  wide 
investigation  would  be  necessary,  in  order  to  set  the  limits  of  span 
and  expenditure. 
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Recent  researches  seem  to  indicate:  Mr. 

•   IT  1  Fowler. 

That   simple  spans   can  be   constructed   by   using  nickel   steel  to 

a  greater  or  less  degree,  up  to  lengths  of  from  two  to  three 

times  those  which  have  been  built ; 
That  suspension  spans  and  cantilevers  will  reach  about  the  same 

cost  at  some  span  length  between  1  600  and  1  800  ft. ; 
That,   by   the   use   of   nickel   steel   to    a   large   extent,   suspension 

spans  can  be  built  economically,  where  the  traffic  is  sufficient, 

up  to  about  3  000  ft.  span ; 
That,  by  the  use  of  nickel  steel  to  a  large  extent,  cantilevers  can 

be   built   economically,    where  the   traffic   is   sufficient,   up   to 

about  2  500  ft.  span. 

However,  inasmuch  as  the  dead  weight  of  such  structures  is  very 
great  in  proportion  to  the  live  load,  we  can  largely  disregard  impact,, 
and  use  correspondingly  high  unit  stresses,  thus  allowing  at  present 
cost  the  use  of  nickel  steel  for  all  the  suspended  strtictural  parts  of  a 
suspension  span,  thereby  making  such  a  structure,  with  its  high  steel 
cables  and  comparatively  low  erection  cost,  the  best  to  adopt  for  long 
spans,  from  every  point  of  view,  beyond  a  span  length  of  about  1  700 
ft.  Such  a.  structure  will  carry  satisfactorily  all  classes  of  traffic,  and 
satisfy  most  fully  all  the  six  requirements  previously  given. 

The  question  of  right  of  way  and  terminals  may  add  so  greatly  to 
the  cost  of  the  project  as  to  make  its  realization  impossible. 

In  his  discussion  of  Mr.  Waddell's  former  paper,  the  writer  called 
attention  to  the  various  cost  factors  that  would  come  in  to  determine 
the  possible  span  length  of  any  type,  or  indeed  the  type  to  be  used  in  a 
particular  location.  The  sub-factors  of  erection  cost  will  also  serve  to 
decide  these  things.  The  empirical  erection  cost  formula,  devised  by 
the  writer  some  years  ago,  will  serve  to  illustrate  this  point,  there  being 
six  different  factors  which  enter  into  the  cost  of  only  this  one  portion 
of  the  amount  necessary  to  expend  for  the  construction  of  a  bridge 
superstructure : 

/,         3   ,         200  1       , 

G  =  a  +   sjl  +  —h   ^-  — -  4-  .5  p  _  —  -/ w  —  500 

C  =  cost  of  erection,  in  cents  per  100  lb. ; 
a  =  a  constant  for  each  type  of  structure; 

=  15  cents  for  railway  pin  trusses; 

=  25  cents  for  railway  riveted  trusses ; 

=  20  cents  for  railway  girders ; 

=  20  cents  for  highway  pin  trusses; 

=  30  cents  for  highway  riveted  trusses ; 

=  15  cents  for  highway  girders ; 
I  =  span  length,  in  feet ; 
h  =  height  of  falsework,  in  feet ; 
d  =  daytime  temperature,  average,  in  degrees  Fahrenheit. 
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Mr.  Taking  the  case  of  a  riveted  railway  span  225  ft.  long,  4S  ft.  height 

■  of  falsework,  average  temperature,  40°,  2  coats  of  paint,  and  weighing 
2  100  lb.  per  lin.  ft.,  we  find  the  probable  erection  cost  to  be  83  cents 
per  100  lb.,  or  $16.G0  per  ton. 

A  railway  pin  span  of  144  ft.,  36  ft.  height  of  falsework,  average 
temperature,  50°,  2  coats  of  paint,  and  weighing  1  400  lb.  per  lin.  ft., 
erection  cost  equals  62  cents  per  100  lb.,  or  $12.40  per  ton. 

These  two  examples  show  what  an  influence  a  change  in  any  one  of 
the  factors  will  have  on  tlie  unit  erection  cost.  For  cantilevers  of  the 
type  of  the  Poughkeepsie  Bridge,  or  the  Knoxville  Bridge,  designed 
and  built  by  the  writer  (Fig.  24),  every  other  span  being  a  fixed  or 
anchor  span,  the  bridge  must  have  falsework,  so  that,  for  a  bridge  of 

this  type  one  can  take  the  coetlicient  of  li  at  only  —  instead  of  — .    The 

S  4 

formula  was  deduced  to  fit  certain  conditions,  which  to  a  large  extent 
were  due  to  the  personal  equations  of  the  designer  and  the  erector; 
and,  with  plans  prepared  by  some  designers,  the  cost  of  erection  would 
exceed  very  greatly  the  values  found  from  the  formula,  it  being  only 
too  common  on  the  part  of  many  designers  to  forget  that  structures 
must  be  erected  at  a  reasonable  cost,  and  still  others  seem  to  forget  the 
process  of  erection  entirely. 

Many  erection  costs,  of  course,  will  exceed  greatly  what  they  should, 
due  to  unforeseen  causes.  The  White  Pass,  Alaska,  Arch  constructed 
by  the  writer,  was  to  have  been  completed  before  the  winter  season, 
but,  owing  to  a  strike  of  the  workmen  in  September,  and  no  telegraph 
line  available  to  obtain  a  new  crew  from  Seattle,  1  000  miles  distant, 
some  6  weeks  were  lost,  and  the  structure  was  completed  by  the  men 
working  in  two  shifts  of  2  hours  each,  one  crew  warming  up  in  camp 
while  the  other  worked.  The  arch  was  completed  in  December,  and  is 
shown  in  Fig.  25.  Had  it  not  been  for  the  delay  and  consequent  extra 
cost,  the  erection  could  have  been  carried  out  on  a  very  economical 
basis,  as  the  falsework  necessary  for  the  anchor  arms  was  very  slight, 
and  one  top  traveler  carried  out  the  entire  work  of  erection. 

The  extra  cost  due  to  delay  in  this  or  other  cases,  cannot,  of  course, 
be  considered  in  making  a  design,  but  there  are  many  features  of 
erection  methods  which  should  be  studied  out  during  the  original 
investigations.  So  far  as  the  writer  is  aware,  no  scheme  of  erection 
was  ever  formulated  for  the  construction  of  the  Williamsburgh  Bridge 
over  the  East  River,  on  which  he  \vas  Consulting  Engineer  for  the 
erection  of  Manhattan  tower  and  approaches.  The  Brooklyn  tower 
erection  had  been  planned  and  partly  carried  out  by  constructing 
trusses  across  from  masonry  pier  to  masonry  pier,  and  these  supported 
a  temporary  combination  tower  about  300  ft.  high  from  which  to  erect 
the  steel   tower. 


Fig.  24. — Knoxville  Steel  Arched  Cantilever  Bridge. 


Fig.   25. — Switchback  Arch.     White  Pass  and  Yukon  Railway,  Alaska. 
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For  the  Manhattan  end  the  tower  was  erected  up  to  the  floor  level      Mr. 
by  stiff-leg  derricks  on  a  heavy  bent  at  the  end  of  the  approach-span  ^'^"'^®'"- 
falsework.     The  latticed  strut  and  floor-beam  girder  in  the  tower  was 
also  placed,  and  on  this  a  timber  tower  about  150  ft.  high  was  con- 
structed to  use  in  erecting  the  remainder  of  the  tower  steel,  thus  saving 
some  thousands  of  dollars  in  erection  cost. 

The  foregoing  will  serve  to  make  perfectly  plain  the  writer's 
reasons,  in  some  few  respects,  for  regarding  diagrammed  weights  and 
costs  as  only  very  general  proof  of  the  necessity,  in  any  particular  case, 
for  the  use  of  the  highest  obtainable  grade  of  steel.  There  are  items 
in  every  part  of  the  cost,  of  both  substructure  and  superstructure  of 
any  great  bridge,  which  will  vary  widely  from  similar  items  of  cost 
in  another  large  structure,  and  it  is  only  by  extensive  investigations 
at  each  particular  location  that  we  can  arrive  at  a  close  semblance  of 
the  truth  and  avoid  the  errors  which  often  wreck  meritorious  projects. 

L.  J.  Le  Conte,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  is  highly  Mr. 
pleased  with  this  valuable  paper.  The  practical  results  given  are 
exceedingly  encouraging  for  future  developments.  The  writer  would 
respectfully  suggest  to  the  experimenters  that  they  also  try  a  small 
batch  of  aluminum  steel.  The  main  objection  to  its  use,  heretofore, 
has  been  the  high  market  price.  Lately,  however,  the  price  has  come 
down  to  20  cents  per  lb.  in  large  lots.  It  is  his  firm  belief  that  if 
the  ordinary  steel  is  first  "thoroughly  purified",  and  its  elastic  limit 
thereby  raised  to  60  000  lb.  per  sq.  in.,  and  then  a  cake  of  aluminum, 
say  3%,  be  added  to  the  molten  metal,  the  result  will  be  a  highly  satis- 
factory alloy,  and  at  no  great  increase  in  cost  per  pound.  The  alumi- 
num not  only  strengthens  the  steel  enormously,  but  also  toughens  it 
and  wipes  out  all  brittleness,  and  thus  renders  all  general  shop  work 
much  easier  and  more  satisfactory  and  reliable  in  every  way. 

In  case  some  of  the  material  should  be  condemned  as  not  coming 
up  to  the  requirements  of  the  specifications,  the  condemned  material 
could  easily  be  turned  over  to  the  wire  works  which  would  be  only 
too  glad  to  get  it,  as  this  aluminum  steel  makes  the  finest  kind  of 
high-grade  wire,  suitable  in  every  respect  for  suspension  bridges,  as 
it  is  exceedingly  strong,  tough,  free  from  brittleness,  and  non-corrosive 
to  a  high  degree.  Ordinary  sections  of  this  alloy  will  have  an  elastic 
limit  of  100  000  lb.  per  sq.  in.,  and  the  wire  possibly  200  000  lb.  per 
sq.  in.;  and  at  a  cost  probably  not  exceeding  that  of  ordinary  carbon 
steel  by  more  than  2.5  cents  per  lb. 

N.  PETiKOT,f  Esq.— The  speaker  agrees  with  Mr.  Waddell  that  the  Mr 
first  step  is  to  experiment  on  the  purification  of  steel  so  that  the  ''''"" 
metal   may   be   brought   to    its   maximum   efficiency.     He    cannot    see 

*  Berkeley,  Cal. 

t  Metallurgist,  The  Titanium  Alloy  Manufacturing  Company,  Niagara  Falls,  N.  Y. 


Petinot. 
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Mr.  why  it  shouki  not  be  possible  to  secure  regularly  i)hysical  properties 
within  a  limit  of  5%  in  a  steel  carrying  predetermined  quantities 
of  carbon  and  nickel,  for  instance. 

The  speaker  has  been  experimenting  extensively,  both  in  France 
and  in  the  United  States,  with  the  manufacture  of  alloy  steels,  and 
particularly  with  nickel  steels  of  the  same  supposed  analysis,  and  has 
found  that  very  often  two  melts  of  open-hearth  nickel  steel  of  the 
same  analysis,  when  physically  tested,  have  shown  a  variation  of 
15%  or  more.  Carrying  the  investigation  further  he  found,  by  micro- 
scopic examination,  a  large  difference  between  the  two  steels.  The 
poorer  very  often  showed  very  large  colonies  of  manganese  sulphides, 
iron  silicates,  and  slag.  These  are  weakening  elements  in  steel  of 
any  grade,  even  if  it  is  an  alloy  of  plain  carbon  metal. 

When  the  manufacturers  of  steel  find  the  way  to  remove  such  ele- 
ments, it  will  be  possible  to  secure  the  maximum  physical  qualities 
from  each  component  of  every  grade  of  steel,  and  there  should  be 
no  great  difference  between  any  two  steels  of  the  same  chemical 
composition. 

Increasing  the  carbon  content  in  steel  of  any  grade  is  a  cheap 
way  to  increase  the  alternate  strength,  and,  according  to  the  speaker's 
experience,  a  satisfactory  way,  provided  the  steel  has  been  thoroughly 
cleaned  and  the  segregation  reduced  to  the  minimum. 

In  reference  to  the  possibility  of  producing  a  nickel  steel  by  the 
use  of  a  ferro-nickel  containing  10%  of  nickel,  this  problem  presents 
no  difficulties  at  all,  as  such  steels  have  already  been  produced  in  5-ton 
melts.  A  few  years  ago  a  pig  iron  was  produced  by  smelting  pyrrho- 
tite — containing  nickel — in  an  electric  furnace.  This  pig  iron  con- 
tained from  4  to  5%  of  nickel  and  was  low  in  sulphur  and  phosphorus. 
By  varying  the  proportions  of  such  pig  iron  in  the  mixture  used 
in  making-  nickel  steel  by  the  open-hearth  process,  it  will  be  possible 
to  obtain  any  nickel  content  actually  desired. 

It  will  be  noticed  that,  in  the  making  of  nickel  steel,  the  nickel 
is  usually  added  with  the  cold  charge,  and  does  not,  therefore,  oxidize 
during  the  periods  of  melting  and  finishing  the  steel,  and  its  use 
as  a  component  of  pig  iron  would  be  the  same  under  similar  conditions. 

The  speaker  believes  that,  by  experimenting  thoroughly  with  ferro- 
nickel  in  the  manufacture  of  nickel  steel,  it  will  be  possible  to  get 
a  product  which  will  be  identical  with  that  obtained  by  the  use  of 
metallic  nickel,  and  at  a  much  lower  cost. 

Mr.  Waddell  has  asked  what  effect  the  use  of  titanium  might  be 
expected  to  have  on  the  steel.  Titanium  has  a  great  affinity  for 
nitrogen  and  oxygen,  so  much  so  that,  prior  to  this  time,  it  has  been 
very  difficult  to  obtain  a  steel  with  a  content  of  more  than  0.25  of 
that  metal,  and  sucli  steel   showed   no  particular  advantages  over  one 
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which  had  been  treated  with  0.10  of  titanium,  and  after  such  treat-     Mr. 
ment  carried  only  0.02  to  0.03  of  the  latter. 

Titanium  is  on  the  marl-cet  commercially  in  the  form  of  ferro- 
carbon-titanium,  containing  from  15  to  20%  of  titanium  and  from 
6  to  S%  of  carbon.  It  has  been  found  that  a  ferro-titanium  with  a 
higher  titanium  content  has  too  high  a  melting  point  for  general  use. 

Titanium,  because  of  its  affinity  for  nitrogen  and  oxygen,  the  latter 
either  in  the  form  of  a  gas  or  an  oxide,  is  to  be  considered  as  a 
powerful  deoxidizer  and  scavenger.  It  is  the  only  deoxidizer  known 
at  present  which  can  be  used  without  danger  of  leaving  any  of  the 
products  of  its  oxidation  in  the  bath  of  steel. 

In  the  treatment  of  steel  with  titanivim,  the  ferro-carbon-titanium 
is  always  used  as  the  last  addition  to  the  steel  after  it  has  been  tapped 
into  the  ladle,  that  is,  after  manganese,  silicon,  or  other  alloys,  if  any, 
have  been  added.  Titanium  will  react  first  on  nitrogen  (always 
present  in  a  greater  or  less  quantity),  forming  titanium  nitrides 
(Ti^No),  which  rise  to  the  top  of  the  ladle.  It  will  then  act  on  the 
oxygen  in  solution  in  the  steel,  and  on  oxides  of  iron,  manganese,  etc. 

Particular  attention  is  called  to  the  presence  of  manganese  oxide 
in  steel.  Ferro-manganese  is  added  to  the  steel,  not  only  as  a  deoxidizer, 
but  also  to  furnish  sufficient  manganese  to  combine  with  the  sulphur, 
giving  manganese  sulphides,  which  are  less  brittle  than  iron  sulphides. 
It  has  always  been  found  that  the  rolling  properties  of  steel  are  en- 
hanced by  a  small  manganese  content,  and  it  is  a  well-known  fact 
that  it  is  impossible  to  roll  a  steel  ingot  which  does  not  contain 
manganese. 

Now  consider,  for  instance,  what  happens  when  manganese  is 
added  to  molten  steel.  The  iron  oxides,  for  instance,  are  robbed  of 
their  oxygen,  and  manganese  oxides  are  formed,  as  shown  by  the  fol- 
lowing chemical  equation : 

FeO  +  ^In  =  Fe  +  MnO, 

but,  as  manganese  oxide  will  partly  remain  in  the  steel,  if  a  piece 
of  this  steel  is  analyzed,  the  chemical  laboratory  will  report  so  much 
manganese,  but  there  will  be  nothing  to  show  in  what  form  this  man- 
ganese occurs,  whether  as  an  oxide,  sulphide,  or  some  other  compound. 

It  is  diificult  to  determine  whether  a  remainder  of  manganese  oxide 
in  the  steel  is  more  or  less  harmful  than  a  content  of  iron  oxide,  which 
it  may  have  replaced.  In  the  manufacture  of  soft  steel,  with  a  carbon 
content  of  from  0.08  to  0.10  and  manganese  content  of  0.40,  it  has 
been  proved  that,  by  eliminating  the  manganese  oxide  completely,  no 
blisters  will  be  found  when  such  steel  is  rolled  into  sheets  and  galvanized. 

When  titanium  is  added  to  steel  it  will  react  as  shown  by  the  follow- 
ing equations: 
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Mr. 
Petinot, 


On  nitrogen; 
On  oxygen : 


Ti,  +  N,  =  Ti,N,. 
Ti  +  O,  =  TiO.,.  , 


(1) 
(3) 


On  iron  oxide: 

2FeO  +  Ti  =  2Fe  +  TiO, 

On  manganese  oxide: 

2MnO  +  Ti  =  2Mn  +  TiO, (4) 

The  titanic  oxide  (TiOj)  formed  by  any  of  the  last  three  reactions 
will  flux  all  particles  of  slag  invariably  suspended  in  the  steel  and 
carry  such  slag  to  the  top  of  the  ladle,  which  will  enable  steelmakers 
to  teem  into  the  ingots  a  product  practically  free  from  nitrogen  oxides 
and  slag,  which  are  the  weakening  elements  in   steel  of  every  grade. 

Another  function  of  titanium  is  to  reduce  segregation  to  its  mini- 
mum. The  following  explains  briefly  how  segregation  is  produced : 
Steel  must  be  considered  as  a  mixture  of  pure  iron,  iron 
carbide,  manganese  sulphides,  iron  silicides,  iron  phos- 
phides, etc.,  each  of  the  components  having  different 
specific  gravities,  and  varying  melting  points.  Now,  con- 
sider what  will  happen  when  an  ingot  mould  is  filled  with 
molten  steel:  The  wall  of  the  mould  will  act  as  a  chill, 
and  the  component  having  the  highest  melting  point  will 
be  the  first  to  solidify.  If  drillings  are  taken,  starting 
from  the  outside  of  the  ingot  toward  its  center,  it  will  be 
found  that  the  carbon  and  other  elements  of  lower  specific 
gravity  and  higher  melting  points  will  be  higher  inside 
the  part  cross-hatched  in  Fig.  26  and  also  at  the  top  of 
the  ingot. 

Now,  consider  why  the  various  elements  composing 
the  steel  will  segregate,  and  why  the  maximum  segregation 
will  be  found  at  the  top  of  the  ingot.  This  segregation  is  produced 
by  the  presence  of  oxides  in  the  steel,  no  matter  whether  they  are  of 
manganese,  of  iron,  or  other  elements.  Take,  for  instance,  a  molecule 
of  oxide,  R  (Fig.  26).  The  carbon  of  the  steel  will  react  on  this 
molecule,  giving  carbon  monoxide,  according  to  the  following  eciuations: 


Fig.   26. 


(In  the  case  of  iron) 
FeO  +  C  =  Fe  +  CO.. 
(In  the  case  of  manganese) 
MnO  +  C  =  Mn  +  00.. 


(5) 

(6) 


The  tendency  of  this  carbon  monoxide  gas  is  to  release  itself  from 
the  steel  by  rising  to  the  top  of  the  mould.  The  bulk  of  this  gas  has 
been  produced  in  that  part  of  the  ingot  which  is  last  to  solidify,  as 
previously  mentioned.     This  part  of  the  ingot  is  composed  primarily 
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of  iron  carbides,   iron  phosphides,  manganese  sulphides,  etc.,   so  that     Mr. 
all  these  elements  will  be  found  in  excess  near  the  top. 

It  very  often  happens  that  a  steel  which  shows  in  a  ladle  test  0.40 
carbon  will  show,  when  rolled  into  bars,  a  variation  of  carbon  between 
0.35  and  0.45.  If  titanium  is  added,  it  will  prevent,  to  a  great  extent, 
the  formation  of  CO  in  the  moulds,  because,  as  already  shown  by 
Equations  3  and  4,  the  titanium  will  react  on  these  oxides  in  the  ladle, 
so  that,  when  the  steel  is  poured  into  the  moulds,  the  only  segregation 
that  will  occur  is  that  caused  by  the  chilling  action  of  the  moulds. 

The  speaker's  experience  has  been  that  a  clean  product, 
with  very  little  segregation,  can  be  obtained  by  the  use  of  titanium, 
at  an  additional  cost  of  from  25  to  50  cents  per  ton  of  steel  treated, 
and,  if  this  is  so,  the  uniform  composition  of  such  a  steel  will  easily 
warrant  small  additional  expenditure. 

Leon  S.  Moisseiff,*  M.  Am.  Soc.  C.  E. — This  paper  is  most  inter-  Mr. 
esting  and  also  most  timely.  It  attempts  to  find  a  way  to  meet  the  " 
ever  increasing  demands  made  on  the  ingenuity  of  the  engineer  and 
the  resources  of  the  capitalist  by  heavier  loads  and  greater  spans.  There 
is  no  doubt  that  the  author  points  the  right  way  into  the  future.  There 
is  a  need  of  a  material  of  a  higher  strength  than  that  of  the  steel 
generally  used  in  bridge  building  to-day.  Whether  it  be  nickel  steel,  as 
recently  used  in  some  of  our  long-span  bridges,  or  another  kind  of  an 
alloy  steel,  still  better  meeting  the  requirements  of  bridge  building, 
there  is  a  technical  need  of  a  higher  strength  steel.  Not  only  would 
heavy  railroad  bridges  with  their  increasing  freight  loads  be  benefited 
by  the  higher  steel,  but  also  highway  bridges  of  the  longer  spans. 

The  advent  of  heavy  automobile  trucks  has  made  it  imperative  to 
provide  heavy  floors  for  bridge  roadways.  The  old  rule,  of  an  inch 
depth  of  plank  for  every  foot  of  span  for  the  usual  timber  floor,  died 
quite  some  time  ago.  Nowadays,  concentrations  of  10  000  to  15  000  lb, 
have  to  be  taken  care  of  on  city  highways.  Even  the  old  reliable 
buckle-plate,  built  in  a  suspended  position,  appears  to  have  lost  its  good 
character.  Recently,  it  has  been  found  on  some  highway  bridges  that 
the  buckle-plates  are  not  sufficiently  rigid,  and  that  the  pavement  fails 
in  consequence.  This  can  readily  be  explained.  The  suspended  buckle- 
plates  are  stiffened  by  the  filling  of  concrete  placed  on  them.  The 
stiffness  thus  provided  was  sufficient  for  the  old-time  concentrations 
from  wheel  loads,  and  the  pavement  was  supported  rigidly  enough  to 
give  good  results.  The  increased  concentrations  of  modern  traffic,  how- 
ever, overcome  the  stiffening  resistance  of  the  concrete  and  the  buckle- 
plates,  and  the  curve  of  the  plate  is  distorted  under  the  advancing 
action  of  the  load.  This  results  in  the  crushing  and  crumbling  of 
the  concrete  in  the  trough,  and  the  ultimate  failure  of  the  pavement. 

To  insure  the  good  behavior  of  a  pavement,  not  only  a  strong  but 
also  a  stiff  support  is  necessary.     Such  support  will  be  furnished  by  a 
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Mr.  heavy  timber  floor  with  floor  stringers  at  close  intervals,  or  by  reinforced 
concrete  slabs.  In  either  case  a  floor  system  will  be  required  which  will 
have  considerable  weight.  To  take  care  of  this  additional  weight  and 
load  a  high-strength  steel  is  wanted. 

The  author  has  gone  to  a  great  deal  of  trouble  to  show  the  economi- 
cal advantage  of  higher  steel,  and  there  can  remain  no  doubt  as  to 
the  desirability  of  its  use  for  bridges. 

Granted,  then,  the  desirability  of  the  higher  strength  steel,  ques- 
tions of  design  may  well  be  considered.  One  of  these  questions  may 
be:  what  will  be  the  effect  of  the  higher  steel  on  the  stiffness  and 
stresses  of  bridges  built  of  that  material  ? 

The  higher  elastic  limit  of  the  new  steel  will  be  utilized,  of  course, 
for  allowing  higher  unit  stresses,  which  is  the  purpose  of  its  use.  The 
coeflicient  of  elasticity  being  practically  constant  for  kindred  steel,  the 
higher  unit  stresses  will  result  in  greater  elongations  of  the  individual 
members  and  greater  deflections  of  the  entire  structure.  The  increased 
deformation  of  the  trusses  means  a  greater  deviation  from  the  original 
truss  form,  and  will  result  in  much  increased  secondary  stresses. 

Assuming,  as  the  author  has  apparently  in  the  paper,  that  the  allow- 
able unit  stresses  will  retain  the  same  proportion  to  their  corresponding 
elastic  limits  as  they  have  in  the  present  practice  in  the  case  of  carbon 
steel,  the  allowable  stresses  for  the  hoped  for  high-alloy  steel  of  100  000 
lb.  elastic  limit  will  be  nearly  three  times  those  of  carbon  steel  with  its 
elastic  limit  of  35  000  lb.  Evidently,  the  moving  load  deflections  will 
become  considerable  and  the  secondary  stresses  may  attain  the  rank  of 
primary  stresses.  How,  then,  to  take  care  of  the  secondary  stresses 
in  the  erection  of  the  bridge,  and  provide  for  the  deformation  of  the 
trusses  under  moving  load,  will  raise  new  and  serious  problems  in 
bridge  design. 

Another  question  is  how  to  connect  efliciently  the  high  steel  mem- 
bers, apart  from  using  pin  connections.  With  common  soft  steel  rivets 
the  splices  would  be  of  excessive  length,  the  efficiency  of  which  is 
subject  to  much  doubt.  Consequently,  high-steel  rivets  must  be  used. 
Nickel  steel  members  have  been  designed  by  the  speaker  for  corre- 
sponding nickel  steel  rivets,  but  these  rivets  have  not  always  proved 
very  satisfactory.  They  are  not  easily  well  driven  and  are  difficult  to 
remove.  This  refers  especially  to  field  rivets  which  have  to  be  driven 
with  a  gun  or  a  machine  of  limited  pressure.  Now,  if  nickel  steel 
rivets  having  an  elastic  limit  of  50  000  lb.  present  some  difficulties,  what 
will  rivets  of,  say,  80  000  lb.  elastic  limit  offer? 

Mr.  F.  W.  Skinner,*  M.  Am.  Soc.  C.  E. — The  speaker,  having  recently 

■  had  an  opportunity   of  seeing  some  phenomenally  large   carbon   steel 

rivets,   made   for   the  new   Quebec   Bridge,   would   like   to   confirm   to 

some  extent  the  views  of  the  author  and  of  Mr.  Hodge.     Some  of  these 
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rivets — those  for  the  cantilever  arms — were  7   in.  or  more  in  length,  ^  Mr. 
with  a  diameter  of  1^  in. 

Some  experimental  work  was  done  in  which  these  rivets  were 
specially  designed  with  a  slight  taper  at  the  points.  They  were 
quenched  at  the  points  in  cold  water.  When  driven,  they  were  held  in 
place  by  a  pneumatic  bucker,  and  the  driving  was  done  with  a  pneumatic 
hammer.  The  pneumatic  bucker  was  a  special  tool,  having  a  hollow 
cylinder  in  which  a  hammer  was  arranged.  The  hammer  and  cylinder 
were  controlled  independently,  which  enabled  the  bucker  to  be  held  in 
position,  and  then  when  the  ordinary  hammer  was  operated  on  the 
point  of  the  rivet,  the  secondary  hammer  in  the  bucker  was  operated, 
and  the  rivet  was  thus  driven  simultaneously  from  both  ends.  The 
result  was  that  they  were  exceedingly  well  driven.  A  row  of  rivets 
was  driven  partly  by  yoke  machines  and  partly  by  the  hammer  and 
biicker  process,  as  in  the  field.  When  they  were  cut  in  two,  it  was 
almost  impossible  to  distinguish  between  them,  the  field-driven  rivets 
being,  for  every  practical  purpose,  as  good  as  those  driven  by 
machine  in  the  shop.  Therefore,  it  seems  quite  reasonable  to  expect 
that  field-driven  rivets  can  be  made  substantially  as  good  as  shop  rivets, 
and,  if  nickel  steel  rivets  can  be  driven  satisfactorily,  it  may  go  a  long 
way  toward  producing  equally  good  results  in  the  field. 

Regarding  the  possibilities  of  high  alloy  steel  in  bridges,  there  can 
be  no  doubt  that  the  need  of  it  is  great  and  the  prospect  is  alluring. 
The  speaker  supposes  that  it  is  generallj'  agreed  that  there  is  difficulty 
in  securing  uniformity  in  its  production.  A  great  many  years  were 
required  to  produce  carbon  steel  which  was  trustworthy  and  uniform, 
and  it  will  no  doubt  take  as  long  to  get  alloy  steel  in  uniform  condi- 
tion. The  speaker  would  be  very  glad  to  hear  from  the  author  about 
the  possibilities  of  developing  a  super-strong  alloy  steel  by  subjecting 
finished  members  to  heavy  test  loads  at  the  shops.  It  has  been  pretty 
well  demonstrated  that  both  the  elastic  limit  and  ultimate  strength  of 
carbon  steel,  for  both  tension  and  compression,  can  be  thus  greatly 
raised.  The  speaker  does  not  know  that  this  has  gone  farther  than 
a  demonstration,  but  it  was  considered  more  or  less  seriously  for  the 
Quebec  Bridge,  and  perhaps  for  the  St.  Louis  Municipal  Bridge.  Such 
treatment  should  achieve  the  double  result  of  increasing  the  elastic 
limit  and  ultimate  strength,  and  therefore  the  working  capacity,  and 
should  serve  as  a  valuable  test  or  proof  load,  disclosing  all  serious 
defects. 

If  an  increase  of  from  20  to  40% — possibly  even  more — can  be  prac- 
tically attained  at  moderate  expense  for  carbon  steel,  what  would  be  the 
result  if  applied  to  nickel  or  other  alloy  steel?  It  may  be  inferred 
that  important  results  can  be  obtained.  The  speaker  thinks  that  it 
opens  up  a  wide  field  of  conjecture. 
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Mr.  E.  L.  CoRTHELL,*  M.  Am.  Soc.  C.  E.  (by  letter). — There  is  no  doubt 

°^    ®  ■  that  the  spans  of  bridges  arc  increasing  in  length  and  that  there  are 

many  locations  where  the  kinds  of  steel  described  and  treated  in  this 

paper  would  be  used  to  bridge  over  wide  expanses  of  water  not  now 

possible,  if  they  could  be  manufactured  at  a  reasonable  price. 

All  engineers  who  are  contemplating  such  structures  will  take  great 
interest  in  the  author's  suggestions.  It  is  to  be  hoped  that  the  funds 
necessary  for  the  suggested  series  of  experiments  may  be  found.  The 
results  would  be  of  use,  not  only  in  the  United  States,  but  elsewhere, 
such  as,  for  instance,  in  the  proposed  cantilever  bridge  over  Sidney 
Harbor,  Australia,  the  main  span  of  which  is  to  be  1  600  ft.  long  and 
94  ft.  wide  between  centers  of  posts,  for  four  railway  tracks,  main 
roadway,  motor  roadway,  and  footway.  Mr.  Bradfield,  the  engineer, 
is  soon  to  be  in  America,  and  this  paper  will  interest  him. 

The  extra  price  of  2  cents  per  lb.  asked  by  manufacturers  for  the 
proposed  high-alloy  steel  would  restrict  its  use,  but  if  it  was  called 
for  by  engineers,  in  sufficient  quantities  to  warrant  its  general  manu- 
facture, no  doubt  the  price  would  be  cut  in  two,  as  the  author  indicates. 

The  author's  remarks  on  page  18  about  live  loads  are  quite  im- 
portant.   He  states  that : 

"The  live-load  stresses  on  the  main  truss  members  will  never  be 
quite  as  great  as  they  are  computed,  because,  first,  the  trains  on  the 
two  tracks  never  advance  together  so  as  to  produce  maximum  web 
stresses;  second,  such  trains  are  not  likely  ever  to  cover  entirely  the 
bridge  or  even  any  individual  part  of  it,  except,  perhaps,  the  central 
span;  and,  third,  it  is  improbable  that  any  load  of  cars,  unless  they  be 
ore  or  coal  cars,  will  ever  be  uniformly  full  and  loaded  to  the  assumed 
limit." 

All  of  which  is  true  and  might  well  be  taken  into  account  in  the 
actual  design  of  long-span  railroad  bridges. 

It  is  customary  at  present  to  allow  for  a  train  load  of  5  000  lb.  per 
lin.  ft.  (from  3  000  to  3  500  lb.  per  lin.  ft.,  20  years  ago).  Not  many 
cars  weigh  (loaded)  5  000  lb,  per  lin.  ft.,  and  these  are  not  often 
loaded  to  their  full  capacity.  A  car  having  a  capacity  of  100  000  lb. 
will  weigh  about  50  000  lb.,  and  is  40  ft.  long.  This  brings  the  load 
to  3  750  lb.  per  lin.  ft.,  which  is  not  much  more  than  that  allowed 
20  years  ago.  Are  designing  engineers  expecting  still  larger  cars  than 
at  present?  It  would  seem  almost  impossible  to  increase  the  loads 
per  linear  foot  to  more  than  those  which  now  obtain. 

Certainly  safety  should  be  the  desideratum,  but  if  the  dead  load 
of  a  bridge  can  be  decreased  materially  by  using  judgment  in  the 
application  of  live  loads  in  designing,  a  great  deal  of  money  would 
be  saved,  so  much,  in  fact,  that  cases  might  arise  where  the  difference 
in  cost  would  make  practicable  a  project  which  otherwise  might  be 
impracticable. 
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This,  and  substituting  for  carbon  steel  a  steel  of  a  "high,  cheap      Mr. 
alloy,  suitable  in  every  particular  for  bridges",  which,  the  author  says,  Cortheii. 
"is  now  before  metallurgists  and  the  builders  of  large  metallic  struc- 
tures," may  reduce  weights  and  consequent  costs  to   such   an  extent 
as  to  be  of  immense  advantage  in  the  projects  of  railway  bridges  of 
long  spans. 

The  author  is  right  in  his  statement  that  "the  onus  is  on  the  En- 
gineering Profession  to  see  that  the  necessary  experiments  are  ar- 
ranged for."  It  is  to  be  hoped  that  the  paper  will  receive  the  dis- 
cussion that  its  importance  and  character  deserve. 

W.  H.  Warren,*  M.  Am.  Soc.  C.  E.  (by  letter). — This  paper  is  of  Mr. 
unusual  interest  to  the  writer,  as  it  is  proposed  to  build  a  cantilever 
bridge  over  Sydney  Harbor  of  1  600  ft.  span.  In  giving  evidence  before 
the  Public  Works  Committee  of  ISTew  South  Wales,  in  May,  1912, 
he  strongly  advocated  the  use  of  nickel  steel  in  the  cantilevers  and 
suspended  girders,  with  carbon  steel  in  the  floor-beams  and  stringers, 
and  also  in  the  systems  of  bracing.  He  also  directed  attention  to 
Mr.  Waddell's  paperf  on  "Nickel  Steel  for  Bridges,"  as  supporting  his 
own  argument  that  considerable  economy  would  result  in  the  use  of 
nickel  steel  on  account  of  its  higher  elastic  limit,  and  the  fact  that 
it  can  be  worked  under  all  the  necessary  manipulations  in  the  shop  in 
a  satisfactory  manner,  and  also  that  its  other  physical  properties 
are  at  least  as  good  as  carbon  structural  steel. 

If  an  alloy  steel  could  be  produced  having  an  elastic  limit  of  70  000 
lb.  per  sq.  in.,  with  its  other  necessary  qualities  suitable  for  bridge 
work,  at  a  moderate  cost,  a  great  advance  would  at  once  become  possible 
in  the  art  of  the  bridge  builder,  so  far  as  the  design  of  long  spans 
is  concerned.  The  paper  shows  that  such  a  material  may  be  reason- 
ably anticipated  in  the  future,  provided  sufficient  inducements  are 
given  to  the  metallurgist  and  the  steel  manufacturer,  and  the  greater 
economy  that  would  result  in  the  use  of  steel  having  a  still  higher 
elastic  limit  is  clearly  indicated  in  the  diagrams  which  have  been 
worked  out  in  such  a  painstaking  and  elaborate  manner.  The  paper 
is  most  opportune,  and  it  suggests  and  indicates  the  probable  method 
of  procedure  in  a  line  of  research  which,  it  is  hoped,  the  metallurgist 
will  seriously  consider.  The  writer  is  of  the  opinion  that  members  of 
the  Engineering  Profession  all  over  the  world  owe  a  debt  to  Mr. 
Waddell  for  the  notable  papers  which  he  has  contributed  on  the  design 
of  bridges. 

David  A.  Molitor,:}:  M.  Am.  Soc.  C.  E.  (by  letter). — This  most  inter-      Mr. 
esting  paper  represents  many  years  of  labor  and  experience,  and,  as  a 
contribution  to   engineering  knowledge,  should  be   accepted  with  due 
appreciation  and  regard. 

*  Sydney,  New  South  Wales,  Australia. 

t  Tratisactions,  Am.  Soc.  C.  E.,  Vol.  LXIII,  p.  101. 

t  Toronto,  Ont.,  Canada. 


Molitor. 
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Mr.  The  author's  conclusions  relative  to  the  advantages  to  be  derived 

Moiitor.  £pQj^  ^}^g  ^gg  q£  ''high-alloy"  steels  in  bridges,  both  in  point  of  economy 
and  greater  span  lengths  attainable,  are  true  beyond  question,  and,  as 
pointed  out  in  the  paper,  the  problem  of  finding  a  suitable  cheap  alloy 
steel  is  now  before  the  metallurgists  and  the  builders  of  large  metallic 
bridges. 

It  might  be  said  that  this  problem  has  always  been  before  the 
manufticturers,  and  possibly  also  the  metallurgists,  at  least  since  the 
construction  of  the  Eads  Bridge  at  St.  Louis;  but,  what  has  been 
accomplished,  and  who  is  most  interested  in  progress  along  these  lines? 

Aside  from  a  few  innovations,  chiefly  with  the  aid  of  alloys  such  as 
nickel,  aluminum,  chrom'ium  and  manganese,  to  raise  the  elastic  limit 
and  ultimate  strength,  and  titanium  as  a  purifying  agent,  little  has 
been  accomplished  to  improve  the  quality  of  steel  for  bridge  and 
structural  uses  since  the  introduction  of  the  open-hearth  process.  How- 
ever, the  two  great  defects  in  all  manufactured  steel  are  segregation 
and  piping,  for  which  no  remedy  is  known  to  mill  operators  except 
the  costly  and  wasteful  method  of  discarding  from  15  to  40%  of  the 
ingot,  and,  further,  scrapping  all  material  showing  defects  in  the 
finished  product.  If  these  defects  were  readily  discernible,  this  method 
might  insure  good  results,  but  at  high  cost. 

Both  segregation  and  piping  are  local  defects;  the  former  is  always 
hidden  in  the  finished  material,  and  the  latter  is  usually  invisible  except 
when  it  appears  as  a  noticeable  surface  defect.  Hence,  it  follows  that 
no  specifications  can  be  written  so  as  to  insure  a  high-grade  homogen- 
eous material,  in  spite  of  the  most  painstaking  mill  inspection. 

Engineers  prescribe  both  the  chemical  purity  and  physical  require- 
ments for  bridge  and  structural  steel,  and  require  that  a  test  shall  be 
made  from  a  specimen  taken  from  each  ingot,  and  on  the  results  of 
these  tests  the  metal  is  either  accepted  or  rejected,  reserving  the  right 
to  reject  such  of  the  accepted  material  as  may  develop  defects  in  course 
of  manufacture.  The  presumption  is  that  all  material  not  rejected  in 
the  mill  or  at  the  shops  is  uniformly  good  and  up  to  the  specifications. 

However,  nothing  could  be  more  erroneous,  and,  even  if  every  single 
piece  of  rolled  material  were  tested  in  like  manner,  this  could  not  be 
accepted  as  absolute  proof  of  quality.  For  there  might  be  a  hidden 
flaw  or  pipe,  or  spot  of  segregated  metalloids,  anywhere  in  the  finished 
piece,  which  would  never  be  revealed  by  any  test,  but  might  ultimately 
come  to  light  through  failure. 

A  careful  perusal  of  the  Report  of  the  Committee  on  Rails,  of  the 
American  Railway  Engineering  and  Maintenance  of  Way  Association,* 
will  convince  the  most  skeptical  of  the  truth  of  what  has  just  been  stated. 

Although  segregation  and  piping  defects  are  likely  to  occur  in  any 
or  all  material,  they  are  less  likely  to  produce  disastrous   results   in 

*  VoL  XIL  Part  2.  191L 
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bridges  than  in  rails,  owing  to  the  more  strenuous  service  of  the  latter.      Mr. 
It  is  for  this  reason  that  ingots  for  rail  steel  are  cropped  about  30%,     °'  °'- 
on  the  average,  and  bridge  steel  is  cropped  about  20%,  on  the  average, 
with  a  minimum  of  about  12  per  cent. 

It  should  be  noted  that  Bessemer  steel  is  less  subject  to  piping  than 
is  open-hearth  steel,  and  that  the  latter  suffers  less  segregation  than 
the  former,  owing  to  its  lesser  sulphur  and  phosphorus  contents  and 
lesser  quantity  of  metalloids. 

Although  these  conditions  exist  in  bridge  steel  of  the  present  day, 
their  deleterious  effects  are  largely  overcome  by  using  moderately  low 
working  stresses.  It  is  well,  however,  to  reflect  on  the  conditions  which 
would  inevitably  follow  when  the  same  basic  material  is  raised  to 
higher  strength  by  using  an  alloy  or  higher  carbon  contents.  Unless 
segregation  and  piping  can  be  effectually  eradicated,  it  would  seem 
quite  out  of  the  question  to  consider  high-alloy  steels  safe  for  large 
bridges,  as  defects  of  this  class  would  become  far  more  serious  in 
slender  sections  with  high  unit  stresses.  In  other  words,  a  condition 
which  might  be  tolerated  in  medium  steel,  might  become  prohibitive 
in  the  high-alloy  steel. 

The  crucial  point  of  this  discussion  rests  on  the  willingness  and 
on  the  ability  of  the  steel  manufacturer,  first,  to  improve  the  quality  of 
the  present-day  product  by  the  prevention  of  segregation  and  internal 
pipes,  and  second,  to  raise  the  elastic  limit  and  ultimate  strength  of  this 
homogeneous  steel  by  the  use  of  alloys,  taking  care  to  secure  proper 
ductility  in  the  high  steel.  Carbon  might  be  used  to  a  certain  extent, 
but,  in  all  probability,  at  a  considerable  sacrifice  of  ductility. 

From  the  manufacturer's  viewpoint,  however,  innovations  of  this 
nature  do  not  interest  him  so  long  as  his  experiensie  is  profitable  and  he 
can  dispose  of  his  entire  output  without  difficulty.  The  operating  depart- 
ment of  a  steel  plant  aims  merely  to  produce  tonnage,  and  the  commer- 
cial department  seeks  to  dispose  of  this  tonnage  to  the  best  advantage. 

Albert  Lucius,  M.  Am.  Soc.  C.  E.,  at  the  close  of  his  discussion  says : 

"The  engineer  must  get  next  to  the  metallurgist.  It  is  highly 
probable  that  any  metallurgist  who  knows  how  to  produce  a  better 
steel  alloy  at  commercial  value  will  succeed  very  promptly  in  getting 
it  on  the  market,     *     *     *." 

This  is  quite  an  erroneous  view,  for  it  rests  entirely  with  the  opera- 
ting manager  of  a  steel  plant  whether  or  not  he  will  interest  himself 
in  what  the  metallurgist  has  to  offer,  and  the  metallurgist,  in  turn,  is 
not  getting  things  on  the  market.  In  other  words,  the  metallurgist, 
who  is  appealed  to  as  the  savior  in  this  matter,  is  quite  helpless  to  do 
anything  further  than  possibly  say  he  knows  how  the  task  might  be 
accomplished. 

In  all  the  learned  discussions  precipitated  by  investigations  of  rail 
failures,  the  conclusions  reached,  by  metallurgists  and  others  possessing 
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Mr.  a  wide  experience  in  testing  and  inspecting  steel,  are  that  prac- 
.  o  1  or.  j^jgaijy  q\[  ^i^Q  failures  are  due  to  piping  and  segregation.  However,  the 
only  remedy  proposed  by  our  learned  friends,  to  overcome  these  serious 
defects,  is  to  continue  cropping  off  the  ingots  until  the  remaining 
portions  appear  to  be  uniformly  good  and  sound.  These  same  experts 
when  advised  that  the  difficulty  could  be  overcome  successfully  by  a 
very  simple  and  cheap  process  which  would  be  communicated  to  them 
if  they  were  interested,  failed  to  go  further  than  to  acknowledge  the 
receipt  of  the  writer's  letter  of  more  than  a  year  ago. 

This  is  a  fair  sample  of  the  interest  manifested  by  those  who  are 
most  in  the  public  eye. 

It  may  add  to  this  discussion  to  enter  somewhat  into  detail  as  to 
the  phenomena  of  piping  and  segregation,  as  comparatively  little  is 
known  with  certainty,  and,  hitherto,  all  attempts  to  overcome  these 
defects  in  steel  have  proved  only  partly  successful. 

Although  chemical  reactions  of  a  most  complex  nature  are  known 
to  take  place  between  the  various  impurities,  sulphur,  phosphorus,  sili- 
con, and  oxygen,  with  iron,  manganese,  and  carbon,  forming  compounds 
which  are  known  as  metalloids,  it  is  practically  impossible  to  show  the 
exact  nature  and  composition  of  these  metalloids  by  chemical  analyses. 
It  is  also  quite  probable  that  the  metalloids  in  the  molten  state  are  very 
different  from  those  in  the  frozen  condition.  There  is  also  a  consid- 
erable gas  formation  in  the  interior  of  the  molten  metal,  chiefly  caused 
by  the  oxidation  of  the  carbon  and  some  of  the  impurities. 

It  is  also  known  that  the  metalloids  have  a  lower  specific  gravity 
than  iron,  and  that  their  melting  points  are  lower  than  that  of  iron, 
which  being  the  case,  the  metalloids  will  cool  more  slowly  than  iron, 
and  will  naturally  free  themselves,  to  a  certain  extent,  and  on  account 
of  the  difference  in  specific  gravity  will  be  forced  laterally  and  upward 
into  the  lake  of  molten  metal  and  continue  in  this  action,  so  that  the 
last  quantity  of  metal  that  is  cooled  will  contain  a  concentration  of 
these  segregated  elements.  The  gases  are  similarly  displaced,  and. 
being  extremely  light,  will  hasten  the  collection  of  the  metalloids  into 
nodules  which  will  travel  upward  along  lines  of  least  resistance  as  the 
metal  cools  in  the  mould.  It  is  this  effect,  due  to  the  difference  in 
melting  points,  and  the  gravity  displacement  of  the  metalloids  and 
gases,  which  gives  rise  to  segregation  and  may,  therefore,  be  classed  as 
a  physical  phenomenon. 

Piping  is  also  a  physical  phenomenon,  being  Caused  by  the  shrinkage 
of  the  metal  in  the  mould  as  it  cools,  and  is  the  result  of  the  following 
conditions :  The  metal  is  poured  into  the  cold  mould,  and,  as  it  strikes 
it,  it  chills  or  freezes  to  it  at  the  bottom  and  sides,  the  chill  being 
continued  to  the  top  level  of  the  poured  metal.  The  cooling  or  freez- 
ing takes  place  successively  toward  the  top  and  center  of  the  mould, 
and  as  the  metal  cools  it  naturally  contracts  and  draws  its  supply  for 
contraction   from   the   molten   lake   in  the  center  which   sinks   as   the 
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demand  is  made  on  it  by  the  contraction  of  the  surrounding  metal,  the  Mr. 
result  being  the  formation  of  the  funnel-shaped  cavity  which  frequently 
reaches  below  the  center  of  the  mould.  This  cavity  may  contain,  in 
some  instances,  hanging  walls  or  bridges,  which  may  seal  across  the 
lower  part  of  the  pipe,  resulting  in  a  hidden  or  concealed  pipe.  This 
may  not  be  detected,  either  in  the  bloom  or  in  the  finished  product. 

Segregation  and  piping  are  thus  seen  to  be  physical  manifestations 
which  cannot  be  prevented  by  any  chemical  process  or  treatment. 

Although  a  chemically  pure  steel  would  necessarily  be  free  from 
segregation,  yet  no  steel,  or,  in  fact,  no  metal,  can  be  poured  into  an 
ingot  mould  without  showing  a  pipe.  The  great  necessity  of  freeing 
steel  from  internal  pipes  is  thus  made  apparent. 

The  use  of  titanium  unquestionably  improves  steel,  and  especially 
when  added  to  Bessemer  steel,  which  is  high  in  sulphur  and  phosphorus, 
and  also  in  gases.  For  this  reason,  Bessemer  steel  boils  more  in  the 
mould.  The  addition  of  titanium  is  especially  useful  to  quiet  the  metal 
by  preventing  the  gas  production  through  combinations  with  nitrogen 
and  oxygen,  forming  light  substances  which  rapidly  rise  to  the  surface 
of  the  ladle,  purifying  the  steel  at  the  expense  of  the  titanium,  very 
little  of  which  remains  in  the  steel.  Hence,  titanium  somewhat  reduces 
segregation,  but  does  not  affect  piping. 

More  than  a  year  ago  the  writer's  attention  was  drawn  to  a  process 
of  casting  ingots,  by  which  the  gases  are  all  expelled,  the  metalloids 
are  prevented  from  rising,  and  the  steel  cools  gradually  from  the  bottom 
upward  instead  of  inward  from  the  sides  of  the  mould,  thus  preventing 
unequal  contraction  along  different  elements  vertically  in  the  mould. 
This  is  all  accomplished  by  one  operation,  without  loss  of  time  in  cast- 
ing ingots,  and  at  little  or  no  expense  outside  of  the  apparatus  on 
which  the  mould  is  placed  while  making  the  ingot  casting.  The  process 
is  one  of  forging  the  liquid  steel  by  imparting  vertical  vibration  to  the 
mould  and  its  contents,  and  is  called  by  the  inventors,  Messrs.  Maxwell 
and  Lash,  "The  Liquid  Forged  Steel  Process." 

From  the  foregoing  description,  and  the  phenomena  attending  ingot 
casting,  it  is  quite  clear  that  segregation  and  piping  can  be  completely 
obviated,  thus  making  it  possible  to  produce  a  perfectly  uniform  and 
homogeneous  steel  in  which  the  ultimate  strength  and  elastic  limit  are 
raised  about  20%  by  the  de-gasifying  effect  of  the  process. 

The  loss  due  to  necessary  discard  of  the  ingots  for  bridge  steel  is 
reduced  from  about  20%  to  3  or  4%,  and,  for  rail  steel,  the  reduction  is 
from  an  average  of  30%  also  to  3  or  4  per  cent.  This  would  result  in  an 
actual  saving  of  from  $1..50  to  $2.00  per  ton  for  steel  production;  the 
cost  is  merely  an  interest  charge  on  the  value  of  the  machinery  used 
and  a  small  royalty  on  the  patents,  to  say  nothing  of  the  far  greater 
value  of  the  finished  product  and  the  savings  brought  about  by  lesser 
rejections  of  the  rolled  steel. 
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Mr.  That  these    statements    are   correct   cannot   be   disputed   when    the 

^ '  "'^^  tests  which  were  made  last  year  by  the  patentees  are  examined.    Hence, 

the   introduction  of  this  process   into  the   large  steel  mills   would  be 

somewhat  of  a  revolution  in  steel  manufacture  as  well  as  in  the  v^astly 

improved  quality  of  the  finished  product. 

In  the  present  grades  of  steel,  defects  due  to  segregation  and  internal 
or  concealed  pipes  represent  losses  to  the  customer,  and  the  visible 
pipe  is  a  direct  loss  to  the  mill  through  discard.  Hence,  it  is,  to  both 
customer  and  mill,  that  the  introduction  of  this  new  process  commends 
itself,  and  both  parties  should  be  equally  interested  in  seeing  it  intro- 
duced. 

However,  it  is  more  than  likely  that  the  demand  for  the  better  steel 
must  be  first  created  before  any  mill  will  undertake  the  production  of 
such  an  article. 

To  the  writer's  mind,  there  is  no  question  regarding  the  possibility 
of  producing  high-alloy  steels,  of  the  kind  sought  by  modern  bridge 
builders,  whenever  it  suits  the  convenience  of  the  mill  manager  to 
disabuse  his  mind  of  several  preconceived  views  and  to  express  his 
willingness  "to  be  shown".  The  writer  also  ventures  to  add  that 
aluminum,  possibly  with  nickel,  will  offer  the  most  desirable  combina- 
tion with  steel,  owing  to  the  great  ductility  it  imparts. 

Returning  to  questions  of  design,  it  should  be  observed  that  our 
present  methods  would  suffer  numerous  modifications  when  dealing 
with  high-alloy  steels,  even  in  small  bridges,  as  our  knowledge  of 
secondary  and  impact  stresses  would  require.  Deflections  due  to  moving 
loads  would  be  increased  owing  to  the  higher  unit  stresses  used 
and  the  practically  constant  extensibility  of  all  grades  of  steel.  Sec- 
ondary stresses  might  not  suffer  much  increase  on  this  account,  because 
the  connections  between  slender  high-steel  members  would  be  less 
rigid,  though  impact  stresses  might  be  increased  because  the  ratio  of 
live  load  to  dead  load  would  be  increased  along  with  the  greater  flexibility 
of  the  structure. 

As  discussions  of  this  kind  are  sometimes  fruitful  in  bringing  aboiit 
advancements  in  engineering  science,  the  writer  expresses  his  high 
appreciation  of  the  author's  efforts  in  the  direction  of  progress,  and 
closes  with  the  optimistic  feeling  that  some  substantial  gain  in  the 
art  and  science  of  bridge  building  may  soon  come  as  a  reward,  provided 
the  steel  makers  will  do  their  part. 
Sir  Sir   Bradford   Leslie*    (by   letter). — In   India  the   river  beds   are 

!.  Leslie,  generally  alluvial  for  an  unknown  depth,  and  piers  of  bridges  having 
to  be  sunk  to  a  great  depth  are  very  costly,  consequently,  it  is  economical 
to  use  spans  of  considerable  length,  but  the  writer  is  not  aware  of  any 
cases  in  which  exceedingly  long  spans  are  likely  to  be  required.  Never- 
theless, the  paper  is  of  the  greatest  interest  to  bridge  engineers. 

The  author  has  fully  established  the  necessity  for  experimental 
investigation   of  the  problem   of  discovering  a  high-alloy  steel   which 

*  London,  England. 
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can  be  subjected  to  heating  and  working  at  temperatures  attainable  in  sir 
the  ordinary  operations  of  bridge  construction,  without  impairing  its  '  ®^  '^' 
strength,  and  which  can  be  placed  on  the  market  at  a  price  moderately 
exceeding  that  of  the  ordinary  carbon  steel  of  commerce.  Such  a 
metal  would  greatly  reduce  the  weight  and  cost  of  girder  bridges  of 
moderate  spans.  The  percentage  of  nickel  required  is  so  small  that  it 
seems  probable  the  ores  will  be  discovered  in  sufficient  abundance,  and, 
if  so,  the  demand  for  the  material  must  soon  result  in  the  practical 
realization    of  the   author's   far-sighted   ideas   on   bridge   construction. 

The  writer  belongs  to  the  iron  age,  which  is  ancient  history,  but  can 
well  remember  the  relief  afforded  to  bridge  designers  by  the  increase 
of  50%  in  the  elastic  limit  when  carbon  steel  superseded  iron  as  the 
material  for  bridges,  and  he  hopes  he  may  live  to  see  the  further  im- 
provement that  will  result  from  the  general  use  of  high-alloy  steel 
for  that  purpose. 

Although  the  writer  feels  that  he  is  not  qualified  to  offer  useful 
criticism  of  the  investigations  described  in  the  paper,  he  desires  to  state 
that  his  experience  ranks  him  among  the  unbelievers  in  the  dangers  of 
so-called  "impact".  If  that  bugbear  can  be  dismissed,  it  will  effect 
great  economy  in  girder  construction.  He  is  equally  skeptical  as  to  the 
supposed  injurious  effects  of  alternating  stresses  which  do  not  exceed 
the  elastic  limit. 

A  train  does  not  drop  on  to  a  bridge,  it  rolls  on  and  off;  at  what- 
ever speed  it  may  be  traveling,  the  pressure  is  applied  and  relieved 
gradually — a  mass  falling  by  gravity  moves  but  slowly  when  it  begins 
to  fall — any  blow  there  may  be  is  due  to  the  action  of  the  springs. 
Velocity  in  its  application  does  not  affect  the  stresses  distributed 
over  a  given  area  of  material  by  any  load.  At  60  miles  an  hour  the 
axle  of  a  vehicle  may  be  subjected  to  alternating  stresses  at  the  rate  of 
10  per  sec.  but  not  to  "impact";  properly  lubricated,  the  axle  keeps 
cool.  The  worst  "impact"  that  axles  get  is  at  worn  rail  joints  which 
strike  a  blow  felt  through  springs  and  cushions,  and  is  the  principal 
cause  of  axle  failure.  "Impact"  is  locally  and  not  otherwise  destruc- 
tive. If  a  bar  of  iron,  such  as  a  6-ft.  length  of  rail,  be  suspended  by 
one  end  and  constantly  struck  four  or  five  blows  per  sec.  by  a  hammer, 
heat  will  be  evolved  by  the  superficial  destruction  of  the  metal;  such 
destruction  will  be  local  and  cumulative;  the  entire  bar  will  vibrate; 
but,  however  long  continued,  the  vibration  will  not  affect  the  properties 
of  the  metal.  In  a  similar  manner,  the  top  of  a  pile  is  punished  by 
hard  driving  and  the  remainder  of  the  pile  suffers  no  injury,  though, 
it  is  true,  the  pile  receives  but  a  few  hundred  blows. 

If  bridges  suffer  from  "impact",  it  must  be  transmitted  through 
the  rails.  Rails  are  worn  out  by  attrition;  excepting  at  worn  joints, 
there  is  no  "impact";  millions  of  loaded  axles  rolling  over  rails  at 
high  velocity  do  not  impair  the  strength  of  the  metal. 
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Sir  Many  years  ago  the  writer  made  careful  experiments  on  scrap  rails 

before  using  them  for  structural  purposes*.  The  rails  were  of  iron,  of 
the  old  double-headed  section  formerly  in  use  in  England.  Pieces  were 
cut  from  both  heads  and  tested  under  tensile  and  compressive  strain, 
also  for  ultimate  extension  and  contraction  of  area.  In  no  instance 
was  it  found  that  the  scrap  metal  had  lost  any  of  its  original  properties, 
under  millions  of  tons  of  traffic  resulting,  not  in  "impact",  but  in 
constantly  alternating  stresses.  "Impact",  indeed,  there  is,  at  the 
joints,  causing  failure  of  the  ends  of  the  rails. 

Prior  to  the  last  25  years,  no  attention  had  been  given  to  "impact", 
and  no  account  had  been  taken  of  it  in  designing  girders.  The  writer 
has  never  met  with  any  authentic  instance  of  failure  on  that  account. 
On  the  contrary,  many  large  bridges,  both  of  iron  and  steel,  are  now 
carrying  axle  loads  in  excess  of  what  they  were  originally  intended  to 
carry,  without  any  indication  of  failure,  except  in  the  platform  system, 
where  increased  panel  loading  has,  in  some  cases,  involved  strength- 
ening. 

The  only  precaution  advocated  by  the  writer  to  mitigate  "impact" 
(the  effects  of  which  in  short  spans  are  injurious  to  the  masonry  abut- 
ments, rather  than  to  the  girders  themselves),  is  to  build  bridges  up  to, 
say,  100  ft.  span  to  carry  the  ordinary  track  laid  in  good  ballast.  This 
facilitates  maintenance,  prevents  the  passage  of  the  bridge  being  felt 
on  board  the  train,  and  the  shaking  of  the  masonry  abutments,  and 
saves  the  necessity  for  allowance  for  supposed  "impact".  Such  saving 
is  discounted  by  the  girders  having  to  be  provided  with  flooring,  and 
built  strong  enough  to  carry  ballast.  However,  there  can  be  no 
comparison  in  the  comfort  of  traveling  over  a  ballasted  bridge  carry- 
ing the  ordinary  track,  and  running  over  a  rattling,  noisy  structure  in 
which  the  track  is  fixed  directly  to  the  girders. 

The  writer  infers,  from  the  paper,  that  it  is  customary  to  build  long- 
span  bridges  for  double  track,  presumably  because  the  increased  width 
between  the  girders  relieves  the  bending  moments  due  to  wind  pres- 
sure, and  improves  the  lateral  strength  of  the  structure  generally. 

If  worked  on  a  proper  system,  a  single-line  bridge  will  accommodate 
a  very  heavy  traffic.  Two  trains  following  each  other  every  10  min. 
gives  twelve  trains  in  each  direction  per  hour.  Where  intensity  of 
traffic  absolutely  demands  it,  the  expense  of  a  double-line  bridge  must 
be  met. 

Instances  have  occurred  on  the  5  ft.  6-in.  gauge  railways  in  Bengal 
of  trains  being  brought  to  a  standstill  and  overturned  by  wind  pres- 
sure. This  indicates  a  side  pressure  approaching  40  lb.  per  sq.  ft.  over 
considerable  areas.    No  such  accident  has  hitherto  occurred  on  a  bridge 

*  Owing  to  heavy  rates  of  freight  from  India  to  Europe,  scrap  material  which  could 
not  be  rerolled  or  worked  up  in  India,  in  about  1878,  was  practically  unsaleable,  conse- 
quently its  use  for  structural  purposes,  instead  of  importing  new  material,  was  very 
economical. 
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in  India,  though  it  is  probably  what  took  place  at  the  collapse  of  the       Sir 
Tay  Bridge  in  18G9,  and  it  is  necessary,  therefore,  to  take  account  of    '  '^®*''*'- 
the  possibility. 

It  is  suggested  that  all  important  bridges  should  be  equipped  with 
a  reliable  anemometer  interlocked  with  the  signals,  so  that  whenever 
the  wind  attains  a  velocity  exceeding,  say,  80  miles  per  hour,  or  17  lb. 
per  sq.  ft.,  the  traffic  over  the  bridge  would  be  stopped;  considering 
the  risk,  this  is  only  a  reasonable  precaution.  Thus,  in  the  case  of 
wind  pressures  exceeding  17  lb.  per  sq.  ft.,  the  effect  on  the  bridge 
would  be  limited  to  that  on  the  structure  only;  below  that  it  would  be 
necessary  to  take  account  of  the  wind  pressure  on  the  train  as  well 
as  on  the  bridge  itself.  Such  an  arrangement  would  enable  the  economy 
of  single-line  bridges  to  be  realized  wherever  practicable  and  desirable. 

Doubtless,  however,  all  these  points  have  received  due  consideration 
in  the  preparation  of  the  paper.  They  are  all  the  observations  that  the 
study  of  this  valuable  paper,  considered  in  the  light  of  60  years'  experi- 
ence in  bridge  building,  enables  the  writer  to  offer. 

John  C.  Fergusson,*  Esq.  (by  letter). — The  amount  of  time  and  Mr. 
energy  the  author  has  devoted  to  his  subject,  and  to  the  preparation  ^^''^^ssou. 
of  his  valuable  diagrams,  showing,  by  comparison,  the  advantages 
of  using  steel  of  higher  tensile  strength  in  long-span  bridges,  shuts 
out  all  but  the  most  friendly  criticism.  Yet  facts  are  stubborn  things ; 
we  do  not  look  at  them  from  the  same  plane,  so  we  cannot  all  see 
alike.  It  is  this  very  difference  of  view  which,  in  the  long  run,  gives 
the  real  value  to  the  exchange  of  ideas  among  civil  engineers,  by 
bringing  things  into  true  focus. 

The  use  of  nickel  steel  cannot  be  adopted,  generally,  as  the  best 
material  for  all  classes  of  bridgework;  its  particular  advantages  adapt 
it  more  for  use  in  bridges  of  very  long  span  than  in  short  ones.  Its 
special  advantages — elastic  limit  and  tensile  strength,  hence  lightness 
— over  the  best  classes  of  open-hearth  carbon  steels,  are  only  obtained 
in  nickel  steels  of  the  very  highest  grades;  and  their  cost  would  be 
prohibitive  in  ordinary  structures.  Carbon  steels,  for  a  tensile  strength 
of  40  tons  per  sq.  in.,  have  advantages  over  nickel  steels  carrying 
low  percentages  of  nickel.  The  open-hearth  carbon  steel  is  a  more 
reliable  product,  it  is  stronger  in  compression,  has  greater  resistance  to 
impact,  its  manufacture  and  testing  are  extremely  simple,  and  the 
main  results  are  constant ;  whereas,  the  testing  of  nickel  steel  during 
the  process  of  manufacture  is  very  complicated,  the  material  is  subject 
to  great  variations;  and,  further,  the  combinations  of  carbon,  man- 
ganese, titanium,  and  tungsten,  even  in  the  smallest  fractional  per- 
centages, produce  most  unlike  results. 

It  has  been  found  that  the  addition  of  nickel  to  iron  causes  the 
nickel  to  act  as  a  flux  on  the  carbon,  manganese,  and  other  minerals 
in   combination   with   the   iron ;    and   the   anomalous   results   produced 
*  Birmingham,  England. 
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Mr.  vary  very  much  more  owing  to  slight  changes  in  the  proportion  of 
carbon,  manganese,  or  other  metals  in  the  chemical  composition  of  the 
ingot,  than  in  the  mere  change  of  proportion  in  the  parts  of  the 
nickel  to  iron. 

The  idea  of  adopting  a  standard  specification  for  nickel  steel,  to 
be  used  in  bridgework,  seems  to  be  wrong,  because  the  conditions 
required  for  various  spans  and  loads  are  so  variable.  Would  it  not 
be  wiser  for  a  civil  engineer  to  state  his  requirements  and  see  that 
they  are  carried  out,  leaving  the  actual  manufacture  of  the  metal 
to  the  metallurgists  and  ironmasters? 

To  use  a  nickel  steel  of  very  high  tensile  strength,  chiefly  to  save 
weight  in  the  bridge  material — unless  where  the  conditions  are  im- 
perative— would  seem  to  be  extravagant,  and  even  unwise.  There 
must  be  risk  in  trusting  to  the  highest  limit  of  tensile  strength  of  a 
manufactured  steel  which  is  known  to  be  very  variable.  The  mere 
saving  of  weight  in  bridges  of  moderate  span  would  hardly  warrant  the 
risk,  coupled  with  the  extra  cost  of  material  of  higher  grade.  Standard 
specifications  for  nickel  steel  would  be  worthless  unless  they  met 
the  highest  conditions  and  requirements  for  the  longest  bridges  men- 
tioned by  the  author.  It  is  for  bridges  of  this  class,  of  exceptional 
length,  that  he  hopes  to  find  a  sufficiently  strong  and  suitable  material 
in  nickel  steel. 

The  author,  in  his  previous  paper,*  states  that  the  best  percentage 
of  nickel  was  found  to  be  3.5.  The  allowance  of  impurities  in  the 
nickel  steel  was  put  as  phosphorus,  0.03%;  sulphur,  0.04%;  silicon, 
0.04%,  and  manganese,  0.75  to  0.85%,  which  produced  an  elastic  limit 
of  61300  lb.  and  an  ultimate  strength  of  99  300  lb.  per  sq.  in.  The 
resistance  to  impact  was  less  than  that  of  carbon  steel,  the  relative 
values  being  87  and  73  to  100,  for  low  and  high  nickel  steel. 

The  author  also  states  that  the  nickel  present  in  larger  quantities 
makes  the  material  unworkable  in  the  shops. 

If  the  author  is  still  of  these  opinions,  and  if  we  may  regard  his 
present  able  paper  as  supplementary  to  his  former  one,  the  foregoing 
statements  deserve  consideration,  because  they  do  not  agree  with  the 
general  idea  as  to  the  chemical  composition  of  a  very  high-class  nickel 
steel  that  would  best  fill  the  requirements  of  the  extraordinarily  long 
bridges  he  has  mentioned.  The  proportion  of  3.5%  of  nickel,  which 
he  gives,  appears  to  be  too  low.  As  he  does  not  mention  carbon  in  his 
analysis,  it  may  be  presumed  that  he  has  eliminated  it;  surely  this  is 
a  difficult  operation  in  commercial  manufacture?  This  is  a  most 
important  point,  for,  with  a  low  percentage  of  nickel,  the  reduction  of 
carbon  below  0.20  becomes  essential. 

*  "  Nickel  steel  for  Bridees",  Transactions.  Am.  Soc.  C.  E.,  Vol.  LXIII.  p.  101.  Abstract 
in  Minutes  of  Proceedings.  Inst.  C.  E..  Vol.  CLXXVI,  p.  345. 
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Provided   the  carbon   is  kept  low,  there  is   a  constant   rise  in  the       Mr. 
tensile  strength  of  nickel  steel,  in  proportion  to  the  increase  of  the    ®''^'^^'^"- 
nickel   present,    up    to    12    or    15    per    cent.      The    increase   of   nickel 
requires  a  decrease  of  carbon,  together  with  an  increase  of  manganese, 
otherwise,  although  the  breaking  load  may  be  the  same,  the  value  of 
the  elastic  limit  will  fall  rapidly. 

The  writer  has  pleasure  in  acknowledging  that  some  of  the  earliest 
and  most  successful  workers  of  nickel  steel  are  Americans.  The 
Bethlehem  Iron  and  Steel  Company,  the  Homestead  Works,  of  Pitts- 
burgh, and  others,  are  well  known. 

There  are  a  few  points  about  which  there  appears  to  be  con- 
siderable difficulty  to  agree.  The  author  states  that  steel  containing 
more  than  3.5%  of  nickel  was  unworkable,  yet  in  Sheffield  they  found 
no  difficulty  in  working  material  containing  nickel,  7.65% ;  manganese, 
0.68%;  and  carbon,  0.17%,  although  it  was  hard. 

In  America  there  is  a  preference  for  adding  nickel  in  the  form  of 
iron  ores,  whereas  in  England  it  is  preferred  to  add  the  nickel  pure.  In 
Sheffield  it  is  found  difficult  to  produce  forgeable  bars  in  the  absence 
of  manganese,  and  it  appears  to  be  impossible  to  get  satisfactory  results. 

The  writer  ventures  to  point  out  two  disadvantages  in  nickel  steel 
for  bridgework : 

(a)   The  difficulty  of  welding,  and  working; 

(fe)   The   necessity   of  keeping   the   carbon   extremely   low — under 

0.20% — whereas   the   fatigue   resistance   of   steel   is   increased 

enormously  by  raising  the  percentage  of  carbon. 

Notwithstanding  any  difference  of  opinion  about  the  composition 
of  the  most  suitable  steel  for  bridge  construction- — on  which  discussion 
was  invited — the  writer  joins  heartily  in  acknowledging  the  author's 
efforts,  and  particularly  the  value  of  his  diagrams,  as  a  direct  advance 
in  bridge  construction. 

V.  E.  DE  B.  DE  Broe,*  Esq.  (by  letter). — The  writer  has  read  this      Mr. 
paper  with  interest,  and  begs  to  offer  the  following  remarks.  ®    ^'^^' 

Spans. — As  compared  with  Indian  practice,  the  length  of  the  spans 
required  in  America  is  remarkable.  The  Government  of  India  railway 
bridge  regulation  tables  are  worked  out  for  spans  of  from  5  to  600 
ft.,  and  usually,  the  engineers  can  negotiate  big  sandy  rivers  on  deep 
wells  with  girders  of  from  150  to  250  ft.  span.  The  writer  believes 
that  the  only  railway  bridge  in  India  of  greater  span  than  600  ft. 
is  that  over  the  Indus  at  Sukkur,  which  is  between  700  and  800  ft.  Of 
small  spans,  ranging  from  10  to  100  ft.,  Indian  railways  have  a 
great  number,  and  additional  ones  are  being  erected  daily.  It  is 
readily  understood,  therefore,  that,  with  engineers  in  India,  the  use  of 
a  metal  of  excessively  high  tensile  strength  is  not  of  so  much   con- 

*  London,  England. 
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Mr.  sequence  as  it  is  with  American  engineers,  faced  as  they  are  witli 
■  the  problem  of  bridging  vast  clefts  and  chasms  with  single  openings. 
Strength  of  Metal. — In  preparing  specifications,  the  writer  works 
to  the  "British  Standard  Specification  for  Structural  Steel"  (revised 
in  August,  1912),  which  enjoins  an  ultimate  tensile  breaking  strength 
for  ordinary  girder  sections  of  "between  the  limits  of  28  and  33  tons 
per  square  inch."  As  the  elastic  limit  is  generally  not  less  than  50% 
of  the  ultimate  strength,  and  good  firms  usually  work  to  this  without 
extra  charge,  it  follows  that 

Tons        Pounds 

:«  X  2  240 

• =  8(',  9(5011). 

is  the  extreme  elastic  limit  per  square  inch  reached  in  practice.  The 
author  states  that  ordinary  cai'bon  steel  is  usually  furnished  by 
American  manufacturers  with  an  elastic  limit  of  35  000  lb.,  or  an 
ultimate  tensile  strength  of  approximately  32  tons  per  sq.  in.,  so  that 
in  this  respect,  Indian  engineers  are  on  an  equal  footing,  and  it  is 
not  until  American  engineers  begin  to  mix  an  alloy  that  they  get  a 
higher  elastic  limit. 

It  is  noted  that  the  author  was  successful,  with  French  manu- 
facturers, in  realizing  the  high  standard  of  45  kg.  per  sq.  mm., 
equivalent  to  28^  tons  per  sq.  in.,  or  an  ultimate  breaking  strength 
of  57  tons  per  sq.  in.  Nothing  of  this  sort  has  ever  been  heard  of 
in  Indian  practice.  The  author  also  expresses  himself  as  sanguine  of 
reaching  in  America  60  000  lb.  =  27  tons  elastic  limit,  or  54  tons 
xiltimate  strength;  and  his  researches  have  led  him  to  believe  that 
even  the  colossal  figure  of  100  000  lb.  =  44  tons  elastic  limit,  and 
88  tons  ultimate  tensile  strength,  is  realizable  by  persistent  and 
enduring  experiment  until  the  right  mixture  has  been  obtained. 
The  writer  has  not  had  the  pleasure  of  reading  the  author's  former 
paper,  "Nickel  Steel  for  Bridges,"  and  is  not  chemist  or  metallurgist 
enough  to  form  an  opinion  as  to  what  can  be  done  in  the  laboratory 
or  in  small  melts  in  the  production  of  an  alloy  greatly  superior  in 
strength  to  carbon  steel;  it  is  obvious,  however,  that  should  an  alloy 
ever  be  produced  approximating  in  strength  three  times  that  of  steel 
(at  a  commercial  market  value),  it  is  not  only  America  that  will 
benefit,  but  every  railway  in  the  world  will  be  in  a  position  to 
revolutionize  its  bridge  stress  and  strain  calculations  with  a  view  to 
economizing  in  weight  of  metal. 

The  estimated  cost  of  the  author's  proposed  experiments,  $100  000  = 
£20  000,  or  even  twice  this  sum,  as  suggested,  is  a  very  large  one  for 
private  enterprise,  but  not  for  a  Government  or  a  group  of  Govern- 
ments to  contribute,  and  it  is  further  to  be  noted  that,  should  the 
experiments  result  in  the  success  which  the  author  anticipates,  the 
use  of  the  new  and  stronger  metal  could  and   would  be  extended  to 
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other    forms   of    construction   besides   bridge    girders.      There    are    no      Mr. 
millionaire  philanthropists   in   India,   and   so   far   as   that   country   is 
concerned,  anything  of  the  sort  suggested  would  have  to  be  done  by 
the  State. 

Cost  of  Steel. — On  page  21  it  is  noted  that  the  author  is  handi- 
capped with  the  high  cost  of  4  cents  per  lb.  for  steel  for  plate-girder 
spans,  or  £18  sterling  per  ton.  The  highest  price  paid  in  England  (for 
export  to  India)  during  the  last  few  years,  was  £13/10/0  per  ton,  and, 
even  adding  sea  freight,  it  would  seem  that,  for  ironwork  required 
reasonably  near  the  seaboard  (and  not  involving  long  railway  carriage 
to  the  site  of  the  works),  London  would  afford  a  cheaper  market  than 
America. 

Impact. — Impact  is  a  subject  to  which  the  writer  has  devoted  a 
great  deal  of  study  of  late  years,  and  he  has  come  to  the  conclusion 
that  it  may  be  totally  ignored,  provided  a  working  stress  not  exceeding 
8  tons  per  sq.  in.  for  steel  is  allowed,  and  a  factor  of  safety  of  4  is  vised. 

Of  course,  there  is  much  diversity  of  opinion  on  this  subject  in  the 
Profession.  The  Government  of  India  enjoins  the  use  of  the  Pencoyd 
formula : 

I  =z =  a  coefficient  bv  which  the  live  load  is  to  be  multiplied ; 

L  +  300  ^  ^ 

wliere  L  =  length  of  loaded  distance,  in  feet,  producing  maximum  strain. 

This  gives  : 

In  5-ft.  spans  98%  of  moving  load, 

In  600-ft.  '^     33% 

'-,n^  >  as  calculated  bv  the  author's  formula, 
40  000 
~  i  +  500" 

The  writer  has  recently  come  into  possession  of  the  Swiss  Govern- 
ment revised  regulations  (issued  in  1913),  in  which  the  formula  for 
impact  is  2(15  —  I)  per  cent,  of  the  moving  load,  I  being  the  span, 
in  meters. 

It  is  obvious  from  this  that  no  impact  allowance  is  enforced  for 
spans  of  more  than  50  ft.,  and  the  percentage  works  out:  Por  5-ft. 
spans  27%  only,  as  against  that  of  the  Government  of  India,  98%, 
and  the  author's  78  per  cent. 

The  Swiss  working  stress  is  6.98  tons  per  sq.  in.  for  steel. 

The  Board  of  Trade  (England)  fixes  a  working  stress  of  6J  tons 
for  steel,  which  is  intended  to  cover  impact  allowance.  Mr.  A.  H. 
Shield,  writes  as  follows  :* 

"The  limiting  stress  of  5  tons  per  sq.  in.  for  which  the  early 
bridges    were    designed    did,    in    fact,    provide    for    impact,    and    was 

*  Raihroy  Gazette,  .June  12th,  1914. 
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Mr.      fixed  by  the   Board   of   Trade   in   1859,   some  years   after  experiments 
®    '^°'^'  had   been   made   by   a   Royal   Commission,    appointed   to   consider   the 
api)lication  of  iron  to  railway  structures. 

"In  the  course  of  these  experiments  the  additional  strain  upon 
bridges  due  to  a  rapidly  moving  load  was  measured  by  the  increased 
deflection.  A  fixed  permissible  stress  obviously  failed  to  graduate  the 
impact  according  to  the  span,  and  the  allowance  made  in  fixing  5 
tons  was  probably  insufficient  for  spans  under  20  ft.,  for  which  at 
that  time  the  use  of  wrought-iron  was,  however,  uncommon.  The 
point  which  it  is  important  to  bear  in  mind,  is  that  the  old  -standard 
admissible  stresses,  5  tons  for  wrought-iron  and  6^  tons  for  steel, 
did  include  an  average  allowance  for  impact,  and  that  this  should 
be  taken  into  account  in  making  a  more  accurate  provision  accord- 
ing to  the  span,  or  more  properly,  according  to  the  shortness  of  the 
period  during  which  the  load  comes  upon  the  bridge  or  part  of  the 
bridge  under  consideration.  It  is  only  if  this  is  neglected  that  the 
application  of  a  graduated  allowance  for 
impact  leads  to  a  general  increase  in  the 
weight  of  bridges. 

"The  sufficiency  under  average  condi- 
tions of  a  factor  of  safety  of  four  without 
further  allowance  for  impact,  is  substanti- 
ated by  experience  in  this  country  for  55 
years;  and  any  rules  which  require  a 
greater  allowance  under  similar  conditions 
are  indicative  either  of  a  dasire  to  provide 
indirectly  for  the  growth  of  the  load  to 
which  structures  may  be  subjected,  or  to 
provide  a  wider  margin  against  errors  of 
design  and  workmanship  than  has  proved 
to  be  necessary  under  the  conditions  of 
responsibility  and  superviision  that  have 
obtained  in  the  past. 

"Whichever  may  be  the  motive  of  the 
authority  responsible  for  the  increased  burden  it  is  equally  deserving 
of  the  attention  of  those  interested  financially  in  the  promotion  and 
construction  of  railways  in  our  colonies  and  dependencies." 

The  writer  has  not  space  or  time  to  state  exhaustively  his  reasons 
for  recommending  the  total  exclusion  of  the  impact  factor  in  bridge 
calculations,  and  perhaps  the  author  would  not  thank  him  were  he 
to  enlarge  on  the  subject,  for  a  full  exposition  of  his  views  would 
cover  many  sheets  of  paper.  Briefly,  however,  he  may  say,  first, 
that  he  does  not  think  deflection  tests  (on  which  many  of  these 
formulas  are  based)  are  reliable.  The  following  is  from  the  Govern- 
ment Inspector's  report  on  two  spans  of  40-ft.  girders  which  the  writer's 
company   recently   erected   in    Southern   India : 

"Two  spans  were  tested  with  a  B-class  engine,  one  a  dead  load 
test  and  the  other  at  45  miles  an  hour.  The  deflection  in  both 
cases  was  0.15  inch,  which  is  very  satisfactory." 


Impact  AUowauce. 


8  Tons. 
Working  Stress. 


Span, in  Feet. 


Fig.    27. 


DISCUSSION    ON  HIGH-ALLOY   STEELS   FOR   BRIDGES  71 

This  is  one  of  the  many  instances.  Mr. 

In  the  second  place,  if  a  diagram  is  plotted,  in  the  shape  of  a 
column   (Fig.  27),  and  divided  into  three  lengths  represented  by: 

(1)  A  line  across  at,  say,  8  tons  (below  which  the  girder  may  be 
loaded) ; 

(2)  A  line  across  at  20  tons  (below  which  is  obtained  an  area  of 
safety,  which  may  be  encroached  on  occasionally)  ;   and 

(3)  A   line    across    at   32   tons    (below   which   is   represented    the 
danger  zone,  never  to  be  encroached  on)  ; 

we  may  see  how  very  small  is  the  margin  of  risk  if,  above  the  8-ton 
line,  we  hatch  in  the  professional  allowance  for  impact.  We  fnay  also 
see  how  large  is  the  margin  of  safety  and  how  remote  the  area 
of  danger. 

In  the  third  place,  the  various  working  stresses  allowed  by  diiferenc 
authorities,  and  the  factor  of  safety  of  four,  are  in  themselves  wholly 
empirical,  and  the  writer  sees  no  logical  sequence  in  building,  by 
the  application  of  quasi-scientific  formulas,  on  an  empirical  foundation. 
Nevertheless,  he  would  be  very  interested  to  see  the  "more  accurate 
formula"  which  the  author  has  evolved  from  deflection  experiments, 
mentioned  on  page  7  and  the  data  on  which  it  is  based. 

M.  Sejourne,  Esq.*  (by  letter). — The  writer  takes  great  interest  in       Mr. 
the  problem  of  the  use  of  steels  of  high  elastic  limit  for  the  construction 
of  bridges,  and  would  second  the  author's  efforts  to  obtain  in  France — 
at  least  for  large  works — the  use  of   a   different   kind   of  steel  from 
that  which  is  now  specified,  and  having  the  following  characteristics:! 

i?  =  42  kg.  per  sq.  mm. 
E  =  24:  kg.  per  sq.  mm. 


A  =  25%  in  a  standard  length,  L  =  V66.67  S. 

In  France  it  is  not  usual  to  construct  such  great  bridges  as  in 
America ;  consequently,  the  use  of  steels  of  high  resistance  is  not  as 
necessary,  and  the  French  steel  works  hesitate  to  supply  themselves 
with  tools  for  producing  in  great  quantities  steels  which  they  are  not 
sure  of  selling. 

The  writer  is  at  present  engaged  in  designing  a  large  metal  bridge 
over  the  Durance,  the  longest  span  being  121  m.  (397  ft.).  On  account 
of  the  importance  of  this  work,  one  of  the  largest  steel  works  in  France 
was  requested  to  quote  prices  for  furnishing  carbon  steel  having  the 
following  characteristics : 

R  >  50  kg.  E  >  27  kg.  A  =  20  per  cent. 

*  Ingenieur  en  Chef  du  Service,  Chemins  de  Fer  de  Paris  a  Lyon  et  a  la  Mediter- 
ranee,  Paris,  France. 

t  It  will  be  noted  that  these  characteristics  differ  from  those  given  to  the  author 
and   reproduced  by  him  in  his  article  in  Le  Genie  Civil,  No.   15,  August  7th,   1909. 
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S6journe  '^.^^  ^^^^^  ^^^^^  replied  that  it  would  agree  to  these  specifications, 
•  provided  that  an  increase  in  price  of  1  Franc  per  100  kg.  more  than 
for  ordinary  42-kg.  steel  was  allowed,  but  without  impact  test. 

In  using  steels  of  high  elastic  limit  it  seems  to  the  writer  to  be 
indispensable  to  have  all  the  necessarj-  guaranties  with  reference  to  its 
brittleness,  and  to  have  recourse,  for  that,  to  methods  even  more 
stringent  than  those  now  used  for  42-kg.  steel.* 

Although  French  steel  works  allow  tests  for  brittleness  for  high- 
priced  special  steels,  they  are  generally  opposed  to  them  for  steels  of 
ordinary  make  designed  for  bridges  and  metal  frameworks.  These 
conditions  will  perhaps  be  bettered,  thanks  to  developments  in  the 
manufacture  of  steel  due  to  the  electric  furnace,  which  produces  a 
material  that  is  not  brittle  because  it  is  pure.  Unfortunately,  its 
price  is  still  too  high. 

The  writer  commends  the  author's  endeavors  to  discover  a  con- 
stituent alloy  of  great  tensile  strength,  high  ela^stic  limit,  and  of  reason- 
able price.  The  problem  is  doubtless  difficult  to  solve,  but  it  is  not 
beyond  the  science  and  ingenuity  of  American  engineers,  and  it  is 
hoped  that  the  author's  researches  and  tests  may  result  in  the  desired 
metal. 

Norris.  GEORGE  L.  NoRRis,  EsQ.f  (by  letter).— The  author  has  shown  the 
great  advantages  to  be  derived  in  bridge  construction,  especially  for 
long  spans,  by  the  use  of  steel  with  high  elastic  limit.  To  obtain  the 
high  elastic  limits  which  he  mentions— 60  000  to  100  000  lb.  per  sq.  in.— 
it  will  be  necessary  to  use  alloy  steels. 

With  alloy  steel  it  is  entirely  feasible  to  obtain  elastic  limits  of 
from  90  000  to  100  000  lb.  by  heat  treatment,  and  even  also  in  the  con- 
dition as  rolled,  but  this,  of  necessity,  would  increase  considerably  the 
difficulties  of  shop  manipulation.  In  the  condition  as  rolled,  the  alloy 
steels  would  naturally  be  too  variable  in  hardness  for  safe  use. 

In  the  case  of  nickel  steel,  in  order  to  attain  an  elastic  limit  of 
60  000  lb.  or  more,  it  is  necessary  to  increase  the  percentage  of  carbon 
to  undesirable  limits. 

To  produce  steel  having  an  elastic  limit  approaching  100  000  lb., 
and  workable  under  ordinary  shop  manipulations,  the  writer  believes 
that  recourse  will  be  had  to  the  use  of  vanadium  alone,  or  with  some 
other  metal  such  as  chromium  in  the  steel.  Vanadium  is  undoubtedly 
the  element  which,  together  with  carbon,  acts  with  the  greatest  in- 
tensity in  improving  alloys  of  iron,  that  is,  in  very  small  percentages. 
The  quantity  of  vanadium  generally  alloyed  with  steel,  excepting  tool 
steels,  is  about  0.15  or  0.20  per  cent.    The  price  of  vanadium  has  been 

„  ..*,^°.  reference  to  the  information  given  to  the  author,  and  reproduced  by  him  in  his 
article  m  Le  Genie  Civil  (August  Tth,  1§09).  it  is  said  that  the  specifications  of  theFrench 
railroads  "do  not  require  impact  tests,  which  is  greatly  to  be  regretted."  This  is  true  but 
the  writer  does  not  make  use  of  these  specifications  in  his  office,  and  for  12  years  he  h^s 
required  such  tests  on  all  rolled  steel.  "i  i~  icdis  ne  nas 

t  Metallurgical  Engr..  American  Vanadiuiji  Co.,  Pittsburgh,  Pa. 
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reduced  60%  within  the  past  3  years,  and  it  is  now  low  enough  to    Mr. 
bring  it  within  consideration  for  use  in  steel  for  eye-bars  and  other  parts 
of  long-span  bridges. 

Vanadium  has  generally  been  used  in  combination  with  chromium, 
although  when  used  with  nickel  or  nickel  and  chromium  it  gives 
greatly  increased  physical  properties;  these  latter  combinations  are 
naturally  more  expensive.  Added  to  simple  carbon  steel,  especially 
if  the  percentage  of  manganese  is  more  than  0.60%,  it  gives  an 
increase  of  about  40%  in  the  elastic  limit  and  about  20%  in  the  tensile 
strength,  with  practically  the  same  or  even  greater  ductility. 

What  is  known  as  Type  ''A"  chrome  vanadium  steel  will  fulfill 
the  requirements  of  high  elastic  limit  and  be  workable  under  shop 
manipulations.  The  cost  of  this  steel  would  be  only  slightly  in  excess 
of  that  of  3^%  nickel  steel.     Its  chemical  range  would  be: 

Carbon   0.17  to  0.27  per  cent. 

Manganese 0.40  to  0.60 

Chromium 0.60  to  0.90 

Phosphorus,    not    more    than.  .0.05 

Sulphur,  not  more  than 0.05 

Vanadium,   not  less  than 0.15 

As  rolled,  in  plates,  shapes,  and  bars,  this  steel  would  have  approxi- 
mately the  following  properties : 


Elastic 
limit. 

Tensile 
strength. 

Elongation 
in  8  in. 

Reduction 
of  area. 

60  000 

85  000 

12% 

45% 

to 

to 

to 

to 

80  000  lb. 

110  0001b. 

20% 

60% 

By  the  simple  operation  of  heating  to  1 100  or  1 150°  Fahr.,  any 
irregularities  in  hardness  and  strength,  due  to  variation  in  rolling 
temperatures  or  uneven  cooling,  can  be  removed  without  appreciably 
decreasing  the  elastic  limit  and  tensile  strength,  and,  at  the  same  time, 
increasing  the  ductility.  This  operation  would  not  be  an  expensive 
one,  and  experience  might  show  that  it  would  be  imnecessary  for  this 
grade  of  steel. 

Type  "A"  chrome  vanadium  steel  can  be  sheared,  punched,  reamed, 
bent,  etc.,  without  any  considerable  increase  of  shop  manipulations. 

Much  higher  elastic  limit  and  tensile  strength  can  be  obtained 
from-  this  steel  by  heat  treatment,  quenching  and  tempering,  but  this 
would  increase  the  shop  manipulations  very  materially,  necessitating 
drilling  instead  of  punching  and  reaming.  It  would  also  add  materially 
to  the  cost.     Any  bends  would  have  to  be  made  before  heat  treatment. 

Eather  than  heat-treat  steel  of  this  tji^e,  it  would  be  preferable 
to  attain  elastic  limits  of  SO  000  to  100  000  lb.  by  increasing  the  carbon 
percentage,  and  normalize  the  steel  by  heating  to  1  100  or  1  150°  Fahr. 
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Mr. 
Norris. 


The   range  in  chemical  composition  for  this  grade  would  be: 

Carbon    0.30  to  0.40  per  cent. 

Manganese     0.40  to  0.60  ' 

Chromium   0.60  to  0.90  ' 

Phosphorus,    not    more    than.  .0.05  ' 

Sulphur,   not  more  than 0.05  '' 

Vanadium,  not  less  than 0.15  ' 

Plates  i   in.   thick,   in  the  upper  range   of  this   composition,  have 
shown  the  following  physical  properties : 

Eloneation 


Elastic 
limit. 

125  000  lb. 


Tensile 
strength. 

145  000  lb. 


Reduction 
of  area. 


18%  58% 

These  plates  could  be  punched  and  sheared  as  rolled,  but  it  would 
be  advisable  no  doubt  to  normalize,  as  before  described,  and  also  to 
drill  rather  than  to  punch  the  holes. 

Plates  I  in,  thick,  at  the  low  range  of  this  composition,  have  shown 
the  following  physical  properties: 


Elastic 
limit. 

83  000  lb. 


Tensile 
strength. 

116  000  lb. 


Elongation 
in  3  in. 


Reduction 
of  area. 


20%  45% 

Normalized,  this  grade  of  steel  should  give,  in  plates  and  shapes, 
the  following  physical  properties : 


Elastic 
limit. 

75  000 

Tensile 
strength. 

100  000 

Elongation 
in  8  in. 

Reduction 
of  area. 

to 

to 

More  than 

More  than 

100  000  lb. 

125  000  lb. 

12% 

50% 

The  cost  of  these  chrome  vanadium  steels  would  be  about  3  cents 
per  lb.  more  than  for  ordinary  carbon  steel. 

The  writer  believes  that  a  simple  carbon  vanadium  steel  would 
prove  commercially  more  attractive  than  the  vanadium  steels  con- 
taining chromium  or  nickel  or  both.  It  is  possible  to  obtain  a  very 
material  increase  in  elastic  limit  by  the  addition  of  vanadium  to  a 
simple  carbon  steel,  and  such  steels  can  be  manipulated  almost,  if  not 
quite,  as  readily  as  ordinary  carbon  steel. 

Tests  from  l^g^-in.,  round,  rolled  bars  of  acid  open-hearth  casting 
steel  of  the  following  composition  give  a  very  good  idea  of  what  can 
be  expected  from  this  type  of  steel  and  how  it  compares  with  simple 
carbon  acid  open-hearth  casting  steel : 

Carbon   0.26  to 

Manganese    0.60  to 

Silicon    0.25  to 

Vanadium    0.21  to 

Phosphorus,  less  than .  . .  0.05  to 
Sulphur,   less   than 0.05  to 


0.27 

per  cent 

0.64 

(.'         a 

0.25 

u        u 

0.00 

u        u 

0.05 

a        u 

0.05 

u        a 
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Elastic  limit 70  000  to  56  000  lb.  Mr. 

Tensile  strength    88  000  to  72  000    "  ^*''''''^" 

Elongation  in  2  in 28.5  to  34  per  cent. 

Reduction   of   area 57.5  to  58     "       " 

From  these  and  other  tests,  it  would  seem  feasible  to  specify  as 
follows,  for  this  type  of  steel : 

Carbon   0.20  to         0.30  per  cent. 

Manganese    0.60  to         0.80     "       " 

Phosphorus,  not  more  than 0.05     "       " 

Sulphur,  not  more  than 0.05     "       " 

Vanadium,  not  less  than 0.15     "       " 

Elastic  limit    50  000  to     70  000  lb. 

Tensile  strength    80  000  to  100  000    " 

Elongation  in  2  in.,  more  than 20  per  cent. 

Reduction  of  area,  more  than 45     "      " 

The  additional  cost  of  vanadium  steel  of  this  grade  over  that 
of  ordinary  carbon  steel  should  not  be  more  than  1  cent  per  lb.,  and 
very  likely  would  be  less. 

For  built-up  members  of  vanadium  steel,  the  writer  believes  that 
vanadium  steel  rivets  should  be  used,  in  order  to  utilize  more  fully 
than  would  be  otherwise  possible  the  high  physical  qualities  of  the 
vanadium  steel  shapes  and  plates.  The  rivets  could  be  either  of 
chrome  vanadium  steel  or  simple  carbon  vanadium  steel.  The  com- 
position for  chrome  vanadium  steel  rivets  should  be : 

Carbon     0.15  to  0.20  per  cent. 

Manganese    0.30  to  0.50     "  " 

Chromium 0.40  to  0.60     "  " 

Phosphorus,    not    more   than.  .0.05     "  " 

Sulphur,  not  more  than 0.05     "  " 

Vanadium,  not  less  than 0.15     "  " 

This  steel,  as  rolled  in  rounds,  would  have  the  following  properties : 

Elastic  Tensile  Elongation  Reduction 

limit.  strength.  in  8  in.  of  area. 

50  000  70  000 

to  to  More  than       More  than 

65  0001b.  90  0001b.  18%  50% 

Single  and  double  shear  tests  of  rivets  of  steel  of  this  type  show: 

For    single    shear 20  per  cent. 

For   double  shear 30     "       " 

greater  than  for  ordinary  rivets  with  a  tensile  strength  of  55  000  lb. 
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Mr.  The  simple  carbon  vanadium  steel  should  have  a  chemical  range  of: 

Norris. 

Carbon    0.15  to  0.20  per  cent. 

Manganese 0.60  to  0.80     "       " 

Phosphorus,  not  more  than. .  .  .0.05     *" 

Sulphur,  not  more  than 0.05     " 

Vanadium,  not  less  than 0.15 

This  steel,  as  rolled  in  rounds,  would  have  the  following  properties: 

Elastic  Tensile  Elongation  Reduction 

limit.  strength.  in  8  in.  of  area. 

40  000  65  000 

to  to  More  than       More  than 

55  0001b.  85  0001b.  18%  50% 

There  should  be  no  difBculty  in  driving  rivets  of  either  of  these 
types  of  steel. 

In  the  case  of  eye-bars,  possibly  the  conditions  are  more  favorable 
for  the  use  of  alloy  steels  than  for  built-up  members.  They  can  be 
more  readily  and  advantageously  heat-treated  to  develop  high  elastic 
limits. 

In  1909  a  number  of  tests  were  made  of  full-sized  eye-bars,  heat- 
treated,  of  chrome  vanadium  and  chrome  nickel  vanadium  steel.  Th&se 
eye-bars  were  made  from  bars  14  by  2  in.,  had  34-in.  heads  with  12-in. 
pin-holes,  and  were  25^  ft.  long  over  the  pin-holes. 

The  chrome  vanadium  steel  bars  experimented  with  were  too 
high  in  carbon,  and  the  results  obtained  for  elongation  in  20  ft.  were 
not  quite  as  good  as  in  the  case  of  the  bars  from  the  chrome  nickel 
vanadium  steel.  Tests  from  this  latter  steel  gave  results  ranging 
as  follows,  depending  on  the  drawback  or  annealing  temperature  after 
quenching : 

No.  1.  No.  2. 

Elastic  limit   63  280  lb.  80  480  lb. 

Tensile  strength    ...93  500    "  99  800    " 

Elongation,   12   in.  .       35     per  cent.  32.5  per  cent. 

Elongation,  20  ft.  ..     14.2     "       "  7.9     "       " 

Reduction   of   area..     50.S     "       "  52.3     "       '' 

Tests  on  2  by  ^-in.  specimens  turned  up  from  the  disks  cut  out 
in  machining  the  eyes  check  the  elastic  limit  and  the  tensile  strength 
obtained  from  the  full-sized  bar  very  well.  A  test  from  the  eye  disk  of 
Bar  No.  2  showed: 

Elastic   limit    83  040  lb. 

Tensile  strength   94  140    " 

Elongation,  2   in 25  per  cent. 

Reduction   of  area 7L9     *'       '' 
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The  chemical  composition  of  this  steel  was  approximately:  Mr. 

N  orris. 

Carbon    0.25  per  cent. 

Chromium    0.90     "       " 

Nickel    1.20     •'       •• 

Vanadium    0.17     '*       " 

Based  on  these  tests,  it  is  perfectly  feasible  to  specify  as  follows 
for  heat-treated  eye-bars  of  chrome  vanadium  or  chrome  nickel  vanadium 
steel: 

Elastic   limit    65  000  to     80  000  lb. 

Tensile  strength    85  000  to  105  000    " 

Elongation  in  2  in 20  per  cent. 

Reduction   of  area 50     "       " 

The  cost  of  heat  treatment  for  eye-bars  would  probably  be  from 
i  to  I  cents  per  lb.  The  cost  per  pound  of  the  chrome  vanadium  or 
chrome  nickel  vanadium  steel  would  be  about  3  cents  more  than  that 
for  carbon  steel. 

The  writer  believes  that  eye-bars  made  from  simple  carbon  vana- 
dium steel  of  the  following  composition,  either  heat-treated,  quenched 
and  annealed,  or  normalized,  heating  to  about  1 100  or  1 150°  Fahr., 
after  the  heads  have  been  forged,  will  give  elastic  limits  approaching 
those  of  the  more  expensive  chrome  or  chrome  nickel  vanadiiun  steels : 

Heat-treated  or  normalized : 
Chemical  composition. 

Carbon    0.30  to  0.40  per  cent. 

Manganese    0.60  to  0.80  " 

Phosphorus,  not  more  than 0.05  "       '' 

Sulphur,  "         "         "    0.05  "       •' 

Vanadium,   not  less   than 0.15  "       "' 

Physical  properties. 

Elastic  limit 60  000  to     75  000  lb. 

Tensile  strength    85  000  to  100  000    " 

Elongation  in  2  in.,  more  than 18  per  cent. 

Reduction  of  area,  more  than 45     "       " 

The  writer  has  given  considerable  attention  to  simple  carbon  vana- 
dium steel  containing  from  0.60  to  0.80%  of  manganese.  This  steel  will 
be  the  commercial  or  every-day  vanadium  steel  of  the  immediate  future. 
It  is  much  cheaper  than  the  vanadium  steels  containing  chrome  or 
nickel.  It  is  at  least  40%  better  than  simple  carbon  steel  of  otherwise 
the  same  composition,  and  is  bound  to  be  used  extensively  in  the  near 
future  for  rails,  general  and  locomotive  forgings,  and  special  struc- 
tural purposes.  It  presents  no  special  difficulties  in  manufacture  over 
simple  steel. 
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NotHs         "^^^   quantity   of   vanadium   which   remains   in   the   steel   is    about 

■  80%  of  that  added.  It  is  very  evenly  distributed.  No  instances  of 
segregation  are  known,  and  it  has  a  strong  influence  in  overcoming 
the  segregation  of  other  elements,  particularly  carbon. 

Vanadium  will  readily  alloy  with  nickel,  and  better  results  can 
be  obtained  from  a  2%  nickel  vanadium  steel  than  from  a  3^% 
straight  nickel  steel  of  the  same  carbon  content. 

There  would  be  absolutely  no  advantage  gained  in  the  use  of 
titanium  with  vanadium.  Vanadium  is  an  alloying  metal  and  is  used 
as  such,  not  as  a  scavenger  or  deoxidizer.  It  is  only  the  vanadium 
which  alloys  with  the  steel  that  can  be  considered  as  influencing  the 
quality  of  the  latter.  Titanium  has  a  little  merit,  as  a  deoxidizer,  over 
silicon  or  aluminum,  and  its  action  is  apparently  a  surface  reaction. 
It  is  a  question  whether  the  observable  reaction,  when  evident,  is 
not  with  the  highly  oxidizable  basic  slag  with  which  it  comes  in  con- 
tact, or  even  with  the  atmosphere. 

Rictds         '^'    ^^'    ^^^^^^^^■'^'*   ^SQ.    (by   letter).— The   statements   of    Mr.    Le 

■  Conte  concerning  the  properties  of  aluminum  steel  do  not  agree  with 
the  rather  extensive  investigations  of  Sir  Eobert  Hadfield,  as  set 
forth  in  a  paperf  before  the  Iron  and  Steel  Institute.  In  that  paper 
and  its  discussion  it  was  shown  that  additions  of  2i%  of  aluminum 
to  0.22  carbon  steel  had  very  little  effect  on  the  elastic  limit  or 
breaking  strength,  but  reduced  greatly  the  elongation  and  reduction 
of  area,  that  is,  it  makes  the  metal  more  brittle. 

The  paper  concludes  by  recommending  the  advisability  of  adding 
not  more  than  0.10  or  0.15%  of  aluminum  to  steel,  with  the  object, 
not  of  making  an  alloy,  but  that  the  addition  may  be  consumed  in 
de-oxidizing  the  steel.  This  is,  in  fact,  the  proper  and  valuable 
function  of  adding  aluminum  to  steel.  Up  to  0.1%  is  added  to 
Bessemer  steel,  0.01  to  0.05%  to  open-hearth  steel,  and  0.001  to 
0.005%  to  crucible  or  electric  furnace  steel.  This  may  be  called 
universal  practice  in  the  steel  industry,  for  in  practically  every  large 
steel  works  such  minute  additions  of  aluminum  are  now  made  to 
ensure  complete  de-oxidization  and  produce  sounder  castings. 
^  Mr.  J.  A.  L.  Waddell,:}:  M.  Am.  Soc.  C.  E.  (by  letter).— The  writer's 

hearty  thanks  are  herewith  extended  to  all  who  have  done  him  the 
honor  to  discuss  this  paper,  and  he  is  specially  gratified  by  the 
appreciative  reception  which  it  has  met  at  their  hands. 

In  this  resume  he  will  treat  only  of  those  topics  on  which  a  dis- 
agreement of  opinion  has  been  expressed,  or  those  which  afford  data 
for  a  further  development  of  the  subject.  Although  many  of  the 
points  raised  in  several  of  the  discussions  are  foreign  to  the  subject 
at  issue,  dealing  with  bridge  designing  and  construction  in  general. 

*  Consulting  Metallurgist,  Aluminum  Company  of  America,  New  York  City. 
Woumal,  Iron  and  Steel  Inst.,  1890,  Vol.  II,  p.  161. 
t  Kansas  City.  Mo. 
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nevertheless,  the  writer  has   answered  such  points  to  the  best  of  his  _  Mr 

,  .,.  '  T  ,  .  .  Waddell. 

abihty  and  according  to  his  experience. 

Keplying  to  the  suggestion  by  Mr.  Le  Conte,  which  has  been  offered 
also  by  Mr.  Molitor,  that '  experiments  be  made  with  aluminum  as 
an  alloy  material  for  bridge  steel,  the  writer  regrets  that  hitherto 
he  has  been  unable  to  collect  any  authentic  information  concerning 
aluminum-steel  alloys;  nor  did  he  pay  much  attention  to  the  possi- 
bilities of  such  a  combination  on  account  of  the  previous  high  price 
of  aluminum.  With  a  present  price  of  only  20  cents  per  lb.,  however, 
and  the  possibility  of  attaining  an  elastic  limit  of  100  000  lb.  per 
sq.  in.,  the  conditions  are  changed  materially,  making  the  expenditure 
of  much  time,  effort,  and  money  on  the  necessary  investigation  well 
worth  while.  Mr.  Le  Conte  stipulates  that  before  adding  the  cake 
of  aluminum  to  the  molten  steel,  the  latter  must  first  be  "'thoroughly 
purified'  and  its  elastic  limit  raised  thereby  to  60  000  lb.  per  sq.  in." 
How  this  is  to  be  done,  he  does  not  say.  If  steel,  high  in  carbon, 
produced  by  the  electro-metallurgical  process,  were  used,  such  a  great 
elastic  limit  might  possibly  be  attained;  but,  judging  from  what  was 
told  the  writer  by  some  gentlemen  interested  in  titanium,  the  use  of 
that  metal  as  a  scavenger  does  not  materially  raise  the  elastic  limit 
or  the  ultimate  strength  of  the  steel,  its  effect  being  mainly  to  make 
the  product  more  uniform  and  reliable. 

It  is  evident  that  much  experimenting  would  have  to  be  done  in 
order  to  determine  how  best  to  produce  an  aluminum-steel  alloy  suitable 
for  bridgework. 

Mr.  Le  Conte's  estimate  of  2.5  cents  per  lb.  for  the  excess  cost  of 
the  manufactured  alloy  appears  to  be  liberal  enough;  for  purified  steel 
smelted  by  the  electro-metallurgical  process,  as  claimed  by  its  French 
producers,  costs  only  0.9  cent  per  lb.  more  than  carbon  steel, 
which  amount  added  to  the  cost  of  the  aluminum,  would  make 
the  excess  only  1.5  cents  per  lb.,  leaving  1  cent  per  lb.  to  cover  a  pos- 
sible slightly  increased  cost  of  rolling  the  plates  and  shapes  and  the 
extra  profit  which,  doubtless,  would  be  insisted  on  by  the  manufacturers 
on  the  plea  of  expense  due  to  innovation  from  current  practice. 

All  that  Mr.  Petinot  has  said  in  his  discussion  concerning  the 
use  of  titanium  in  the  manufacture  of  steel  is  of  the  greatest  interest 
and  value  to  the  Engineering  Profession ;  but  it  is  to  be  regretted  that 
he  omitted  to  state  a  number  of  facts  of  importance  which  he  men- 
tioned to  the  writer  during  a  long  conversation  on  the  subject  held 
a  day  or  two  previous  to  the  presentation  of  the  paper  to  the  Society. 
At  the  moment  of  writing,  the  writer  cannot  recall  the  omitted  infor- 
mation, except  only  that  (as  he  indicated  in  the  comment  on  Mr. 
Le  Conte's  discussion)  titanium  purifies  and  makes  much  more  reliable 
the  steel  with  which  it  is  alloyed,  but  does  not  increase  to  any  great 
extent  the  elastic  limit  or  the  ultimate  strength. 
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Mr.  The  writer   is   glad   to   note   the   corroboration   of   the   claim  made 

*  ^  ■  by  Mr.  T.  L.  Willson  to  the  effect  that  it  is  practicable  to  manufacture 
satisfactory  nickel  steel  by  the  addition  of  ferro-nickel  instead  of  the 
pure  metal.  It  seems  strange  that  Mr.  Willson  has  not  seen  fit  to 
take  part  in  the  discussion  of  this  topic;  for  he  has  been  given 
several  opportunities  to  do  so. 

As,  according  to  Mr.  Petinot,  the  cost  of  purifying  steel  by  the 
use  of  titanium  amounts  to  only  25  or,  at  most,  50  cents  per  ton, 
it  would  seem  advisable,  after  his  claims  have  been  well  established, 
for  the  Profession  to  insist  on  its  use  in  the  manufacture  of  all  carbon 
steel  for  bridgework. 

The  writer  desires  to  emphasize  forcibly  the  remarks  of  ]\Ir.  Mois- 
seiff  concerning  the  necessity  of  proportioning  all  highway  bridge 
floors  so  as  to  carry  properly  the  heavy  concentrated  live  loads  im- 
posed on  them  by  automobile  trucks,  and  concerning  the  inefficiency 
of  buckle-plates  to  support  pavements  subject  to  such  loads.  Ever^' 
bridge  designer  should  take  these  statements  to  heart,  and  be  guided 
thereby  in  detailing  his  floors  for  highway  structures;  for,  no  matter 
how  remote  or  insignificant  a  highway  bridge  may  be,  it  is  within 
the  realm  of  possibility  that  at  any  time  it  may  have  to  carry  heavy 
automobile  trucks. 

Concerning  Mr.  Moisseiff's  warning  about  the  greater  distortions 
(and,  therefore,  greater  secondary  stresses)  in  bridge  members  when 
high-alloy  steel  is  used:  This  is  evidently  well  founded;  but,  on  the 
other  hand,  the  fact  that  the  members  are  more  slender  in  an  alloy-steel 
bridge  than  in  a  corresponding  carbon-steel  structure  offsets  somewhat 
the  injurious  effects  of  the  extra  distortion.  Moreover,  in  the  best 
modern  bridge  engineering  practice,  the  greater  part  of  the  maximum 
secondary  stress  on  each  main  member  is  overcome  by  forcing  a  reverse 
secondary  stress  into  the  metal  during  erection. 

Concerning  the  efficiency  of  nickel-steel  rivets,  the  writer  would 
refer  Mr.  Moisseiff  to  the  discussions  by  Messrs.  Hodge  and  Skinner 
at  the  meeting  of  the  Society  when  the  paper  was  presented,  only 
a  part  of  which  has  been  recorded  in  print  in  Mr.  Skinner's  discussion. 
It  seems  from  these  discussions  that  even  very  long  and  large  nickel- 
steel  rivets  can  be  driven  satisfactorily  in  both  shop  and  field.  In 
alloy-steel  bridges,  as  in  carbon-steel  bridges,  it  will,  necessarily,  be 
the  practice  to  use  much  softer  steel  for  rivets  than  for  plates  and 
shapes  in  order  to  make  possible  the  cutting  out  of  defective  rivets. 

Mr.  Skinner's  question  as  to  the  possibility  of  developing  a  super- 
strong  alloy  steel  by  subjecting  finished  members  to  heavy  test  loads 
at  the  shops,  opens  up  a  new  subject.  The  writer  thinks  that  such 
a  practice  might  be  feasible  for  eye-bars,  in  which  the  holes  might 
be  drilled  small  for  testing  and  be  enlarged  after  the  bars  are  stretched ; 
but  that  kind  of  manipulation  could  not  well  be  applied  in  the  case 
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of  compression  members,  unless  they  are  all  pin-connected,  which  con-      Mr. 
struction,   although   possible,   would    involve   many   complications   and 
difficulties  in  detailing. 

Mr.  Molitor's  remarks  concerning  piping  and  segregation  are  both 
pertinent  and  timely;  and  it  cannot  be  questioned  that  the  manu- 
facture of  "high-alloy"  steels  for  bridges  should  receive  far  better 
attention  than  that  of  the  commercial  carbon  steel  for  such  structures. 
Manufacturers  object  to  any  requirement  that  tends  to  prevent  them 
from  turning  out  their  product  quickly  and  in  great  quantities.  One 
cannot  blame  them  for  this,  because  it  is  human  nature  to  desire 
to  make  as  great  a  profit  on  work  as  possible;  but  if  engineers  would 
insist  on  obtaining  what  they  know  to  be  necessary  in  order  to  secure 
the  best  results,  and  if  they  would  make  their  clients  pay  a  proper 
price  for  the  improvement  in  manufacture,  it  should  not  be  very 
difficult — at  least  not  impossible — to  effect  important  innovations  in 
the  art  of  bridge  building. 

It  is  this  reluctance  of  the  metal  manufacturers  to  adopt  innova- 
tions and  to  take  special  pains,  which  has  prevented  the  Engineering 
Profession  from  having  had  at  its  disposal  during  the  last  five  or 
six  years  a  nickel  steel  for  bridge  building  with  a  minimum  elastic 
limit  of  60  000  lb.  per  sq.  in.  A  little  extra  care  in  the  furnace  manipu- 
lation and  a  moderate  increase  in  the  cost  of  shopwork  are  all  that 
is  necessary  to  provide  such  an  alloy  in  as  large  quantities  as  may 
be  desired;  and  the  excess  pound  price  for  the  finished  material 
should  only  be  in  direct  proportion  to  the  actual  excess  cost  of  pre- 
paring the  rolled  sections  and  of  manufacturing  them  into  bridges. 

In  reference  to  the  theory  of  segregation  and  piping,  it  is  to  be 
hoped  that  engineers  will  insist  on  metal  manufacturers  giving  the 
"Liquid  Forged  Steel  Process"  a  fair  trial.  If  it  be  true  that  the 
use  of  this  process  by  purifying  the  steel  and  by  avoiding  piping 
will  raise  the  elastic  limit  and  ultimate  strength  of  the  metal  20%, 
a  most  important  advance  can  be  made  by  its  adoption  in  the  at- 
tainment of  a  true  high-alloy  steel  for  bridge  building. 

The  writer  will  have  to  take  issue  with  Sir  Bradford  Leslie  con- 
cerning the  effect  of  impact  on  bridges.  Sir  Bradford  appears  not 
to  believe  that  impact  from  rapidly  moving  live  loads  on  bridges  is 
an  actuality.  The  writer  knows  that  it  is,  for  he  has  both  seen  and 
measured  it  on  a  number  of  occasions.  In  one  series  of  experiments 
on  spans  as  a  whole  (not  on  their  individual  members),  he  found 
increased  deflections  from  motion  varying  from  20%  for  spans  of  160 
ft.  to  50%  for  a  span  of  88  ft.  It  is  true  that  the  longer  spans 
were  pin-connected  and  of  ancient  design,  and  that  the  shortest 
one  was  of  the  riveted  type  and  disgracefully  detailed;  nevertheless, 
other  experiments  of  his  on  properly  designed  bridges  all  show  more 
or  less   increased  deflections   due  to   motion.     Again,   a  committee  of 
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Mr.  the  American  Railway  Engineering  and  Maintenance  of  Way  Asso- 
v\addeii.  ^iation  has  made  many  hundreds  of  determinations  of  impact  on 
bridges;  and  its  results  are  a  matter  of  record. 

Sir  Bradford  questions  the  writer's  reason  for  assuming  that  long- 
span  railway  bridges  will  have,  at  least,  two  tracks.  He  would,  in- 
deed, be  a  short-sighted  American  engineer  who,  to-day,  would  counsel 
his  client  to  build  a  bridge  of  very  long  span  with  a  single  track; 
although  it  would  be  quite  legitimate  to  adopt  the  writer's  patented 
expedient  of  designing  it  in  such  a.  manner  that,  in  the  future, 
duplicate  trusses  might  be  added  so  as  to  double  its  carrying  capacity. 

It  is  not  a  dread  of  wind  pressure,  as  Sir  Bradford  supposes,  which 
causes  American  bridge  engineers  to  double-track  their  long-span 
bridges  (for  the  width  between  trusses  can  be  increased  to  any  desired 
amount  without  providing  an  additional  track),  but  because  they 
recognize  the  fact  that  if  the  client  can  afford  to  spend  a  large  sum 
of  money  for  a  railroad  bridge,  the  traffic  of  the  line  should  be  great 
enough  to  call  for  a  double  track,  if  not  at  present,  at  any  rate  in 
the  near  future. 

Mr.  Fergusson's  discussion  is  really  based  on  the  writers  former 
paper,  "Nickel  Steel  for  Bridges",*  as  it  hardly  deals  at  all  with  the 
question  of  using  high-alloy  steels.  Moreover,  Mr.  Fergusson  is  ap- 
parently somewhat  behind  the  times;  for,  in  several  instances,  he 
questions  established  facts. 

He  says  that  "the  use  of  nickel  steel  cannot  be  adopted,  generally, 
as  the  best  material  for  all  classes  of  bridgework."  All  that  prevents 
this  to-day  is  the  unwillingness  of  the  manufacturers  of  bridges  to 
adopt  the  innovation  and  to  put  a  reasonable  price  on  the  product. 

He  says,  also,  that  "carbon  steels,  for  a  tensile  strength  of  40  tons 
per  sq.  in.,  have  advantages  over  nickel  steels  carrying  low  percentages 
of  nickel."  Any  ordinarj^  carbon  steel  having  a  minimum  ultimate 
strength  of  40  tons  per  sq.  in.  would  be  too  brittle  to  use  in  bridge 
construction.  It  is  true  that,  by  taking  special  pains  in  its  manu- 
facture and  drilling  solid  all  the  rivet  holes,  it  might  be  practicable 
to  use  such  high  carbon  steel;  but  it  would  be  bad  policy  to  do  so 
when  a  nickel  steel  some  40  or  50%  stronger  is  obtainable  at  a  not 
entirely  unreasonable  price.  Nickel  steel  having  an  ultimate  tensile 
strength  of  60  tons  is  more  uniform  and  reliable  than  an  ordinary 
carbon  steel  of  40  tons — at  least,  that  is  the  writer's  opinion,  based 
on  an  extended  experience  with  bridge  metals. 

Mr.  Fergusson  says  "the  testing  of  nickel  steel  during  the  process 
of  manufacture  is  very  complicated,  the  material  is  subject  to  great 
variations ;"  etc. 

Such  is  not  the  writer's  experience  in  the  building  of  nickel-steel 
bridges,  nor,   unless  he  is  greatly  mistaken,  is  it  that  of  Mr.  Hodge 

*  Transactions.  Am.  Soc.  C.  E..  Vol.  LXIIl.  p.  101. 
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or  of  other  American  engineers  who  have  had  occasion  to  build  struc       Mr. 

Waddell. 

tures  with  that  alloy. 
Mr.  Fergusson  says : 

"To  use  a  nickel  steel  of  veiy  high  tensile  strength,  chiefly  to  save 
weight  in  the  bridge  material — unless  where  the  conditions  are  im- 
perative— would  seem  to  be  extravagant,  and  even  unwise.  There 
must  be  risk  in  trusting  to  the  highest  limit  of  tensile  strength  of  a 
manufactured  steel  which  is  known  to  be  very  variable." 

In  answer  to  this  the  writer  would  state  that  nickel  steel  is  not 
"very  variable",  as  can  be  seen  by  a  systematic  study  of  his  inspectors' 
reports,  which  are  published  iu  Appendix  A  of  the  paper  on  "Nickel 
Steel  for  Bridges."  Those  records  show  clearly  that  the  diflFerent  kinds 
of  nickel  steel  are  just  as  regular  in  their  elastic  limits  and  ultimate 
strengths  as  the  different  kinds  of  carbon  steel. 

There  is  no  more  risk  in  "trusting  to  the  highest  limit  of  tensile 
strength"  of  nickel  steel  than  in  trusting  to  the  highest  limit  of 
tensile  strength  of  carbon  steel — moreover,  it  is  not  the  highest  limit 
which  is  adopted  as  a  minimum  in  specifications,  but  one  fairly  close 
to  the  lowest  limit,  so  chosen  as  to  avoid  the  necessity  for  many 
rejections. 

The  writer  wonders  what  Mr.  Fergusson  deems  is  the  object  of 
bridge  engineers  in  ever  using  nickel  steel  for  their  structures,  unless 
it  be  "to  save  weight  in  the  bridge  material."  That  is  the  sole  raison 
d'etre  for  its  adoption. 

Mr.  Fergusson  says:  "The  proportion  of  3.5%  of  nickel,  which  he 
[the  writer]  gives,  appears  to  be  too  low."  For  plate-and-shape  steel 
this  is  as  much  as  it  is  either  profitable  or  advisable  to  use.  Any 
greater  percentage  would  add  to  the  expense  of  the  rolled  metal  and 
increase  the  cost  of  the  shop  work.  However,  for  eye-bars  in  which 
the  amount  of  shopwork  is  small,  it  is  economical  to  increase  the  per- 
centage of  nickel  to  about  4.25. 

Mr.  Fergusson  says :  "As  he  [the  writer]  does  not  mention  carbon 
in  his  analysis,  it  may  be  presumed  that  he  has  eliminated  it;  surely 
this   is  a  difiicult  operation   in  commercial  manufacture?" 

It  certainly  would  be — but,  unfortunately  for  Mr.  Fergusson's 
deduction,  the  writer  did  not  attempt  to  cut  out  the  carbon— far  from 
it.  The  great  strength  of  nickel  steel  in  bridgework  is  largely  due 
to  the  fact  that  the  addition  of  nickel  permits  of  a  substantial  increase 
in  the  percentage  of  carbon.  The  nickel  itself  adds  to  the  strength 
of  the  metal,  but  at  the  expenditure  of  considerable  money;  while  the 
increase  in  the  carbon  content  adds  to  the  said  strength  without  aug- 
menting the  cost  at  all.  Surely  Mr.  Fergusson  has  failed  to  read 
with  any  care  the  paper  on  "Nickel  Steel  for  Bridges";  ior  if  he  had 
done  so,  he  would  not  have  made  such  a  blunder.     The  specifications 
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for  the  various  classes  of  nickel  steel  given  in  Table  4  of  that  paper 
call  for  the  following  compositions : 


lugredients. 

Percentages. 

Rivet  steel. 

Plate-and-shape  steel. 

Eye-bar  steel. 

3.50  (3.25  to  3.75). 
0.15  (0.12  to  0.18). 
0.03  maximum. 
O.Oi  maximum. 
0.04  maximum. 
0.6    (0.55  to  0.65). 

3..50  (3.25  to  3.75). 
0.38  (0.34  to  0.12). 
0.03  maximum. 
0.04  maximum. 
0.04  maximum. 
O.rO  (0.65  10  0.75). 

4.25  (4.00  to  4..50) . 
0.45  (0.40  to  0.50). 
0.03  maximum. 
0.04  maximum. 
0.04  maximum. 
O.KO  (0.75  to  0.851. 

Carbon 

Phosphorus 

Sulphur 

Manganese 

Speaking  of  the  strengths  of  nickel  steels  of  varying  percentages 
of  nickel,  Mr.  Fergusson  states  that  "the  increase  of  nickel  requires 
a  decrease  of  carbon,  together  with  an  increase  of  manganese,  otherwise, 
although  the  breaking  load  may  be  the  same,  the  value  of  the  elastic 
limit  will  fall  rapidly."  Within  the  limit  of  the  writer's  experiments, 
which  do  not  cover  alloys  higher  in  nickel  that  4.5%,  he  has  found 
that  just  the  opposite  condition  exists;  for  increasing  the  carbon 
content  raises  both  the  elastic  limit  and  the  ultimate  strength. 

The  writer  does  not  claim  that  nickel  steel  having  a  greater 
percentage  of  nickel  than  3.5  is  absolutely  unworkable  in  the  shops; 
but  that  commercially  it  is  so.  On  page  103  of  the  paper  on  "Nickel 
Steel  for  Bridges"  will  be  found  the  following: 

"Curiously  enough,  the  superior  limit  of  nickel  steel  for  workability 
in  bridge  shops  varies  but  little,  if  any,  from  the  economic  amount 
based  on  present  prices  of  steel  and  nickel.  For  plates  and  shapes, 
which  form  the  principal  part  of  bridge  superstructures,  any  materially 
greater  percentage  than  3^  renders  the  alloy  too  refractory  for  the 
various  shop  manipulations  to  which  it  would  be  subjected  in  manu- 
facturing it  into  bridges,  although  superstructures  built  of  steel  still 
higher  in  nickel  would  be  perfectly  safe  and  satisfactory  for  operation." 

If  Mr.  Fergusson  will  read  the  results  of  the  investigations  of 
Messrs.  Carpenter,  Hadfield.  and  Longmuir,*  he  will  see  the  danger 
of  using  high  percentages  of  nickel  in  bridge  steel;  for  these  gentlemen 
have  demonstrated  the  existence  of  a  "brittle  zone"  in  nickel  steels, 
beginning  with  a  percentage  of  nickel  lying  between  4.25  and  5.0, 
and  ending  at  20.  These  investigations  were  referred  to  in  the  writer's 
former  paper. 

Mr.  Fergusson  points  out  what  he  claims  to  be  "two  disadvantages 
in  nickel  steel  for  bridgework: 

"(a)   The  difficulty  of  welding,  and  working; 

"(fe)  The  necessity  of  keeping  the  carbon  extremely  low — under 
0.20% — whereas  the  fatigue  resistance  of  steel  is  increased 
enormously  by  raising  the  percentage  of  carbon." 

*  The  Engineer  (London).  November  24th,  1905. 
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To  these  criticisms  the  writer  would  reply  as  follows :  Mr. 

WaddeU. 
First. — Welding  in  bridgework  is  now  a  thing  ol  the  past,  and  has 

been  ever  since  the  days  of  wrought-iron  bridges. 

Second. — There  is  certainly  more  difficulty  in  manipulating  nickel 
steel  in  the  shops  than  in  hajidling  carbon  steel  there,  but  the  extra 
cost  is  trifling,  amounting  to  between  0.15  and  0.25  cent  per  lb.  This 
is  a  bagatelle  compared  with  the  advantages  gained  by  the  use  of  the 
alloy. 

Third. — There  is  no  reason  whatsoever  for  "keeping  the  carbon 
extremely  low." 

Fourth. — The  fatigue  of  steel  in  bridges  is  now  conceded  by  the 
leading  American  engineers  to  be  entirely  a  myth.  For  many  years 
it  was  a  great  bugbear  to  bridge  builders;  but  to-day  it  is  a  well- 
known  fact  that  there  is  no  "fatigue"  of  metal  unless  the  elastic  limit 
is  exceeded;  and  most  of  the  reputable  American  bridge  engineers 
aim  to  keep  the  actual  intensities  of  working  stresses  in  their  struc- 
tures down  to  about  one-half  of  the  elastic  limit. 

Answering  Mr.  de  Broe's  discussion,  in  reference  to  the  price  of 
steel :  the  writer  assumed  in  1907  that  the  average  pound  price  for 
plate-girder  spans  erected  was  4.0  cents;  and  to-day  it  is  half  a  cent 
less,  or  3.5  cents.  Subtracting  from  this,  as  an  average,  1.25  cents 
for  freight  and  erection,  would  make  the  pound  price,  f.  o.  b.  cars  at 
the  shops,  2.25  cents,  which  is  about  right.  During  bad  times  in  the 
United  States  plate-girder  spans  can  be  bought  for  less  than  2.0  cents 
per  lb.,  f.  0.  b.  cars  at  the  works;  but  when  times  are  very  good,  this 
figure  is  increased  some  50%  or  more.  Mr.  de  Broe's  quotation  of 
£13/10/0  per  ton,  as  the  highest  price  paid  in  England  during  the  last 
few  years  for  bridge  superstructures,  corresponds  to  nearly  3.0  cents 
per  lb.  The  writer  does  not  think  that  bridges  can  be  manufactured 
in  England  as  cheaply  as  they  can  in  the  United  States,  but  admits 
that  in  this  opinion  he  may  be  mistaken. 

In  regard  to  the  question  of  impact  brought  up  by  Mr.  de  Broe, 
the  writer  has  treated  that  subject  already  in  his  reply  to  Sir  Brad- 
ford Leslie's  discussion;  but  he  would  remark  that  although  the  re- 
corded impact  on  that  40-ft.  span  at  45  miles  per  hour  may  truly 
have  been  zero,  a  lower  velocity  of  train  might  readily  have  indicated 
a  high  percentage — such,  at  least,  has  been  the  experience  of  American 
engineers  (among  others  the  writer)  in  testing  bridges  for  deflection 
under  static  and  moving  loads.  The  writer  is  quite  convinced  from 
a  practical  experience  in  the  designing,  building,  examination,  and 
testing  of  bridges,  extending  over  a  period  of  more  than  33  years, 
that  the  use  of  proper  impact  formulas  or  curves  is  a  necessity  in 
truly  scientific  design. 

He  takes  pleasure  in  complying  with  Mr.  de  Broe's  request  for 
"the  more  accurate  formula"  which  he  has  evolved  from  the  published 
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Mr.      tests   of    a    commission    of    the    American    Railway    Engineering    and 

■  Maintenance  of  Way  Association  appointed  to  experiment  on  impact 

from  moving  loads  on  railroad  bridges.     The  formula  for  coefficients  is 


L  +  150' 

or,  in  terms  of  percentages,  it  is 

16  500 


L  +  150' 
where  L  is  the  length  of  span,  in  feet,  covered  by  the  moving  load.    The 
highest  of  the  three  curves  in   Fig.  28,  prepared  from  this  formula, 
gives  the  coefficient  of  impact  for  all  spans  between  zero  and  1  000  ft. 
At  these  limits,  the  coefficients  are,  respectively,  1.10  and  0.14. 

The  writer  regrets  that  he  cannot  at  the  present  writing  give 
Mr.  de  Broe  the  name  of  the  publication  containing  the  results  of 
the  impact  experiments  from  which  the  foregoing  formula  was 
prepared. 

The  discussion  by  Mr.  Norris  is  exceedingly  valuable,  being  directly 
to  the  point  of  the  main  question  at  issue.  It  comes  as  a  reply  to 
a  long  letter  by  the  writer  addressed  to  the  American  Vanadium  Com- 
pany, inviting  its  engineers  to  discuss  his  paper,  and  containing  the 
following  questions  and  suggested  topics: 

"A. — Suitability  of  vanadium  steel  for  eye-bars.  Give  probable 
elastic  limit,  ultimate  strength,  elongation,  reduction  of  area,  compo- 
sition, etc.,  of  the  finished  bars,  also  their  approximate  cost  per  pound. 

"B. — Suitability  of  vanadium  steel  for  built  members  of  bridges, 
giving  the  same  information  as  in  A. 

"C. — Can  the  treated  vanadium  steel  be  manufactured  into  built 
members  of  bridges  without  losing  the  great  effect  of  the  treatment? 
Can  the  treated  vanadium  steel  be  sub-punched  and  reamed,  or  would 
it  have  to  be  drilled  solid?  Can  it  be  bent  cold  without  injury,  or 
must  it  be  heated,  bent,  and  re-tempered?  If  the  latter,  will  it  keeii 
its  shape  during  the  re-tempering  so  that  the  pieces  will  fit  when 
assembled  ? 

"D. — What  kind  of  rivets  would  you  use  in  connecting  the  com- 
ponents of  built  members  made  of  vanadium  steel?  If  you  use  van- 
adium steel  rivets,  what  would  be  their  composition? 

"E. — Would  you  advise  the  use  of  chromium  for  bridge  steel, 
and,  if  so,  how  miich? 

"F. — How  much  vanadium  do  you  put  in  the  charge,  and  how 
much  remains  in  the  metal?  How  evenly  is  the  vanadium  distributed 
throughout  the  metal? 

"G. — What  can  you  tell  me  about  alloying  nickel  and  vanadium 
for  bridge  steel?  What  about  alloying  nickel,  chromium,  and  vanadium? 

"H.^ — Do  you  think  the  addition  of  titanium  would  do  any  good?  I 
understand  that  it  acts  only  as  a  purifier,  and  passes  off  in  the  slag. 

"I. — Are  there  any  other  substances  than  those  that  I  have  men- 
tioned which  you  think  might  profitably  be  alloyed  with  vanadium 
for  bridge  steel,  and  how  would  you  use  them? 
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Mr.  "J. — What    specifications    would   you   suggest   for   vanadium  steel, 

Waddeii.  {,qi\i  untreated  and  treated — in  reference  to  bridgework,  of  course?" 

Mr.  Norris  has  answered  most  of  these  numerous  questions  very 
well;  but  there  is  a  certain  vagueness  or  lack  of  definiteness  in  some 
of  his  replies,  which  the  writer  regrets,  as  it  will  prevent  him  from 
drawing  truly  definite  conclusions  concerning  the  suitability  of  van- 
adium steel  for  bridges  and  the  economics  thereof.  This  lack  of 
finality  is  doubtless  due  to  the  fact  that  the  manufacture  and  use 
of  vanadium  steel  are  still  in  their  infancy,  and,  perhaps,  because 
its  manufacturers  have  not  yet  given  much  thought  to  the  question 
of  its  adoption  in  bridge  building. 

It  will  be  well  to  take  up  each  of  the  preceding  points  and  ques- 
tions consecutively,  and  see  what  has  been  answered  and  what  remains 
to  be  determined. 

A. — It  is  evident  from  the  discussion  that  vanadium  steel  is  emi- 
nently fitted  for  the  manufacture  of  eye-bars.  The  elastic  limit  for 
full-sized,  chrome-nickel-vanadium  bars  varied  in  the  tests  from  63  280 
to  80  480  lb.,  and  the  ultimate  strength  from  93  500  to  99  800  lb., 
the  results  depending  on  the  drawback  or  annealing  temperature  after 
quenching.  It  seems  logical  to  assume  that  no  difficulty  would  be 
experienced  in  living  up  to  a  specification  for  such  bars  requiring  an 
elastic  limit  of  TO  000  lb.  and  an  ultimate  strength  of  95  000  lb.,  or 
perhaps  even  5  000  lb.  more  for  the  elastic  limit,  as  the  specimen  tests 
gave  83  000  lb.  Mr.  Norris  suggests  specifying  an  elastic  limit  of 
from  65  000  to  80  000  lb.,  and  an  ultimate  strength  of  from  85  000  to 
105  000  lb. ;  but  bridge  builders  must  work  to  specified  minima,  hence 
the  writer  would  like  to  assume,  in  writing  his  specifications  for  such 
bars,  an  elastic  limit  of  70  000  lb.,  and  an  ultimate  strength  of  95  000 
lb.,  or,  if  practicable,  an  elastic  limit  of  75  000  lb.  and  an  ultimate 
strength  of  100  000  lb. 

The  excess  cost  per  pound  of  these  finished  bars  after  annealing,  as 
compared  with  ordinary  eye-bars  of  carbon  steel,  Mr.  Norris  indicates 
would  not  be  more  than  3.5  cents. 

He  anticipates  that  simple  carbon-vanadium-steel  eye-bars  would 
have  an  elastic  limit  of  from  60  000  to  75  000  lb.,  and  an  ultimate 
strength  of  from  85  000  to  100  000  lb. ;  but,  as  it  is  evident  that  no  actual 
experiments  have  been  made  on  finished  eye-bars  of  this  kind,  it  will 
be  well  to  assume  as  a  specification  an  elastic  limit  of  65  000  lb.,  and 
an  ultimate  strength  of  90  000  lb.  The  excess  cost  per  pound  of  these 
eye-bars,  after  annealing,  as  compared  with  ordinary  eye-bars  of 
carbon  steel,  the  writer  deduces  from  two  statements  of  Mr.  Norris 
to  be  not  more  than  1.5  cents. 

B. — It  is  not  quite  so  evident  from  the  discussion  that  vanadium 
steel  is  as  suitable  for  built  members  of  bridges  as  it  is  for  eye-bars; 
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nevertheless,  it  seems  probable  that  it  would  be  found  to  be  satisfac-      Mr. 
tory.     To  determine  this  would  require  a  series  of  experiments,  con-  ^'^<^<^^''- 
sisting  mainly  of  the  various  shop  manipulations  of  the  metal,  like 
those  made  by  the  writer  some  years  ago  in  his  tests  on  nickel  steel  for 
bridges.     Such  a  series  of  experiments  could  be  made  at  moderate  cost. 

Mr.  Norris  states  that  his  Type  "A"  chrome-vanadium  steel  will 
be  workable  under  shop  manipulations.  From  the  figures  he  gives, 
the  writer  would  deduce  that  the  mills  and  shops  could  readily  live 
up  to  a  specification  of  an  elastic  limit  of  70  000  lb.  and  an  ultimate 
strength  of  95  000  lb.,  and  that  the  excess  cost  per  pound  of  the 
manufactured  bridges,  as  compared  with  those  of  carbon  steel,  should 
not  be  greater  than  4.0  cents.  This  would  include  the  cost  of  anneal- 
ing (which  treatment,  it  is  fair  to  assume  from  the  general  tenor  of 
the  discussion,  would  be  obligatory),  the  extra  cost  of  shopwork,  and 
a  small  allowance  for  contingencies. 

From  what  Mr.  Norris  anticipates  concerning  the  use  of  simple 
carbon-vanadium  steel  for  built  members,  one  may  conclude  that  it 
would  be  safe  to  specify  an  elastic  limit  of  60  000  lb.,  and  an  ultimate 
strength  of  90  000  lb.,  and  to  assume  an  excess  cost  per  pound  of  the 
manufactured  bridges,  as  compared  with  those  of  carbon  steel,  not 
greater  than  2  cents.     This  last  figure  is  derived  thus : 

Excess  cost  of  raw  material  .  ..  .1.0     cent  per  lb. 

Heat    treatment    0.5       "        "     " 

Excess    cost    of    shopwork 0.25     "        "     " 

Contingencies    0.25     "        "     " 

Total 2.0    cents  per  lb. 

C. — It  appears  likely,  from  what  Mr.  Norris  remarks,  that  treated 
vanadium  steel  can  be  manufactured  into  built  members  of  bridges 
without  losing  the  great  effect  of  the  treatment;  but  a  few  practical 
experiments  would  determine  this  beyond  the  peradventure  of  a  doubt. 
It  is  likely  that  it  would  prove  better  to  drill  the  rivet  holes  than  to 
sub-punch  and  ream  them.  This  would  add  only  a  small  amount  to 
the  cost  per  pound  of  the  shopwork. 

Mr.  Norris  does  not  say  whether  vanadium  steel  can  be  bent  cold 
without  injury;  hence  one  may  surmise  that  it  cannot.  However, 
this  would  not  militate  greatly  against  its  use  in  bridgework,  because 
in  long-span  structures  (the  only  kind  now  under  consideration)  there 
should  be  very  little,  if  any,  metal  to  be  bent. 

D. — In  respect  to  rivets,  Mr.  Norris  advises  for  chrome-vanadium 
steel  an  elastic  limit  of  from  50  000  to  65  000  lb.,  and  an  ultimate 
strength  of  from  70  000  to  90  000  lb. ;  and  for  simple  carbon-vanadium 
steel  an  elastic  limit  of  from  40  000  to  55  000  lb.,  and  an  ultimate  strength 
of  from  65  000  to  85  000  lb.     He  says  "There  should  be  no  difficulty 
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Mr.  in  driving  rivets  of  either  of  these  types  of  steel."  True  enough;  but 
there  might  be  great  difficulty  in  cutting  them  out — and,  alas,  owing 
to  the  frailty  of  human  nature,  it  is  impossible  to  build  bridges  with- 
out having  to  remove  at  least  a  few  rivets — and  generally  a  good  many 
of  them. 

In  his  experiments  on  nickel  steel  for  rivets  the  writer  encountered 
this  difficulty,  and  he  was  obliged,  in  consequence,  to  lower  the  carbon 
content  (and  hence  also  the  elastic  limit  and  the  ultimate  strength) 
in  his  specifications  for  rivet  nickel  steel.  Nothing  but  some  thorough 
experiments  on  vanadium-steel  rivets  of  varying  compositions  will 
determine  how  high  a  steel  it  will  be  safe  to  use  for  such  rivets. 

Concerning  rivets  for  bridges  built  of  high-alloy  steels,  it  is  a 
foregone  conclusion  that  the  ratio  of  the  strength  of  the  alloy-steel 
rivets  to  that  of  carbon-steel  rivets  cannot  be  as  great  as  the  corre- 
sponding ratio  of  strength  of  plato-and-shape  alloy  steel  to  that  of 
plate-and-shape  carbon  steel.  On  this  account,  in  high-alloy  steel 
bridges  it  will  be  necessary  to  use  proportionately  either  more  rivets 
or  greater  rivet  diameters — or  both. 

E. — Mr.  Norris  has  spoken  in  favor  of  the  use  of  chromium  for 
vanadium  bridge  steel,  although  he  indicates  a  preference  for  simple 
vanadium  steel.  It  is  possible  that  the  latter  is  preferable 
for  moderately  long  spans  and  the  former  for  very  long  ones.  The 
economic  study  based  on  the  preceding  deductions  from  the  dis- 
cussion, which  is  to  follow  herein,  will  determine  this  point.  The 
quantity  of  chromium  recommended  by  Mr.  Norris  varies  from  0.6 
to  0.9%,  in  combination  with  manganese  varying  from  0.4  to  0.6%,  or 
0.8  per  cent.  The  writer  would  be  inclined  to  go  a  few  points,  say, 
20,  higher  with  the  manganese,  as  his  experiments  on  nickel  steel 
indicated  the  advantage  of  such  a  policy;  but,  perhaps,  the  addition 
of  the  chromium  might  necessitate  some  reduction  in  the  manganese. 

F. — For  a  number  of  years  it  was  thought  by  the  Engineering 
Profession  in  general  that  vanadium  in  steel  acted  only  as  a  scavenger, 
none  of  it  remaining  in  the  finished  product,  but  all  passing  off  with 
the  slag.  However,  it  seems  that  such  is  not  the  case,  but  that  about 
80%  of  the  vanadium  which  is  added  to  the  charge  remains  in  the 
finished  product. 

It  seems,  according  to  Mr.  Norris,  that  the  vanadium  is  very  evenly 
distributed  through  the  ingot,  and  that  not  only  is  there  no  danger 
whatsoever  of  its  segregation,  but  also  that  its  presence  in  the  molten 
metal  tends  to  prevent  the  segregation  of  other  substances — notably 
carbon.  This  is  most  reassuring,  and  is  a  strong  point  in  favor  of 
the  use  of  vanadium  steel  for  bridge  biiilding. 

G. — Mr.  Norris  does  not  say  much  about  alloying  nickel  with  vana- 
dium or  about  combining  nickel,  chromium,  and  vanadium.     Such  com- 
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binations  are  purely  a  question  of  economics ;  and  only  elaborate  inves-  Mr. 
tigations  can  determine  what  should  be  the  constituents  and  their 
proportions  to  produce  the  best  and  most  economic  alloy.  From  what 
Mr.  Norris  states,  one  might  anticipate  that  the  gain  by  adding  nickel 
to  vanadium-carbon  steel  or  to  vanadium-chromium  steel  would  be 
either  very  small  or  non-existent. 

H. — Mr.  Norris  is  quite  convinced  that  the  addition  of  titanium 
to  vanadium  steel  would  be  useless.  Perhaps  the  explanation  for  this 
is  that  the  20%  of  vanadium  which  passes  off  into  the  slag  acts  as  a 
scavenger,  thus  obviating  the  necessity  for  any  further  purification — 
which  is  the  sole  function  of  the  titanium. 

I. — Mr.  Norris  does  not  reply  to  the  question  as  to  whether  there 
are  any  other  substances  than  those  herein  mentioned,  which  might 
profitably  be  added  to  vanadium  steel.  His  reason,  probably,  is  that 
he  does  not  know,  never  having  tried  the  addition  of  such  elements. 
It  is  only  extensive  experiments  that  will  furnish  an  answer  to  this 
question. 

J. — The  specifications  for  the  composition  and  properties  of 
vanadium-carbon  steel  and  vanadium-chromium  steel,  suggested  by 
Mr.  Norris,  are  very  wide  in  their  range,  but  they  are  probably  as 
definite  as  the  present  state  of  the  art  of  manufacturing  those  alloys 
will  allow. 

There  is  one  statement  near  the  beginning  of  Mr.  Norris'  discus- 
sion to  which  the  author  must  take  exception,  namely,  "In  the  case 
of  nickel  steel,  in  order  to  obtain  an  elastic  limit  of  60  000  lb.  or 
more,  it  is  necessary  to  increase  the  percentage  of  carbon  to  unde- 
sirable limits." 

The  plate-and-shape  steel  experimented  on  by  the  writer  in  his 
nickel-steel  investigation  had  an  elastic  limit  slightly  in  excess  of 
60  000  lb.,  and  was  a  perfectly  satisfactory  metal  in  every  essential 
particular  for  bridgework.  It  is  true  that  its  manufacture  was  harder 
on  the  tools  than  ordinary  carbon  steel,  but  that  feature  simply  added 
slightly  to  the  cost  of  the  shopwork.  The  metal  withstood  all  the  shop 
manipulations  as  well  as  ordinary  carbon  steel;  it  was  just  as  reliable 
in  every  particular;  and  there  was  no  danger  whatsoever  from  brittleness. 

The  economics  of  Mr.  Norris'  vanadium-carbon  and  vanadium- 
chromium  steels,  as  compared  with  ordinary  carbon  steels  and  with  the 
nickel  steels  which  can  be  obtained  to-day  for  bridgework  at  the  prices 
last  quoted  to  the  writer  by  the  manufacturers,  will  now  be  considered. 
Using  the  averages  just  determined  in  this  resume,  we  have  for  the 
vanadium-carbon  steel  an  elastic  limit  of  60  000  lb.  and  an  excess 
pound  price  of  2.0  cents  as  compared  with  carbon  steel;  and  for 
the  vanadium-chromium  steel  an  elastic  limit  of  70  000  lb.  and  an 
excess  pound  price  of  4.0  cents. 
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On  Figs.  29  and  30  are  plotted,  for  simple-span  bridges  and  for 
cantilevers,  respectively,  the  weights  per  linear  foot  of  metal  for 
various  spans  of  carbon  steel,  vanadium-carbon  steel,  vanadium- 
chromium  steel,  nickel  steel  for  E  =  50  000  lb.,  and  nickel  steel 
for  E  =  55  000  lb. ;  and  on  Figs.  31  and  32  are  shown,  for  simple-span 
bridges  and  for  cantilevers,  respectively,  the  economics  of  the  said 
five  classes  of  steel  considered,  as  follows : 

A.— Carbon  steel,  E  =  35  000  lb. 

B. — Nickel  steel,  E  =  50  000  lb.,  at  an  excess  cost,  delivered,  of 
2  cents  per  lb. 

23  000 


350'   400'   450'    500'   550'    6U0'  G50'    700'    750'   800'    B50'   UOO'    iioO'i  OOO'l  O50'll00'l  150'1200'l  250' 

Span  Leng-ths 

Fig.  29. 

C— Nickel  steel,  E  =  55  000  lb.,  at  an  excess  cost,  delivered,  of 

2.5  cents  per  lb. 
D. — Vanadium-carbon  steel,  E  =  QO  000  lb.,  at  an  excess  cost,  de- 
livered, of  2.0  cents  per  lb. 
E. — Vanadium-chromium  steel,  E  =  TO  000  lb.,  at  an  excess  cost, 
delivered,  of  4.0  cents  per  lb. 
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Weights  of  Metal  per  Linear  Foot  of  Span,  in  Pounds 


Mr. 

Waddell . 
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Eeferring  to  Fig.  31,  it  is  seen  that,  for  simple-span  bridges, 
under  the  conditions  assumed,  vanadium-carbon  steel  shows,  for  all 
span  lengths,  a  small  but  material  advantage  over  all  the  other  steels; 
and  that  the  vanadium-chromium  steel  begins  to  develop  an  economy 
over  carbon  steel  at  a  span  length  of  about  500  ft.,  and  over  the 
two  nickel  steels  at  a  span  length  of  about  650  ft. 

Referring  to  Fig.  32,  it  is  seen  that,  for  cantilever  bridges,  under 
the  conditions  assumed,  vanadium-carbon  steel  shows  for  all  span 
lengths,  as  in  the  case  of  simple  spans,  a  small  but  material  advantage 
over  all  the  other  steels;  and  that  the  vanadium-chromium  steel  begins 
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to  develop  an  economy  over  the  carbon  steel  and  the  nickel  steels 
when  the  main  opening  has  a  length  of  about  1  400  ft. 

Contrary  to  the  writer's  anticipation,  the  lines  for  vanadium- 
carbon  steel  and  vanadium-chromium  steel,  at  the  excess  pound  prices 
assumed,  do  not  cross  each  other.  They  would  intersect,  for  cantilever 
bridges,  at  a  main  opening  of  2  800  ft.,  which  is  about  the  practicable 
limit  for  £"  =  70  000  lb. 

Some  8  or  9  years  ago  certain  leading  steel  manufacturers  quoted 
to  the  writer  an  approximate  price  of  8  cents  or  more  per  lb.  for 
vanadium  steel  bridge  superstructures,   delivered  f.  o.  b.   cars   at  the 
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Costs  of  Metal,  Erected,  in  Dollars  per  Linear  Foot  of  Span 
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Mr.      shops.     It  was  this  which  caused  him  to  make  the  following  statement 
■  in  his  paper  on  "Nickel  Steel  for  Bridges" : 

"If  there  is  any  other  alloy  of  steel  that  will  give  as  good  results 
as  nickel  steel  at  less  cost,  the  Profession  ought  to  know  it.  The  writer 
did  look  into  vanadium  steel,  but  discovered  that  it  is  altogether  too 
expensive  for  bridgework.  If  vanadium  could  be  furnished  at  a 
reasonable  cost,  vanadium  steel  might  compete  successfully  with  nickel 
steel." 

Mr.  Norris  states  that  "the  price  of  vanadium  has  been  reduced 
60%  within  the  past  3  years,  and  it  is  now  low  enough  to  bring  it 
within  consideration  for  use  in  steel  for  eye-bars  and  other  parts  of 
long-span  bridges."  This  statement  is  corroborated  by  the  preceding 
economic  study;  but  it  must  be  remembered  that  the  latter  is  based 
on  somewhat  uncertain  data.  However,  the  writer  aimed  to  be 
conservative  when  assuming  the  same  from  the  statements  in  Mr. 
Norris'  discussion;  hence,  it  is  easily  possible  that  the  vanadium  steels, 
if  thoroughly  investigated,  would  show  far  better  economic  results 
than  those  just  determined — in  fact,  it  is  not  impossible  that  the  ideal 
workable  bridge  steel  having  a  minimum  elastic  limit  of  100  000  lb!, 
and  of  moderate  cost,  is  attainable  by  the  use  of  vanadium. 

Summarizing  the  findings  of  the  discussion  and  the  resume,  the 
following  conclusions  can  be  drawn : 

First. — Titanium  as  a  scavenger  of  carbon  steel  promises  good 
and  useful  results  at  exceedingly  low  cost.  Although  it  does  not  in- 
crease greatly  the  elastic  limit  or  the  ultimate  strength  of  the  metal, 
it  makes  it  much  more  uniform  and  reliable.  On  this  account  it  should 
be  used  in  a  few  cases  on  bridgework;  and  then,  if  it  be  found  satis- 
factory, its  adoption  should  be  made  obligatory  by  the  railroad  com- 
panies and  the  other  builders  of  carbon-steel  bridges. 

Second. — There  appear  to  be  great  possibilities  in  the  use  of 
aluminum  as  an  alloy  for  bridge  steel;  but,  as  far  as  the  writer  can 
determine,  very  few  experiments  in  aluminum  steels  have  yet  been 
made;  hence,  the  said  possibilities  are  more  or  less  hypothetical. 

Third. — The  possibility  of  obtaining  a  good,  high-alloy  steel  for 
bridges  by  the  use  of  vanadium  appears  to  be  a  settled  fact;  but  the 
highest  elastic  limit  and  ultimate  strength  which  can  be  obtained  on 
a  commercial  basis  by  the  use  of  that  element  cannot  be  determined 
without  making  some  elaborate  and   exhaustive  experiments. 


AMEEICAN  SOCIETY  OF  CIVIL  ENGINEEKS 

INSTITUTED     1S52 


TRANSACTIONS 


This  Society   is  not  responsible   for  any  statement  made  or  opinion  expressed 
in    its   publications. 


Paper  No.  1314 

REPOKT  ON  A  SERIES  OF  TESTS 

ON  CONCRETE   COLUMNS 

REINFORCED  WITH  A  SPIRAL  OF  STEEL.* 

By  C  G.  Wrentmore,  M.  Am.  Soc.  C.  E.,  and  Messrs.  Hugh  Brodie  f 

AND    C.    O.    CAREY.f 


AViTH   Discussion   by   Messrs.    Edward   Godfrey,    A.    W.    Buel,   and 
C.  G.  Wrentmore. 


General  Statement. 
In  1907-08  the  writers  were  designing  some  structures  in  which 
certain  columns  were  required  to  carry  heavy  loads  and  would  be 
subjected  to  considerable  shock.  The  nature  of  the  structures  was  such 
that  columns  of  reinforced  concrete  offered  certain  advantages,  suffi- 
cient in  importance  to  warrant  the  use  of  that  material,  even  though 
low  stresses  and  consequently  an  excessive  quantity  of  material  might 
be  required  to  insure  safety.  At  about  this  time  a  number  of  failures 
of  reinforced  columns  in  important  structures  at  various  places  in 
the  United  States  were  reported  in  the  engineering  journals,  sounding 
a  warning  against  a  too  liberal  estimate  of  their  strength,  and  plainly 
indicating  the  need  of  a  careful  study  of  such  members  from  the  ex- 
perimental standpoint  as  a  basis  for  safe  design.  Some  experiments 
then  made  on  the  ultimate  strength  of  columns  with  longitudinal  steel 

*  Presented  at  the  meeting  of  March  18th,  1914. 

+  Messrs.  Brodie  and  Carey  are  Instructors  in  the  University  of  Michigan. 
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bars  embedded  in  the  concrete  indicated  that  sucli  reinforcement,  unless 
hooped  or  banded  at  frequent  intervals,  could  not  be  relied  on  to 
increase  the  strength  of  the  column,  and  in  some  cases  might  even 
render  its  strength  less.  These  experiments,  however,  were  few  in 
number,  and  the  time  available  did  not  permit  of  their  being  carried 
out  with  sufficient  care  to  render  the  results  thoroughly  trustworthy; 
but  they  served  to  turn  attention  to  the  hooped  column,  which  had  been 
discussed  by  Considere  in  his  treatise,  regarding  which  experimental 
information  was  very  meager. 

A  series  of  tests  on  small  columns  was  plamied  and  partly  carried 
out  during  the  first  half  of  1908,  but  the  departure  of  Mr.  Wrentmore 
for  the  Philippines,  in  July  of  that  year,  interrupted  the  work,  and 
since  that  time  it  has  been  continued  by  Messrs.  Brodie  and  Carey  at 
irregular  intervals,  at  such  times  as  their  University  duties  would 
permit. 

In  all,  115  columns  have  been  made,  and  usable  results  have  been 
obtained  from  104  of  these;  the  remaining  11  were  broken  in  storage 
or  in  handling,  were  found  faulty  in  construction,  or  showed  such 
erratic  results  under  tests  as  to  warrant  their  being  thrown  out  of  the 
list.  Those  which  will  be  discussed  here  are  Nos.  10  to  22,  and  36  to 
115,  both  inclusive,  except  Nos.  40,  55,  83,  86,  88,  91,  103,  108,  109, 
and  112,  a  total  of  83  columns.  The  other  21,  making  up  the  104, 
include  the  columns  reinforced  with  longitudinal  rods  previously  re- 
ferred to,  and  some  special  cases  which  are  not  germane  to  the  present 
discussion.  The  series  is  still  incomplete,  some  of  the  sub-groups 
showing  no  tests,  or  only  one  or  two,  and  others  showing  wide  varia- 
tions and  requiring  more  tests  to  determine  a  dependable  average. 
Moreover,  the  extensometer  tests  on  a  large  percentage  of  the  columns 
were  only  carried  to  700  or  800  lb.,  and,  later,  when  a  comparison  of 
results  was  made,  it  was  found  that  it  would  have  been  desirable  to 
have  carried  all  tests  to  at  least  1  400  lb.  per  sq.  in.  Some  columns 
gave  usable  results  on  only  one  part  of  the  test,  as  on  ultimate  strength 
alone,  or  extensometer  measurement  alone;  however,  in  view  of  the 
care  which  has  been  exercised  in  carrying  out  the  work,  it  is  believed 
that  the  results  obtained  are  worth  placing  on  record,  and  they  are 
here  presented  in  the  hope  that  they  may  add  in  some  measure  to  the 
sum  total  of  useful  information. 
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Aim  of  the  Tests. 

The  tests  were  planned  to  determine  the  longitudinal  and  lateral 
deformations  of  the  columns  under  various  loads,  increasing  from 
zero  to  something  above  the  probable  maximum  working  stress,  with 
varying  quantities  of  reinforcement  and  at  different  ages,  also  the 
ultimate  strength  and  the  load  at  the  first  visible  sign  of  failure.  From 
the  deformation  could  be  determined  the  change  in  unit  leni>th  for 
various  loads,  the  modvilus  of  elasticity,  and  Poisson's  ratio.  Com- 
parison of  the  results  should  show  the  influence  of  the  reinforcement 
on  these  several  quantities. 

Description  of  the  Columns. 
All  columns  were  approximately  4  in.  in  diameter  and  27  in.  long, 
over  all,  cast  in  a  galvanized-iron  mould  set  on  a  wooden  bottom.  The 
mixture  throughout  was  the  same,  1 :  2  :  4  by  loose  volume.  The  cement 
was  Peninsular  brand,  bought  from  a  dealer  from  stock,  in  fair  con- 
dition, and  as  ordinarily  used  in  construction.  It  was  sampled  and 
tested  as  for  construction  work,  passing  satisfactorily  the  standard 
tests  recommended  by  the  Special  Committee  (of  the  American  Society 
of  Civil  Engineers)  on  Uniform  Tests  of  Cement.  The  sand  was  bank 
sand  from  a  drift  deposit  at  Ann  Arbor,  secured  from  a  contractor 
who  made  a  business  of  furnishing  it  to  the  building  trades,  and  was 
of  a  grade  acceptable  for  first-class  work.  The  granulometric  com- 
position is  shown  by  Table  2.  The  coarse  aggregate  was  broken  lime- 
stone from  the  quarries  at  Monroe,  ^lich..  and  was  passed  through  a 
f-in.  and  retained  on  a  ^-in.  screen. 
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The  mixing  was  done  by  hand,  and  under  the  personal  supervision 
of  the  writers.  In  order  to  fill  well  about  the  spirals,  it  was  necessary 
to  use  a  wet  mixture;  it  was  too  wet  to  be  tamped  with  a  small  rod, 
but  not  so  wet  as  to  cause  the  materials  to  separate  in  pouring. 

The  reinforcement  in  Columns  10  to  14  was  furnished  by  a  com- 
mercial firm,  built  up  and  ready  to  be  placed  in  the  forms.  The  spiral 
was  of  high-carbon  steel,  i  in.  in  diameter,  spaced  as  shown  in 
Table  3.  The  spacing  members  were  four  I  by  xV'iii-  steel  bars.  No 
tests  were  made  to  determine  the  physical  constants  of  this  reinforcing 
material.  These  columns  were  tested  only  for  ultimate  strength  and 
first  sign  of  failure,  and,  for  purposes  of  comparison,  are  included  with 
similar  columns  tested  at  other  laboratories. 

The  reinforcement  in  Columns  15  to  22  was  wound  on  the  concrete 
shaft,  after  casting,  by  placing  the  column  in  a  lathe  and  winding  the 
wire  on  under  constant  tension^ — sufficient  to  bed  it  slightly  in  the 
concrete.  This  was  done  just  before  testing,  at  the  age  of  28  days. 
The  end  of  the  wire  was  anchored  securely  to  the  column  very  near 
one  end,  the  tension  was  applied,  and  a  dozen  turns  were  wound  on 
as  close  as  they  would  lie  in  order  to  insure  against  failure  at  the  end; 
the  spiral  was  then  spaced  by  using  the  lead  screw  until  within  1  in. 
of  the  other  end ;  then  another  dozen  turns  were  run  on  close  together. 
The  wire  was  then  brought  under  the  anchor  and  fastened,  the  tension 
was  released,  and  the  wire  cut  free.  On  these  columns  the  wire  had  a 
diameter  of  0.079  in.,  an  area  of  0.0049  sq.  in.,  and  the  tension,  as 
given  by  a  spring  balance,  was  62i  lb.  on  some  columns  and  125  lb.  on 
others,  corresponding  to  unit  stresses  of  12  750  and  25  500  lb.  per 
sq.  in. 

In  the  remaining  columns  in  w'hich  reinforcement  was  used  the 
spirals  were  made  up  and  set  in  place  in  the  form,  and  the  concrete 
was  then  poured.  The  longitudinal  members  of  the  reinforcement  were 
barely  heavy  enough  to  hold  the  spiral  in  place;  they  were  strips  of 
Xo.  24  gauge  galvanized  iron,  -^^  in.  wide,  with  notches,  /^  in.  deep, 
accurately  spaced  by  machine;  the  consecutive  turns  of  the  spiral  were 
dropped  into  these  notches  and  fastened  by  pinching  down  the  lugs 
formed  in  cutting  the  notches.  Four  such  spacing  strips  were  used  for 
each  coil,  and,  as  they  were  so  light,  considerable  care  was  necessary 
to  insure  the  proper  location  of  the  reinforcement.  On  final  test  to 
destruction,  however,  all  spirals  were  found  to  have  been  spaced  and 
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centered  accurately,  although  in  some  cases  the  longitudinal  members 
had  taken  a  spiral  position,  as  may  be  seen  on  Fig.  3.  A  number  of 
extra  turns  were  given  at  each  end  of  the  coil,  to  make  sure  that  failure 
should  occur  in  the  middle  of  the  shaft,  and  a  circular  piece  of  1-in. 
mesh  hardware  cloth  was  placed  in  each  end  of  the  column  to  give  it 
additional  strength.  In  spite  of  these  precautions,  however,  a  number 
failed  by  splitting  or  crushing  at  the  end,  thus  failing  to  develop  the 
full  strength  of  the  shaft.  The  longitudinal  spacing  strips  were  not 
taken  into  account  in  estimating  the  percentage  of  reinforcement,  as 
they  were  considered  to  be  too  slender  to  affect  sensibly  the  column 
under  test. 

After  being  cast  the  columns  stood  for  2-i  hours  in  the  forms,  and 
then,  except  Nos.  10  to  22,  were  placed  in  water  in  the  large  naval 
experimental  tank,  where  they  remained  until  removed  for  testing. 
Nos.  10  to  22  were  removed  from  the  forms  at  24  hours  and  cured  in  air 
in  the  laboratory. 

The  wire  used  in  the  spirals  was  of  unannealed,  copper-washed,  soft 
steel,  bought  from  a  hardware  dealer  from  stock.  Under  test  it  showed 
an  average  yield  point,  ultimate  strength,  and  reduction  of  area  as 
given  in  Table  1. 

TABLE  1. 


Diameter,  in 
inches. 

Ultimate 
strength. 

Yield  point. 

Reduction  of 

area. 
Percentage. 

No.  of  tests. 

0.105 
0.0-9 
0.063 

92  330 
95  260 

78  000 

85  780 
87  870 
70  000 

50 
50 

80 

35 

45 
45 

The  fracture  was  deeply  cupped  in  all  cases,  and  on  crushing  the 
columns  the  wire  invariably  broke  with  the  same  appearance  of  reduced 
area  and  cup. 

The  Instruments. 

The  instruments  used  were  a  200  000-lb.  Riehle  testing  machine 
and  an  extensometer.  A  100  000-lb.  Olsen  machine  was  available,  but 
the  larger  clearance,  the  greater  freedom  from  vibration,  and  the  fact 
that  it  was  not  so  frequently  in  use  made  the  larger  machine  more 
desirable.  The  column  was  placed  in  the  machine  on  a  cushion  of 
sand  in  a  cast-iron  cup  which  had  a  machined  surface  for  bearing  on 
the  bed  of  the  testing  machine. 
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The  extensometer,  Fig.  1,  was  designed  by  the  writers  and  built  in 
the  Instrument  maker's  shop  of  the  University.  The  small  variation 
to  be  measured  rendered  necessary  extreme  care  and  accuracy  in  con- 
struction, and  especially  the  elimination  of  all  lost  motion.  Knife- 
edges  were  ground  straight  in  a  Universal  grinding  machine  after  tem- 
pering, and  the  V-notches  for  the  knife-edge  bearings  were  made  in 
tw'o  parts  and  similarly  ground  to  true  lines.  The  five  rollers  of  tem- 
pered steel  were  ground  to  true  cylinders,  and  as  nearly  of  the  same  size 
as  practicable,  and  afterward  Nos.  2,  3,  4,  and  5  were  calibrated  against 
No.  1  in  a  specially  designed  device. 

The  small  amount  of  lost  motion  is  shown  by  the  fact  that  when 
the  column  was  loaded  and  the  scale-beam  rose  and  fell  between  its 
stops  a  distance  of  about  f  in.  at  the  free  end,  the  lateral  mirrors 
traveled  to  and  fro  on  the  scale,  showing  clearly  the  increase  and 
decrease  of  diameter  of  the  column  due  to  the  small  variation  of 
load  produced  by  this  motion  of  the  scale-beam. 

The  construction  of  the  instrument  is  shown  by  Figs.  1  and  2.  For 
longitudinal  measurement,  there  are  two  cast-iror-  rings,  q,  connected 
by  three  telescoping  rods,  each  made  up  of  the  rods,  r  and  s,  and  the 
tube,  t.  The  rings,  q,  are  fastened  to  the  column  by  setting  up  the 
screws,  w,  to  a  firm  bearing.  The  rods,  r  and  s,  are  then  set  in  their 
seats  in  the  rings  and  the  nuts  lightly  screwed  down  on  the  spherical 
heads,  as  shown  in  the  small  sectional  view.  The  tube,  t,  is  slipped 
on  and  firmly  clamped  to  the  short  rod,  r,  the  longer  rod,  s.  being  left 
free  to  slide  within  t  as  the  column  shortens  under  load.  The  bar,  u. 
attached  to  t,  holds  the  roller  between  its  face  and  the  bar,  s,  being 
held  to  a  steady  pressure  by  the  adjustable  spring,  v.  The  average 
of  the  readings  of  the  three  rods  gives  the  deformation  of  the  column. 

For  lateral  measurement,  the  frame,  a,  w'ith  its  arms  attached,  is 
hung  by  a  chain  from  the  counterbalance  arm  shown  in  Fig.  1,  by  the 
hook  at  g,  which  is  fast  to  the  sliding  bar,  e.  which  is  moved  by  /;. 
The  bar,  e,  and  the  counterweight  on  d  are  adjusted  until  the  bar, 
a,  hangs  level,  and  the  weight  on  the  counterbalance  arm  is  adjusted 
until  it  exactly  balances  the  weight  of  the  instrument.  It  is  then 
adjusted  to  the  column  in  place  in  the  testing  machine,  with  the 
knife-edges,  o,  and  the  screws,  h,  bearing  against  the  small  blocks  of 
plate  glass  cemented  to  the  column.  The  pieces,  ;"  and  h,  are  bolted 
rigidly  to  a  when  in  use.     The  arm,  m,  is  held  to  a  firm  bearing  on  its 
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knife-edges,  n  and  o,  by  a  spring  and  plunger  in  p.  The  distance 
between  these  knife-edges  is  1  in.  and  the  length  from  n  to  the  end 
of  m,  on  which  the  roller  bears,  is  10  in.  The  roller  is  placed  between 
the  end  of  m  and  the  bar,  I.  the  latter  being  held  by  a  spring  to  a  firm 


ii=i/t 


Fig.  2. 


bearing  against  both  its  knife-edge  seat  on  /.;  and  the  roller.  Wlien 
all  is  adjusted,  the  screws,  h,  are  made  fast  by  the  lock-nuts.  o.  so 
that  all  is  rigidly  connected  to  a  except  the  arms,  m,  and  the  rollers. 
Any  increase  or  decrease  of  diameter  will  cause  m  to  rotate  about  n 


106 


TESTS   OF   REINFORCED   CONCRETE   COLUMNS 


and  produce  rotation  of  the  roller.  The  average  of  the  change  shown 
on  the  two  diameters  is  taken  as  the  change  in  diameter  of  the  column. 
The  instrument  when  adjusted  is  free  to  move  with  the  column,  but 
none  of  its  weight  is  carried  by  its  bearing  on  the  glass  plates;  it  is 
held  from  slipping  on  these  by  the  friction  only.  As  the  frame  has 
considerable  mass,  any  strong  vibration  tends  to  cause  slipping  and 
consequent  loss  of  the  experiment.  It  was  found  necessary,  therefore, 
to  disconnect  the  driving  motor  from  the  testing  machine  and  run  the 
machine  slowly  by  hand.  Each  roller  carries  a  small  mirror,  with  its 
plane  parallel  to  the  axis  of  the  roller,  and  the  instrument  is  set  so 
that  all  five  mirrors  come  within  the  field  of  a  telescope,  and  each  can 
be  placed  on  one  of  the  cross-wires.  The  scales  are  then  set  at  their 
exact  distances  from  the  several  mirrors,  and  the  readings  of  all  five 
mirrors  are  taken  at  once,  without  shifting  any  of  the  recording  parts, 
thus  accomplishing  the  simiiltaneous  measurement  of  the  longitudinal 
and  lateral  deformations.  When  the  extensometer  tests  of  the  column 
are  completed,  the  extensometer  is  removed  and  the  column  is  tested 
for  the  first  sign  of  failure  and  ultimate  strength.  The  complete  test 
of  one  column  required  three  men  for  about  4  hours. 


TABLE   2. — Percentage   of   Voids   and   Granulometric   Composition 

OF  Sand. 
Weight  of  sample,  1  000  grammes.    Voids  by  volume,  32  per  cent. 


Meshes,  per  inch 

Residue,  grrammes.... 
"         percentage. 


4 

6 

16 

20 

30 

74 

100 

200 

5 

26 

168 

102 

225 

429 

26 

12 

0.5 

2.6 

16.8 

10.2 

22.5 

42.9 

2.6 

1.2 

Passed . 
200 
5 
0.5 


Total. 


.8  percent. 


Extensometer  Constants. 
The  roller  coefficients  were : 

Roller  No 1  2  3  4  5 

Coefficient 1.000     0.994    0.986     0.965     0.987 

Each  reading  from  a  roller  is  multiplied  by  its  coefficient  to  give 
the  corrected  reading. 

Referring  to  Fig.  2 :  From  n  to  the  end  of  m  is  10  times  the  length 
n-o.  The  roller  between  m  and  I  has  a  diameter,  2r  =  yV  i^i-'  approxi- 
mately.    B  is  the  distance  from  the  center  of  the  roller  to  the  scale, 
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taken  as  100  in.  for  the  transverse  extensometer  and  50  in.  for  the 
longitudinal  one.  s^  is  the  distance  traversed  on  the  scale  by  the 
lateral  mirror  when  a  load  is  applied,  corrected  as  above  stated, 
s,  is  the  same  for  the  longitudinal  mirror.  A^  is  the  unit  lateral 
deformation  for  any  load.  A2  is  the  unit  longitudinal  deformation  for 
any  load. 

If  the  roller  turns  through  a  small  angle,  6,  the  distance  passed 
over  on  the  scale  is  2R6.  At  the  same  time,  the  motion  of  the  end 
of  m  past  I  is  2r6. 

Motion  of  end  of  m  :  .s,  ::  r  :  R  ::  —  :  100  : :  1 :  2  ooo. 

Motion  of  end  of  m  is  10  times  that  of  0. 

Therefore,  motion  of  0:  s^::l:20  000.  Hence  the  unit  on  the  scale 
used  being  -J^  in.,  the  motion  of  0  necessary  to  make  a  reading  of  this 

unit  is  ,  and  the  change  of  diameter  of  the  specimen  liaving 

1  000  000 

a  diameter  of  D  is  the  scale  reading  divided  by  1000  000.     Thus  the 

change  per  inch  of  diameter  is : 

Unit  lateral  defornmtion  =  ^  ^qq'^qq  ^  =  A, 

For  longitudinal  deformations,  the  conditions  are  the  same,  except 
that  no  multiplying  lever  is  used,  and  the  value  of  R  is  50  in.  There- 
fore the  change  per  unit  length  is 

s.. 

Unit  longitudinal  deformation  = i — -  =  A.,, 

50  000  L 

where  L  is  the  distance  between  the  points  of  attachment  of  the  rings 

to  the  column,  taken  as  12  in.  for  these  tests.     Then  Poisson's  ratio  is 

_    Aj     _  1  000  000  §2  D  _  5  S2  D 

"^  "  17  000  000  .s7"   ""      S  .Sj 

Procedure  in  Testing. 
The  column  was  taken  from  the  tank  and  allowed  to  dry.  Diam- 
eters were  calipered  in  two  directions  at  right  angles  to  ea.ch  other 
at  the  bottom,  center,  and  top.  Two  circles  with  planes  normal  to 
the  axis  were  struck,  12  in.  apart,  to  locate  the  attachment  of  the 
rings  for  the  longitudinal  measurement.  A  third  was  similarly  struck 
for  the  position  of  the  points  for  the  lateral  measurement.  On  this 
last  circle,  the  extremities  of  two  diameters  at  right  angles  to  each 
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other  being  located,  small  blocks  of  plate  glass  were  cemented  to  the 
column  with  faces  made  parallel  by  pressing  them  to  their  bed  be- 
tween two  parallel  steel  faces.  When  these  were  firmly  set,  the  rings 
were  attached  and  the  column  was  set  with  top  down  on  the  bed  of 
sand  in  the  cast-iron  cup.  Cotton  waste  was  tamped  lightly  around 
the  column  to  retain  the  sand.  The  column,  with  cap  in  place,  was 
then  set  in  the  testing  machine  in  an  upright  position,  the  bottom 
end  on  a  bed  of  sand  in  a  cup  like  that  used  at  the  top,  and  a  light  load 
applied  to  hold  it  in  place,  care  being  taken  to  secure  a  full  even 
hearing  on  the  sand.  The  transverse  extensometer  was  set  and  adjusted 
as  heretofore  described. 

The  zero  reading  was  taken  with  a  total  load  of  100  lb.  on  the 
column,  and  thereafter  increasing  loads  were  applied  and  readings 
taken  at  each  load,  up  to  a  maximum,  then  decreasing  loads  down  to 
zero  were  read.  On  a  few  columns  the  loads  were  run  up  and  back 
a  second  time,  but  usually  only  one  run  was  made.  These  readings 
being  completed,  the  extensometer  was  removed  and  the  column  was 
tested  to  destruction. 

Behavior  Under  Test. 

The  driving  gears  of  the  testing  machine  caused  considerable  vibra- 
tion when  in  action,  and  in  some  cases  caused  the  lateral  extensometer 
to  slip  on  the  glass  plates.  The  readings  showed  plainly  when  this 
took  place,  and  several  tests  were  necessarily  discarded  on  this  account. 
By  running  the  machine  slowly  by  hand,  this  trouble  was  minimized, 
and  usable  results  were  obtained.  Usually,  the  readings  were  fairly 
uniform  and  consistent,  but,  occasionally,  erratic  results  were  found, 
such  as  one  mirror  starting  ofi^  with  negative  readings  for  a  few  loads, 
and  gradually  returning  to  positive  ones  as  the  loads  were  increased. 
There  was  commonly  a  noticeable  difference  in  the  readings  between 
the  two  lateral,  or  among  the  three  longitudinal,  mirrors,  showing 
that  the  column  underwent  lateral  deflection.  However,  when  the 
readings  were  averaged  and  plotted,  the  results  usually  were  very  fair 
curves. 

In  applying  the  increasing  loads,  the  weight  was  set  at  the  proper 
mark  and  the  load  was  run  up  until  the  beam  rose,  the  reading  then 
being  taken.  The  beam  was  never  held  up  by  the  column,  but  always 
dropped,   showing  progressive   deformation. 
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In  loading  to  destruction,  considerable  lateral  deflection  usually 
appeared,  the  column  frequently  approximating  the  characteristic 
curve  of  the  slender  column  with  fixed  ends.  Extreme  care  was  taken 
to  observe  the  first  sign  of  failure,  which  was  shown  by  a  flaking  of 
the  surface  cement,  commonly  near  the  center  of  length  of  the  column. 
In  the  columns  without  reinforcement,  failure  was  abrupt,  only  two 
or  three  giving  any  previous  indication,  and  that  at  a  very  small  per- 
centage below  the  ultimate  load.  In  those  with  spiral  reinforcement, 
it  was  always  gradual,  giving  ample  warning  and  time  for  observation. 
The  outer  concrete  separated  from  the  core  in  considerable  sections 
and  fell  away,  leaving  the  spiral  exposed;  with  increasing  loads,  de- 
flection appeared,  the  concrete  of  the  core  began  to  force  out  the 
hooping,  and  finally  the  latter  broke,  the  concrete  flying  out  at  the 
point  of  the  break  as  though  blown  out  by  a  small  charge  of  ex- 
plosive; the  wire  showed  a  clean  tension  break.  In  a  few  cases  the 
column  failed  at  or  near  the  end,  showing  imperfect  construction. 
These  cases  were  discarded  unless  the  values  were  fairly  high,  as  the 
local  failure  prevented  the  column  from  developing  its  full  strength. 

Computation  of  Values. 

The  area  of  cross-section  was  computed  for  all  plain  columns  as 
a  circle  having  a  diameter  equal  to  the  mean  of  the  six  measured,  two 
each  at  top,  center,  and  bottom.  The  unit  load  for  values  of  Sj,  s^,  e, 
and  m,  for  both  plain  and  reinforced  columns,  are  based  on  the  area 
thus  found. 

For  reinforced  columns,  the  ultimate  unit  strength  and  the  unit 
load  at  the  first  sign  of  failure  are  based  on  the  area  of  core  enclosed 
by  the  spiral.  The  percentage  of  steel  is  based  on  the  volume  of  steel 
and  the  volume  of  core.  The  percentage  shown  in  Column  14  of 
Table  3  is  the  ratio  of  total  load  at  first  sign  of  failure  to  total  ulti- 
mate load.  The  average  lateral  deformation  is  the  average  of  the 
distances  traversed  by  the  lateral  extensometer  mirrors  on  the  scale, 
in  fiftieths  of  an  inch;  and,  as  the  column  diameter  on  which  this 
measurement  was  taken  was  in  all  cases  very  near  4  in.,  this  reading 
gives  the  increase  in  lateral  dimension  of  the  unit  cube  in  units  of 
T"(jo^  (ToTJ  ill-  Similarly,  the  loni^itudinal  deformation  is  the  average 
of  the  readings  of  the  three  longitudinal  mirrors,  and  gives  the  longi- 
tudinal   deformation    of    the    unit    cube   in   units    of   ^^o''?j(JTy  i°-      ^^^^ 
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value  of  Poissoir.s  ratio   would  be  ap])roximately  i_^22J^2!L*2  2O3 

^    600  000  s,  "  3  .^,  ' 

but,  in  computing  this,  the  exact  diameter  was  used  instead  of  the 
approximation  of  4  in.,  so  that  the  coefficient  varies  slio-htlv  from  — 

r,,,  ,  ,.  J5  of  steel 

Ihe  value  ol  e  =^-^^^^^^^,    and   is   used   because    it   is   quite 

as  readily  computed  and  plotted  as  the  E  of  concrete,  and,  for  pur- 
poses of  this  discussion,  is  somewhat  more  useful.  It  is  computed 
as  follows : 

E  of  steel  is  taken  as  29  000  000  ; 

■h  —  stress  on  concrete,  in  pounds  per  square  inch  ; 


"2 

E^       29  000  000  .s,         145  s. 


E^  600  000  /^  3  /^  ■ 

The  10-in.  slide-rule  was  used  wherever  time  could  be  saved  there- 
by, except  for  values  which  could  be  taken  directly  from  tables. 

Figs.  4  to  9,  inclusive,  show  typical  curves  of  s,,  e.  and  m,  plotted  to 
uniform  scale,  for  columns  Nos.  38,  46,  51,  58,  61,  and  63.  The  unit 
for  the  s,  curves  is  ^o(j V^o  i"-.  that  for  e  and  m  is  unity.  The 
curves  for  any  column  in  the  series  may  be  plotted  from  the  data  for 
s^,  e^,  and  m,  in  Tables  5,  6,  and  7.  The  curves  on  Figs.  4  to  9,  how- 
ever, show  the  effect  of  unloading  the  column,  as  well  as  loading,  but 
the  tables  do  not. 


Comparison  of  Ultimate  Strength. 

The  effect  of  the  reinforcement  on  the  ultimate  strength  is  shown 

by  the  comparisons  in  Table  4.  The  columns  are  grouped  as  follows: 

Group    1.    Reinforcement  0.00  per  cent. 

2.  "  0.44  to  0.54  per  cent. 

3.  "  0.67  to  0.86 

4.  "  1.16  to  1.35 

5.  "  1.41  to  1.69 

6.  "  2.02  to  2.32 

7.  "  4.10  per  cent.  (One  column  only.) 
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TABLE  3. — List  of  Columns  Tested,  and  Eesults  of  Tests  of  Ulti- 
mate Strength. 


(1) 

(2) 

(3) 

(4) 

(S) 

(6) 

(7) 

(8) 

(9) 

(lO) 

(II) 

(12) 

(13) 

(14) 

a 
^6 

tn,4) 

0  . 

—  M 

1.2 
5° 

o 
fl 

a 

0 

1 

s 

o 

First  Sign. 

Ultimate. 

6 

d 

g 

u 

3Z 

Total. 

Unit. 

Total. 

Unit. 

10 

4.03 

12.76 

28 

3.6 

0.105 

0.50 

1.87 

18  000 

1  770 

30  770 

3  020 

58 

11 

4.05 

12.88 

28 

3.5 

0.104 

0.75 

1.25 

23  000 

2  390 

30  100 

8  130 

76 

12 

4.03 

12.76 

28 

3.5 

0.134 

0.75 

2.09 

23  000 

2  390 

32  300 

3  360 

71 

13 

4.03 

12.76 

28 

3.5 

0.165 

1.00 

2.30 

26  000 

2  700 

42  100 

4  370 

62 

14 

4.06 

12.95 

28 

3.5 

0.165 

1.50 

1.54 

20  000 

2  OHO 

32  500 

3  380 

62 

15 

4.02 

12.69 

28 

4.02 

0.079 

0.25 

62 

1.95 

82  000 

2  520 

52  800 

5  490 

60 

16 

4.19 

13.79 

28 

4.19 

0.079 

0.25 

62 

1.87 

35  000 

2  540 

45  550 

4  740 

77 

17 

4.20 

13.85 

28 

4.20 

0.079 

0.25 

125 

1.87 

37  000 

2  670 

51  100 

5  310 

72 

18 

4.18 

13.72 

28 

4.18 

0.079 

0.33 

125 

1.26 

38  000 

2  760 

47  670 

4  950 

80 

19 

4.05 

12.88 

28 

4.05 

0.079 

0.50 

62 

0.97 

34  000 

2  640 

39  600 

4  120 

86 

20 

4.06 

12.95 

28 

4.06 

0079 

0.50 

125 

0.96 

27  700 

2  140 

34  200 

3  5(;tl 

81 

21 

4.17 

13.66 

28 

4.17 

0.079 

0.33 

125 

0.41 

34  000 

2  49(1 

49  000 

5  090 

69 

22 

4.03 

12.76 

28 

4.03 

0.079 

0.70 

125 

0.69 

37  000 

2  900 

40  950 

4  250 

90 

36 

4.03 
4.05 
4.02 
4.05 
4.05 
4.03 
4.07 
4.05 
4.03 
4.03 
4.05 
4.04 
4.02 
4.05 
4.03 
4.04 
4.04 
4.02 
4.05 
4. 04 

12.76 
12.88 
12.69 
12.88 
12.88 
12.76 
13.01 
12.88 
12.76 
12.76 
12.88 
12.82 
12.69 
12.88 
12.76 
12.82 
12.82 
12.69 
12.88 
12.82 

42 

41 

63 

40 

40 

58 

73 

74 

268 

296 

288 

414 

71 

65 

340 

434 

440 

295 

441 

58 

14  120 
12  260 
22  660 
14  560 
10  500 
21  980 

16  600 

17  840 
34  980 
87  700 
38  000 
45  800 
29  890 

1  108 
950 
1  790 
1  130 
815 
1  720 
1  275 
1  385 

100 

37 

100 

38 

100 

39 

100 
90 

41 

11  640 

905 

42 

100 
100 

43 

44 

100 

45 

2  740 
2  955 
2  955 
8  570 
2  345 

100 

46 

100 

47 

100 

48 

100 

49 

100 

50 

50a 

37  000 
46  800 
35  000 

39  570 

40  700 
25  000 

2  966 

3  6C0 

2  725 

3  120 
3  160 
2  600 

100 

51 

100 

52 

100 

53 

100 

54 

100 

56 

3.50 

0.079 

0.83 

1.68 

40  590 

4  220 

61 

57 

4.02 

12.69 

59 

3.56 

0.079 

0.33 

1.65 

24  260 

2  430 

39  000 

3  940 

62 

58 

4.03 
4.05 

12.76 

12.88 

61 

67 

22  420 
30  600 

1  760 
3  180 

100 

59 

3.50 

0.105 

0.75 

1.31 

40  250 

4  184 

76 

60 

4.04 

12.82 

311 

3.62 

0.079 

0.75 

0.72 

32  000 

3  100 

38  200 

3  700 

83 

61 

4.04 
4.03 
4.05 

12.82 
12.76 
12.88 

434 
395 

29  450 
86  350 
27  500 

2  300 
2  850 
2  575 

100 

62 

100 

63 

3.69 

0.105 

0.75 

1.24 

37  500 

2  910 

73 

64 

4.03 

12.76 

485 

3.88 

0.079 

0.75 

0.67 

37  500  3  180 

41  500 

8  520 

90 

65 

4.05 

12.88 

316 

3.62 

0.105 

0.75 

1.26 

37  500 

8  630 

42  160 

4  085 

88 

66 

4.03 

12.76 

74 

3.62 

0.079 

0.75 

0.72 

19  570 

1  895 

29  000 

2  810 

67 

67 

4.02 
4.03 

12.69 
12.76 

323 
321 

31  300 

31  400 

2  470 
2  940 

100 

68 

3.69 

0.105 

0.75 

1.24 

36  570 

3  420 

85 

69 

4.03 

12.76 

323 

3.62 

0.079 

0.75 

0.72 

24  700 

2  390 

31  350 

3  040 

78 

70 

4.04 

12.82 

393 

3.87 

0.079 

0.25 

2.32 

27  000 

3  020 

.53  690 

6  000 

50 

71 

4.05 

12.88 

317 

3.56 

0.062 

0.75 

0.45 

27  120 

2  720 

27  450 

2  770 

98 

72 

4.03 

12.76 

388 

3.62 

0.079 

0.75 

0.72 

31  000 

3  000 

33  600 

3  246 

92 

73 

4.04 

12.82 

428 

3.62 

0.105 

0.75 

1.26 

46  500 

4  500 

48  600 

4  710 

95 

74 

4.06 

12.95 

370 

3.62 

0.062 

0.75 

0.44 

47  000 

4  550 

47  800 

4  630 

98 

75 

4.04 

12.82 

300 

3.56 

0.062 

0.62 

0.54 

34  000 

3  400 

40  500 

4  090 

83 

76 

4.03 
4.03 

13.76 
12.76 

376 
277 

27  250 
38  000 

2  140 

3  680 

28  000 
42  700 

2  200 
4  140 

97 

77 

8.62 

0.105 

0.62 

1.51 

89 

78 

4.04 

12.82 

281 

3.56 

0.062 

0.62 

0.54 

19  000 

1  900 

31  300 

3  160 

60 

79 

4.06 
4.05 
4.02 

12.95 
12.88 
12.69 

416 
2^^ 

28  060 

29  000 
34  000 

2  170 

2  250 

3  290 

100 

80 

100 

81 

3.62 

6.079 

0.62 

0.86 

36  250 

3  520 

93 

82 

4.U4 

12.82 

413 

3.62 

0.062 

0.62 

0.52 

33  500 

3  240 

33  700 

3  265 

99 

84 

4.03 

12.78 

42 

1 

114 


TESTS   OF   REIXrOKCED   COXCRETE   COLUMXS 

TABLE  -^.—{Continued.) 


(I) 

(2) 

(3) 

(4) 

(S) 

(6) 

(7) 

(8) 

(9) 

do) 

(11) 

(12) 

(13) 

(14) 

q 

k 

Li 

a 

a 

a  . 

—  a 

Pi 

11 

t-, 

(3  o 

<M 

o 

II 

0 

_o 
■« 

a 

be 
a 

§ 

FmsT  Sign. 

Ultimate. 

Total. 

Unit. 

Total. 

Unit. 

9} 
O 

u 

85 

4.05 
4.03 
4.(14 
4.04 
4.04 
4.03 
4.03 
4.03 
4.03 
4.03 
4.04 
4.03 
4.04 
4.(13 
4.04 
4.04 
4.05 
4.04 
4.03 
4.03 
4.04 
4.04 
4,04 
4.04 

12.91 

12.78 
12.84 
12.80 
12.80 
12.76 
12.76 
12.78 
12.74 
12.76 
13.81 
12.77 
12.80 
12.74 
12.80 
12.79 
12.88 
12.80 
12.74 
12.75 
12.78 
12.79 
12.80 
13.80 

42 
35 
35 
35 
34 
34 
35 
35 
35 
56 
31 
31 
31 
29 
29 
35 
49 
44 
35 
35 
35 
35 
35 
35 

87 

89 

90 

92 

93 

94 

95 

96 

97 

98 

99 

100 

101 

103 

104 

105 

106 

lor 
no 
111 

113 

3.37 
3.37 
3.37 
3.37 
3.37 
3.37 
3.37 
3,37 
3.37 
3,37 
3.37 
3.37 
8.37 
3.37 
3,37 
3,37 
3.37 
3.37 
3.37 
3.37 

0,105 
0.079 
0,(J79 
0.062 
0.062 
0.062 
0,105 
0,105 
0,105 
0,079 
0.079 
0.OT9 
0.062 
0,062 
0.105 
0,105 
0,105 
0,079 
0.062 
0.063 

0.25 
0.35 
0,25 
0,35 
0.25 
0.35 
0,50 
0.50 
0,50 
0,50 
0.50 
0,.50 
0.50 
0.50 
0.75 
0,75 
0.75 
0,75 
0,75 
0.75 

4,10 
2.31 
2.31 
1.41 
1.41 
1.41 
3.03 
3.03 
3.03 
1,16 
1.16 
1.16 
0.71 
0.71 
1.35 
1.35 
1,35 
0.78 
0.47 
0.47 

27  600 
21  600 

3  090 

2  420 

71  300 
49  900 

7  965 
5  580 

"39' 
43 

21  .500 

2  410 

24  000 

2  680 

89 

26  500 

2  970 

35  270 

3  940 

75 

23  600 
33  300 
19  140 

2  .530 

3  730 
2  140 

43  700 
51  .580 
31  500 

4  770 

5  760 
3  520 

53 
64 
61 

16  000 

1  790 

32  000 

3  460 

73 

17  m 
37  000 
33  600 
32  500 
31  000 

1  900 
3  020 
3  650 

2  520 
2  350 

24  500 
40  000 
34  800 
28  000 
23  700 

2  740 
4  470 

3  890 
3  130 
2  650 

69 
67 
93 
80 
89 

114 
115 
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Plotting  the  average  ultimate  strength  of  each  group,  as  shown  on 
Fig.  10,  gives  four  points  for  Group  1  and  two  for  each  of  the  others, 
except  Group  7,  which  falls  entirely  off  the  diagram.  The  curve  of 
Group  1  shows  a  consistent  increase  of  strength  with  age,  approxi- 
mating in  form  to  that  of  the  age-strength  curve  of  neat  cement  in 
tension,  though  the  early  increase  is  relatively  less.  For  Groups  2  to  6 
the  ultimate  strength  is  shown  in  full  lines  and  the  first  sign  of  failure 
in  broken  lines. 
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Fig.    5. 
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There  are  some  irregularities  in  the  relations  of  these  lines,  which 
are  probably  due  to  accidental  causes,  except  the  reversal  of  position  of 
2  and  3,  which  will  be  discussed  later.  However,  all  groups  show  an 
increase  of  strength  with  age,  and  generally  with  increasing  quantities 
of  reinforcement.  The  load  for  first  sign  of  failure  shows  considerable 
irregularity  in  the  long-time  tests  in  Groups  5  and  6,  but,  as  each  of 
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these   sub-groups   contains   results    of   one   column   only,   such   irregu- 
larity is  plainly  accidental. 

Although  the  relation  of  the  first  sign  of  failure  to  ultimate  strength 
is  brought  out  more  clearly  by  another  diagram,  this  plotting  is  given 
to  show  the  relations  within  the  individual  groups.     The  lack  of  har- 
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Fig.  6. 
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mony  as  the  number  of  tests  decreases,  and  the  danger  of  generalizing 
from  a  few  tests,  are  here  clearly  indicated. 

The  percentages  of  Column  14  of  Table  3  are  plotted  on  Fig.  11, 
using  percentages  of  steel  as  abscissas  and  the  values  of  Column  14  as 
ordinates.     Plere  the  short-time  points,  with  the  exception  of  that  for 
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Group  3,  lie  close  to  a  straight  line  through  (0.100),  and  the  long- 
time points  lie  on  a  curve  at  higher  values.  These  lines  show  that, 
with  from  0.80  to  1.60%  of  reinforcement,  the  columns  at  an  age  of 
45  days,  may  be  expected  to  give  warning  of  approaching  failure  at 
about  80%  of  the  ultimate  strength,  and,  at  an  age  of  1  year,  this 
warning  is  given  at  about  90%  of  the  ultimate  strength. 
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On  Fig.  12  are  plotted  stresses  at  first  sign  of  failure  as  ordinates 
with  percentages  of  steel  as  abscissas,  il/-iV  being  the  curve  for  short- 
time  and  0-F  that  for  long-time  tests.  For  purposes  of  design,  the 
values  given  by  these  curves  would  correspond  roughly  to  the  yield 
point  of  a  steel  member,  in  that,  once  determined  with  a  reasonable 
degree  of  accuracy,  this,  rather  than  the  ultimate  strength,  would 
control  the  allowable  limit  of  working  stress. 
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Although  the  small  number  of  points  leaves  much  to  be  desired, 
the  general  form  of  the  curves  seems  to  point  to  two  conclusions :  first, 
that  the  effect  of  hooping,  in  raising  the  first  sign  of  failure,  decreases 
with  increasing  age;  and  second,  that  even  small  quantities  of  steel 
exert  an  appreciable  influence  on  this  limit. 

Plotting  the  group  averages,  with  percentages  of  steel  as  abscissas 
and  ultimate  strength  as  ordinates,  gives  the  curves  of  Fig.  13,  C-G-H 
being  the  curve  for  an  average  age  of  45  days,  and  E-G'-K  that  for 
approximately  1  year.  These  curves  come  nearly  together  at  G-G', 
and  from  that  point  lie  close  to  the  line,  A-B,  drawn  from  the  origin 
through  the  point,  G,  the  latter  having  the  co-ordinates  of  approxi- 
mately (0.0158,  4  000).  Here  the  small  number  of  tests  in  Groups 
5  and  6,  each  three  columns  for  short-time  and  one  only  for  long-time, 
renders  the  portion,  G-H,  and  especially,  G'-K,  questionable.  In  the 
absence  of  more  complete  data,  assuming  the  cun^es  as  shown  to  be 
correct,  within  a  reasonable  limit  of  error,  these  curves  show  that  for 
percentages  of  steel  greater  than  0.0158,  the  ultimate  strength  of  the 
column  is  not  dependent  in  any  measure  on  the  age  or  strength  of  the 
concrete,  but  solely  on  the  strength  of  the  steel  and  the  coefficient 
of  friction  of  the  aggregate,  though  with  smaller  quantities  of  steel 
the  strength  of  the  concrete  is  a  factor,  increasing  in  relative  import- 
ance as  the  proportion  of  steel  decreases.  In  other  words,  it  appears 
that,  with  less  than  0.0158   steel,  when   the  cohesion  of  the   concrete 

TABLE  4. 

Group  1. — Divided  into  Four  Sub-Groups,  Based  on  the  Age  at 

THE  Time  of  Testing. 
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TABLE  i.— (Continued). 
Groups  2  to  6  Are  Each  Divided  Into  Two  Sub-Groups. 
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disappears,  the  steel  does  not  suffice  to  carrj'  the  load  by  its  lateral 
hold  on  the  granular,  non-coherent  mass,  but  that  with  the  failure  of 
cohesion  of  the  concrete  occurs  the  failure  of  the  column;  and,  with 
a  larger  quantity   of  steel   than  this,  the  failure  of  cohesion   in   the 
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concrete  does  not  produce  failure  of  the  column,  as  the  steel  acting' 
on  the  core  suffices  to  support  the  load. 

Attention  is  here  directed  to  the  fact  that  this  limit  of  0.0158  is 
based  on  the  volume  ratio  of  steel  to  concrete,  on  wire  having  a  yield 
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point  and  ultimate  strength  as  shown  in  the  table,  and  on  a  broken- 
stone  concrete.  With  a  weaker  steel,  or  with  aggregate  material  hav- 
ing a  different  coefficient  of  friction,  this  limit  would  be  changed. 
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Fig.  12. 
From  C  the  curve,  C-G,  swings  away  quite  slowly  from  C-D ,  drawn 
parallel  to  A-G,  showing  a  more  rapid  breaking  down  of  the  cement 
bond  as  the  load  increases;  though  E-G  draws  away  from  the  similar 
parallel,  E-F ,  much  more  rapidly.  Both,  however,  indicate  clea,rly  tliat 
the  reinforcement  is  effective  in  raising  the  ultimate  strength,  even 
with  small  proportions  of  steel. 
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The  ordinate  to  the  curve  at  any  point  consists  of  two  portions : 
that  below  A-B,  due  to  the  wire  confining  the  granular  mass,  and  that 
above  A-B,  due  to  the  cohesion  of  the  concrete;  or,  perhaps  better, 
that  below  A-B,  due  to  the  reinforcing  steel,  and  that  above  due 
to  the  cement  bond. 
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By  rational  methods  the  following  is  found,  assuming  that  the 
column  fails  by  shear  on  an  oblique  plane:  Given  a  particle  acted 
on  by  the  forces,  P  and  Q,  at  right  angles  to  each  other,  producing 
stresses  p   and   q  on   their  normal  planes    (p   being  greater  than   g), 
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the  resultant  nonnal  and  tangential  stresses  on  a  plane,  .¥-.¥,  making 
an  angle,  (f>,  with  the  direction  of  Q  will  be 

fn  =  P  <-'0S-^  (P  +  q  sin.^  0 
//  =  (P  —  Q)  COS.  (p  sin.  <p 

If  /.  is  the  shearing  resistance  of  the  material  and  ^  its  coefficient 
of  friction,  then  at  any  time  the  net  resistance  to  slip  on  any  plane  is 
i"  /"  +  fz  ~  ft,  and,  at  the  instant  when  failure  occurs,  ft  =  f4„  +  /^. 

For  a  granular  material,  such  as  concrete  becomes  when  the  bond 
of  the  cement  is  destroyed,  /,  is  zero,  and  for  such  material  the 
resistance  to  slip  =  ^/„  —  f^, 

The  plane  on  which  this  resistance  is  a  minimum  is  given  in  terms 
of  fx.  by  the  expression: 


1             1 
sin.- 0  =  —  -u   —    !i   

-'     "     ^\'  1    ,    ,-^ 

and  is  independent  of  the  relative  values  of  p  and  q 

In  a  hooped  column,  the  steel  fails  in  tension 
when  the  column  fails.  Whetlier  the  ultimate 
strength  of  the  column  is  determined  by  the 
yield  point  of  the  steel  or  its  ultimate  strength, 
is  debatable,  but  the  former  appears  to  be  the 
more  rational.  ].et  /;  denote  the  tensile  stress  in 
the  hooping  at  tlie  instant  of  failure.  When  the 
volume  of  the  hooping  steel  is  n  times'  the  volume 
of   the  concrete,  the    unit    radial    compression    in 

the  concrete  produced  by  the  hooping  is  A  times  the  unit  tension  in 

the  steel,  or  q  =  — /  . 

Assuming,  from  consideration  of  the  curves  of  Fig.  13.  that  the 
cohesion  of  the  concrete  disappears  at  the  point  (0.0158,  4  000),  it  is 
found  that  a  coefficient  of  friction,  fj,  =  0.95,  corresponding  to  a  fric- 
tion angle  of  43°  30'  gives  a  compression,  q  =  740  lb.  and  ^  =  93  800 
lb.,  approximating  the  ultimate  strength  of  the  hooping,  but  if  /,  =  1.00 
and  the  friction  angle  is  45°,  q  =  680  lb.  and  /,  =  86  000  lb.,  or 
about  the  yield  point  of  the  spiral.  It  would  seem,  therefore,  that, 
with  a  steel  having  a  relatively  high  yield  point,  the  question  whether 
ultimate  strength  or  yield  point  determines  the  strength  of  the  column 
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is  not  an  important  one,  because  so  small  a  variation  in  the  angle 
of  friction  corresponds  to  so  large  a  range  of  stress  in  the  steel. 

This  method  of  treatment  takes  no  account  of  flexure  in  the  column, 
and,  therefore,  is  applicable  only  to  short  columns. 

The  writers  do  not  consider  that  the  tests  prove  that  the  curves 
of  Fig.  13  are  typically  correct.  A  large  number  of  tests,  giving  more 
complete  groups,  especially  in  the  higher  percentages  of  reinforcement, 
would  be  necessary  for  a  final  conclusion;  but  the  tests  as  given  in- 
dicate a  break  in  the  continuity  of  the  cur\'e,  as  at  G,  and,  as  the 
rational  analysis  leads  to  a  not  unreasonable  value  of  the  friction 
coefficient  in  the  aggregate,  the  curves  are  presented  for  consideration. 

The  curve,  C-G-H,  of  Fig.  13  is  reproduced  in  Fig.  15  for  the 
purpose  of  comparing  with  it  the  results  of  the  tests  on  Columns  15 
to  22,  inclusive,  built  by  setting  the  plain  column  on  centers  in  a  la.the 
and  winding  the  reinforcement  on  under  constant  tension,  as  described 
previously.  The  results  of  the  tests  of  these  individual  columns  are 
shown,  with  a  fair  curve  drawn  through  them.  As  these  were  tested 
at  28  days,  the  initial  point  of  the  curve  is  taken  at  900  lb.,  as  deter- 
mined from  Curve  1  on  Fig.  10.  From  these  few  tests  it  would  appea.r 
that  initial  tension  in  the  reinforcement  gives  higher  ultimate  strength 
and  also  a  relatively  greater  effect  frora  the  cohesion  of  the  concrete, 
as  shown  by  the  greater  angle  of  rise  of  the  curve  in  its  lower 
portion.  The  soundness  of  the  latter  conclusion  is  doubted,  however, 
it  seeming  to  be  more  probable  that  this  difference  is  due  to  curing 
these  columns  in  air  instead  of  water,  thus  developing  a  higher  strength 
at  this  age.  It  is  indicated  plainly,  however,  that  the  initial  stress 
in  the  hooping  prevented  the  weakening  of  the  concrete  bond  until 
the  ultimate  strength  of  the  steel  was  nearly  reached,  when  steel  and 
concrete  failed  together.  If  the  fabrication  of  columns  of  this  type 
were  practicable  in  actual  construction  it  would  evidently  offer  some 
advantage  in  strength. 

The  usefulness  of  this  group  of  tests  consists  in  the  demonstration, 
so  far  as  it  may  be  considered  conclusive,  that  the  destruction  of  the 
bond  of  the  concrete  itself  is  restrained  by  the  hooping,  so  that  this 
destruction  becomes  a  gradual  process,  instead  of  the  abrupt  one  which 
occurs  in  the  plain  column,  and  that  this  restraining  effect  is  pro- 
duced, even  with  small  percentages  of  steel. 
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On  rig.  15  are  plotted  also  the  points  for  Columns  10  to  l-i,  inclu- 
sive, marked  z;  also  from  tests*  by  A.  N.  Talbot,  M.  Am.  Soc.  C.  E., 
Columns  171,  172,  173,  181,  182,  183,  reinforced  with  high-carbon 
steel,  and  marked  T,  and  Columns  176,  177,  178.  186,  187,  reinforced 
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vvitli  mild  steel  and  marked  j;  ;  also  from  tests  f  by  Professor  M.  O. 
Withey,  Columns  Cl,  (72,  C3,  C4,  Hi,  H2,  Ll,  L2,  marked  w.  All 
the  columns  of  this  group  are  reinforced  with  hooping  prepared  by 
commercial  firms,  and  differ  only  in   minor  details.     Compared  with 


♦Bulletin  No.  SO,  Illinois  Experiment  Station. 
t  Bulletin  No.  466,  University  of  Wisconsin. 
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Columns  15  to  115  of  this  series,  they  diifer  first  in  having-  longitudinal 
or  spacing  members  relatively  much  heavier,  and  second  in  the  use 
of  a  heavier  hooping  wire  spaced  on  a  higher  pitch. 

The  fact,  noted  by  Considere,  that  a  low-pitch  spiral  is  more  effec- 
tive than  one  of  high  pitch  is  brought  out  clearly  here.  These  points 
lie  in  a  fairly  close  group,  but  all  are  well  below  the  curve,   C-G-H. 

There  is  no  reason  to  believe  that  these  lower  values  are  due  to 
inferior  concrete,  nor,  on  account  of  their  consistent  grouping,  can 
it  be  argued  that  they  are  due  to  differences  in  conditions  of  the  tests, 
unless  because  of  the  fact  that  these  were  cured  in  air  and  the  C-G-H 
columns  were  cured  in  water.  A  consideration  of  Fig.  10,  however, 
shows  the  line  of  Group  2,  with  0.44  to  0.54%  of  steel,  lying  above 
that  of  Group  3,  with  0.67  to  0.86  per  cent.  It  happens  that  all 
the  columns  of  Group  2  were  reinforced  with  the  0.061  wire,  and  that 
Groups  3,  4,  and  5,  have  each  only  one  column  with  this  fine  wire,  all 
other  reinforcement  being  heavier.  The  writers,  therefore,  believe  that 
the  points  under  discussion  lie  below  C-G-H,  because  of  the  fact  that 
the  spiral  is  of  coarser  wire  and  consequently  higher  pitch. 

Values  of  s^. — The  stress-strain  curves  show  a  permanent  deforma- 
tion which  is  greater  in  the  short-time  tests.  This  is  shown  by  arrang- 
ing in  two  groups,  the  first  including  all  columns  from  84  to  115,  all 
of  which  were  loaded  under  the  extensometer  to  700  lb.  per  sq.  in., 
and  all  at  approximately  the  same  age.  These  show  on  the  100-lb. 
line  a  length  of  53  units  (of  eo(fooo  ^'^O  between  the  ascending  and 
descending  curves.  The  second  group  includes  Columns  46,  48,  51, 
52,  53,  54,  60,  62,  64,  67,  69,  71,  73,  74,  75.  79,  80.  81,  and  82,  all  but  four 
of  which  were  loaded  to  1  400  lb.,  and  all  above  1  150  lb.  have  an  aver- 
age age  of  352  days  and  show  on  the  100-lb.  line  a  length  of  35  units. 

In  the  majority  of  cases  these  curves  show  a  satisfactory  uniformity, 
but  some  exceptions  appear,  as  Column  72,  tested  at  388  days,  which 
shows  an  abnormal  lack  of  resilience,  the  load  dropping  from  1  400  to 
1  000  lb.  before  recovery  began. 

For  examining  these  results  to  determine  the  influence  of  the  hoop- 
ing on  them,  the  columns  are  grouped  in  Table  5  in  the  same  manner 
as  for  ultimate  strength.  The  strains  here  are  read  off  from  the 
plotted  curves,  instead  of  being  taken  from  the  tables. 

The  average  values  of  these  strains,  using  ages  in  days  as  ordinates 
and  strains  as  abscissas,  are  plotted  on  the  diagi'am.  Fig.  16,  where 
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the  numerals  show  the  group  numbers.  Separate  curves  are  shown 
for  stresses  of  400  to  900  lb.  per  sq.  in.  Here  appears  the  unexpected 
condition  that  the  plain  columns  show  less  strain  than  those  which  are 
reinforced.  Before  beginning  the  tests  the  writers  had  expected  that, 
at  least  in  the  higher  stresses,  the  columns  would  show,  both  in  the  s^ 
and  the  m,  just  the  opposite.  If  the  strain  in  the  reinforced  columns 
had  been  less  than  in  the  plain  ones,  or  if  no  difference  between  the  two 
had  appeared,  the  explanation  would  be  simple;  but,  that  the  presence 
of  a  spiral  of  steel  should  be  accompanied  by  a  greater  deformation 
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Fig.  16. 
does  not  find  a  ready  reason,  unless  it  be  that  accidental  peculiarities 
have  existed  which  have  escaped  observation,  but  which,  nevertheless, 
were  sufficient  to  produce  the  condition  shown.  The  consistency  with 
which  this  runs  through  all  groups  leads  to  the  opinion  that  the  same 
results  would  be  found  by  a  repetition  of  the  tests.  That  the  shrink- 
age of  the  concrete,  causing  initial  compression  in  the  steel,  might 
be  the  cause  is  untenable,  first,  because  the  concrete  was  immersed  in 
water  during  the  entire  aging  period,  and  the  shrinkage,  therefore, 
would  not  occur  so  as  to  produce  this  result ;  and  second,  because  if  the 
steel  spiral  were  under  initial  compression  one  would  expect  to  find 


Group  1. 


Column. 


Average. 


Average. 


Average. 
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TABLE  5.— Values  of  s,. 


129 


114 
115 


50 
38 
42 
43 
44 
58 
61 


Average. . . 


Age. 


400 


500 


600 


108 
91 
90 


67 


47 
53 
67 


296 


295 
322 


50 


48 
51 
52 
54 
62 
79 
80 


414 
434 
440 
441 
434 
416 
417 


428 


91 

104 
90 
112 
103 


135 
115 
115 


113 
128 
113 
143 
131 
114 
108 


65 


83 
106 
66 
67 


80 


163 
144 
142 


48 

59 

51 

63 

57 

71 

54 

66 

68 

82 

60 

75 

75 

94 

800 


150 


136 
158 
135 
176 
160 
140 
130 


148 


122 

79 
82 


71 
75 
85 
78 
96 
91 
112 


161 
188 
160 
213 
192 
168 
158 


114 
138 
92 
97 


84 
88 
99 
90 
112 
107 
130 


900 


251 

227 
197 

177 


213 


1000 


1100 


1200 


132 
153 
105 
112 


149 


119 
128 


125 


100 
113 
101 
128 
123 
150 


132 


110 
114 
128 
114 
145 
140 
170 


132 


132 
143 


1300 


160 


123 
128 
142 
128 
161 
158 
192 


1400 


160   177 


136 
142 
156 

142 
178 
178 
215 


148 

161 

156 

170 

170 

184 

156 

170 

194 

212 

198 

240 

264 

180 

193 

Group  2. 

Column. 

Age. 

Percent- 
age oE 

steel. 

400 

500 

600 

700 

800 

900 

1  000 

1  100 

1200 

1  3CK3 

1  400 

111.... 

35 

0.50 

73 

99 

127 

155 

71 ... . 
74.... 
75.... 
82.... 

317 
370 
300 
413 

0.45 
0.40 
0.54 
0.58 

51 
62 

38 
48 

64 
80 
54 
61 

78 
99 
70 
76 

92 
119 
86 
91 

97 

106 
138 
103 

108 

121 
157 
120 
135 

137 

17.T 

139 
113 

154 

192 
159 
162 

172 

210 
181 

182 

190 

227 
205 
202 

211 

' "236' 
223 

Average. 

350 

0.49 

50 

65 

81 

114 

131 

148 

167 

186 

206 

221 

130 


Group  3. 
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TABLE  o.— Values  of  s^.— (Continued ). 


Column. 

Age. 

Percent- 
age of 

steel. 

400 

500 

600 

700 

800 

900 

1  000 

1  100 

1  200 

1  300  1  400 

66.... 
101.... 
107. . . . 

74 
29 
35 

0.72 
0.71 
0.78 

83 
89 
83 

107 
120 
113 

133   161 

191 

225 

153 

190 

...'.'.'.  ....'.'. 

Average. 

46 

0.74 

85 

113 

144 

177 

191 

225 

j 

1  

60.... 
64.... 
69.... 
72. . . . 
81 ... . 

311 
435 
323 

388 
270 

0.72 
0.67 
0.72 
0.72 
0.86 

66 
44 
53 
57 

48 

81 
59 
70 
73 
66 

96 

74 
86 
89 
83 

111 
89 
104 
105 
100 

127 
105 
123 
123 
120 

144 
122 
143 
141 
140 

162 
140 
164 
160 
160 

181 
158 
186 
181 
181 

200 
177 
208 
205 

220 
198 
233 
230 

241 

218 
260 
259 

Average. 

345 

0.74 

54 

70 

86 

102 

120 

138 

157 

177 

197 

220 

244 

Group  4. 


59.... 
99. . . . 

67 
31 

1.31 
1.16 

76 
76 

101 

no 

128 
146 

157 
183 

186 

219 

256 

Average. 

49 

1.23 

76 

105 

137 

170 

186 

219 

256 

63.... 
73. . . . 

395 
428 

1.24 
1.26 

55 
46 

70 
60 

65 

86 
74 

101 
89 

117 
104 

133 

120 

150 
135 

142 

169 
152 

188 
169 

188 

206 

Average. 

411 

1.25 

50 

80 

95 

110 

126 

160 

178 

188 

206 

Group  5. 


56.... 
92. . . . 
93.... 

94.... 
105.... 
106.... 

58 
34 
34 
85 
35 
35 

1.69 
1.41 
1.41 
1.41 
1.35 
1.35 

84 
90 
89 
83 
91 
77 

115 
121 
120 
112 
125 
104 

148 
156 
1.53 
142 
161 
133 

184 
193 
187 
175 
202 
164 



227 

..■:.::  ::■■ 

Average. 

38 

1.44 

86 

116 

149 

184 

227 

Group  G. 


89.... 
95.... 
96.... 

35 
35 
35 

2.30 
2.04 
2.02 

90 
94 

88 

118  1-14 
124  160 
120   153 

172 

199 
180 



Average. 

35 

2.12 

91 

121   152 

184 
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m,  at  short  time,  less  for  reinforced  than  for  plain  columns,  whereas 
the  curves  for  m  show  precisely  the  opposite.  The  only  explanation 
which  the  writers  can  suggest  is  that  the  presence  of  the  reinforce- 
ment, with  its  rather  closely  spaced  wires,  may  have  prevented  in  a 
measure  the  thorough  elimination  of  bubbles  and  small  voids,  thus 
rendering  the  concrete  as  a  whole  less  dense.  Moreover,  Professor 
Talbot,  has  discussed*  the  same  condition,  which  he  found  to  exist 
in  his  experiments,  and  on  which  he  places  the  same  interpretation. 

These  curves  indicate  that,  within  the  limits  of  ordinary  working 
stresses,  spiral  reinforcement  does  not  noticeably  lend  assistance  to 
the  concrete  in  carrying  the  load,  but  that,  if  such  assistance  is  devel- 
oped, it  is  at  stresses  well  above  the  ordinary  working  limits. 

Values  of  e.— The  values  of  e  have  been  computed  and  plotted  for 
the  ascending  curves  only.  In  Table  6  the  columns  are  grouped  as: 
before,  and  the  values  are  as  read  from  the  plotted  curves. 

The  average  values  from  Table  6  are  plotted  on  Fig.  17,  the  ages, 
in  days,  being  the  ordinates  and  the  values  of  e  the  abscissas.  The 
curves  show  a  close  agreement  for  both  plain  and  reinforced  columns 
at  425  days,  and  separate  more  widely  with  decreasing  age  and  increas- 
ing stress.  As  these  are  derived  directly  from  s^,  they  show  the  same 
general  relations  between  the  plain  and  reinforced  columns,  and  the 
comments  made  regarding  the  stress-strain  curves  apply  with  equal 
force  here.  The  evidence  of  these  curves  is  decidedly  against  the  use 
of  values  of  e  greater  than  10  for  computing  the  strength  of  reinforced 
columns.  It  runs  above  that  value  only  for  the  combinations  of  short 
time  with  high  stresses,  a  combination  to  be  avoided  in  practice  as 
much  as  possible. 

Values  of  m. — m  is  the  ratio  of  longitudinal  to  lateral  deforma- 
tion, the  two  being  opposite  in  kind  when  the  member  is  stressed  in 
one  direction  only,  and  its  value,  m,  in  terms  of  the  observed  quantities, 


becomes 


A,  3  s. 


This  involves  one  more  observed  quantity,  s^,  which  is  more  diffi- 
cult to  measure,  not  only  because  it  is  very  small,  but  also  because 
of  the  likelihood  of  the  instrument  slipping.     The  curves   show  less 
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.  ..-jTABLE  G— Values  of  e. 
Group  1.  ,    >,!T 


,     .Column. 

Age. 

400 

500 

600 

1 
700 

800 

900 

1000 

1100 

1200 

1300 

1400 

■   "  '     84. ..... . 

42 
35 
35 

9.4 

8.3 

7.8 

10.2 
8.9 
8.6 

10.8 
9.4 
9.3 

11.2 
9.8 
9.9 

i         ;  . 

115 

Average — 

37 

8.5 

9.2 

9.8 

10.3 

38 

42 

43 

63 
58 
73 

9.8 
8.3 
10.4 
9.6 
8.4 
8.0 
8.2 

10.1 
8.8 
10.9 
10.1 
8.8 
8.6 
8.5 

10.4 
9.2 
11.4 
10.5 
9.1 
9.2 
8.8 

10.8 
9.4 
12.0 
11.0 
9.4 
9.7 
9.0 

11.5 
9.6 

12.7 

11.5 
9.8 

10.2 
9.3 

13.3 
12.2 

" 

58 

61....... 

00 

61 

77 

10.7 
9.6 

■i'^'t  lje:;;;oJc   I: 

Average 

67 

8.9 

9.4 

9.8 

10.2 

10.7 

11.4 

i         ■■■■ 

46 

47 

53 

r>r:        67 

2% 
288 
295 
323 

5.7 
8.7 
5.1 
4.9 

6.2 
8.6 
5.2 
5.1 

6.6 
8.5 
5.3 
5.3 

6.9 
8.4 
5.5 

5;5 

7.0 
8.3 
5.6 
5.7 

7.1 
8.2 
5.7 
5.9 

7.2 

7.4 



5.8 
6.1 

5.9    L. 

6.3 

6.4 

6.5 

6.6 

Average 300 

6.1 

6.3 

6.4 

6.6 

6.7 

6.7 

6.4 

6.5 

6.4 

6.5 

6.6 

48 414 

51 434 

52.. .....1     440 

54 1     441 

62 1     434 

79 416 

80 !    417 

1 

4.3 

4.9 
5.4 
5.0 
6.4 
5.4 
7.0 

4.5 
5.0 
5.7 
5.1 
6.5 
5.7 
7.2 

4.8 
5.1 
5.8 
5.2 
6.6 
6.0 
7.4  ■ 

5.0 
5.2 
5.9 
5.3 
6.7 
6.2 
7.6 

5.1 
5.3 

6.0 
5.4 
6.8 
6.4 
7.8 

5.2 
5.4 
6.0 
5.5 
6.9 
6.6 
8.0 

5.4 

5.5 
6.1 
5.5 
7.0 
6.8 
8.2 

5.5 
5.7 
6.1 
5.6 
7.1 
7.0 
8.4 

5.5 

5.8 
6.2 
5.7 
7.1 

7.2 
8.6 

5.5 

5.9 
6.2 

5.8 
7.2 
7.4 
8.8 

5.5 

6.0 

6.8- 

5.9 

7.3 

7.5 

9.0 

Average 

428 

5.5 

5.7 

5.8 

6.0 

6.1 

6.2 

6.4 

6.5 

6.6 

6.7 

6.8 

Group  2. 


Column. 

Age. 

Percentage 
of  steel. 

400 

500 

600 

700 

800 

900 

1000 

1  100 

"'^^m:}:...... 

35 

0.47 

8.9 

9.6 

10.2 

10.8 

71 

317 

370 
300 
413 

0.45 
0.44 
0.54 
0.52 

6.1 

7.7 
4.6 
5.8 

6.2 
7.9 
5.1 
6.0 

6.3 
8.1 
5.5 
6.2 

6.4 
8.2 
5.9 
6.4 

6.5 
8.3 
6.2 
6.6 

6.5 
8.3 
6.4 
6.8 

6.6 
8.3 
6.7 
7.0 

74 

6.7 

8.3 

82 

7.0 

7.1 

Average , 

^350 

0.47 

6.1 

6.3 

6.5 

6.7 

6.9 

7.0 

7.1 

7.3 
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TABLE  Q.— (Continued). 


Group  3.      vrnlb   07    ba-irnqqa 


S.o?4fi197ii     isT'^fiL 


Column . 

Age. 

Percentage 
of  steel. 

400 

500 

600 

700 

800 

900 

1000 

1  100 

T"^  'ml...:...!. 

101 

74 
29 
35 

0.72 
0.71 
0.78 

10.1 
10.7 
10.1 

10.4 
11  5 
11.0 

10.7 
12.3 

11.8 

11.0 
13.0 
12.2 

11^4 

12.0 

Average 

46 

0.74 

10.3 

11.0 

11.6 

12.1 

11.4 

12.0 

60     

311 
4:^5 
333 

888 
270 

0.72 
0.67 
0.72 
0.80 
0.86 

8.1 
5.2 
6.5 
6.8 
5.7 

7.9 
5.6 
6.9 
7.0 
6.1 

7.8 
5.9 
7.1 
7.1 
6.6 

7.8 
6.1 
7.3 
7.3 
6.9 

7.8 
6.3 

7.4 
7.4 
7.2 

7.8 
6.5 
7.7 
7.6 

7.4 

7.9 
6.7 
8.0 
7.8 
7.6 

8.0 

B4 

7.0 

69 

8.2 

73     

8.0 

81 

7.8 

Average 

344 

0.74 

6  5 

6.7 

6.9 

7.1 

7.2 

7.4 

7.6 

7.8 

Group  4, 

59 

67 
31 

1.31 
1.16 

9.2 
9.1 

9.8 
10.5 

10.4 
11.8 

10.9 
12.8 

11.3 

11.8 

12.2 

99 

Average 

49 

1.23 

9.1 

10.1 

11.1 

11.8 

11.3 

11.8 

12.2 

395 

428 

1.24 
1.26 

6.6 
5.5 

6.7 

5.8 

6.8 
6.0 

6.9 
6.2 

7.3 
6.6 

63  

7.0 
6.3 

7.1 
6.5 

7.4 

73  

6.7 

Average 

411 

1.25 

6.0 

6.1 

6.4 

6.5 

6.6 

6.8 

6.9 

7.0 

Group  5. 

56. 

92. 

93. 

94. 
105. 
106. 


Average. 


1.69 
1.41 
1.41 
1.41 
1.35 
1.35 


10.1 
10.6 
10.8 
10.0 
10.9 
9.5 


10.3 


10.9 
11.7 
11.5 
10.8 
12.0 
10.2 


11.3 


11.8 
12.5 
12.2 
11.4 
13.0 
10.8 


12.7 
13.3 
13.9 
12.1 
14.0 
11.3 


13.6 


13.6 


14.7 


15.9 


15.9 


Group  6. 


89 

35 
35 
35 

2.30 
2.04 
2.02 

10.9 
11.3 
10.5 

11.4 
13.0 
11.5 

11.7 

12.8 
12.4 

11.9 

95 

13.8 
13.1 

„  ^i        96 

1 

•I0'??OJ      ^ 

1 

ssoio 

Average 

35 

2.12 

10.9 

11.6 

12.3 

12.9 
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uniformity  than  those  of  s^  and  e,  and  a  few  have  been  thrown  out 
of  the  general  averages  where  they  appeared  to  differ  widely  and 
erratically  from  the  others  of  the  group.  In  Table  7  the  columns  are 
grouped  as  before. 
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The  average  values  from  Table  7  are  plotted  on  Fig.  18;  with  ages, 
in  days,  as  ordinates,  and  values  of  m  as  abscissas.  The  single  column 
of  Group  2,  tested  at  short  time,  gives  values  which  for  the  lower 
stresses  appear  to  be  too  high,  but  the  other  points  lie  fairly  close 
together,  the  value  7  for  long-time  and  8  for  short-time  representing 
fair  averages.  On  the  800  and  900-lb.  curves  the  value  for  long-time 
drops  below  7.     In  the  few  cases  where  this  constant  has  been  used  in 
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discussions,  as  noted  by  the  writers,  it  has  been  assumed  as  equal  to 
4,  the  value  derived  by  Grashof  under  certain  assumptions  made  by 
Saint  Venant.  Estimates  based  on  this  would  evidently  be  consider- 
ably in  error.  The  value,  Y-8,  as  here  found  is  not  surprising  when 
compared  with  the  value  for  steel,  which  is  about  4. 
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As  compared  with  steel,  concrete  is  lacking  in  density,  has  numer- 
ous small  voids,  and  is  granular  in  nature,  with  possibly  a  state  of 
tension  existing  in  the  interstitial  masses  of  cement  due  to  the  shrink- 
age of  the  latter  in  setting,  under  certain  conditions.  The  first  effect 
of  applying  a  compressive  stress  to  it  would  probably  be  to  decrease 
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the  volume  by  linear  deformation  in  the  direction  of  the  stress  with 
little  or  no  lateral  enlargement.  If  this  should  actually  take  place 
one  would  expect  the  value  of  m  to  be  infinite  at  the  beginning  of 
application   of  load,   and  to   decrease  as  the  load   increased,  giving  a 

TABLE  7. — Values  of  m.  -M,,r,..i 

Group  1. 


Column. 

Age. 

400 

500 

600 

700 

800 

900 

1000 

1100 

120C 

1  300    1  400 

84 

114 

115 

42 
35 
35 

6.5 
7.6 
3,1 

5.0 
7.5 
8.3 

5.0 
7.0 
3.5 

4.9 
6.6 
3.5 

1 

Average 

37 

5.8 

5.2 

5.1 

5.0 

i 

38 

42 

48 

44 

50 

58 

61 

63 

58 
73 
74 
65 
61 
77 

8.7 
6.1 
5.5 

10.1 
7.7 

10.3 
9.2 

8.4 
6.6 
5.1 
9.3 
7.4 
9.1 
8.6 

8.2 
6.7 
4.6 
8.7 
7.2 
8.2 
8.1 

7.7 
6.9 
4.3 
8.1 
7.0 
7.5 
7.9 

7.1 
6.9 
4.1 
7.3 
6.8 
6.9 
6.9 

i 

3.9 
6.6 

; 

6.4 
6.3 

1 

::;;:; 

Average 

67  j     8.2 

7.8 

7.4 

7.0 

6.6 

5.8    

46 

47 

53 

67 

296       5.7 
288       4.2 
295     10.5 
323       9.0 

6.7 
4.6 
10.7 
8.0 

7.5 
4.8 
10  5 
7.9 

8.1 
5.0 

8.4 
5.1 

8.4       8.7 

8.7 

5.0 
9.5 

10.8      10.0 
7.9       7.9 

9  0 

8.5 

7.9  j     7.9 

7.9 

7.8 

7.5       7.2 

Average 

300 

7.4 

7.5 

7.7 

7.8 

7.8 

7.7       8.4 

8.3 

7.8 

7.5       7.2 

48 

51 

54 

62 

79 

80 

414       5.5 

434       7.2 
441        7.6 
434      10.9 

416  5.2 

417  6.4 

3.7 
6.9 
7.3 
10.2 
5.2 
6.7 

3.3 

6.6 
7.0 
9.9 
5.1 
6.7 

3.0 

6.3 
6.7 
9.5 
5.1 
6.6 

2.8 
6.2 
6.1 
9.0 
5.0 
6.4 

2.1 
6.1 
5.9 
8.9 
4.9 
6.2 

1.9 
6.0 
5.6 

8.7 
4.8 
6.0 

1.7 
6.0 
5.5 

8.4 
4.7 
5.8 

1.6 
5.9 

5.4 
8.2 
4.7 
5.5 

1.5 
5.8 
5.3 
8.0 
4.6 
5.3 

1.5 
5.7 
5.2 
7.8 
4.5 
5.0 

Average 

426       7.1 

6.7 

6.4 

6.2       5.8 

5.7  1    5.5  1 

i 

" 

5.2 

5.1^ 

5.0 

Group 

2. 

Column. 

Age. 

Percent- 
atreof 
steel. 

400 

500 

600 

700 

800 

900 

1000 

1  100 

1200 

j 

i  1300 

1 

1  400 

111.... 

85 

0.47 

12.5 

9.5 

7.8 

6.9 

71.... 
75.... 
82.... 

317 
300 
413 

0.45 
0,54 
0.52 

8.7 
8.3 
5.2 

7.4 

8.7 
8.2 
5.3 

7.4 

8.6 
8.1 
5.4 

8.4 
8.0 
5.4 

8.1 
7.9 
5.4 

8.0 
7.8 
5.4 

8.0 

7.7 
5.4 

8.0 
7.5 
5.4 

8.0 
7.8 
5.3 

7.9 

7.0 
5.3 

7.6 
6.8 
5,3 

Average. 

848 

0.50 

7.4 

7.3 

7.2 

7.1 

7.0 

7.0 

6.9 

6.7 

6.6 
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Giioup 

3. 

Column. 

Age. 

Percent- 
age of 
steel. 

400 

500 

600 

700 

800 

900 

1000 

1100 

1200 

1300 

1400 

74 
39 
35 

0.73 
0.71 
0.78 

14.4 
8.7 
5.7 

13.3 

7.8 
5.1 

12.6 
7.1 
4.7 

13.0 
6.2 
4.2 

11.6 

11.2 

66 

I 

101 

1 

107 

46 

0.74 

9.6 

8.8 

8.1 

7.5 

11.6 

11.2 

1 

Average. 

64.... 
69.... 
73.... 

435 
323 

383 

270 

0.67 
0.73 
0.73 
0.86 

5.7 
7.9 

7.8 
6.6 

5.7 

8.0 
7.8 
7.0 

5.8 
7.8 
7.6 

7.7 

6.0 
7.3 
7.4 
7.2 

5.9 
6.6 
7.2 
7.1 

5.8 
6.3 
7.0 
7.0 

5.8 
6.1 
6.8 
6.8 

5.8 
6.0 
6.6 
6.5 

5.7 
5.8 
6.4 

5.6 
5.7 
6.1 

5.5 

5.5 

61 

Average. 

352 

0.74 

7.0 

7.1 

7.2 

7.0 

6.6 

6.5 

6.4 

6.2 

6.0 

5.9 

5.5 

Group  4. 


67 
31 

1.31 
1.16 

11.6 
6.0 

10.8 
5.9 

9.9 
5.7 

8.9 
5.3 

8.0 

fi  7 

59 

99. . . . 

49 

1.23 

8.8 

8.3 

7.8 

7.1 

8.0 

7.3 

6.7 

Average. 

1 

395 
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1.24 
1.26 

5.3 

8.1 

5.3 

8.1 

5.2 

8.0 

5.3 
7.9 

5.1 
7.7 

5.1 
7.4 

5.0 
7.1 

5.0 
7.0 

5.0 
7.0 

63 

73.... 

6.9 

6.9 
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6.7 

6.7 

6.6 

6.5 

6.4 

6.2 

6.0 

6.0 

6.0 

6.9 

6.9 

Group 

5. 

58 
34 
34 
35 
49 
44 

1.69 
1.41 
1.41 
1.41 
1.35 
1.50 

9.1 
10.1 
10.4 
8.3 
7.9 
7.5 

9.0 
9.0 
9.3 

7.7 
7.7 
7.0 

8.8 
8.0 
8.3 
7.3 
7.1 
6.4 
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7.2 
7.3 
6.6 
6.6 
5.9 

8.1 
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7.0 
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|-:  /■■--I 

56 
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1 
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1.46 

8.9 

8.3 
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7.0 
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7.0 

6.3 
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6. 
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35 

3.04 
3.02 

10.4 
9.9 

9.6     9.0 

8.5      8.0 

8.4 
8.0 

1 

35 

3.03 

10.3 

'■' 

8.5 

8.3 

1 

! 

curve  such  as  is  found  in  Columns  52  or  62.  Generally,  however,  the 
curve  runs  from  a  lower  value  up  to  a  maximum  at  a  stress  which 
roughly  averages  275  lb.  per  sq.  in.,  but  which  may  be  anywhere 
between  100  and  500  lb.,  or  may  not  be  clearly  defined  at  all.     The 
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points  up  to  the  500-lb.  stress  are  irregular  in  location,  and  it  is  often 
impracticable  to  lay  a  fair  curve  through  them,  indicating  that  the 
material  is  settling  together  somewhat  irregularly  and  adjusting  itself 
under  the  imposed  load,  not  uniformly,  as  would  a  homogeneous  mass, 
but  somewhat  spasmodically,  until  a  stage  is  reached  where  the  mass 
is  thoroughly  compacted,  and  all  the  initial  stresses  are  relieved;  from 
this  point  the  deformation  becomes  quite  consistent,  as  is  shown  by  the 
values  of  m  becoming  quite  regular,  the  points  varying  but  slightly 
from  a  fair  curve. 

This  same  tendency  to  irregularity  is  shown  slightly  in  the  s^ 
curve,  but  far  more  plainly  in  the  e  curve,  where  the  points  are  irregu- 
larly placed,  frequently  showing  a  considerable  break  in  continuity  at 
some  point.  This  irregularity  of  e  seems  to  be  without  any  law,  except 
that  it  disappears  at  stresses  of  from  200  to  400  lb.  There  is  no  rea- 
son to  suppose  that  slipping  of  the  extensometer  would  be  more  likely 
to  occur  here  than  at  higher  stresses,  and  the  fact  that  the  values 
of  e,  which  depend  only  on  the  ^2  readings,  show  an  irregularity  sim- 
ilar to  that  of  m  would  indicate  that  this  is  not  due  to  slip  in  the 
instrument. 

It  is  the  conclusion  of  the  writers,  therefore,  that  below  about  400 
lb.  per  sq.  in.,  the  concrete  deforms  under  the  load  quite  irregularly 
and  without  any  law;  that  at  about  400  lb.  the  causes  of  this  irregu- 
larity are  largely  eliminated,  and  that  thereafter  the  action  conforms 
closely  to  a  definite  law  which  can  be  represented  by  a  fair  curve  until 
some  higher  limit  is  reached;  which  limit  lies  well  beyond  ordinarj- 
working  stresses,  and  is  not  defined  by  these  tests.  At  this  limit  the 
destruction  of  the  cement  bond  would  begin,  and  the  curves  would 
become  irregular  again. 

Conclusions. 

From  the  foregoing  results  the  writers  deduce  the  following  con- 
clusions, as  applicable  to  the  materials  used  in  these  tests: 

(1)  The  value  of  Poisson's  ratio  is  approximately  8  for  short- 
time  and  7  for  long-time  tests. 

(2)  The  value  of  e  is  in  general  below  10,  only  exceeding  that  value 
for  short  time  and  high  stress. 


TESTS   OF   REINFORCED   CONCRETE   COLUMNS  139 

(3)  Spiral  reinforcement  does  not,  by  its  restraining  eflfect  on  the 
core,  perceptibly  affect  the  values  of  m  or  e  for  stresses  below  900  lb. 
per  sq.  in. 

(4)  Spiral  reinforcement  does  not  perceptibly  assist  the  concrete 
in  carrying  the  load  within  the  limits  of  ordinary  working  stresses. 

(5)  The  limit  at  which  the  first  visible  sign  of  failure  occurs  is 
raised  by  spiral  reinforcement.  This  effect  is  greatest  in  short-time 
tests,  and  is  perceptible  for  all  percentages  of  reinforcement. 

•^i  (6)  The  plain  column  fails  abruptly,  giving  no  warning  of  ap- 
proaching collapse.  The  hooped  column  may  be  depended  on  to  give 
warning  of  approaching  failure  at  from  70  to  90%  of  the  ultimate 
strength,  when  not  less  than  0.50%  of  steel  is  used. 

(7)  The  deformation  is  quite  irregular  up  to  about  400  lb.  per  sq. 
in.;  above  this  it  is  quite  regular  up  to  a  limit  which  is  not  defined 
by  these  tests,  but  is  well  above  allowable  working  stresses. 

The  tests  indicate,  but  cannot  be  said  to  prove  conclusively,  that: 

(8)  The  ultimate  strength  of  the  column  is  increased  by  spiral 
reinforcement  by  an  amount  roughly  proportional  to  the  quantity 
of  steel  used,  up  to  the  limit  of  1.58%;  and  above  this  limit  the 
ultimate  strength  is  simply  the  amount  which  can  be  carried  by  the 
granular  core  supported  by  the  spiral,  but  with  no  cohesion  of  its  own. 
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DISCUSSION 


Mr.  Edward  Godfrey,*  M.  Am,  Soc.  C.  E.  (by  letter). — This  is  a  valuable 

■  ■  series  of  tests.  It  is  unfortunate  that  such  information,  and  proper  in- 
terpretation and  digestion  of  the  same,  were  not  available  before  com- 
mon practice  in  reinforced  concrete  design  was  crystallized  into  the 
deplorable  shape  that  it  has  taken  in  all  building  codes  and  in  the  re- 
port of  the  Joint  Committee  on  Concrete  and  Reinforced  Concrete,  as 
well  as  in  the  standard  books  on  the  subject. 

"Some  experiments  then  made  on  the  ultimate  strength  of  columns 
with  longitudinal  steel  bars  embedded  in  the  concrete  indicated  that 
such  reinforcement,  unless  hooped  or  banded  at  frequent  intervals, 
could  not  be  relied  on  to  increase  the  strength  of  the  column,  and 
in  some  cases  might  even  render  its  strength  less." 

It  is  gratifying  to  know  that  truths,  the  recognition  of  which  the 
writer  has  been  seeking  since  1906,  are  beginning  to  dawn  on  the  Pro- 
fession. He  predicted  that  it  would  take  10  years.  It  will  probably 
take  that  before  the  Joint  Committee  and  the  authors  of  building 
codes  recognize  the  truth.  Books  will  follow  some  years  later,  and  the 
rodded  column  will  have  eked  out  its  murderous  existence. 

The  writer  has  followed  this  subject  pretty  closely,  and,  so  far  as 
he  is  able  to  learn,  no  one  but  himself  had  condemned  the  rodded 
column  until  recently,  when  it  was  criticized  severely  at  a  meeting 
of  an  engineering  society  in  Chicago.  It  is  absolutely  true,  as  the 
authors  statQ,  that  years  ago  experiments  indicated  that  longitudinal 
rods  do  not  reinforce  a  column,  but  it  is  just  as  true  that  the  very 
authorities  who  made  these  experiments  and  who  discussed  them  in 
their  books,  endeavored  to  explain  away  the  facts  and  to  apologize 
for  the  particular  specimens  of  concrete  in  the  weakened  so-called  re- 
inforced columns.  These  same  authorities  recommend  the  addition 
of  from  15  to  39%  of  strength  for  every  1%  of  this  weakening  steel. 

What  are  the  facts  to-day?  Every  building  code  allows  rodded 
columns;  practically  all  the  standard  books  recommend  them;  the 
Joint  Committee  Report  allows  them;  nearly  every  great  wreck  has 
had  them,  and  has  been  the  result  of  them. 

The  authors  are  wise  to  ignore  rodded  columns  in  their  tests  and 
investigation,,  for  the  rodded  column  has  absolutely  nothing  to  recom- 
mend it  to  any  intelligent  man,  and  there  can  be  no  rational  incentive 
to  make  tests  on  them  except  for  the  purpose  of  demonstrating  their 
unfitness  for  structures,  the  unfitness  that  an  intelligent  analysis  of 
the  column  will  demonstrate,  entirely  apart  from  tests.  It  is  deplor- 
able that,  though  the  Profession  has  been  in  possession  of  this  experi- 
mental demonstration  for  a  number  of  years,  the  facts  have  been  so 

*  Pittsburgh,  Pa. 
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perverted,  and  recommendations  have  been  so  utterly  contrary  to  what  ^^Mr.^ . 
they  have  shown,  that  standard  methods  of  constructing  columns  are  °  '®^' 
criminally  bad. 

The  writer  would  put  quite  a  different  interpretation  on  the  tests 
made  by  the  authors  from  that  given  in  their  paper.  Their  comparison 
between  the  plain  and  the  hooped  column  is  unfair  to  the  former.  Not 
that  the  plain  column  has  any  right  to  consideration  as  a  structural 
member,  but  such  comparisons  give  the  hooped  column  an  apparent 
advantage  over  other  structural  members,  in  the  matter  of  unit  stress, 
which  it  does  not  possess. 

In  calculating  the  unit  load  at  first  sign  of  failure,  they  have  taken 
only  the  area  of  the  core  for  columns  with  hooping,  whereas  they  take 
the  full  sectional  area  of  the  plain  columns.  The  area  of  the  core 
is  about  10  sq.  in.  and  that  of  the  full  section  is  about  13  sq.  in. 
Making  this  approximate  correction  on  all  their  columns  having  em- 
bedded coils,  the  writer  has  discovered  the  following  remarkable  facts: 
The  average  load  at  first  sign  of  failure  for  the  24  plain  columns 
is  2  250  lb.  per  sq.  in.;  the  average  load  at  first  sign  of  failure  for 
the  18  columns  having  less  than  1%  of  hooping  is  2  250  lb,  per  sq.  in.; 
the  average  load  at  first  sign  of  failure  for  the  28  columns  having 
more  than  1%  of  hooping  is  2  230  lb.  per  sq.  in. ;  and  the  corresponding 
average  values  for  the  ten  highest  in  the  foregoing  groups  are : 

Plain  columns,  3  057  lb.  per  sq.  in. 

Less  than  1%  hooping,  2  614  lb.  per  sq.  in. 

More  than  1%  hooping,  2  769  lb.  per  sq.  in. 

If  these  facts  teach  anything  at  all,  they  blazon  out  the  truth  that 
hooping  has  no  influence  whatever  on  the  first  failure  of  a  column, 
and  it  is  the  first  failure  that  is  really  the  ultimate  failure.  A  column 
is  useless  after  it  begins  to  spall  on  the  surface. 

The  data  presented  by  the  authors  on  the  ultimate  strength  of  these 
columns  are  only  of  academic  interest.  They  are  totally  erratic,  and 
simply  represent  the  post-mortem  strength  of  columns  which  have 
already  failed.  How  long  it  may  take  a  rattlesnake's  tail  to  cease 
wagging  after  its  head  is  crushed,  has  no  bearing  on  the  safety  of  the 
persons  who  were  menaced  by  the  live  snake.  The  load-resisting  power 
of  a  more  or  less  disintegrated  mass  of  concrete  encircled  by  a  steel 
spiral  has  no  bearing  on  the  design  of  a  safe  structure,  if  the  first  sign 
of  failure  is  ignored.  The  authors  might  as  well  take  one  series  of 
columns  and  label  them  "A"  and  use  their  full  area  in  determining 
the  unit  load,  and  then  take  another  set  which  have  gone  through 
some  treatment  or  other  and  label  them  "B",  and  use  only  80%  of 
their  area,  and  then  say,  when  Columns  "B"  stood  exactly  the  same 
load  as  Columns  "A",  that  Columns  "B"  were  25%  better  than  Columns 
"A",  as  to  make  the  comparison  that  Table  3  shows  on  its  face. 
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Mr.  We  have  it  on  the  authority  of  Ernest  McCullough,  M.   Am    See. 

ley.  Q  -^  ^j^^^  j^  ^  large  number  of  commercial  designs  he  has  never  found 
one  which  excluded  the  outer  shell  in  the  strength  of  the  column.  The 
writer  has  persistently  refused  to  have  anything  whatever  to  do  with 
the  cheeking  of  rodded  column  installations,  or  doubtless  he  would 
have  discovered  the  same  thing.  There  is  no  reason  why  investigators 
should  omit  the  outer  shell  of  a  column,  either  in  making  comparisons 
or  in  discovering  the  strength  of  columns. 

These  tests  demonstrate  several  things.  One  is  that  the  closer  the 
pitch  of  the  spirals,  in  general,  the  greater  the  ultimate  strength  of 
the  column.  This  could  be  reasoned  out  by  analogy.  A  brick  will 
stand  more  load  per  square  inch  flatwise  than  on  end.  A  mortar  joint 
is  stronger  the  thinner  it  is  made.  A  flat  disk  will  stand  much  more 
load  than  a  high  cylinder  of  the  same  diameter.  There  is  a  limit, 
however,  beyond  which  this  added  strength  is  of  no  use.  It  would  be 
unsafe  to  have  a  column  in  a  structure  with  the  shell  outside  of  the 
coil  spalled  off.  Hence  the  "first  sign  of  failure"  is  the  function  that 
must  govern  in  safe  design.  This  value,  in  these  tests,  runs  from 
1  400  lb.  per  sq.  in.  up,  on  the  full  area  in  compression,  on  the  hooped 
columns,  or  1  800  lb.  on  the  core. 

Now  what  factor  of  safety  will  the  Pittsburgh  Building  Code  give, 
for  example,  allowing  as  it  does  from  1  300  to  1  750  lb.  per  sq.  in.  of 
alleged  safe  load  on  columns,  as  shown  by  T,  L.  Condron,  M.  Am. 
Soc.  C.  E.*  Other  building  codes  are  not  quite  as  bad  as  that  of 
Pittsburgh,  but  those  of  St.  Louis  and  Minneapolis  are  close  seconds. 
The  gravel  concrete  common  in  Pittsburgh  is  not  nearly  so  strong  in 
cylinders  as  the  limestone  concrete  used  by  the  authors. 

In  a  testing  machine,  a  column  might  show  a  certain  strength  at 
first  failure,  and  two  or  three  times  as  much  at  ultimate  failure,  but,  if 
it  begins  to  fail  in  a  building,  the  sway  and  eccentricities  unavoidable 
in  structures  will  doubtless  mean  its  ultimate  failure. 

One  of  the  purposes  of  a  factor  of  safety  is  to  cover  imperfections. 
What  would  happen  in  this  "safe"  Pittsburgh  column,  if  a  workman 
should  drop  a  wooden  block  into  it  accidentally,  or  if  there  should  be 
a  void,  filled  up  later  by  a  trowel  full  of  mortar?  Who  would  be 
responsible  for  the  possible  general  wreck  of  the  building,  the  work- 
man, the  designer,  or  the  commercial  interests  who  get  up  these  build- 
ing codes?  Laboratory  tests  are  more  carefully  made  than  actual 
construction,  so  that  this  should  be  taken  into  account. 

These  tests  demonstrate  that  there  is  no  definite  relation  between 
the  percentage  of  steel  reinforcement  and  even  the  ultimate  strength 
of  the  core.  This,  together  with  the  facts  concerning  the  pitch  of  the 
coil,   shows   clearly,   what   the  writer  has   for   many   years   contended, 

*Paper  before  the  Western  Society  of  Engineers,  Feb.  9th,  1914;  Engineering  Neivs.  Feb. 
19th.  1914:  Evginifiing  /?pcf»rrf,  Feb.  21st,  1914:  Eiigineering  and  Contracting,  Feb.  ISth,  1914. 
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that  Considere's  formula  is  wrong.  That  formula,  and  it  is  used  in  ^^f^^^^ 
the  newest  building  code,  which  is  that  of  Pittsburgh,  would  add  to 
the  strength  of  a  column  having  a  given  pitch  by  adding  to  the  size 
of  the  wire  in  the  pitch,  a  perfectly  absurd  proposition,  as  the  wire 
might  already  be  strong  enough  to  stand  the  crushing  strength  of  the 
disk  between  two  coils. 

Another  important  fact  brought  out  by  the  authors  is  that  the 
ratio  between  the  moduli  of  elasticity  of  steel  and  concrete  is  not 
more  than  10.  The  value,  15,  is  very  commonly  used,  with  a  resultant 
degradation  of  design,  where  steel  rods  are  considered  in  compression. 

The  authors  state: 

"That  the  shrinlvage  of  the  concrete,  causing  initial  compression 
in  the  steel,  might  be  the  cause  [of  greater  deformation  m  hooped  col- 
umns] is  untenable,  because  the  concrete  was  immersed  in  water  during 
the  entire  aging  period." 

It  is  presumed  that  the  columns  were  dry  when  tested.  Tests  show 
that  specimens  shrink  and  swell  by  the  mere  process  of  drying  and 

soaking  them.  . 

What  the  Profession  needs  is  to  ascertain  the  combination  of  spiral 
and  longitudinal  reinforcement  for  a  column  of  given  diameter, 
which  wiU  be  consistent  and  properly  balanced.  This  should  then 
be  adopted  as  a  standard,  and  the  value  of  a  column  should  be  based 
on  the  kind  of  concrete  used,  just  as  in  beams  or  slabs.  The  longi- 
tudinal steel  should  be  stiff  enough  and  the  coils  should  be  close  enough 
to  hold  these  rods  from  buckling.  The  writer*  advocated  this  m  1906 
and  worked  out  such  a  standard. 

The  Profession  is  not  in  need  of  tests  so  badly  as  of  proper  inter- 
pretation of  those  already  made.  This  is  not  said  in  disparagement 
of  those  made  by  the  authors.  They  are  of  great  value.  What  is 
sorely  needed  is  complete  revision  of  building  codes,  books,  and  of 
the  Joint  Committee  Eeport.  The  present  standards  of  reinforced 
concrete  design  are  dangerous  and  outrageous. 

A.  W.  BuEL,f  M.  Am.  Soc.  C.  E. — It  appears  to  the  speaker  that  the   Mr. 
programme  for  this  series  of  tests  was  planned  so  that  results  or  con- 
clusions of  much  practical  value  or  reliability  could  hardly  be  expected, 
at  least  none  commensurate  with  the  expenditure. 

The  slenderness  ratio,  about  6.75  for  the  concrete  or  7.7  for  the 
coil,  was  much  too  small  to  represent  conditions  in  practice,  and  should 
classify  the  series  with  compression  tests  rather  than  with  column  tests. 

The  concrete  mixture,  1:2:4,  was  too  rich  to  use  economically  with 
spiral  or  hoop  reinforcement,  and  the  tests  do  not  show  the  true 
value   of   such   reinforcement,   which   is   greater   with   lean   concretes. 

*In  his  book  entitled  "Concrete." 
t  New  York  City. 
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Mr  Some  indication  of  this  is  shown  by  a  comparison  of  the  short-  and 
■  long-time  tests  of  this  series. 

The  section  of  the  test  columns  was  so  small  that  the  results  will 
hardly  be  depended  on  as  a  basis  for  structural  designing,  in  view  of 
the  fact  that  engineers  already  have  reports  of  a  considerable  num- 
ber of  full-sized  tests.  Some  6  or  8  years  ago,  when  very  few  reports 
of  full-sized  tests  were  available,  such  tests  as  these  would  have  been 
received  as  a  valuahle  contribution.  A  dozen  full-sized  column  tests, 
carried  out  on  a  well-planned  programme,  would  be  a  more  valuable 
addition  to  the  experimental  data  on  the  subject  than  several  hundred 
tests  on  small  model  specimens  having  dimensions  entirely  out  of  pro- 
portion to  those  generally  found  in  practice. 

The  pitch  of  the  spirals  varied  from  0.25  to  0.75  in.,  in  columns 
of  the  same  group.  This,  and  also  the  variations  in  age,  make  it 
impossible  to  compare  fairly  the  results  from  one  test  column  with 
those  from  another,  to  draw  reliable  conclusions,  or,  for  practical  pur- 
poses, to  realize  what  the  authors  describe  as  the  "Aim  of  the  Tests". 

The  records  of  "first  sign  of  failure",  particularly  for  the  short- 
time  tests,  do  not  agree  with  tests  reported  by  other  experimenters, 
where  the  envelope  of  concrete  or  cement  outside  of  the  spiral  or  hoop- 
ing almost  invariably  began  to  show  signs  of  failure  as  soon  as  the 
load  reached  or  exceeded  the  ultimate  load  of  a  similar  column  with- 
out reinforcement.  In  other  words,  all  previous  tests  have  indicated 
that  spiral  or  hoop  reinforcement  does  not  materially  raise  the  point 
of  first  sign  of  failure.  Mr.  Godfrey  has  pointed  out  what  seems  to 
be  an  error  in  computing  the  intensity  of  stress  at  first  sign  of  failure: 
that  the  area  of  cross-section  enclosed  by  the  spiral  was  used,  whereas 
the  area  of  the  entire  column,  including  the  concrete  outside  of  the 
spiral,  should  have  been  taken  for  this  computation.  For  the  determin- 
ation of  the  intensity  at  the  ultimate  load,  the  area  enclosed  by  the 
spiral  is  correct,  because  at  that  time  the  outside  envelope  would  have 
been  destroyed. 

In  a  number  of  cases  the  pitch  of  the  spirals  was  somewhat  higher 
than  that  recommended  by  Considere  for  maximum  efSciency  of 
hooping.  This  was  confined  mostly  to  columns  with  the  smaller  per- 
centages of  spiral  reinforcement. 

Most  of  the  eight  conclusions  drawn  by  the  authors  from  the  re- 
sults of  this  series  of  tests  are  in  substantial  agreement  with  those 
deduced  from  previous  experiments,  and  can  be  considered  as  a  con- 
firmation of  the  latter. 

Conclusion  No.  2  gives  a  value  for  e,  the  ratio  of  the  modulus  of 
elasticity  of  the  steel.  Eg,  to  that  of  the  concrete,  E^,  which  is  re- 
markably low,  considering  what  engineers  have  been  accustomed  to 
use  and  the  results  of  previous  experiments.  The  speaker  would  like 
to  ask  the  authors  whether  the  value  of  Ec,  which  they  derive  from 
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the  formula,  600  000  fc  -^  s^,  is  the  true  value  of  E  for  concrete  alone,  Mr. 
and  is  it  not  possible  that  it  was  aSected  by  the  spiral  reinforcement 
to  some  extent?  Also,  what  was  the  value  of  E^.  for  the  plain  concrete 
columns  without  reinforcement?  Is  not  the  Eg  computed  by  the 
authors'  formula,  the  E  for  the  column  as  a  whole,  rather  than  the  E 
for  the  plain  concrete? 

Conclusion  No.  5,  that  the  spiral  reinforcement  materially  raises 
the  limit  of  the  first  sign  of  failure,  will  require  further  experimental 
demonstration  to  be  fully  convincing,  in  view  of  the  considerable 
number  of  determinations  which  have  shown  different  results. 

C.  G.  Wrentmore,*  M.  Am.  Soc.  C.  E.  (by  letter).— The  denuncia-  Mr. 
tion  by  Mr.  Godfrey  of  the  column  reinforced  with  longitudinal  rods  Wrentmore. 
is  more  emphatic  than  is  considered  to  be  justified  by  either  our  ex- 
perience or  by  the  results  of  analysis,  so  far  as  the  latter  can  be  ap- 
plied. These  tests  were  begun  more  than  7h  years  ago,  and  prior  to 
that  time  the  writer  had  concluded  that  for  such  columns  the  treat- 
ment then  current  was  unsound,  and  that  he  would  make  no  further 
use  of  them  except  with  thorough  hooping. 

There  are  cases,  however,  where  the  use  of  longitudinal  rods  in 
members  designed  primarily  for  compression  is  justified.  The  writer's 
experience  in  the  Philippines,  where  high  wind  pressures  and  mild 
earthquake  shocks  are  frequent,  and  where  violent  earthquakes  may  be 
anticipated,  at  least  in  some  localities,  has  demonstrated  that  rein- 
forced concrete  is  peculiarly  well  fitted  to  withstand  the  resultant 
stresses.  Although  he  would  use  longitudinal  rods  to  resist  the  bend- 
ing stresses,  they  would  not  be  included  in  designing  for  direct  com- 
pression, except  where  hooped  at  frequent  intervals. 

Neither  is  the  writer  inclined  to  concur  in  the  logical  conclusion 
derivable  from  Mr.  Godfrey's  statement  that  "though  the  Profession 
has  been  in  possession  of  this  experimental  demonstration  for  a  num- 
ber of  years,  the  facts  have  been  so  perverted,  and  recommendations 
have  been  so  utterly  contrary  to  what  they  have  shown,^  Aat  standard 
methods  of  constructing  columns  are  criminally  bad".  It  ^  is  un- 
doubtedly true  that  in  the  past,  much  work  has  been  done,  in  rein- 
forced concrete,  which  is  unsound,  and  that  in  the  future,  faulty  de- 
signs may  be  drawn;  but  the  possibilities  and  limitations  of  rein- 
forced concrete  are  not  to  be  learned  in  a  day,  and  the  Profession  is 
rather  to  be  congratulated  that  the  history  of  its  use  shows  so  few 
failures,  than  to  be  accused  of  a  lack  of  either  acumen  or  honesty 
in  the  interpretation  of  experimental  data. 

As  to  Conclusion  (5)  of  the  paper,  that  "The  limit  at  which  the 
first  visible  sign  of  failure  occurs  is  raised  by  spiral  reinforcement. 
This  effect  is  greatest  in  short-time  tests,  and  is  perceptible  for  all 
percentages    of    reinforcement":    Mr.    Godfrey    says    (after    reducing 

*  Manila,   Philippine   Islands. 
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certain  loads  to  unit  stresses  on  the  full  section  of  the  hooped 
column,  instead  of  on  the  core)  "if  these  facts  teach  anything  at  all, 
they  blazon  out  the  truth  that  hooping  has  no  influence  whatever  on 
the  first  failure  of  a  column    *    *    *". 

The  writer  holds  that  the  tests,  as  given,  demonstrate:  (a)  If 
the  sectional  area  of  the  hooped  column  is  taken  as  the  effective  area, 
Conclusion  (5)  is  plainly  true;  (h)  If  the  sectional  area  of  the  hooped 
column  is  taken  to  include  the  concrete  outside  the  hooping,  the  long- 
time tests  show  no  increase  due  to  hooping,  but  the  short-time  tests 
show  an  increased  strength  which  is  greater  with  the  larger  quantities 
of  steel.  In  Table  8,  the  writer  compares  the  unit  stress  at  first  sign 
of  failure  of  the  columns  of  the  various  groups,  basing  it  on  the  full 
section  of  all  columns. 

TABLE  8. — Unit  Stress  at  First  Sign  of  Failure. 


Group 

1 

2 

3 

4 

5 

6 

Percentage 
of  reinforce- 
ment   

0.0 

0.44-0.54 

0.67-0.86 

0.16-1.35 

1.41-1.69 

2.02-2.32 

Age. 

Stress. 

Age. 

Stress. 

Age. 

Stress. 

Age. 

Stress. 

Age. 

Stress. 

Age. 

Stress. 

40 
68 

1089 
1796 
2  763 
2  908 

35 

1650 

46 

1578 

45 

1  970 

51 

1980 

42 

2  020 

313 

428 

336 

2  495 

345 

2  490 

365 

2  781 

277 

2  980 

393 

2100 

Table  8  shows  that  not  only  for  an  age  averaging  roughly  45  days 
is  the  strength  increased  by  hooping,  but  also  that  this  increase  is 
very  considerable,  the  smallest  amount  shown  being  that  of  Group  3, 
where  it  is  45%  for  from  0.67  to  0.86%  of  steel.  (The  1650  of 
Group  2  is  given  by  a  single  column,  and  is  abnormally  high.) 

For  this  age  the  lowest  value  for  a  single  column  is  1  650  for 
Group  2;  1255  for  Group  3;  1330  for  Group  4;  1915  for  Group  5; 
and  1  680  for  Group  6;  and  the  minimum  for  Group  1,  plain  columns, 
is  815;  so  that,  if  minimum  values  are  taken,  the  increase  is  54% 
with  from  0.67  to  0.86%  of  steel.     Moreover,  Mr.  Godfrey  says: 

"Hence  the  'first  sign  of  failure'  is  the  function  that  must  gov- 
ern in  safe  design.  This  value,  in  these  tests,  runs  from  1  400  lb.  per 
sq.  in.  up,  on  the  full  area  in  compression,  on  the  hooped  columns,  or 
1  800  lb.  on  the  core." 

The  hooping  will  be  more  effective  in  raising  the  first  sign  of 
failure  as  the  modulus  of  elasticity  decreases,  or,  more  exactly,  as 
the  deformation  under  a  given  unit  load  increases.  This  would  result 
in    a  greater   effect   in   a  weak   mixture   and   also   in   green   concrete, 
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and  less  in  a  strong  mixture,  and  would  gradually  decrease  with  age.         Mr. 
As  the  tests  show  that  the  increase  is  about  45%  at  45  days,  it  should 
be  expected  that  for  20  or  30  days,  it  would  be  even  more. 

The  fact  that  economy  calls  for  stripping  the  forms  at  an  early 
date,  that  under  actual  working  conditions  they  are  frequently  re- 
moved as  early  as  14  days,  thus  throwing  the  load  on  the  concrete 
while  the  elastic  modulus  is  still  quite  low,  makes  this  increase  of  the 
limit  of  first  sign  of  failure  especially  useful. 

The  weakness  of  the  concrete  at  this  time  is  due  to  the  weakness 
of  the  cement,  and  supplementing  the  bonding  action  of  the  cement  by 
the  use  of  a  spiral  of  steel,  the  strength  of  which  is  accurately  de- 
terminable while  that  of  the  green  concrete  is  always  questionable, 
gives  the  structure  an  insurance  against  failure  at  the  time  when 
failures  have  usually  occurred.  The  large  deformation  which  may 
occur  on  stripping  forms  from  a  concrete  which  is  slow  in  hardening, 
throws  the  spiral  into  stress,  and  so  puts  it  in  condition  to  exercise 
a  greater  influence  at  any  later  date.  Again,  the  percentage  of  ulti- 
mate strength  at  which  the  first  sign  of  failure  occurs  is  lower  at  the 
earlier  age,  and  this  fact  acts  as  an  insurance  to  workmen,  plant,  and 
building  against  an  abrupt  collapse  without  any  warning.  Such  collapse 
involving  an  entire  structure,  may  result  from  weakness  in,  or  over- 
loading, a  single  column ;  whereas,  if  the  member,  by  flaking  or  spall- 
ing,  had  given  warning  that  failure  was  impending,  much  damage 
might  have  been  averted.  It  is  under  precisely  these  conditions  that 
the  column  with  longitudinal  rods  is  especially  midesirable,  as  the 
large  deformation  of  green  concrete  induces  high  compressive  stresses 
in  the  steel  which  tend  to  cause  buckling,  so  that  the  steel  may 
actually  weaken  rather  than  strengthen  the  column,  unless  the  rods 
are  hooped  at  frequent  intervals. 

The  relation  of  ultimate  strength  to  first  sign  of  failure  is  of 
interest  only  in  so  far  as  it  may  prove  to  be  an  insurance  against 
loss  of  life  or  property  by  giving  warning  of  imminent  failure.  Xo 
engineer  can  be  sure  that  his  structure  will  not  at  some  time,  through 
ignorance  or  carelessness,  be  subjected  to  loads  in  excess  of  those  for 
which  it  was  designed,  and  it  is  not  undesirable  that  in  such  case 
the  structure  be  capable  of  giving  warning  of  its  overstressed  con- 
dition rather  than  to  fail  abruptly. 

"'  Mr.  Buel's  inquiry  regarding  the  method  of  determining  the  value 
of  E  is  answered  fully  in  the  paper.  An  examination  of  Fig.  17 
will  suffice. 
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Synopsis  and  Conclusions. 

The  objects  of  this  paper  are  to  show  the  possibility  and  practica- 
bility of  measuring  the  annual  rate  of  recharge  of  underground  reser- 
voirs of  the  closed-basin  type,  and  to  indicate  broadly  the  factors 
which  determine  safe  yield  from  a  basin  by  artificial  development, 
such  as  Artesian  flow  or  pumping. 

The  paper  opens  by  pointing  out  the  importance  of  the  problem  in 
California  and  the  Southwest.  Following  this  there  is  a  description  of 
the  physical  features  of  underground  reservoirs  and  the  general  prin- 
ciples of  inflow,  outflow,  and  storage.  The  body  of  the  paper  presents 
detailed  methods  and  results  of  extended  measurements,  by  the  Los 
Angeles  Aqueduct  Bureau  and  the  United  States  Geological  Survey  for 
the  determination  of  the  rate  of  annual  recharge  of  the  Independence 
Basin,  m  Owens  Valley,  California.  The  subjects  of  percolation  from 
stream  channels,  relation  of  precipitation  and  altitude,  soil  evapora- 
tion combined  with  transpiration  from  grass,  and  ground-water  fluctu- 
ations,  were  carefully^djedjn^the^,  and  original  data  are  pre- 
*  Presented  at  the  meeting  of  May  6th,  1914. 
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sented.  The  paper  closes  with  a  discussion  of  the  relation  which  the 
net  safe  yield  from  a  basin  bears  to  the  rate  of  annual  recharge. 

The  conclusions  are  as  follows : 

1. — The  "underground  reservoirs"  of  California  and  the  South- 
west are  water-tight  rock  basins,  represented  by  the  topographic  valleys, 
which  are  filled  with  porous  alluvial  material  in  which  the  voids  are 
saturated  with  water. 

2. — Inflow  into  these  basins  is  by  percolation  from  water  on  the 
surface  of  the  alluvial  filling,  which  source  may  occur  as  direct  pre- 
cipitation, stream  flow,  irrigation,  or  flooding.  Natural  ground-water 
loss  occurs  in  the  region  of  lowest  depression  of  a  basin,  and  consists 
of  the  breaking  out  of  water  at  the  surface  in  springs  or  seepages, 
evaporation  from  soil,  transpiration,  and  underflow.  Artificial  develop- 
ment, by  wells  or  other  methods,  reduces  the  natural  ground-water  loss. 
Considered  as  averages,  the  rates  of  recharge  and  ground-water  loss 
are  equal,  unless  the  artificial  draft  is  excessive. 

3. — The  rate  of  recharge  in  a  region  of  small  precipitation  and 
high  evaporation  rate  can  be  determined  most  accurately,  and  with 
least  expenditure  of  time  and  money,  by  measuring  the  elements 
which  make  up  the  ground-water  loss.  Of  the  natural  elements,  the 
most  important  are  soil  evaporation  and  transpiration.  The  under- 
flow is  relatively  small  and  often  negligible. 

4._Xhe  safe  yield  of  artificially  developed  ground-water  obtainable 
from  an  underground  reservoir  is  less  than  indicated  by  the  rate  of' 
recharge,  the  quantity  depending  on  the  extent  to  which  soil  evapora- 
tion and  transpiration  can  be  eliminated  from  the  region  of  ground^ 
water  outlet.  _j^^JmK_bii:. 

Introduction. 

There  are  in  California  and  the  arid  States  of  the  Southwest  many: 
valleys  underlaid  by  porous  alluvial  material  in  which  the  voids  are. 
filled  with  water.  The  ease  with  which  water  can  be  developed  from 
wells  in  these  valleys  and  the  definite  bounds  of  the  water-bearing 
formation  have  led  to  the  use  of  such  terms  as  "underground  lake," 
"underground  basin",  or  "underground  reservoir".  These  terms  are 
in  general  use  among  local  hydraulic  engineers,  and  have  been  adopted 
by  the  California  Courts  in  numerous  recent  decisions  pertaining 
to  the  use  of  diffused  percolating  water  occurring  in  closed  basins.      ; 
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A  problem  which  is  being  presented  to  the  Engineering  Profession 
for  solution   is   the  determination   of  the  safe  yield  of  "underground 
reservoirs",    or   the    net    annual    supply    which    may    be    developed    by 
pumping  and  Artesian  flow  without  persistent  lowering  of  the  ground- 
water plane.     The  answer  to  this  problem  must  soon  be  had  through- 
out the  Southwest,  and  particularly  in  Southern  California,  where  the 
use  of  underground  water  has  advanced  most  rapidly.     The  available 
surface  supplies  of  the  region  are  now  used  so  extensively  that  future 
extension    of    irrigation    must    depend    on    the    underground    supply. 
Already,  however,  the  growing  popularity  of  ground-water  supply  for 
irrigation  and  the  heavy  drafts  made  possible  by  improved  pumping 
machinery  and  cheap  power  are  giving  rise  to  conditions  of  danger- 
ous overdraft  on  many  of  the  so-called  inexhaustible  underground  water 
supplies.      Furthermore,    in   many   of   the   sparsely    settled   valleys    of 
the  Southwest,  where  very  limited  ground-water  supplies  are  available, 
preparations  are  being  made  to  develop  pumped  water  for  irrigation 
far   in   excess   of   the   safe  yield.     The  writer   has   in   mind   such   a 
valley,  where,  out  of  90  000  acres  of  agricultural  land,  filed  on  in  good 
faith  under  the  provisions  of  the  Desert  Land  and  Homestead  Acts. 
it  can  be  said  with  reasonable  certainty  that  not  more  than  2%  can 
ever  be  put  under  cultivation.     In  addition  to  the  use  of  underground 
water  for  irrigation,   it   is  being  developed   extensively  for  municipal 
purposes.     The  City  of  Los  Angeles  derives  its  present  supply  entirely 
from    an    underground    reservoir,    the    San    Fernando    Valley,    and    is 
preparing  to   develop   a   similar   supply   in   Owens   Valley   to   be   held 
as  a  reserve  in  connection  with  the  Los  Angeles  Aqueduct.     A  portion 
of  the  supply  of  both  Oakland  and  San  Francisco  is  developed  from 
underground    sources,    and    the   possibility    of    increasing    largely    the 
ground-water  supply  derived  from  Livermore  Valley  for  the  latter  city 
has  been  the  subject  of  considerable  debate  among  prominent  members 
of  the  Society.     The  problem,  therefore,  is  an  important  one,  and  on 
it  depends,  not  only  the  safe  investment  of  capital,  but  also  the  very 
life  of  large  industries  and  communities. 

The  sources  of  underground  water  are  so  difficult  of  measurement 
and  its  movements  are  so  hidden  from  view,  that  the  solution  of  the 
problem,  until  very  recently,  has  been  merely  a  subject  for  speculation 
and  theory.  Within  the  past  few  years,  however,  the  study  of  under- 
ground  water   supply   has   been   given    considerable    attention   by   the 
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United  States  Geological  Survey  as  well  as  by  engineers  who  have 
had  these  problems  to  meet.  Although  the  fact  of  the  existence  of 
these  "underground  reservoirs"  has  been  established,  their  sources 
of  supply  and  outlets  recognized,  and  many  data  regarding  well  fluc- 
tuations have  been  accumulated,  yet  very  little  has  been  done  toward 
developing  methods  of  measuring  the  rate  of  recharge  or  studying, 
the  factors  which  limit  the  quantity  of  water  which  can  be  safely 
developed  from  underground  reservoirs. 

The  writer  has  had  opportunity  to  investigate  a  number  of  the 
important  underground  reservoirs  of  California,  and  in  this  paper 
he  presents  certain  general  principles  which  seem  to  him  to  be  justified 
by  the  existing  data.  Although  these  principles  may  seem  to  be  self- 
evident,  3'et  the  writer  has  no  knowledge  that  they  have  ever  been 
applied  to  the  practical  solution  of  the  problem  in  hand.  To  show 
the  possibilities  of  their  application,  therefore,  he  presents  data  and 
studies  for  an  underground  reservoir  in  Owens  Valley,  California,  where 
it  was  desired  to  ascertain  the  quantity  of  ground-water  that  could  be 
developed  safely  without  overdraft.  Much  of  this  information  has 
already  appeared  in  print*  in  greater  detail,  but  the  writer  believes 
that  the  subject  is  of  sufBcient  importance,  and  the  component  studies 
are  of  wide  enough  technical  interest  to  be  presented  to  the  members 
of  the  Society  for  discussion  and  expression  of  opinion. 

General  Principles. 

The  typical  underground  reservoir  is,  geologically,  a  structural 
basin  filled  with  alluvial  debris  from  the  adjoining  mountain  ranges. 
These  basins  are  the  product  of  faulting  accompanied  by  the  uptilting 
of  a  crustal  block  from  one  side  of  the  line  of  fracture.  The  formation 
is  very  common  throughout  the  Southwest,  reaching  its  most  perfect 
development  in  the  Great  Basin  region  of  Utah  and  Nevada,  where 
the  name  "Basin-Eange"  has  been  applied  to  it.  In  California  the 
basins  are  found  in  the  valleys  of  the  Coast  Range  and  along  the 
base  of  the  Sierra  Nevada,  Sierra  Madre,  San  Bernardino,  and  San 
Jacinto  Ranges.  The  rock  enclosing  these  basins  is  in  most  cases 
impervious  to  water  and  practically  insoluble.  Along  the  coast  of 
California,  shales  and  cemented  gravels  predominate,  and  are  prac- 
tically   non-water-bearing    in     comparison    with    the    porous    gravels 


*  Water  Supply  Paper  No.  294,  U.  S.  Geological  Survey,  1913. 
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filling  the  basins;  and,  in  the  interior  of  the  State,  the  enclosing 
rock  formation  is  largely  granite.  Most  of  the  basins  can  be  con- 
sidered as  closed  except  for  a  subterranean  outlet  usually  known 
as  the  "Narrows".  This  occurs  at  the  lowest  point  in  the  rock  rim, 
where  the  gravels  contract  into  a  neck  filling  a  narrow  depression 
or  canyon  cut  into  the  confining  rock.  The  quantity  of  underground 
water  escaping  through  such  an  outlet  is  usually  very  small,  however, 
as  has  been  shown  by  a  number  of  well-known  underflow  observations. 
Hence,  the  underground  reservoirs  can  generally  be  considered  as 
closed  rock  basins,  the  effective  storage  capacity  of  which  is  the  void 
spaces  between  the  particles  of  sand  and  gravel  with  which  they  are 
filled. 

i;  The  usual  sources  of  supply  for  underground  reservoirs  are  perco- 
lation from  flowing  surface  streams,  from  precipitation,  or,  where  the 
supply  is  not  ground-water  derived  from  the  basin,  from  irrigation 
on  the  surface  of  the  porous  gravels.  The  water  thus  absorbed  sinks 
downward  to  the  general  ground-water  plane  and  then  moves  later- 
ally toward  the  region  of  lowest  depression.  This  region,  in  contrast 
to  the  surrounding  dry  soil  or  desert,  is  usually  characterized  by 
springy,  swampy  conditions,  and  is  commonly  known  in  Southern 
California  as  a  cienaga.  The  natural  outlets  for  underground  water 
are  by  springs  or  seepages  discharging  into  the  surface  channels  which 
drain  the  cienaga,  by  evaporation  from  damp  soils  and  vegetation 
within  the  cienaga,  and,  to  a  limited  extent,  by  underflow  from  the 
basin.  The  surface  streams  formed  by  the  oozing  out  of  underground 
water  join  to  form  a  larger  stream,  which  in  all  respects  corresponds 
to  the  outlet  of  a  lake  or  reservoir,  and,  passing  from  the  basin,  pur- 
sues its  course  just  as  any  other  surface  stream.  Its  flow  is  character- 
ized by  permanence  and  regularity,  except  as  it  is  augmented  by 
surplus  flood  water  which,  during  a  limited  period  following  winter 
storms,  passes  from  the  basin  without  being  absorbed  by  the  gravels. 
The  general  principles  of  inflow  into  and  outflow  from  an  under- 
ground reservoir  of  the  type  described  correspond  with  those  of  sur- 
face reservoirs.  The  difference  lies  in  the  relative  speeds  with  which 
the  general  water  surface  assumes  a  horizontal  position  following  in- 
crease or  decrease  of  volume  stored.  In  the  case  of  a  surface  reservoir 
or  lake,  the  effect  of  inflow  or  outflow  is  an  immediate  complete  re- 
adjustment of  surface  level.     The  frictional  resistance  offered  by  the 
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particles  filling  an  underground  reservoir  is  so  great,  however,  that 
the  movement  of  water  from  an  area  of  high  level  is  very  slow,  varying 
from  a  few  hundred  feet  to  a  few  feet  per  day,  depending  on  local 
conditions.  As  a  result,  the  water  surface  in  an  underground  reser- 
voir is  never  horizontal,  being  steepest  near  the  mouths  of  the  moun- 
tain canyons,  the  run -off  from  which  is  the  most  important  source 
of  supply;  it  is  most  nearly  horizontal  at  the  region  of  outlet;  and 
varies  in  slope  and  elevation  from  time  to  time,  depending  on  the 
rate  of  recharge. 

The  average  rates  of  inflow  and  outflow  of  an  undergroimd  reser- 
voir must  be  equal,  otherwise  there  would  be  persistent  rise  or  fall 
of  ground-water  levels  until  such  a  balance  is  reached.  There  are, 
therefore,  two  possible  methods  of  measuring  the  rate  of  recharge, 
either  by  determining  the  total  percolation  from  various  sources  into 
the  porous  material  of  the  basin,  or  by  determining  the  ground-water 
losses.  The  first  method  is  to  be  preferred  where  the  source  of  per- 
colation is  almost  entirely  stream  flow  from  which  channel  losses  can 
be  accurately  measured;  or  where  the  precipitation  is  large,  well  dis- 
tributed through  the  year,  and  forms  the  principal  source  of  supply. 
The  first  of  these  conditions  could  occur  only  in  an  arid  region, 
and  the  second  is  typical  of  humid  regions. 

The  method  by  determination  of  ground-water  losses  is  one  pecu- 
liarly adapted  to  arid  or  semi-arid  conditions  with  high  evaporation 
rate,  such  as  exist  throughout  the  Southwest.  It  has  been  the  writer's 
observation  in  this  region  that  soil  evaporation  and  transpiration 
constitute  from  50  to  100%  of  the  ground-water  losses  from  under- 
ground reservoirs,  the  average  exceeding  75  per  cent.  Other  losses 
are  largely  the  flow  from  springs  and  seepages,  which  can  be  measured 
with  precision.  Eates  of  soil  evaporation  and  transpiration  from  grasses 
do  not  present  insurmountable  difficulties  of  measurement  under  arid 
conditions.  In  fact,  it  has  been  the  writer's  experience  that  satisfac- 
tory results  with  specially  designed  equipment  could  be  obtained  from 
observations  extending  over  2  years,  although  a  period  of  3  years  is 
preferable.  Furthermore,  the  area  from  which  evaporation  occurs  and 
the  depth  to  ground-water  at  various  points  within  it  are  not  subject 
to  wide  fluctuations,  and  are  easily  measured.  The  determination 
of  the  rate  of  recharge  of  underground  reservoirs  of  the  basin  type, 
therefore,  is  a  problem  of  soil  evaporation,  transpiration,  and  stream 
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flow,  all  of  which  processes,  with  the  exception  of  transpiration  from 
trees,  are  now  capable  of  measurement  with  relative  accuracy  at 
reasonable  cost. 

The  general  method  pursued  in  the  Owens  "Valley  studies  was  to 
ascertain,  by  extended  field  measurements  of  soil  evaporation,  transpira- 
tion, and  spring  discharge,  the  average  rate  of  outflow  from  the  basin. 
All  available  evidence  seemed  to  indicate  that  the  basin  was  closed, 
so  that  the  rate  of  outflow  equalled  the  rate  of  inflow  or  recharge. 
As  a  check,  therefore,  the  rate  of  inflow  into  this  basin  from  precipi- 
tation, stream  flow,  and  irrigation  was  also  determined.  The  data 
are  presented  under  the  following  headings:  Physical  Features,  Pre- 
cipitation, Stream  Flow,  Evaporation  and  Transpiration,  Ground- 
water, and  Rate  of  Recharge  by  Percolation. 

,.  Physical  Features.  t 

General. — The  Owens  Valley  lies  in  east-central  California,  along 
the  western  border  of  the  Great  Basin,  and  at  the  base  of  the  steep 
slope  of  the  Sierra  Nevada  Mountains,  as  shown  by  Fig.  1.  Including 
a  northern  extension,  known  as  Long  Valley,  its  length  is  120  miles, 
and  its  width,  from  crest  to  crest  of  confining  mountain  ranges,  varies 
from  1.5  to  40  miles.  The  total  area  of  the  valley  and  its  tributary 
mountain  drainage  is  about  3  300  sq.  miles,  of  which  1  200  sq.  miles 
are  desert  mountains  from  which  the  run-off  is  negligible,  536  sq. 
miles  comprise  the  Sierra  Nevada  slope,  which  yields  a  large  run-off, 
and  1 580  sq.  miles  are  the  transition  slope  and  valley  floor,  from 
which  very  slight  surface  run-off  occurs.  The  elevation  of  the  valley 
floor  varies  from  8  000  to  3  570  ft.  above  sea  level,  the  latter  being 
at  Owens  Lake,  the  lowest  depression  of  the  valley.  The  average 
elevation  of  the  crest  of  the  Sierra  Nevada  is  12  500  ft.,  with  many 
peaks  exceeding  this  elevation  by  more  than  1  500  ft.  The  White  and 
Inyo  Mountains,  a  desert  range  bordering  the  valley  on  the  east,  have 
an  average  elevation  of  10  000  ft.,  with  peaks  reaching  13  000  ft. 

The  valley  is  a  deep  structural  trough  filled  with  porous  alluvial 
material  derived  principally  from  the  Sierra  Nevada,  and  inclosed 
by  impervious  rock  formations.  The  steep  east  face  of  the  Sierra 
Nevada  is  the  result  of  faulting  accompanied  by  elevation  and  west- 
ward tilting  of  a  great  crusted  block.  The  drainage  system  of  the 
valley  consists  of  a  trunk  stream,  Owens  River,  fed  by  approximately 
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Fig.   1. 
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forty  tributaries  entering  at  fairly  regular  intervals  from  the  west. 
The  river  terminates  in  Owens  Lake,  an  alkaline  body  of  water  without 
outlet  which  disposes  of  all  surplus  surface  water  from  the  valley  by 
evaporation.  Irrigation  is  necessary  for  the  production  of  crops,  and 
water  is  diverted  in  canal  systems  from  Owens  River  and  tribvitary 
streams. 

Independence  Basin. — The  portion  of  Owens  Valley  which  is  the 
subject  of  this  study  will  be  spoken  of  as  the  Independence  Basin 
(Plate  I).  It  lies  in  the  south-central  part  of  the  valley,  embracing 
with  its  tributary  drainage  area  the  region  between  the  Sierra  Xevada 
crest  and  Owens  River,  lying  between  Poverty  Hills  on  the  north 
and  Alabama  Hills  on  the  south.  These  latter  are  secondary  ranges 
extending  into  the  valley  from  the  Sierra  Nevada  and  isolating  a 
portion  of  the  valley  fill  about  25  miles  long  and  from  6  to  8 
miles  wide. 

For  the  purpose  of  this  study,  the  surface  of  the  region  has  been 
classified   as   high   mountain   drainage,   intermediate   mountain   slopes. 


outwash  slope,  and  valley  floor.     (Tab' 
TARLE  1.— Subdivisions  of 

e  1  and  Plate  I.) 
Independence  Regio 

N. 

Area. 

Boundary. 

Subdivision. 

be  ■ 

Upper. 

Lower. 

Slope. 

Vegetation. 

Character  of 
surface. 

High  mountain 

drainage. 

I  n  t  e  r  m  ediate 
mountain 
slope. 

Outwash  slope. 

Valley  floor: 

96.0 
29.4 

165.3 

4.7 
45.1 

27 

8 

46 

1 
13 

Sierra 
crest. 

Canyon 
drainage 

6  500 -ft. 
contour. 

Mouth   of 
canyon. 

6  500    ft. 
contour. 

Grass  land . 

P  r  e  c  i  p  i  -  Isolated  forest 
tous     to      trees. 
gentle,      j 

2000to  3  000  Desert   bushes 
ft.  to  the     and  nut  pine, 
mile.         1 

300  to  600  Desert  bushes, 
ft.  to  the 
mile. 

Gentle Alfalfa,  etc 

Bare  granite 
and  f  r  a  g- 
mental  rock 
a  c  c  u  m  u  la- 
tions. 

F  r  a  g  m  e  n  tal 
and  finely 
disintegrated 
rock  accumu- 
lations. 

Boulders,  sand 
and  gravel 

Soil. 

Gentle  to 
level. 

Salt  grass,  etc. 
None 

Soil. 

Alkali         

2.7 
13.9 

1 

Level 

Soil. 

4 

Level 

Desert  bushes. 

Fine  sand. 

357.1 

100 
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The  high  mountain  drainage  embraces  the  eastern  slope  of  the 
Sierra  Nevada  and  consists  of  a  series  of  seventeen  small  canyons 
which  are  the  drainage  basins  of  streams  tributary  to  Owens  River 
(Table  2).  These  canyons  are  all  narrow  at  the  mouth  (the  6  500-ft. 
level)  and  broaden  out  more  or  less  toward  the  summit,  presenting 
a  roughly  triangular  shape.  They  are  separated  by  high  knife-edge 
ridges,  which  terminate  in  triangular  slopes  facing  the  valley.  They 
have  been  cut  by  vi^ater  erosion  and  sculptured  by  active  glaciation 
above  the  7  500-ft.  level,  their  upper  portions  being  vrell-developed 
glacial  cirques.  In  many  places  below  the  cirques  are  series  of  benches 
occupied  by  glacial  lakes  or  meadows.  Most  of  the  cirque  floors  are 
buried  beneath  morainal  accumulations;  some  of  the  polished  canyon 
bottoms  between  the  11  500  and  8  000-ft.  levels  are  swept  clean  of 
debris,  and  others  are  completely  buried  by  morainal  material.  Ter- 
minal and  lateral  moraines  of  considerable  size  occupy  the  canyon 
floors  between  the  8  000  and  7  000-ft.  levels. 

TABLE  2. — High  Mountain  Drainage  Areas  of  Independence  Region. 


Area. 

Elevation. 

Shape. 

O  '-  c 

Creek. 

a 

S  fl  S 
o 

a 
3  a ,» 

o 

Remarks. 

V.16 
4.97 

2.48 

3.88 
7.64 
2.35 
2.62 

8.08 

7.28 
8.42 
4.29 
4.22 
12.29 

4.01 

2.90 

9.10 
4.38 

60 

69 

65 

51 
44 

20 
55 
65 

57 
74 
47 
48 
66 

43 

41 

74 

58 

12  000 
12  500 

12  000 

13  000 
12  000 

11  500 

12  000 
12  500 

12  500 

13  000 
13  000 
13  000 
13  500 

13  500 

13  000 

13  .500 
13  000 

6  500 
6  500 
6  500 

6  000 

5  000 

6  000 
6000 
6  000 

6  000 
6  500 
6  500 
6  3U0 
6  500 

6  300 

6  300 

6  500 

7  000 

Triangular... 

Triangular... 

Triangular... 

Rectangular. 
Rectangular. 

Irregular 

Irregular 

Irregular 

Irregular 

Triangular... 

Irregular 

Triangular... 
Triangular... 

Irregular 

Irregular 

Triangular... 
Irregular 

3.34 

2.67 

1.21 

1.88 

2.75 

0.0 

0.0 

5.17 

1.06 
4.60 
1.09 
1.59 
7.95 

0.0 

0.0 

3.89 
0.67 

Morainal  deposits;  regu- 
lated run-off. 

Morainal  deposits;  regu- 
lated run-off. 

Morainal  deposits;  no  sur- 
face run-off. 

Morainal  deposits. 

Dry  Canyon 

Sawmill    

Thibaut  (N.  Fk.). 
Thibaut  (S.  Fk.).. 
Oak  (N.  Fk.) 

Oak  (S.  Fk) 

Little  Pine 

Morainal    deposits;    regu- 
lated run  off. 

Symmes 

Bairs  (N.  Fk.).... 
Bairs  (S.  Fk.  i . . . . 
George  

Kings-Kern  divide. 
Lies  on  east  face  of  Mount 

Williamson. 
Lies  on  east  face  of  Mount 

Williamson. 

Hogback 

95.97 

55 

37.87 
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The  intermediate  mountain  slopes  (Fig,  2)  are  the  triangular  areas 
terminating  the  ridges  between  the  canyons,  and  probably  represent 
the  original  face  of  the  range  before  it  had  been  actively  eroded  (Table 
3).  Their  lower  boundary  has  been  arbitrarily  placed  at  the  6  500-ft. 
contour,  and  their  apexes  reach  a  maximum  elevation  of  abovit  12  000 
ft.  They  have  a  steep  uniform  slope  of  from  2  000  to  3  000  ft.  to  the 
mile,  and  in  general  are  covered  with  a  mantle  of  disintegrated  rock 
and  slide  material  which  merges  into  the  valley  fill. 

TABLE  3. — Intermediate  Mountain  Slopes  of  Independence  Region. 


Adjoining  high 

mountain  drainage 

areas. 


Tinemaha 

Red  Mountain 

Taboose 

Goodale 

Division 

Sawmill 

Thihaut  rNorth  Fork) 
Thibaut  (South  Fork), 


Oak  (North  Fork).... 
Oak  (South  Fork).... 
Little  Pine 


Elevation. 


Pinyon. . 
Symmes. 


Shepard 

Bairs  ( North  Fork) . . 
Balrs  (South  Fork).. 

George  

Hogback  (one-half).. 


Area,  in 
square 
miles. 


2.17 
3.37 
3.94 
2.29 

0.95 
1.32 
0.53 

0.07 


3.63 
1.03 
2.02 


2.89 
0.42 


0.97 
0.48 
1.21 
2.09 
1.08 


Apex, 
in  feet. 


(11  000) 
(12  000) 
12  200 
11  800 

9  500 
10  200 
10  500 

7  000 


12  600 

10  600 

11  800 


11  500 

9  300 


9  900 
9  100 

10  300 

11  200 
10  800 


39.45 


Center 
of  area, 
in  feet. 


Lower 
border, 
in  feet. 


8  000 
8  300 
8  000 

7  200 

7  .500 
7  500 
7  500 
6  700 


7  101) 
7  100 
7  400 


7  600 
7  400 


7  200 
7  100 

7  800 

8  100 
7  900 


6  500 
6  500 
6  500 
6  500 

6  500 

6  5(J0 

6  500 

6  .500 


6  500 
6  500 
6  500 


6  500 
6  500 


6  500 
6  500 
6  .500 
0  .500 
6  500 


Distance 
from 
Sierra 

crest  to 
center 

of  area, 

in  miles. 


3.0 
3.0 
3.3 
3.6 

3.5 
3.2 
3.1 

4.0 


4.2 
3.8 
3.8 


3.7 
3.2 


4.5 
5.0 
4.6 
3.5 
4.1 


Remarks. 


Does  not  include 
Dry  Canyon. 


Charlies  Canyon 
yields  runoff  in 
normal  an  d 
above  normal 
years. 


Lime  Fork  yields 
run-off  in  nor- 
mal and  above 
normal  years. 

North  Fork  sim- 
ilar to  Lime 
Fork. 


The  outwash  slope  (Fig.  2)  is  the  desert  portion  of  the  sur- 
face of  the  valley  fill,  extending  from  the  6  500-ft.  contour  at 
the  base  of  the  Sierra  Nevada  to  the  upper  edge  of  grass  and  irri- 
gated land  in  the  valley  (3  900  to  4  000  ft.).  Its  surface  is  composed 
of  loose  boulders,  gravel,  and  sand,  deposited  during  past  ages  by 
torrential    streams   coming   from   the   mountains.      This   deposit   is   of 
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unknown  depth,  and  lies  on  a  buried  ancient  rocky  surface,  the  higher 
hills  of  which  appear  above  the  present  surface  as  buttes  or  knolls.  The 
channels  of  streams  draining  the  mountain  canyons  cross  this  slope 
in  trenches,  which,  near  the  mountains,  are  from  25  to  50  ft.  deep. 

The  valley  floor  embraces  the  area  between  the  outwash  slope  and 
Owens  River,  and  its  surface  may  be  classified  as  irrigated  land,  grass 
or  meadow  land,  alkali  land,  and  desert.  The  upper  edge  has  a 
maximum  slope  of  about  120  ft.  to  the  mile,  but  within  a  short  distance 
it  merges  into  the  practically  level  valley.  The  surface  is  soil  to  a 
depth  of  from  1  to  3  ft.,  except  on  the  desert  land,  where  it  is  fine  sand. 
Most  of  the  irrigated  land  is  along  the  upper  margin  of  the  valley  floor 
adjoining  the  creek  channels.  The  grass  or  meadow  lands  lie  between 
and  to  the  east  of  the  ranches,  and  extend  well  out  into  the  level 
valley.  The  growth  is  most ,  luxuriant  in  the  spring  zone,  which  is 
about  J  mile  wide  and  is  at  the  upper  edge  of  the  valley  floor.  Here 
are  numerous  small  flowing  springs,  with  temperature  of  about  62°, 
which  start  the  meadow  grass  early  in  the  season  and  keep  it  green 
until  late  in  the  autumn.  Farther  out  in  the  valley,  the  salt  grass 
makes  a  green  carpet  from  May  until  late  July.  In  the  salt-grass  land 
there  is  always  a  deposit  of  alkali  about  the  plant  roots,  and  the  soil 
surface  is  crusted.  The  spring  zone,  however,  is  free  from  alkali. 
The  worst  alkali  land  is  practically  bare  of  vegetation  and  is  thickly 
crusted  with  white  salts.  It  lies  in  the  more  level  areas  in  the  center 
of  the  valley. 

The  desert  area  to  the  east  of  Owens  River  yields  no  appreciable 
run-off,  and,  owing  to  its  light  precipitation,  it  makes  no  contribution 
to  the  ground- water,  ..     r 

The  alluvial  material  which  forms  the  valley  fill  varies  in  size  from 
large  boulders  to  fine  clay,  and,  in  arrangement,  from  a  thorough 
mixture  of  all  sizes  to  layers  of  well-assorted  gravel,  sand,  and  clay. 
The  transporting  medium  was  water,  both  mountain  streams  and 
Owens  River  taking  part  in  the  work.  Some  of  the  material  was 
deposited  in  the  beds  and  on  the  sides  of  shifting  stream  channels, 
and  much  of  the  finer  sand  and  clay  was  deposited  from  the  quiet 
waters  of  a  large  lake  which  occupied  the  lower  portion  of  the  valley. 
The  structure  of  the  valley  fill,  therefore,  is  complex,  and  the  character 
of  the  alluvial  material  underlying  a  given  locality  is  difficult  to  de- 
termine without  actual  examination  from  borings. 
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"  ''^  number  of  borings,  ranging  in  depth  from  250  to  500  ft.,  have 
been  made  in  the  basin  by  the  City  of  Los  Angeles,  in  connection  with 
the  development  of  the  aqueduct  supply.  In  general,  the  materials 
encountered  were  clay,  sand,  and  coarse  gravel  in  layers  varying  in 
thickness  from  a  few  inches  to  150  ft.  Coarse  material  in  thin  layers 
interbedded  with  clay  predominates  along  the  upper  edge  of  the  val- 
ley floor  in  the  spring  belt.  All  wells  in  this  belt  yield  Artesian  flows 
of  from  1  to  2  sec-ft.  The  material  is  progressively  finer  and  occurs 
in  thicker  strata  east  of  this  belt,  toward  the  center  of  the  valley,  and 
the  Artesian  flows  decrease  in  volume.  Near  Owens  River,  fine  sand 
and  clay  in  alternate  layers  is  the  only  material  encountered  above 
the  300-ft.  depth.  ■'-''     ■ 

The  streams  from  the  Sierra  Nevada  were  by  far  the  most  active 
in  the  work  of  building  up  the  valley  fill.  Their  loads  were  acquired 
in  the  mountain  canyons  and  carried  out  into  the  valley,  where  they 
were  dropped  in  order  of  size  as  the  velocity  of  flow  decreased.  The 
old  lake  level  stood  at  an  elevation  of  about  3  790  ft.  for  a  long  period, 
as  shown  by  beach  lines  on  the  east  slope  of  the  Alabama  Hills.  The 
present  3  790-ft.  contour  lies  near  the  spring  and  Artesian  belt.  The 
finer  materials  between  the  spring  belt  and  Owens  River  are  evidently 
lake  deposits.  The  ancient  lake  was  contemporaneous  with  other 
geologic  lakes  of  the  Great  Basin,  such  as  Lakes  Bonneville  and 
Lahontan.  The  geologic  history  of  these  lakes  shows  many  wide  fluc- 
tuations of  water  level,  covering  long  periods  of  time.  The  inter- 
bedding  of  fine  and  coarse  material  encountered  in  the  spring  belt 
is  evidently  the  result  of  such  fluctuation,  as  the  sudden  checking  of 
the  velocity  of  a  stream  on  entering  a  body  of  still  water  results  in 
the  immediate  deposition  of  coarse  material.  The  Artesian  and  spring 
conditions,  therefore,  result  from  hydrostatic  pressure  on  the  water 
entrapped  in  these  wedges  of  coarse  material. 

Two  cross-sections  of  the  valley,  showing  the  probable  geologic 
structure,  were  constructed  along  the  Thibaut  and  Independence  Sec- 
tions (Fig.  5).  The  topography  for  these  sections  was  obtained  from 
the  U.  S.  Geological  Survey's  map  of  the  Mount  Whitney  quadrangle, 
and  the  character  of  the  surface  material  was  determined  by  field 
inspection.  The  exposed  slopes  of  bed-rock  on  each  side  of  the  valley 
were  joined  beneath  the  valley  floor,  and  the  arrangement  of  the 
material  filling  the  basin   thus   formed   was   represented   according  to 
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EleYation  above  Sea  Level,  lri_Feet.    ^ 


Elevation  above  Sea  Level,  in  Feet, 


164  SAFE    YIELD   OF   UNDERGBOUND   EESERVOIRS 

the  best  available  knowledge,  the  strata  of  fine  material  being  indicated 
by  solid  black.  On  the  diagram,  the  greatest  depth  of  alluvial  filling 
measures  2  500  ft.  in  the  Independence  Section,  and  1  800  ft.  in  the 
Thibaut  Section.  Two  of  the  aqueduct  wells  near  the  Independence 
Section  reached  depths  of  500  ft.  in  alluvial  material,  and  a  well 
drilled  by  the  Southern  Pacific  Companj%  opposite  the  Alabama  Hills 
at  Lone  Pine  Station  has  reached  a  depth  of  832  ft.,  entirely  in  fine 
sand.  There  is  no  reason  to  suppose  that  the  gravel  filling  near 
Independence  is  less  than  2  000  ft.  in  depth. 

The  volume  of  void  space,  or  porosity,  of  a  body  of  alluvial  mate- 
rial of  this  type  is  variously  estimated  by  different  authorities  at  from 
20  to  35%  of  the  total.  Samples  of  the  mixed  gravel,  sand,  and  silt 
of  the  outwash  slopes  west  of  Independence  were  removed  to  a  depth 
of  4  ft.,  without  disturbing  the  natural  arrangement  of  the  particles, 
and  weighed  dry  and  after  saturation.  The  results  of  these  tests  indi- 
cate a  porosity  of  28%  for  these  samples.  The  presence  of  very  coarse 
gravel  and  boulders  in  this  material  would  reduce  the  porosity,  and, 
for  the  valley  fill  as  a  whole,  25%  is  probably  more  nearly  correct. 

Precipitation. 

The  plan  followed  in  the  study  of  precipitation  was  to  gather  and 
assemble  data  from  which  to  prepare  isohyets  for  the  basin.  These 
appear  on  Plate  I,  and  are  based  on  the  available  precipitation  data 
and  an  intimate  knowledge  of  the  local  topography  and  vegetation. 

Observations  of  precipitation  were  made  in  the  Independence  Basin 
as  early  as  1865,  under  the  direction  of  United  States  Army  officers 
stationed  at  Fort  Independence.  The  record  extends  unbroken  from 
September,  1866,  to  August,  1877,  and  was  obtained  under  conditions 
sufficiently  similar  to  permit  of  combining  it  with  the  more  recent 
Weather  Bureau  record  at  Independence.  The  latter  covers  the  periods 
from  September,  1892,  to  August,  1895,  and  from  September,  1898, 
to  August,  1910,  so  that  there  are  26  seasons  for  which  precipi- 
tation records  are  available  at  Independence.  To  supplement  this 
record,  twenty  standard  Weather  Bureau  rain  gauges  were 
established,  and  observations  were  made  during  the  seasons  1908-09 
and  1909-10  (Plate  I).  These  gauges  were  distributed  sys- 
tematically over  the  valley  floor  and  outwash  slopes,  and  could  all  be 
reached  during  one  day  by  three  mounted  observers  stationed  at  points 
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in  the  valley  where  shelter  was  available.  Four  records  were  also 
available  in  Owens  Valley,  outside  of  the  Independence  Basin,  at 
Bishop,  Lone  Pine,  Laws,  and  Keeler.  The  Bishop  and  Lone  Pine 
records  are  kept  by  co-operative  Weather  Bureau  observers,  and  cover 
15  and  5  years,  respectively.  The  Laws  and  Keeler  records  are  kept 
by  railroad  agents,  and  are  for  13  and  24  years. 

The  distribution  of  total  precipitation,  with  respect  to  geographic 
location,  in  the  Independence  Basin  and  adjoining  areas  depends 
to  a  great  extent  on  topographic  features,  notably  mountain  ranges 
and  valleys,  although  a  consistent  variation  is  also  evident  with  changes 
in  latitude.  The  controlling  topographic  feature  is  the  Sierra  Nevada, 
which  has  a  general  northwest  and  southeast  trend. 

This  relation  of  precipitation  and  topography  is  well  shown  by 
studying  observations  made  along  cross-sections  of  the  Sierra  Nevada 
laid  out  at  right  angles  to  the  trend  of  the  range.  Two  such  sections 
are  indicated  on  Fig.  1  as  the  Central  Pacific  and  Mokelumne  Sections. 
The  relations  of  mean  annual  precipitation,  altitude,  topographic  posi- 
tion, and  profiles  of  ground  surface  are  presented  graphically  for  the 
two  sections  in  Diagrams  1  to  6  of  Plate  II.  The  marked  similarity 
in  the  curves  for  the  two  sections  indicates  that  the  quantity  of  pre- 
cipitation at  points  in  a  transverse  section  of  the  range  conforms  to 
some  general  law.  Elevation,  obviously,  is  not  the  controlling  factor, 
for  above  the  5  000-ft.  level  the  precipitation  decreases  with  increase 
in  altitude.  The  slope  of  the  ground  surface  appears  to  be  the  most 
important  element  involved,  as  is  seen  from  Diagrams  2,  3,  5,  and  6 
of  Plate  II.  The  phenomenon  results  from  the  condensation  of 
aqueous  vapor  due  to  adiabatic  cooling  of  masses  of  moist  air  driven 
up  the  slope  of  a  mountain  range  by  the  prevailing  winds.  The  region 
of  maximum  precipitation  is  at  the  lower  cloud  limit  on  the  windward 
slope  of  the  range,  and  above  this  the  latent  heat  liberated  by  con- 
densation raises  the  temperature  above  the  dew  point,  resulting  in 
decreased  precipitation.  After  crossing  the  summit  of  a  high  range, 
the  descending  mass  of  air  contracts  in  volume,  thereby  raising  the 
temperature  rapidly  above  the  dew  point  and  resulting  in  marked  de- 
crease of  precipitation. 

The  increase  of  precipitation  with  elevation  was  first  observed  by 
Mr.  S.  A.  Hill,*  in  studying  rainfall  in  the  northwest  Himalayas  of 

*  "California  Hydrography,"  by  J.  B.  Lippincott,  M.  Am.  See.  C.  E.,  Water  Supply 
Paper  No.  81,  U.  S.  Geological  Survey,  p.  854. 
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India,  and  he  developed  for  that  region  the  empirical  formula, 
R  =  l-\-  1.92h  —  0.40/i2  +  0.02/^^  in  which  R  represents  the  quantity 
of  rain  and  h  the  relative  height,  in  units  of  1  000  ft.,  above  an  assumed 
plane  which  is  itself  1  000  ft.  above  sea  level.  This  equation,  when 
platted,  gives  a  curve  very  similar  to  that  shown  in  Diagrams  1  and  4 
of  Plate  II,  the  plane  of  maximum  rainfall  being  4  160  ft.  above  sea 
leveL  The  equation  does  not  apply  to  conditions  on  the  leeward  slope 
of  a  range,  however,  to  judge  by  the  discontinuity  at  the  crest  line 
shown  on  the  Sierra  Nevada  curves.  The  straight-line  relation  be- 
tween precipitation  and  elevation,  which  is  often  assumed  in  engineer- 
ing computations,  thus  appears  to  have  a  very  limited  use,  and  to  be 
at  best  a  rough  approximation. 

The  Los  Angeles  Aqueduct  precipitation  stations  in  Owens  Valley 
lie  in  three  groups,  indicated  on  Fig.  1  and  Plate  I,  as  the  Taboose, 
Oak,  and  Pairs  Sections.  The  2-year  records  for  these  stations  were 
reduced  to  averages  by  comparison  with  the  26-year  record  at  Inde- 
pendence. The  platted  curves  for  these  sections  (Plate  II)  are  all 
similar  in  shape,  and  agree  with  the  desert  slope  portion  of  the  Cen- 
tral Pacific  and  Mokelumne  curves.  The  highest  point  on  each  of  the 
Owens  Valley  curves  was  obtained  from  the  measured  run-off  of  the 
canyons  crossed  by  the  section  and  a  run-off  factor  chosen  after  care- 
ful study  of  precipitation  and  run-off  data  for  Kings  River,  which 
drains  the  slope  of  the  Sierra  Nevada  to  the  west.  The  precipitation 
at  the  mouth  of  the  canyons  was  known  from  the  rain  gauge  observa- 
tions, and  the  average  precipitation  over  each  canyon  from  the  run- 
off. Most  of  these  canyon  drainage  areas  are  isosceles  triangles  in 
plan,  the  base  being  along  the  crest  of  the  mountains.  Also,  judging 
by  the  Central  Pacific  and  Mokelumne  Sections,  the  precipitation  in- 
creases uniformly  from  the  base  of  the  mountains  on  the  desert  side 
to  the  summit.  Hence,  the  precipitation  at  the  center  of  area  of  each 
drainage  basin  is  equal  to  the  average  precipitation  over  the  whole 
area,  and  the  precipitation  at  the  summit  is  obtainable  by  a  simple 
proportion. 

Preliminary  to  the  establishment  of  isohyets  or  lines  of  equal  an- 
nual precipitation  for  the  Independence  Basin,  a  broad  study  of  pre- 
cipitation was  made  for  the  whole  Sierra  Nevada  range  from  Lake 
Tahoe  to  the  Mojave  Desert  (Fig.  1).  This  was  based  on  the  Cali- 
fornia Water  and  Forest  Association  rainfall  map  of  the  State,  pre- 
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DIAGRAM  NO.  T.- RELATION 
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NOTES 

Obsprratlona  on  Central  Pacific 
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by  U.S.  Weather  Burean. 
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of  Los  Angeles.  (See  Tables  16  and 
11.)  For  location  of  gauges  nee 
Dral  nage  Map  of  Sierra  Nevncla  &lts. 
and  Pi-ainage Map  of  Indppendcm'ts 
Region. 
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pared  in  1900,  as  revised  between  American  and  Kings  Rivers  by 
Edwin  Duryea,  Jr.,  M.  Am.  Soc.  C.  E.,  in  1908.  With  all  available 
rainfall  data  to  date,  including  the  Los  Angeles  Aqueduct  and  several 
private  records,  the  writer  has  made  further  revisions  over  the  South- 
ern Sierra  and  Owens  Valley.  The  Water  and  Forest  Association  iso- 
hyets,  as  amended  by  Mr.  Duryea,  appear  on  Fig.  1  as  solid  lines,  and 
revisions  proposed  by  the  writer  are  represented  by  dotted  lines. 
Isohyets  are  shown  with  greater  detail  for  the  Independence  Basin  on 

Plate  I.  o  T. 

Stream  Flow. 

Stream  flow  data  essential  to  the  determination  of  inflow  and  out- 
flow for  an  underground  reservoir,  are  the  run-off  from  precipitation, 
the  seepage  from  or  into  stream  channels,  and  the  flow  of  springs. 
Precipitation  which  finds  its  way  into  surface  streams  without  ab- 
sorption may,  along  some  portion  of  the  channel,  percolate  into  porous 
gravels  and  join  the  subterranean  supply.  On  the  other  hand,  water 
may  escape  from  the  underground  reservoir  by  seepage  into  stream 
channels  where  the  general  water  plane  is  at  a  higher  elevation  than 
mean  water  level  in  the  stream.     Escape  may  also  occur  from  springs. 

The  problem  in  the  Independence  Basin  was,  first,  to  classify  the 
surface  as  to  run-off  characteristics  and  determine  the  run-off  from 
each  subdivision;  second,  to  ascertain  seepage  losses  from  the  seven- 
teen tributary  mountain  streams  between  the  canyon  mouths  and 
the  valley  floor;  third,  to  determine  the  flow  of  springs  which  repre- 
sent water  escaping  from  the  basin;  and  fourth,  to  ascertain  whether 
Owens  River  made  or  lost  water  in  passing  through  the  basin. 

Bun-oif. — It  was  early  observed  that  the  run-off  characteristics  of 
the  four  areas  into  which  the  region  was  classified  for  study  (Table  1) 
were  similar. 

The  clay  soils  of  the  valley  floor  occasionally  yield  a  small  run-off 
during  and  following  winter  precipitations  of  1  in.  or  more  in  24 
hours,  or  warm  rain  falling  on  old  snow.  This  water  gathers  and  passes 
off  into  Owens  River  within  a  few  hours  by  way  of  four  waste  chan- 
nels. A  study  of  the  available  data  shows  that  the  average  total  run- 
off from  precipitation  on  the  valley  floor  is  about  2  sec-ft.  of  continu- 
ous flow. 

The  outwash  slopes  yield  no  appreciable  surface  run-off,  on  ac- 
count of  the  porous  gravel  formation  and  the  great  depth  to  ground- 
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water.  This  fact  has  heen  established  by  repeated  observations  dur- 
ing and  after  rainstorms  and  thaws,  and  is  confirmed  by  the  notice- 
able absence  of  recent  drainage  channels  or  washes,  except  those  of 
streams  which  derive  their  water  from  high  mountain  drainage  areas. 

The  intermediate  mountain  slopes  yield  a  small  run-off  during  May 
and  June,  when  the  temperature  at  that  level  is  sufficient  to  melt  the 
accumulated  winter  snow,  but  the  small  streams  do  not  advance  far 
over  the  outwash  slopes  before  they  are  entirely  absorbed.  If  the  pre- 
cipitation of  the  preceding  winter  is  below  normal,  the  snow  melts 
before  the  hot  weather  comes,  and  is  absorbed  at  once.  Springs  are 
common  along  the  lower  borders  of  these  slopes,  the  source  being  the 
melted  snow  absorbed  by  the  porous  material  above  and  brought  to  the 
surface  where  it  comes  into  contact  with  impervious  formations.  In 
only  a  few  places  does  such  water  find  its  way  into  living  streams. 

The  high  mountain  drainage  areas  have  an  abundant  run-off,  and 
perennial  streams  flow  from  all  but  one  of  them.  The  source  of  this 
water  is  precipitation,  in  the  form  of  snow  and  rain,  which  falls  within 
the  drainage  areas,  and  to  a  small  extent  snow  dust  carried  over 
the  summits  by  the  prevailing  west  and  northwest  winds  of  winter 
and  spring.  For  all  practical  purposes,  the  average  discharge  at  the 
mouth  of  the  canyon  represents  the  average  precipitation  within  the 
drainage  area  minus  losses  by  evaporation  from  exposed  snow  sur- 
faces.   The  underflow  from  these  areas  is  negligible. 

Stream  discharge  from  the  canyons  is  at  a  minimum  from  Septem- 
ber to  April.  The  flow  during  these  months  is  remarkably  uniform, 
and  is  entirely  uninfluenced  by  the  current  storms,  though  from  70  to 
80%  of  the  annual  precipitation  occurs  between  November  1st  and 
March  31st.  The  low-water  flow  is  derived  from  springs  and  from  the 
slow  melting  of  the  snow  layer  exposed  to  the  earth's  latent  heat. 
Streams  are  usually  frozen  over  by  November,  and  as  late  as  April 
they  flow  nearly  to  the  mouths  of  the  canyons  in  tunnels  under  the 
snow.  Between  April  1st  and  20th  air  temperatures  increase  sufficiently 
to  melt  the  snow  at  the  lower  elevations,  and  the  streams  begin  to  rise. 
There  is  an  increase  in  air  temperatures  and  stream  flow  from  this 
date  until  the  maximum  flood  crest  is  reached,  some  time  between 
June  15th  and  July  16th,  depending  on  the  quantity  of  snow  to  be 
melted.     Stream  flow  then  decreases  until  some  time  in   September, 
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after  which  low  water  prevails.  About  70%  of  the  annual  run-off  of 
the  streams  occurs  during  May,  June,  July,  and  August. 

Percolation  from  Stream  Channels. — The  United  States  Geologi- 
cal Survey  gauging  stations  on  streams  draining  the  high  mountain 
areas  are  at  the  lower  edges  of  the  outwash  slopes,  just  above  the  di- 
vision boxes  which  apportion  the  water  for  use  on  the  ranches  of  the 
valley  floor.  After  leaving  its  canyon  each  stream  traverses  several 
miles  of  channel  before  reaching  the  gauging  station,  and  preliminary 
observations  in  June,  1908,  showed  that  considerable  water  (in  some 
streams  50%)  disappeared  between  the  two  points.  It  was  necessary, 
therefore,  either  to  establish  regular  gauging  stations  at  the  canyon 
mouths  and  depend  on  records  for  short  periods,  or  to  devise  some 
means  of  computing  the  run-off  from  the  high  mountain  areas  from 
the  existing  Government  records,  which  extended  over  6  years.  The 
latter  method  was  chosen,  and  the  results  have  proved  very  satisfac- 
tory. 

The  loss  from  these  stream  channels  occurs  as  percolation  into 
the  porous  alluvial  material,  direct  evaporation  from  water  surface, 
and  transpiration  from  vegetation  growing  along  the  stream  borders. 
Evaporation  and  transpiration  losses  were  too  small  to  be  detected  in 
current-meter  work.  As  the  expense  of  installing  and  maintaining 
weirs  was  prohibitive,  the  problem  resolved  itself  into  a  study  of  per- 
colation from  stream  channels. 

There  are  three  factors  to  be  considered  in  a  study  of  the  sub- 
ject: the  rate  of  percolation,  the  area  through  which  percolation  occurs 
(the  wetted  perimeter),  and  the  period  of  time  during  which  a  given 
unit  of  water  is  exposed  (velocity  of  flow).  The  rate  of  percolation 
depends  on  (1)  the  character  of  the  channel  lining  and  the  medium 
surrounding  the  channel,  as  regards  size  of  pores  and  porosity;  (2)  the 
pressure  gradient,  depending  on  the  difference  in  level  of  the  surface 
of  the  water  in  the  channel  and  the  ground-water  surface;  and  (3)  the 
temperature  of  the  water. 

The  effect  of  an  increase  in  the  wetted  perimeter,  other  conditions 
being  the  same,  is  obviously  to  increase  the  percolation,  but  such 
change  is  accompanied  by  a  proportionally  larger  increase  in  the  ve- 
locity of  flow,  which  reduces  the  time  of  exposure  of  a  given  volume 
of  water.  The  net  result,  considering  the  total  flow,  is,  therefore,  a 
proportionally  smaller  percolation,  although  this  effect  may  be  counter- 
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acted  to  a  certain  extent  by  the  scouring  of  a  non-porous  channel  lin- 
ing due  to  the  increased  carrying  power  of  the  stream.  The  whole 
rnatter  is  affected  by  so  many  indeterminate  conditions  that  a  general 
mathematical  analysis  is  impossible,  but,  with  these  ideas  in  view,  a 
study  was  made  of  each  channel  within  the  ordinary  range  of  tempera- 
ture and  discharge. 

*'•  The  field  work  consisted  of  making  comparative  current-meter 
measurements  at  upper  and  lower  stations  on  each  creek,  giving  proper 
allowance  of  time  for  the  passage  of  water  between  the  two  points. 
The  measurements  were  made  at  intervals  of  from  6  weeks  to  2  months, 
and  extended  over  the  period  from  June  15th,  1908,  to  September  loth, 
1909,  including  the  high-water  periods  of  wet  and  dry  seasons.  Gaug- 
ing sections  were  prepared  at  the  mouth  of  the  canyon  on  each  creek. 
Estimates  of  the  time  required  for  the  passage  of  water  between  sta- 
tions were  based  on  actual  trial  with  aniline  dye.  Very  little  fluctua- 
tion in  discharge  was  observed  in  any  of  the  creeks  between  8  a.  m.  and 
5  p.  M.,  even  in  the  high-water  period.  ''^'   "■''■^^■-' 

The  temperature  of  the  water  as  it  issues  from  the  canyons  varies 
from  35°  to  42°  Fahr.,  in  winter,  and  from  48°  to  53°  Fahr.,  in  sum- 
mer. In  winter  the  temperature  does  not  increase  much  as  the  water 
travels  toward  the  valley.  After  leaving  the  protecting  cover  of  the 
snow  in  the  canyons  during  December  and  January  the  water  actually 
becomes  colder,  ice  prevailing  for  several  weeks.  In  summer  there  is 
an  average  increase  of  10°  between  the  stations  at  the  mouth  of  the 
canyon  and  in  the  valley. 

Several  methods  were  attempted  for  generalizing  the  results,  but 
the  most  satisfactory  was  a  graphical  one,  in  which  losses  were  platted 
as  abscissas  and  stream  discharges  as  ordinates  with  rectangular  co- 
ordinates (Plate  III). 

It  was  found  that  for  each  channel  a  straight  line  expressed  the  re- 
lation of  these  two  quantities  from  April  to  October,  inclusive.  Dur- 
ing the  remaining  5  months,  the  relation  is  not  clear,  but  the  total 
loss  is  then  so  small  that  it  can  be  obtained  by  inspection  without  af- 
fecting the  accuracy  of  the  computed  discharge  at  the  mouth  of  the 
canyon.  Total  losses  are  platted  on  the  basis  of  discharge,  both  at 
lower  and  upper  stations,  so  that,  in  correcting  the  Government  rec- 
ords to  obtain  the  true  yield  from  high  mo\intain  drainage  areas,  the 
quantity  desired  can  be  obtained  at  once  by  entering  on  the  X-axis 
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the  discharge  at  the  lower  or  Government  station.  It  is  also  possible 
at  the  same  time  to  read  the  loss,  in  second-feet  to  the  mile,  from  the 
straight  line  below  the  X-axis. 

The  diagrams  on  Plate  III  were  prepared  for  the  puiiwse  of  com- 
puting (1)  seepage  losses  above  the  U.  S.  Geological  Survey  gauging 
stations,  and  (2)  the  actual  yield  of  high  mountain  drainage  areas. 
In  obtaining  the  field  data,  discharge  measurements  were  made  with 
small  Price  current  meters  during  the  period,  June  to  August,  1909, 
inclusive,  covering  a  season  of  small  run-off  and  one  of  large  run-off. 
The  accuracy  is  up  to  the  standard  for  a  stream  of  this  type.  Meas- 
urements of  medium  and  high  stages  were  difficult,  on  account  of  the 
rough  sections  and  very  high  velocities.  The  upper  gauging  station  is 
at  the  mouth  of  the  canyon,  or  below  impervious  dikes  forcing  seepage 
water  to  the  surface.  The  average  elevation  is  6  000  ft.  The  lower  sta- 
tion is  that  used  by  the  U.  S.  Geological  Survey  (unless  otherwise 
noted),  which  is  above  the  diversion  and  has  an  average  elevation  of 
4  100  ft.  Below  the  latter  there  is  ^  mile  or  more  of  channel  suffering 
a  large  seepage  loss  which  is  not  included.  The  length  of  the  channel 
was  obtained  by  scaling  from  the  Mt.  Whitney  Quadrangle,  and,  for 
Taboose,  Red  Mountain,  and  Tinemaha  Creeks,  from  a  triangulation 
survey.  Elevations  were  obtained  in  a  similar  manner.  In  using  the 
diagrams,  the  straight-line  relation  applies  from  April  to  October,  in- 
clusive, during  which  time  temperature  and  discharge  vary  similarly. 
The  dotted  portions  are  not  supported  by  field  data,  and  are  to  be  used 
with  judgment.  From  November  to  March,  inclusive,  temperature  is 
the  only  effective  variable,  and  arbitrary  values  for  loss  have  been 
selected.  Line  "A"  expresses  the  relation  of  total  loss  to  discharge  at 
the  U.  S.  Geological  Survey  Station;  Line  "B"  expresses  the  same  re- 
lation at  the  mouth  of  the  canyon;  and  Line  "C"  expresses  the  loss 
per  mile  to  discharge  at  the  mouth  of  the  canyon.  The  diagrams  are 
arranged  so  that  all  the  four  values  involved  may  be  obtained  by  en- 
tering any  one  of  them. 

There  are  some  interesting  conclusions  to  be  drawn  from  these  dia- 
grams. In  general,  the  quantity  of  water  percolating  from  the  chan- 
nels studied  varies  with  the  time  of  year  and  with  different  channel 
conditions.  Variation  with  the  time  of  year  is  due  to  the  combined 
effects  of  temperature,  area  of  wetted  perimeter,  and  velocity  of  flow. 
These  work  more  or  less  in  harmony  during  April  to  October,  inclusive, 


173  SAFE   YIELD   OF    UNDERGROUNC   RESERVOIRS 

and  produce  the  straight-line  relation  of  total  loss  and  discharge.  From 
November  to  March,  inclusive,  canyon  discharges  remain  practically 
constant,  showing  that  variations  are  largely  controlled  by  temperature. 
Discharges  are  then  so  small,  however,  that  errors  of  measurement  are 
appreciable,  and  losses  by  evaporation  have  greater  weight,  so  that  the 
true  relation  of  loss  and  temperature  does  not  appear.  A  possible 
relation  between  total  loss  and  temperature  is  suggested  by  the  results 
on  Division  Creek,  where  the  discharge  at  the  mouth  of  the  canyon 
was  practically  uniform  during  the  period  of  study.  Using  as  ordinates 
the  mean  air  temperature  at  Independence  for  the  30  days  preceding 
each  date  of  measurement,  we  obtain  a  straight  line  which  crosses  the 
Z-axis  at  about  35  degrees.  A  line  supported  by  additional  data  might 
cross  nearer  32°,  the  temperature  at  which  percolation  becomes  physi- 
cally impossible. 

The  character  of  the  surrounding  medium  was  the  only  channel 
condition  which  noticeably  affected  percolation.  The  loss  from  a 
channel  crossing  fissured  lava,  even  where  the  lava  was  covered  by  a 
thin  sheet  of  alluvium,  was  30%  greater  than  that  in  coarse  alluvium. 
The  streams  studied  do  not  overflow  their  channels,  so  that  the  effect 
of  varying  channel  slopes  and  wetted  perimeter  could  not  be  studied. 

The  run-off  from  each  mountain  canyon  was  computed  from  U.  S. 
Geological  Survey  monthly  mean  discharge  records,  by  use  of  the  dia- 
grams. The  results  are  summarized  in  Tables  4  and  5.  The  missing 
seasons  were  estimated  from  the  unbroken  records  of  neighboring 
streams  after  a  detailed  study  of  yield  per  square  mile  and  annual  de- 
parture from  normal  for  each  stream.  The  long-term  mean  discharge 
was  obtained  by  comparison  with  the  Kings  River  record,  which  covered 
21  years.  This  stream  was  chosen  because  its  drainage  area  adjoined 
most  of  the  Owens  Valley  streams  and  because  conditions  affecting 
run-off  were  more  nearly  similar  than  on  any  other  stream.  The  re- 
sults indicate  that  the  total  annual  mountain  run-off  during  the  period 
of  record  was  153  annual  sec-ft.  and  the  normal  130  annual  sec-ft. 
This  total  does  not  include  Red  Mountain  and  Tinemaha  Creeks, 
which  pass  out  of  the  basin  after  crossing  a  portion  of  the  outwash 
slope.  The  normal  run-off  per  square  mile  for  streams  north  of  the 
Kings-Kern  divide  with  60%  or  more  of  area  above  10  000  ft.,  is 
1.75  sec-ft.,  and,  for  streams  similarly  situated,  with  less  than  60% 
above  10  000  ft.,  1.18.     For  streams  south  of  the  Kings-Kern  divide, 
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TABLE  4. — Seasonal  Discharge,  in  Second-Feet,  at  United  States 
Geological  Survey  Stations,  of  Creeks  Tributary  to  Inde- 
pendence Eegion. 

(Figures  in  parentheses  are  estimated.) 


Creek. 

Year  Beginning  September  1st. 

Observed 
5-year 
mean. 

Com- 
puted 

1904. 

1905. 

1906. 

1907. 

1908. 

1909. 

21 -year 
mean. 

(5.7) 
(3.9) 
0 
(3.9) 

11.4 
5.4 
0 

7.2 

5.4 

(1.0) 

31. H 

28.5 

(2.8) 
23.1 
8.0 
18.6 
(1-0) 

10.3 
6.6 

0 

10.9 
(7.6> 
(1.0) 
23.9 

22.5 

3.1 

11.0 

4.8 
10.9 
(0.5) 

4.7 
3.8 
0.0 
•7.6 
(5.0) 
0.8 
15.8 

11.8 

0.8 
7.2 
2.0 
6.5 
(0) 

8.6 
6.4 
0 

9.7 

7.3 

0.9 

30.8 

25.8 

6.3 
12.9 

6.1 
13.0 

(0.5) 

5.9 
5.3 

0 

9.9 
7.2 
0.2 
18.4 

17.2 

1.1 

7.7 
2.4 
6.8 
0 

8.2 

5.5 

0 

9.1 

6.5 

0.6 

ai.i 

21.2 

2.8 
12.5 

4.7 
11.2 

0.4 

6  5 

4  3 

0 

7.2 

Sawmill 

5  1 

Thibaut 

(0.5) 
(13.0) 

(10.7) 

0.5 

Oak 

19.0 

Little  Pine 1 

Pinyon f 

Symmes 

16.7 
2.2 

Shepard  

9.8 

Bairs 

3.7 

George  

8.8 

(6) 

0.3 

144.2 

113.1 

66.0 

128.3 

82.1 

106.7 

81.0 

Percentage  of  totals  at 
mouth  of  canyon 

68 

63 

61 

66 

63 

65 

65 

TABLE    5. — Seasonal    Discharge,    in    Second-Feet,    at    Mouth    of 

Canyon,  of  Creeks  Tributary  to  Independence  Region,  mah-: 

(Figures  in  parentheses  ar6  estimated.)  '  ..j.ilrr:- 


Creek. 

Y'ear  Beginning  September  1st. 

Observed 
6-year 
mean. 

Com- 
puted 

1904. 

1905. 

1906. 

1907. 

1908. 

1909. 

21-year 
mean. 

Taboose 

11.9 

7.6 

(3.9) 

(4.4) 

4.0) 

(1.9) 

16.7 

10.7 

(3.6) 

(3.5) 

(11.1) 

C4.8) 

^8.2) 

(2.8) 

19.2 

9.9 

(5.1) 

6.9 

6.5 

(3.1) 

4.3.2 

24.6 

(8.9) 

(8.8) 

31.4 

11.8 

23.8 

(7.8) 

20.4 
12.3 
(6.3) 
11.2 

9.1 
(4.4) 
33.8 
20.5 
(6.6) 

7.0 
18.9 

7.7 
16.5 
(5.7) 

9.8 
7.2 
(3.7) 
6.9 
5.5 
f2.7) 
21.2 
12.0 
(4.2) 
3.7 
13.5 
4.2 
9.8 
(4.2) 

16.0 

11.2 

(5.7) 

8.7 

7.3 

(3.5) 

42.6 

24.3 

9.2 

10.2 

2.09 

9.4 

18.7 

(6.8) 

12.4 

10.2 

(5.2) 

9.5 

7.2 

(3.4) 

25.0 

16.7 

3.5 

4.9 

14.1 

4.8 

10.3 

(3.7) 

15.0 
9.8 
5.0 
7.9 
6.6 
3.2 

30.4 

18.1 
6.0 
6.2 

18.3 
7.0 

14.6 
5.2 

12  7 

8  3 

4  2 

6  7 

Sawmill 

5  6 

Thibaut 

2  7 

Oak 

25  8 

Little  Pine 

15  3 

Pinyon 

4  8 

Symmes 

5  3 

Shepard 

15  5 

Bairs 

5  9 

12  4 

Hogback  

4  4 

94.6 

211.0 

180.4 

108.6 

194.5 

130.9 

153.3 

129.6 

Percentage     reacliing 
U.  S.  G.  S.  Stations. 

68 

63 

61 

66 

.63 

65 

65 
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the  normal  run-off  is  1.36  and  0.86  sec-ft.,  respectively.  It  is  also 
of  interest  to  note  that  only  65%  of  this  run-off  reaches  the  Govern- 
ment gauging  stations. 

Springs. — The  occurrence  of  springs  in  the  basin  is  due  to  the  re- 
appearance of  water  which  originally  fell  within  its  boundaries  as 
precipitation  and  was  absorbed.  There  are,  in  general,  three  types  of 
springs  which  give  rise  to  surface  streams:  those  which  derive  their 
supply  from  precipitation  on  the  intermediate  mountain  slopes,  and 
appear  at  the  base  of  these  slopes ;  those  which  derive  their  supply  from 
precipitation  and  stream  percolation,  and  appear  along  the  upper  edge 
of  the  grass  land;  those  which  derive  their  supply  from  precipitation  on 
lava  flows,  and  appear  at  the  lower  borders  of  the  flows. 

The  springs  of  the  first  type  are  not  deep  seated;  they  represent  the 
drainage  from  the  superficial  deposits  lying  on  the  triangular  moun- 
tain slopes  between  canyons.  The  temperature  of  their  water  is  about 
47°  or  48°  Fahr.,  and  the  flow  in  many  of  them  increases  in  early  sum- 
mer and  decreases  during  late  summer  and  autumn.  The  water  from 
most  of  these  springs  sinks  into  the  porous  gravels  of  the  outwash 
slope,  and  joins  the  main  body  of  ground-water  in  the  basins. 

The  line  of  springs  along  the  upper  edge  of  the  grass  land  repre- 
sents the  intersection  of  the  natural  surface  of  the  ground  and  the 
surface  of  the  ground-water.  The  water  has  penetrated  rather  deeply 
into  the  gravel  fill,  and  issues  with  a  temperature  of  about  62°  Fahr.. 
which  is  5°  higher  than  the  mean  annual  temperature  at  Independence 
and  1°  lower  than  that  of  water  flowing  from  Artesian  wells  in  the 
same  location.  The  flow  of  these  springs  is  variable,  being  least  in 
late  summer  and  greatest  in  early  spring,  with  regular  fluctuation 
between  these  dates,  evidently  depending  on  ground-water  stages  within 
the  grass  area.  Only  during  the  winter  months  is  the  discharge  suf- 
ficient to  be  the  source  of  surface  streams  which  flow  any  considerable 
distance,  and  even  then  there  are  only  a  few  of  such  streams  which 
reach  Owens  Eiver.  Most  of  the  yield  of  these  springs  is  lost  by 
evaporation  and  transpiration.  The  winter  discharge  of  individual 
springs  varies  from  0.5  sec-ft.  down  to  a  quantity  which  is  only 
enough  to  fill  small  pools  of  standing  water,  from  which  the  evapora- 
tion equals  the  yield.  The  total  winter  discharge  from  all  these 
springs  is  about  4  sec-ft. 
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The  springs  issuing  from  the  lava  formations  are  unique  in  having 
uniform  discharges  throughout  the  year  and  a  temperature  of  57° 
Fahr.  The  water  is  probably  derived  from  precipitation  on  the  lava 
surface,  absorbed  by  the  porous  rock,  and,  by  reason  of  the  peculiar 
formation,  gathered  and  delivered  at  the  lower  margin  of  the  flow. 
The  largest  of  these  is  Blackrock  Springs  (Plate  I),  9  miles  north  of 
Independence.  It  has  a  discharge  of  23  sec-ft.,  which  flows  out  across 
the  valley  floor  in  two  sloughs,  each  emptying  into  a  series  of  shallow 
lakes.  From  November  to  March,  inclusive,  an  average  flow  of  about 
7  sec-ft.  reaches  Owens  River,  but  during  the  remainder  of  the  year 
all  the  water  is  lost  by  seepage,  evaporation,  and  transpiration.  Hines 
Spring  is  3  miles  north  of  this  spring,  and  has  a  continuous  yield  of 
about  4  sec-ft.  Approximately,  1  sec-ft.  finds  its  way  into  Owens 
River  during  the  winter,  but  is  lost  during  the  remainder  of  the 
year.  Campbell  Spring  is  east  of  Owens  River,  1  mile  north  of  Aber- 
deen. It  has  a  yield  of  about  0.5  sec-ft.,  and  discharges  directly  into 
the  river.  Upper  and  Lower  Seeley  Springs  are  just  above  and  just 
below  Charlies  Butte,  and  discharge  directly  into  Owens  River.  The 
upper  spring  has  a  flow  of  9.5  sec-ft.,  which  is  included  in  measure- 
ments of  Owens  River  at  the  Butte.  The  lower  one  has  a  flow  of  1.5 
sec-ft. 

Owens  River. — Owens  River  flows  lengthwise  of  the  Independence 
Basin  for  29  miles,  although  the  actual  length  of  its  channel  is  possi- 
bly 20%  greater,  owing  to  its  sinuosity.  It  is  the  drainage  outlet  for 
the  waste  surface  water  of  the  region,  including  the  run-off  from  the 
valley  floor,  the  yield  of  springs,  and  a  small  portion  of  the  run-off 
from  high  mountain  drainage  areas.  In  order  to  account  for  all  es- 
caping surface  waters,  and  determine  the  condition  of  the  river  chan- 
nel with  regard  to  seepage,  observations  of  river  discharge  were  made 
daily  near  the  north  and  south  boundaries  of  the  region,  and  meas- 
urements of  discharge  into  and  diversion  from  the  river  channel  were 
made  between  these  two  points.  Complete  data  are  available  for  1909 
and  1910.  Analysis  of  these  data  shows  that  seepage  losses  occur  dur- 
ing high-water,  and  seepage  gains  during  low-water  stages.  The  net 
result  is  a  loss  between  Charlies  Butte  and  Whitney  Bridge,  which 
can  be  accounted  for  by  channel  evaporation.  The  water  plane  of  the 
valley  on  each  side  of  the  river  lies  between  high-  and  low-water  levels 
in  the  river.     Hence,  seepage  gain  and  loss  are  the  result  of  local  ab- 
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sorption  and  drainage  along  the  river  channel,  and  have  no  relation  to 
the  general  ground-water  situation  of  the  basin. 

Evaporation  and  Transpiration. 

Evaporation  from  Water  Surfaces. — Measurements  of  evaporation 
from  free  water  surfaces  were  made  under  three  conditions:  from  a 
pan  floating  in  a  body  of  water,  from  a  pan  placed  in  the  soil,  and  from 
a  deep  tank  placed  in  the  soil.  The  first  and  second  were  designed 
to  furnish  data  regarding  evaporation  from  reservoir  surfaces  and 
from  areas  of  shallow  flood  water,  respectively.  The  third  was  desired 
for  purposes  of  comparison  with  records  of  evaporation  from  soil.  The 
pans,  which  were  of  the  pattern  used  by  the  U.  S.  Reclamation  Service, 
were  3  ft.  square  and  10  in.  deep,  and  were  of  galvanized  sheet-iron. 
Observations  were  made  by  replacing  the  quantity  evaporated  with  a 
cup  having  a  capacity  equal  to  a  depth  of  0.01  in.  in  the  pan.  The 
initial  height  of  the  water  surface  was  such  that  a  pin,  projecting 
from  the  center  of  the  pan  and  remaining  at  a  fixed  height,  2  in.  be- 
low the  rim,  was  just  submerged.  The  deep  tank  was  circular,  3^  ft. 
in  diameter  and  4  ft.  deep,  and  observations  were  made  in  a  stilling 
well  with  a  hook-gauge  and  vernier  scale  reading  to  0.01  in.  The  rec- 
ords were  all  kept  near  Independence,  and  observations  were  made 
every  second  day  in  summer  and  every  fourth  day  in  winter. 

The  record  for  the  pan  in  water  (Table  6)  is  available  from  August 
4th,  1908,  to  June  1st,  1911.  The  pan,  Fig.  3,  at  first,  was  in  Black- 
rock  Slough,  but  was  moved  to  its  final  location,  in  Owens  River  at 
Citrus  Bridge,  on  May  7th,  1909.  The  pan  was  supported  by  a  timber 
float,  which  protected  it  from  splashing  water.  The  depth  of  water 
beneath  the  pan  varied  from  1  to  5  ft.,  depending  on  the  river  stage. 
The  river  water  had  a  moderate  velocity,  and  varied  in  temperature 
from  about  75°  Fahr.,  in  summer,  to  about  40°  Fahr.,  in  winter.  The 
river  banks  averaged  4  ft.  high  above  the  water  surface,  and  the  pan 
was  about  30  ft.  from  them.  Rain  gauge  ISTo.  18  was  100  ft.  away,  on 
the  river  bank,  and  was  observed  in  connection  with  the  evaporation 
record. 

The  record  for  the  pan  in  soil  is  broken.  It  extends  from  August 
1st,  1909,  to  November  30th,  1909,  and  from  March  14th,  1910,  to 
June  1st,  1911.  The  pan,  Fig.  4,  was  in  the  valley  floor  at  the  soil 
evaporation   experiment  station,   about  3  miles  east  of  Independence. 
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It  was  set  in  a  shallow  excavation  with  soil  banked  up  to  about  half 
the  depth  of  the  pan.  Water  temperatures  range  from  95°  Fahr.,  in 
summer,  to  32°  Fahr.,  in  winter.  The  surface  temperature  was  about 
1°  warmer  than  that  for  the  mixed  contents  of  the  pan.  Table  7  sum- 
marizes the  results  by  months  for  this  pan,  and,  by  comparing  it  month 
by  month  with  the  evaporation  from  the  pan  in  water,  an  average  ex- 
cess of  about  33%  is  observed.  This  is  probably  due  to  the  higher 
temperature  of  the  water  in  the  pan  in  soil  during  the  hours  of  sun- 
light. 

TABLE  6. — Depth  of  Evaporation,  in  Inches,  From  Water  Surface 
Near  Independence  (Pan  in  Water), 


1908. 

1909. 

1910. 

1911. 

Average 
percent- 

Month. 

Total. 

Rate 
per  24 
hours. 

Total. 

Rate 
per  24 
hours. 

Total. 

Rate 
per  24 
hours. 

Total. 

Rate 
per  24 
hours. 

ape  of 

annual 

evapoj'a- 

tion. 

1.65 
2.35 
3.70 
6.25 
8.01 

0.053 
0.084 
0.119 
0.208 
0.258 

1.60 
2.40 
4.70 
7.30 
9.60 
10.10 
10.40 
8.00 
6.60 
3.90 
2.60 
(1.85) 

0.052 
0.086 
0.152 
0.243 
0.310 
0.337 
0.335 
0.258 
0.220 
0.126 
0.087 
0.060 

1.75 
2.50 
5.15 
7.05 
8.29 
a. 90 
8.50 
8.20 
6.30 
4.20 
2.36 
1.24 

0.056 
0.089 
0.166 
0.235 
0.267 
0.330 
0.274 
0.264 
0.210 
0.135 
0.079 
0.040 

2 

4 

7 

11 

13 

15 

July 

14 

August 

September 

*4.90 
5.80 
3.50 
2.50 
1.50 

0.2S2 
0.176 
0.113 
0.0S3 
0.048 

12 

10 

6 

4 

2 

1 

69.05 

0.189 

65.44 

0.179 

100 

*  August  10th  to  31st,  inclusive. 

The  deep-tank  record  extends  unbroken  from  April  16th,  1909,  to 
Dec.  31st,  1911.  The  tank.  Fig.  6,  was  at  the  soil  evaporation  experi- 
ment station,  and  was  set  in  the  soil  with  the  upper  rim  flush  with 
the  surface.  The  water  surface  was  not  allowed  to  fall  more  than  4 
in.  below  the  rim.  The  temperature  of  the  surface  water  varied  from 
80°  Fahr.,  in  the  heat  of  summer  to  freezing  in  winter.  Except  during 
freezing  weatlier,  the  average  temperature  of  the  contents  of  the  tank 
was  5°  less  than  that  of  the  surface  layer.  The  presence  of  the  sur- 
rounding soil  makes  the  range  in  temperature  less  than  that  for  the 
shallow  pan.  The  record,  which  is  presented  in  Table  8,  indicates  an 
annual  depth  of  evaporation  practically  equal  to  that  from  the  pan  in 
water  at  Citrus  Bridge.     The  monthly  distribution  is  more  uniform. 
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TABLE  7. — Depth  of  Evaporation,  in  Inches,  From  Water  Surface 
Near  Independence  (Pan  in  Soil), 


1909. 

1910. 

1911. 

Month. 

Total. 

Rate 

per  24 
hours. 

Percent- 
age of 
evapora- 
tion from 
pan  in 
water. 

Total. 

Rate 
per  24 
hours. 

Percent- 
age of 
evapora- 
tion from 
pan  in 
water. 

Total. 

Rate 

per  24 
hours. 

Percent- 
age of 
evapora- 
tion from 
pan  in 
water. 

2.25 
2.25 
4.80 
8.12 
10.25 

0.073 
0.080 
0.155 
0.271 
0.380 

138 

February . . . 

95 

*4.25 

9.50 

10.61 

11.95 

12.55 

11.80 

8.80 

5.60 

2.85 

1.60 

0.286 
0.316 
0.342 
0.398 
0.405 
0.381 
0.293 
0.180 
0.095 
0.052 

130 

April 

185 
128 
121 
148 
144 
140 
133 
121 
129 

130 

May 

128 

July 

10.70 
8.50 
5.80 

0.345 
0.283 
0.187 
0.127 

134 
129 

149 
146 

September.. 
October 

November... 

3.80 

133 

*  March  14th  to  31st,  inclusive. 


TABLE  8. — Depth  of  Evaporation  From  Water  Surface  Near 

Independence. 
Deep  Tank  in  Soil. 


1909. 

1911. 

a 

1910. 

o 

oSj3 

a   . 

.2|i2 

"ofl 
®  2  a  t,' 

.5,.- 

•sis 

o  a 

.sis 

geof 
tion 
an 
er. 

»  t  o    . 

Month. 

a   . 

o!  cd  0,<J 

,0; 

«  c3  O.)-; 

,iB 

Percenta 

evapora 

from  p 

in  wat 

Perce 

annual  e 

durir 

m 

O  CI 

Percent 

evapor 

from 

in  wa 

^•9 

ScdO 

Percent 

evapor 

from 

in  wa 

5^ 
g-9 

2.00 
2.90 
5.60 
7.40 

0.064 
0.104 
0.180 
0.246 

114 
116 
109 
105 

2.30 
2.55 
3.95 
6.80 

0.074 
0.091 
0.137 
0.336 

189 

108 
107 
84 

3 

Feb 

4 

7 

Apr 

2.90* 

0.193 

10 

May 

7.50 

0.^2 

78 

7.71 

0.248 

93 

7.90 

0.254 

77 

12 

June 

7.80 

0.260 

77 

8.60 

0.287 

87 

6.65 

0.232 

11 

July 

7.90 

0.354 

76 

8.30 

0,268 

98 

8.60 

0.277 

13 

Aug 

8.20 

0.264 

102 

8.80 

(1.384 

107 

9.65 

0.311 

14 

Sept 

7.20 

0.240 

109 

7.30 

0.243 

116 

7.16 

0.239 



11 

Oct 

5.00 

0.161 

128 

5.15 

0.166 

123 

4.90 

0.158 

7 

Nov 

3.30 

0.110 

127 

3.10 

0.108 

131 

3.00 

0.100 

5 

Dec 

(2.20) 

0.071 

119 

2.15 

0.069 

173 

(3.5^)) 

0.081 

4 

Totals.. 

69.01 

0.188 

106 

65.96 

0.180 

100 

■  For  period,  April  16th  to  30th,  inclu-sive. 


Pig.   6. — Deep-Water  Evaporation  Tank. 


Fig.   7. — Soil  Tank  No.   3  in   Operation. 
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there  being  70%  of  the  total  during  the  6  summer  months  and  a  differ- 
ence of  27  in.  between  summer  and  winter  evaporation.  The  effect  on 
evaporation  of  the  modified  temperature  extremes  of  the  soil  is  well 
shown  by  comparison  with  the  record  for  the  pan  in  water  (Table  6). 
The  temperature  conditions  for  the  deep  tank  agree  closely  with  those 
of  the  surrounding  soil. 

Evaporation  from  Ground  Surface. — Water  in  the  surface  layers  of 
the  ground  is  subject  to  evaporation,  either  directly  from  the  soil  or 
through  vegetation  by  the  process  of  transpiration.  It  is  available  for 
evaporation  in  Owens  Valley  under  two  conditions :  temporarily,  fol- 
lowing a  rainstorm  or  sudden  thaw,  and  permanently,  within  areas 
where  the  average  depth  to  ground-water  does  not  exceed  8  ft.  The 
total  evaporation  under  the  first  condition  is  relatively  unimportant, 
because  of  the  infrequency  of  storms  and  the  small  quantity  of  pre- 
cipitation, and  no  attempt  was  made  to  measure  it.  Under  the  second 
condition,  however,  evaporation  losses  are  large,  for,  not  only  is  soil 
capillarity  able  to  draw  gravity  water  to  the  surface,  but  roots  of 
vegetation,  such  as  wild  grass,  penetrate  the  soil  to  ground-water  and 
become  the  channels  by  which  a  large  quantity  of  moisture  is  conveyed 
into  the  atmosphere.  Evaporation  from  bare  soil  combined  with  trans- 
piration is,  in  fact,  the  most  important  element  entering  into  computa- 
tions relating  to  ground-water  for  this  region.  So  few  data  are  avail- 
able on  the  subject  that  extended  observations  were  undertaken. 

Owens  Valley  is  an  ideal  location  for  carrying  on  such  experi- 
ments. In  the  first  place,  the  source  of  water  available  for  evaporation 
may  be  kept  under  the  complete  control  of  the  observer  as  regards  the 
quantity  and  rate  of  supply.  Storms  are  rare,  and  the  total  precipita- 
tion is  small,  so  that  little  uncertainty  exists  from  this  cause  regard- 
ing the  quantity  of  percolation  from  precipitation  on  the  surface  of  a 
body  of  isolated  soil.  Second,  the  method  by  which  the  surface  soils 
of  the  valley  floor  are  kept  moist  can  be  reproduced  artificially  on  a 
small  scale  with  only  a  slight  departure  from  natural  conditions.  The 
source  of  supply  for  soil  moisture  is  a  permanent  ground-water  sur- 
face from  which  water  is  drawn  by  capillary  forces.  This  ground- 
water is  replenished  by  percolation  from  the  precipitation  and  surface 
water  of  the  intermediate  mountain  and  outwash  slopes,  which  seeps 
laterally  toward  the  valley  floor  and  lies  beneath  it  under  hydrostatic 
pressure    sufiicient    to   maintain    a    permanent    ground-water    surface. 
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Similar  pressure  can  be  reproduced  in  the  bottom  layer  of  an  isolated 
body  of  soil,  and  capillary  forces  can  be  depended  on  to  raise  moisture 
to  the  surface.  Finally,  the  large  annual  depth  of  evaporation  makes 
possible  a  more  accurate  determination  of  its  quantity  than  in  a  less 
arid  region.  Experiments  carried  on  under  these  conditions  have  been 
verj^  satisfactory. 

The  rate  of  evaporation  from  soil  depends  on  the  temperature  of 
the  air  and  soil,  the  quantity  of  moisture  already  in  the  immediately 
surrounding  atmosphere,  the  quantity  of  moisture  in  the  surface  lay- 
ers of  the  soil,  and  the  character  of  the  vegetation  and  other  soil  cov- 
ering. The  first  two  of  these  factors  have  the  same  effect  on  soil 
evaporation  as  on  tliat  from  a  free  water  surface — higher  air  and  soil 
temperatures  result  in  increased  evaporation,  as  does  also  dryer  at- 
mosphere or  increased  movement  of  wind.  The  third  factor  is  di- 
rectly proportional  to  the  rate  of  evaporation,  because  the  loss  of  mois- 
ture occurs  from  soil  grains  at  or  very  near  the  surface.  The  quantity 
of  moisture  in  the  soil  available  for  evaporation  thus  depends  on  the 
character  of  the  soil,  as  regards  capillarity  and  depth  to  the  ground- 
water surface.  For  example,  in  a  coarse,  sandy  soil,  "gravity  water" 
will  be  drawn  to  the  surface  through  the  capillary  spaces  from  depths 
not  exceeding  4  ft.,  and,  in  a  fine  sandy  or  clayey  soil,  water  will  be 
drawn  from  depths  as  great  as  8  ft.  The  last  factor,  the  extent  and 
character  of  vegetation,  affects  the  evaporation  rate  both  through  the 
activity  of  transpiration  and  the  effect  on  capillarity.  Plant  roots  are 
continually  absorbing  water  from  the  soil;  this  water  passes  off  into 
the  atmosphere  through  the  leaves,  and  the  evaporation  losses  from 
soil  are  greatly  increased  thereby.  The  roots  of  native  salt  grass 
will  penetrate  to  a  depth  of  8  ft.  in  search  of  water.  A  further  effect  of 
the  growth  of  vegetation  is  to  increase  the  vertical  capillary  flow  of 
moisture  through  soil  by  way  of  the  many  tubes  filled  with  the  rotted 
fiber  of  dead  roots.  These  tubes  are  the  result  of  years  of  growth, 
and  penetrate  the  soil  in  all  directions  above  the  ground-water  surface. 

The  purpose  of  the  experiments  was  to  obtain  data  sufficiently  com- 
plete to  compute  the  total  volume  of  water  annually  lost  by  evapora- 
tion and  transpiration  from  the  valley  floor.  This  involved  making 
observations  tinder  the  various  local  conditions  which  affect  soil  evap- 
oration. The  plan  was  to  reproduce  natural  conditions  in  isolated 
bodies   of   typical   soil   and   determine   the   evaporation   therefrom   for 
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varying  climatic  conditions,  depths  to  ground-water,  soils,  and  vege- 
tation. 

The  experimental  equipment  consists  of  two  galvanized-iron  tanks, 
6J  ft.  in  depth,  connected  at  the  bottom  by  an  18-ft.  length  of  galvan- 
ized pipe.  (See  Fig.  8.)  The  smaller  tank  is  2  ft.  4:^^.  in.  in  diame- 
ter, and  has  a  tight-fitting  cover.  The  larger  tank  is  7  ft.  5|  in.  in 
diameter,  and  has  a  system  of  branching  perforated  pipes  at  the 
bottom  connected  with  the  pipe  from  the  smaller  tank.  The  two  tanks 
and  all  connections  are  water-tight,  and  water  poured  into  the  smaller 
or  reservoir  tank  passes  into  the  larger  or  soil  tank  and  escapes 
through  the  perforations.  These  two  tanks  were  placed  in  excavations 
of  proper  size  to  receive  them,  the  soil  tank  was  filled  with  the  exca- 
vated soil,  and  the  reservoir  tank  was  filled  with  water.  A  6-in.  layer 
of  screened  gravel,  too  coarse  to  enter  the  rff-in.  perforations,  was 
laid  in  the  bottom  of  the  soil  tank  in  order  to  insure  an  uninterrupted 
and  well-distributed  feeding  of  water  from  the  reservoir  tank  into  the 
superimposed  soil.  As  soon  as  the  material  became  saturated  and 
capillary  action  was  established  to  the  surface,  the  water  level  in  the 
soil  was  brought  to  the  desired  depth  and  kept  there  by  supplying 
water  to  the  reservoir  tank  in  measured  quantities.  Volumetric 
measurements  of  water  poured  into  or  withdrawn  from  the  reservoir 
tanks  were  made  with  an  ordinary  gallon  measure.  Accumulation  or 
depletion  of  the  supply  in  the  reservoir  tank  was  determined  volumet- 
rically  by  measuring  the  depth  of  water  with  a  steel  tape.  The  vol- 
ume passing  out  of  the  reservoir  tank  during  a  given  period  represents 
the  total  evaporation  from  the  soil  tank  during  that  period. 

The  position  of  the  ground-water  surface  in  the  soil  tank  was  de- 
termined by  measuring  its  depth  below  the  ground  surface  in  2-in, 
augur  holes  bored  in  the  soil  to  a  proper  depth.  Measurements  were 
made  from  a  fixed  point  with  a  steel  tape  weighted  at  the  end  and 
chalked  before  each  observation.  Three  holes  were  placed  in  each 
tank,  half  way  between  the  center  and  rim,  on  radii  120°  apart.  The 
holes  were  not  bored  deep  enough  to  reach  the  bottom  layer  of  coarse 
gravel,  and  the  water  level  in  them  represented  the  ground-water  sur- 
face in  the  surrounding  soil.  An  average  of  the  observations  made  at 
a  given  time  was  assumed  to  represent  the  general  depth  to  ground- 
water for  the  tank  at  that  time.  The  tendency  of  the  sides  of  the  holes 
to  cave  in  and  the  bottom  to  fill  with  sand  was  controlled  by  casing 


184 


SAFE    YIELD   OF    UNDERGEOUND   RESEEVOIES 


£ 

^ 

-i 

n, 

" 

^ 

S 

-g 

a 

' 

<n 

H 

(/) 

(r  fr 

c 

en 

o 

o 

o. 

Tj 

^, 

-> 

U 

zl  -^ 

w    U 

o    \ 

-n        > 

H 

> 

Z 

J 

f^«      a 

?1 

lg  S~£   . 

=rn 

£•  : 

«l  ♦^ 

Tt  c  ,'j 

si      l 

"■     m 

'^,  ^ 

i     1 
1     P- 

^ 

s* 

S.  • 

£ 

1'  -  i  z; 

=4=  "• 

5  J  4   ? 

fl  I   " 

'^  X 

§•3  V 


X. 


1^ 


^3? 


=LV      I 


^'=l,s^e3fij|e:]| 


„ 

? 

— 

s- 

^o     z 

n 

£ 

D- 

o. 

i 

1 

B- 

f 

i 

r 

« 

zm     O 

fl> 

S 

a 

Ox       O 

t> 

f 

!; 

17113        > 

Z  s  ■i  =■   ^-     o 


SAFE   YIELD   OF   UXDEEGEOUND   RESERVOIRS  185 

them  with  2-in.  galvanized  sheet-iron  pipe  generously  perforated  with 
yL-in.  holes.  These  pipes  were  driven  so  that  the  top  was  just  flush 
with  the  ground  surface,  and  they  were  closed  at  the  top  with  wooden 
plugs.  In  some  of  the  tanks  it  was  found  impossible  to  bring  the 
ground-water  surface  to  the  desired  level  with  the  available  hydrostatic 
pressure  from  the  reservoir  tanks,  and  2-in.  holes  were  bored  between 
the  observation  holes  to  the  saturated  gravel  layer.  Water  usually 
rose  in  these  holes  to  the  same  height  as  in  the  reservoir  tank,  and,  by 
seeping  laterally  into  the  soil,  built  up  the  ground-water  surface.  It 
was  found  difficult  to  keep  these  holes  open  to  the  gravel,  however, 
and  the  water  level  in  most  of  them  eventually  represented  the  ground- 
water surface. 

Three  tank  sets  were  installed  in  the  open  valley  floor  east  of  Inde- 
pendence in  February,  1909.  The  surface  of  Soil  Tank  No.  1  was  bare 
sand ;  Nos.  2  and  3  (Fig.  7)  were  laid  with  salt-grass  sod.  The  initial 
plan  formulated  for  Tank  Sets  Nos.  1  and  3  was  to  hold  the  ground- 
water level  at  various  depths  below  the  ground  surface  for  periods  of  a 
few  weeks  during  the  summer  while  the  climatic  conditions  were  con- 
stant, in  order  to  obtain,  in  a  short  time  and  with  few  tanks,  trust- 
worthy results  of  a  general  nature.  The  movement  of  the  water  sur- 
face from  one  level  to  another  consumed  so  much  time,  however,  that 
winter  approached  before  the  experiments  on  the  lower  levels  were 
reached,  and  furthermore,  there  was  no  accurate  method  of  determin- 
ing the  volume  of  evaporated  water  represented  by  the  differences  in 
depth.  The  experience  of  the  first  year's  work  with  these  tanks 
showed  the  necessity  of  maintaining  a  fi:xed  ground-water  level  during 
a  complete  cycle  of  climatic  changes.  In  Soil  Tank  No.  2  it  was  at 
first  proposed  to  hold  the  ground-water  level  at  or  near  the  ground 
surface,  but  so  great  was  the  rate  of  summer  evaporation  that  this 
plan  was  found  to  be  impracticable  with  the  equipment  available.  To 
remedy  the  defect,  the  hydrostatic  pressure  from  the  reservoir  tank 
was  increased  by  soldering  to  it  a  3-ft.  extension,  but  this  was  not  used 
until  late  in  the  season.  This  experience  suggested  the  desirability 
of  placing  the  reservoir  tanks  above  the  soil  tanks  and  of  increasing 
the  size  of  the  feed  pipe. 

As  a  result  of  these  preliminary  observations,  four  additional  tank 
sets  were  installed  in  January,  1910.  The  reservoir  tank  outlets  were 
placed  about  l.Y  ft.  above  the  soil  tank  inlets,  and  1-in.  pipe  was  used 
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throughout.  The  new  soil  tanks  were  laid  with  salt-grass  sod,  which 
took  root  and  grew  in  every  tank.  The  general  plan  of  operation  for 
Tank  Sets  Nos.  2  to  T  was  to  supply  the  reservoir  tanks  with  water  in 
quantities  such  that  the  depths  to  ground-water  in  the  soil  tanks  were, 
respectively,  5  ft.,  4.5  ft.,  4  ft.,  3  ft.,  2  ft.,  and  1  ft.  Observations  were 
carried  on  continuously  on  the  six  tanks  during  the  two  years,  1910 

INFLUENCE  OF  ALTITUDE  ON  EVAPORATION 
FROM  WATER  SURFACE  ON  THE  EASTERN 
SLOPE  OF  MOUNT  WHITNEY,  CALIFORNIA. 
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and  1911.  The  operation  and  results  were  quite  satisfactory,  with  the 
exception  that  in  Tank  Set  No.  7  the  pressure  from  the  reservoir  tank 
was  not  sufficient  between  April  and  September  to  liold  the  water 
level  at  the  1-ft.  depth. 

An  important  feature  of  reproducing  natural  conditions  for  com- 
bined soil  evaporation  and  transpiration  is  to  obtain  a  fully  developed 
root  system  reaching  down  to  the  ground-water  surface.     At  best,  this 
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requires  more  than  a  year,  particularly  for  the  greater  depths.  In 
order  to  stimulate  the  growth  as  much  as  possible,  the  water  level  in 
all  soil  tanks  was  brought  up  to  about  1  ft.  below  the  surface  as  soon 
after  installation  as  possible.  This  was  accomplished  by  pouring  water 
into  the  observation  holes  until  the  soil  was  completely  saturated  to 
the  level  desired  and  the  surface  showed  moisture.  Then  no  water  was 
added  to  the  reservoir  tanks  until  the  ground-water  level  had  receded 
by  evaporation  and  transpiration  to  the  desired  level.  The  grass 
roots  were  thus  given  a  good  initial  irrigation  and  an  opportunity  to 
follow  the  water  down.  Active  growth  occurred  in  Tanks  Nos.  4  to  7 
during  the  first  year,  and  continued  with  greater  vigor  during  the  sec- 
ond year.  In  Tank  No.  3  a  less  active  growth  occurred  the  first  year, 
but  the  results  were  more  satisfactory  during  the  second  year.  There 
was  practically  no  growth  in  Tank  No.  2  during  the  first  year,  although 
the  grass  did  not  die.  During  the  second  year  the  grass  showed  more 
signs  of  life,  but  did  not  grow  as  actively  as  in  Tank  No.  3. 

The  details  of  the  observations  on  soil  evaporation  for  1910  and 
1911  for  Tank  Set  No.  5  are  shown  graphically  on  Plate  IV.  The  sup- 
ply of  water  available  to  the  soil  from  the  reservoir  tank  is  the  element 
under  complete  control  of  the  observer,  and  at  the  top  of  the  diagram 
are  statements  of  the  purpose  governing  additions  to  or  withdrawals 
from  this  supply  during  various  periods  of  time.  Below  this  is  platted 
a  broken  line  representing  the  fluctuation  of  water  surface  in  the  reser- 
voir tank,  the  vertical  portions  indicating  additions  to  or  withdrawals 
from  the  reservoir  supply  made  by  the  observer,  and  the  inclined  por- 
tions indicating  the  soil-tank  draft.  There  is  also  platted  a  mass-curve 
showing  the  aggregate  volume  of  water  supplied  to  the  reservoir  tank, 
which  appears  as  a  series  of  vertical  and  horizontal  lines.  At  the 
bottom  of  the  diagram  is  platted  an  undulating  line  representing  the 
fluctuation  of  ground-water  surface  in  the  soil  tank,  each  depth  being 
obtained  by  averaging  the  depths  recorded  in  the  observation  holes. 

The  small  part  that  precipitation  plays  in  ground-water  fluctuations 
in  Owens  Valley  is  shown  by  this  diagram.  The  average  annual  pre- 
cipitation at  the  experiment  station  is  about  4.38  in.,  the  season, 
1909-10,  being  normal  and  1910-11  well  above  normal.  At  the  bottom 
of  the  diagram  is  noted  the  date  and  quantity  of  precipitation  for  each 
storm.  It  is  seen  that,  even  in  a  wet  season,  percolating  water  does 
not  penetrate  to  depths  exceeding  2.5  ft.,  unless  more  than  1  in.  falls 
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within  a  short  period  on  moist  soil.  Even  then  it  does  not  appear 
to  reach  depths  greater  than  4  ft.  The  problem  of  percolation  from 
rainfall,  therefore,  is  practically  eliminated  from  the  experiments. 
When  rising  ground-water  was  noted  in  a  soil  tank  after  precipitation, 
the  volume  of  percolating  water  was  estimated  from  the  observed  rise 
and  included  in  the  mass-curve,  as  noted  on  the  diagrams. 

The  quantity  of  water  evaporated  from  the  soil  surface  of  any 
tank  during  a  given  period  can  be  computed  accurately  from  the  dia- 
gra,ms,  when  the  depth  to  ground-water  at  the  beginning  and  end  of 
tlie  period  is  the  same,  by  noting  from  the  mass-curve  the  quantity 
supplied  to  the  reservoir  tank  during  the  period  and  the  accumulation 
or  depletion  in  the  reservoir  tank.  The  sum  of  these  quantities,  with 
their  proper  algebraic  sign,  gives  the  loss  by  evaporation.  For  differing 
depths  to  ground-water,  however,  the  computations  are  only  approxi- 
mate, because  the  proportion  of  empty  space  in  the  soil  layer  and  the 
quantity  of  moisture  it  contained  initially  are  both  unknown.  A 
monthly  summary  of  results  for  Tank  Sets  Nos.  2  to  7  for  1911  is 
presented  in  Tables  9  to  14.  The  annual  depth  of  evaporation  from 
the  several  soil  tanks  exhibited  a  consistent  decrease  with  increase 
of  depth  to  ground-water,  and  varied  from  48.8  in.  for  No.  7  to  13.43 


TABLE  9. — Depth  of  Evaporation  Erom  Ground  Surf.\ce  Ne.\r 

Independence  During  1911. 

Tank  Set  No.  2. 


•  Month. 

Volume 

of  water 

supplied 

to 

reservoir 
tank,  in 
gallons. 

Depth  of  W^ater 

IN  Rbsbrvoir 

Tank,  in  Feet. 

Accumu- 
lation or 
depletion 
of  water 

in 

reservoir 

tank,  in 

gallons. 

Volume  of  Water 
Evaporated. 

Average 
depth  to 
ground- 
water 

Begin- 
ning of 
month. 

End  of 
month. 

Total, 

in 
gallons. 

Depth, 

in 
inches. 

Rate,  in 
inches 
per  24 
hours. 

surface 

In 

soil  tank. 

in  feet. 

Jan 

Feb 

Mar 

Apr..: 

May 

June 

July 

Aug 

Sept 

Oct 

Nov 

Dec 

6 

0 

3 

10 

30 

66 

71 

105 

52 

18 

1 

1 

1.10 
1.15 
1.11 
1.14 
1.18 
1.19 
1.39 
1.22 
1.78 
1.53 
1.37 
1.18 

1.15 
1.11 
1.14 
1.18 
1.19 
1.39 
1.32 
1.78 
1.52 
1.37 
1.18 
(1.10) 

+    2 

—  1 
+    1 
+     1 

1) 
+    6 

—  5 
+  18 

—  8 

—  5 

—  f) 

—  3 

4 

1 

3 

9 

30 

60 

76 

87 

60 

^ 

4 

0.15 
0.04 
0.07 
0.33 
1.11 
3.23 
2.81 
8.23 
2.22 
0.85 
0.36 
0.15 

0.005 
0.001 
0.002 
0.011 
0.036 
0.074 
0.091 
0.104 
0.074 
0.028 
0.009 
0.005 

4.98 
4.95 
4.94 
4.94 
4.98 
5.03 
5.00 
4.95 
4.80 
4.80 
4.85 
4.98 

Year 

303 

1.10 

1.10 

0 

363 

13.4;^ 

0.037 

4.94 
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TABLE  10. — Depth  of  Evaporation  From  Ground  Surface  Near 
Independence  During  1911. 

Tank  Set  No.  3. 


Volume 
of  water 
supplied 
to  reser- 

Depth of  Water 

Accumu- 

Volume op  W 

ATER 

Average 

IN  Reservoir 
Tank,  in  Feet. 

lation  or 
depletion 

E 

FAPORATED. 

depth   to 
ground- 

of water 
in  reser- 
voir 
tank,  in 
gallons. 

water 

Month. 

Rate,  in 
inches 
per  24 
hours. 

surface 
in  soil 

tank,  in 
feet. 

voir 
tank,  in 
gallons. 

Begin- 
ning of 
month. 

End  of 
month. 

Total. 

in 
gallons. 

Depth, 

in 
inches. 

9 

0.14 

0.10 

—    1 

10 

Jan 

0.37 

0.012 

4.53 

Feb 

18 

1.10 

0.23 

+    4 

14 

0.52 

0.019 

4.59 

Mar 

12 

0.23 

0.20 

—    1 

13 

0.48 

0.015 

4.48 

Apr 

40 

0.20 

0.54 

+  11 

29 

1.07 

0.036 

4.50 

May 

62 

0.54 

0.60 

+    2 

60 

2.22 

0.072 

4.49 

June 

103 

0.60 

0.9(5 

+  12 

91 

3.37 

0.112 

4.63 

July 

160 

0.96 

0.67 

-    9 

169 

6.25 

0.202 

4  51 

Aug 

285 

0.67 

2.00 

+  43 

242 

8.96 

0.289 

4.52 

Sept 

135 

2.00 

1.13 

—  28 

163 

6.03 

0.201 

4.22 

Oct 

27 

1.13 

0.54 

-  19 

46 

1.70 

0.055 

4.21 

Nov 

4 

0.54 

0.16 

-  12 

16 

0.59 

0.020 

4. as 

Dec  

3 

0.16 

(0.10) 

—    2 

5 

0.18 

0.006 

4.56 

Year 

858 

0.14 

0.10 

0 

858 

31.74 

0.087 

4.46 

TABLE  11. — Depth  of  Evaporation  From  Ground  Surface  Near 
Independence  During  1911. 

Tank  Set  No.  4. 


Volume 
of  water 
supplied 
to  reser- 
voir 
tank  in 
gallons. 

Depth  of  Water 
IN  Reservoir 
Tank,  in  Feet. 

Accumu- 
lation or 
depletion 
of  water 
in  reser- 
voir 
tank.in 
gallons. 

Volume  of  Water 
Evaporated. 

Average 
depth  to 
ground- 
water 

Begin- 
ning of 
month. 

End  of 
month. 

Total, 

in 
gallons. 

Depth, 

in 
inches. 

Rate,  in 
inches 
per  24 
hours. 

surface 
in  soil 

tank,  in 
feet. 

7 

—  8 

3 

62 

96 

121 

114 

141 

65 

30 

9 

6 

1.53 
1.49 
1.18 
1.19 
2.15 
2.57 
2.63 
1.97 
2.47 
1.90 
1.53 
1.09 

1.49 
1.18 
1.19 
2.15 
2.57 
2.63 
1.97 
2.47 
1.90 
1.53 
1.09 
(0.91) 

—  1 

—  10 

0 

+  31 
+  14 
+    2 

—  21 
+  W 

—  18 

—  12 

—  14 

—  6 

8 
2 
3 

0.30 
0.07 
0.11 

0.010 
0.002 
0.004 
0.038 
0.098 
0.147 
0.161 
0.149 
0.102 
0.050 
0.028 
0.015 

3.97 

Feb 

3  36 

3.74 

81 

82 
119 

1.15 
3.04 
4.40 
5.00 
4.63 
3.07 
1.55 
0.85 
0.44 

4.00 

4.06 

June 

(3.34) 

July 

135 

125 
83 
42 
23 
12 

3.44 

3  92 

Sept  

3.85 

Oct 

3.93 

Nov  

3.97 

Dec 

4.10 

Year 

646 

1.53 

0.91 

-  19 

665 

24.61 

0.067 

3.81 
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TABLE  12. — Depth  of  Evaporattox  From  Ground  Surface  Near 
Independence  During  1911. 

Tank  Set  No.  5. 


Volume 
of  water 
supplied 
to  reser- 
voir 
tank,  in 
gallons. 

Depth  op  Water 
IN  Reservoir 
Tank,  in  Feet. 

Accumu- 
lation or 
depletion 
of  water 

in 
reservoir 
tank,  in 
gallons. 

Volume  of  Water 
Evaporated. 

Average 
depth  to 
ground- 

Month. 

Begin- 
ning of 
month. 

End 

of 

month. 

Total, 

in 
gallons. 

Depth, 

in 
inches. 

Rate,  in 
inches 
per  24 
hours. 

surface 
in  soil 

tank,  in 
feet. 

Jan 

Feb 

Mar 

Apr 

M^y 

June 

July 

Aug 

Sept 

Oct  

8 

6 

3 

88 

141 

166 

244 

255 

127 

86 

9 

1 

2.55 
2.43 
2.42 
2.36 
3.65 
4.09 
4.19 
4.14 
4.92 
4.07 
3.34 
2.67 

2.43 
2.42 
2.36 
3.65 
4.09 
4.19 
4.14 
4.92 
4.07 
3.24 
3.67 
(2.45] 

—  4 
0 

—  2 
+  42 
+  14 
4-    3 

—  2 
+  23 

—  25 

—  27 

—  18 

—  7 

12 

6 

5 

46 

127 

163 

246 

232 

152 

63 

27 

8 

0.44 
0.22 
0.18 
1.70 
4.70 
6.03 
9.11 
8.58 
5.62 
2.83 
1.00 
0.30 

0.014 
0.008 
0.006 
0.057 
0.151 
0.201 
0.294 
0.280 
0.188 
0.075 
0.033 
0.010 

3.01 
2.47 
2.73 
2.99 
3.01 
3.40 
3.06 
2.99 
2.69 
2.77 
2.83 
2.90 

Nov 

Dec 

Year 

1084 

2.55 

2.45 

—    3 

1087 

40.21 

0.110 

2.90 

TABLE  13. — Depth  of  Evaporation  Erom  Ground  Surface  Near 
Independence  During  1911. 

Tank  Set  No.  6. 


Volume 
of  water 
supplied 
to  reser- 
voir 
tank,  in 
gallons. 

Depth  of  Water 
IN  Reservoir 
Tank,  in  Feet. 

Accumu- 
lation or 
depletion 
of  water 
in  reser- 
voir 
tank,  iu 
gallons. 

Volume  of  Water 
Evaporated. 

Average 
depth  to 
ground- 
water 

Month. 

Begin- 
ning of 
month. 

End  of 
month. 

Total,  in 
gallons. 

Depth,  in 
inches. 

Rate,  in 
inches 
per  24 
hours. 

surface 

in  soil 

tank,  in 

feet. 

Jan 

Feb 

Mar 

Apr 

May 

June 

July 

Aug 

Sept 

Oct 

12 

9 

24 

94 

163 

182 

213 

314 

143 

38 

8 

6 

.S.OS 
3.19 
3.17 
3.32 
3.53 
3.54 
3.75 
3.31 
4.25 
3.89 
3.36 
2.98 

3.19 
3.17 
3.32 
3.. 53 
3.54 
3.75 
3.81 
4.25 
3.89 
3.36 
2.98 
(2.83) 

+  5 

—  1 
+  5 
+  7 

0 
4-  7 
—14 
+30 
—12 
—17 
—12 

—  5 

7 

10 

19 

87 

163 

1T5 

227 

284 

155 

55 

20 

11 

0.26 
0.37 
0.70 
3.22 
6.03 
6.48 
8.40 
10.50 
5.74 
2.04 
0.74 
0.41 

0.008 
0.013 
0.023 
0.107 
0.195 
0.216 
0.271 
0.339 
0.192 
0.065 
0.025 
0.018 

1.92 
1.31 

1.70 
2.00 
1.99 
2.30 
2.03 
2.01 
1.55 
1.65 

Nov 

Dec 

1.84 
2.04 

Year 

1  206 

3.03 

2.83 

—  7 

1  213 

44.89 

0.122 

1.86 
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TABLE  14. — Depth  of  Evaporation  From  Ground  Surface  Near 

Independence  During  1911. 

Tank  Set  No.  7. 


Month. 


Volume 
of  water 
supplied 
to  reser- 
voir 
tank,  in 
gallons. 


Depth  of  Water 

IN  Reservoir 
Tank,  in  Fkkt. 


Begin- 
ning of 
month. 


End  of 
month. 


Accumu- 
lation or 
depletion 
of  water 
in  reser- 
voir 
tank,  in 
gallons. 


Volume  of  Water 
Evaporated. 


Total, 
in 

gallons. 


Depth, 

in 
inches. 


Rate,  in 
inches 
per  24 
hours. 


Average 
depth  to 
ground- 
water 
surface 
in  soil 
tank,  in 
feet. 


Jan . . . . 
Feb.... 

Mar 

Apr 

May  . . . 
June... 
July.-.. 
Aug.... 
Sept . . . 
Oct.... 

Nov 

Dec... 

Year 


3 

31 

67 

102 

151 

160 

223 

255 

178 

115 

14 

0 


5.07 
4.70 
5.08 
5.90 
5.96 
5.92 
5.62 
5.40 
5.99 
5.79 
5.77 
4.96 


4.70 
5.08 
5.90 
5.96 
5.92 
5.63 
5.40 
5.99 
5.79 
5.77 
4.96 
(4.50) 


—  12 
4-  12 
-I-  26 
+    2 

—  1 

—  10 

—  7 

±'l 

—  1 

—  26 

—  15 


15 

19 

41 

100 

152 

170 

230 

236 

184 

116 

40 

15 


0..^6 
0.70 
1.52 
3.70 
5.62 
6.30 
8.52 
8.74 
6.81 
4.29 
1.48 
0.56 


0.018 
0.025 
0.049 
0.123 
0.181 
0.210 
0.275 
0.281 
0.227 
0.139 
0.049 
0.018 


0.73 
0.81 
0.98 
1.46 
1.64 
2.06 
2.19 
2.51 
2.39 
1.44 
0.60 
0.60 


4.50 


1  318 


48.80 


0.133 


1.45 


in.  for  No.  2.  The  depth  of  summer  evaporation  varied  from  81  to  90% 
of  the  annual  in  the  several  tanljs,  and  averaged  87  per  cent.  The 
month  of  maximum  evaporation  is  August,  and  minimum  evaporation 
occurs  during  December  to  March,  inclusive.  The  exact  date  of  maxi- 
mum evaporation  rates  for  the  several  soil  tanks  occurs  about  Sep- 
tember 1st,  and  they  follow  each  other  consecutively  with  greater 
depth  to  ground-water.  The  approximate  dates  of  maximum  and 
minimum  air  temperatures  at  Independence  are  July  10th  and  Jan- 
uary 10th,  respectively,  but  no  measurements  were  made  to  determine 
the  lag  of  corresponding  soil  temperatures  at  various  depths.  The 
extremes  of  evaporation  from  water  surfaces  agree  in  time  of  occur- 
rence with  maximum  and  minimum  air  temperatures,  however,  and 
the  observed  lag  in  soil  evaporation  is  in  general  consistent  with  the 
observed  lag  in  soil  temperatures  in  other  localities.  Hence  it  is 
reasonable  to  conclude  that  extremes  in  the  rate  of  soil  evaporation 
and  soil  temperature  are  concurrent  at  a  given  depth. 

A  graphic  study  of  the  data  in  Tables  9  and  14  for  the  periods, 
April  1st  to  September  30th,  and  October  1st  to  March  31st,  which 
are,  respectively,  periods  of  increasing  and  decreasing  evaporation 
rate,  is  presented  in  Fig.  10.     There  appears  to  be,  during  each  period, 
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a  straight-line  relation  between  total  evaporation  and  depth  to  ground- 
water. The  limiting  depth  is  7.7  ft.,  and  the  total  evaporation  when 
water  and  ground  surface  coincide,  54.0  and  8.2  in.,  respectively.  The 
total  depth  of  evaporation,  in  inches,  being  represented  by  E,  and 
the  depth  to  ground-water,  in  feet,  by  D,  the  equations  representing 
variation  in  evaporation  with  depth  to  ground-water  are  E  =  54.0  — 
7.00  D  and  E  =  9>.'2  —  1.17  D.  It  will  be  noted  that  the  combined 
soil  evaporation  and  transpiration  during  the  summer  exceeded  the 
water  evaporation  from  the  tanks  in  the  soil  by  15  per  cent. 


Depth  of  Evaporation,  in  Inches 
10  ao  :io  40 


Depth  of  Evap.,  in  Inches. 
■So  10  20 


OWENS  VALLEY  SOIL  EVAPORATION  CURVES 

FOR  ALKALI  SALT  GRASS  LAND 

Based  on  Soil  Tanlj  Observations  of  1911. 

Curve  based  on  lUll  Data. 

Curve  bused  on  1010-11  Data. 

O      1911  Observations. 

Fig.  10. 

The  curve  based  on  the  1910-11  data  is  shown  on  the  diagram 
for  comparison.  There  was  a  marked  increase  in  total  evaporation 
during  1911,  as  compared  with  the  season,  1910-11,  which  was  due  to 
the  more  complete  development  of  the  root  systems.  Broadly  speaking, 
the  results  for  1911  showed  an  increase  of  17%  in  the  volume  of  water 
consumed  during  the  two  periods.  A  continuation  of  observations  for 
another  year  would  show  still  further  increase  for  those  tanks  in 
which  the  grass  roots  had  not  reached  the  water  plane.  Observations 
of  depth  to  water  in  test  holes  in  the  transition  zone  between  meadow 
and  desert  land  indicate  that  soil  evaporation  ceases  for  depths  ex- 
ceeding 8  ft.  The  effect  of  increased  evaporation  for  the  tanks  with 
greatest  depth  to  ground-water  would  be  to  drop  the  lower  end  of  the 
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ciirve  to  some  point  below  7.7  ft.  The  true  curve,  therefore,  is  prob- 
ably steeper  than  that  for  1911,  crossing  the  Z-axis  at  about  the  same 
point,  but  the  F-axis  at  about  8  ft.  instead  of  7.7  ft.  However,  in  the 
practical  use  of  the  curve,  the  departure  of  the  lower  end  from  the 
true  position  does  not  affect  materially  the  computations  of  the  total 
volume  of  water  evaporating  from  a  given  area,  as  the  proportion  of 
such  volume  originating  in   areas  of  relatively  deep   ground-water  is 

small. 

Transpiration.— A  considerable  portion  of  the  water  evaporating 
from  the  soil  is  absorbed  by  plant  roots  and  carried  upward  through  the 
stem  and  into  the  foliage,  whence  it  escapes  in  the  process  of  trans- 
piration. This  process  continues  as  long  as  the  plant  has  life,  but  is 
most  active  during  the  growing  period.  Transpiration  differs  in  differ- 
ent species  of  plants,  and  even  in  the  same  species  when  existing 
under  different  conditions  of  light,  atmospheric  pressure,  soil  texture, 
and  available  moisture  in  the  soil.  King's  experiments  indicate  that 
humidity  does  not  affect  transpiration.*  For  a  species  growing  in  a 
definite  locality,  light  and  available  soil  moisture  are  the  controlling 

factors. 

The  process  of  transpiration  and  respiration  in  plants  is  similar 
to  the  breathing  of  animals.  Both  plants  and  animals  inhale  air  and 
exhale  from  the  respiratory  organs  large  quantities  of  water.  The 
lungs  of  animals  are  intended  primarily  to  provide  a  means  for  the 
entrance  of  oxygen  into  the  body  and  for  the  escape  of  carbon  dioxide, 
but  they  cannot  perform  their  functions  unless  the  interior  lining  of 
the  air  cells  is  kept  moist.  Similarly,  the  breathing  surface  of  a  plant 
must  be  kept  moist,  and,  as  a  protection  from  too  rapid  evaporation, 
this  surface  is  within  the  plant  structure,  principally  in  the  foliage. 
Plant  leaves  are  enclosed  in  a  relatively  impervious  skin  or  epidermis 
in  which  are  small  breathing  pores  or  stomata  which  open  or  close 
automatically,  depending  on  the  needs  of  the  plant  for  a  greater  or  less 
quantity  of  air.  When  exposed  to  light,  the  food-manufacturing  proc- 
esses of  a  green  plant  are  stimulated,  and  require  a  continually  chang- 
ing volume  of  air  in  contact  with  the  breathing  surface.  The  stomata 
open  proportionally  to  the  light  intensity.  Should  the  water  supply 
in  contact  with  the  roots  be  insirBBcient,  the  breathing  surface  may  be- 
come dry,   and   when  that  happens   the   stomata   close   automatically 

*  '•  Irrigation  and  Drainage,"  by  F.  H.  King,  New  York,  1899. 
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until  the  proper  quantity  of  air  is  admitted  for  the  plant  to  do  its 
work  under  the  new  conditions.  The  stomata,  therefore,  control  the 
quantity  and  rate  of  loss  of  water  from  plants  by  transpiration. 

There  is  a  marked  diurnal  periodicity  in  the  rate  of  transpiration, 
which  investigators  are  led  to  believe  is  largely  the  result  of  the 
varying  intensity  of  light.     This  periodicity  is  well  illustrated  by  ob- 


6  P.M.  8        10    12  Mt.2         4         U         8        10       12  M. 2         -1       6  P.M. 

RELATION  OF  TRANSPIRATION  TO   LIGHT  INTENSITY 
DURING  A  24-HOUR  DAY. 
Fig.   11. 

servations  made  under  the  direction  of  Mr.  Frederick  E.  Clements, 
State  Botanist  of  Minnesota,  and  reproduced  in  Fig.  11.*  Measure- 
ments of  transpiration  were  made  hourly  from  6  p.  M.  on  February 
16th  to  6  p.  M.  on  February  17th,  and  the  physical  factors  were  ob- 
served between  these  hours.     The  day  was  cloudy  throughout,  so  that 


♦"Influence  of  Physical  Factors  on  Transpiration",   by  A.  W.  Sampson  and  L.  M. 
Alien,  Minnesota  Bot.  Studies,  Ft.  I,  Vol.  4, 1909,  p.  42. 
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the  variation  in  temperature  and  humidity  was  slight.  The  diagrams 
show  very  strikingly  the  response  of  transpiration  to  changes  in  in- 
tensity of  light. 

No  measurements  of  transpiration  are  available  for  conditions  simi- 
lar as  regards  altitude  and  aridity  to  those  in  Owens  Valley.  It  is  un- 
necessary in  this  study  to  know  separately  the  transpiration  from  wild 
grasses  and  the  evaporation  from  bare  soil,  because  the  area  of  the 
latter  is  relatively  small.  The  experiments  on  soil  evaporation,  there- 
fore, were  planned  to  give  the  combined  loss  from  these  two  causes.  It 
is  desirable,  however,  to  know  the  quantity  of  transpiration  from  field 
crops,  in  order  to  aid  in  computing  the  quantity  of  percolation  from 
irrigation.    Observations  for  such  crops  were  confined  to  alfalfa. 
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Notes.-  Samples  cut  Aug.  9th,  1910,  near  Independ- 
ence. Alfalfa  in  full  bloom,  standing  24  to 
30  in.  high,  and  normally  developed. 
Each  sample  covered  I  sq.  yd.  standing, 
and  was  spread  on  paper  so  as  to  cover  the 
same  area  when  drying.  Wilting  noticeable 
at  end  of  15  min.  Total  loss  of  raoist- 
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RATE  OF  LOSS  OF  WATER  FROM  FRESHLY  CUT  ALFALFA,  BASED  ON  FIELD  AREAS. 

Fig.  12. 

The  method  of  measurement  was  based  on  the  assumption  that  the 
rate  of  loss  of  water  from  freshly  cut  plants  would  correspond  closely 
to  the  rate  before  cutting.  The  plants  were  cut  rapidly  from  a  meas- 
ured area,  weighed,  and  spread  out  on  paper  to  cover  the  same  area 
as  before  cutting.  At  short  intervals  they  were  reweighed  until  there 
was  no  further  appreciable  loss.  No  noticeable  wilting  occurred  dur- 
ing the  first  15  min.  and  the  rate  of  loss  during  this  period  was  used  as 
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a  basis  for  calculations.  The  results  of  the  measurements  are  shown 
graphically  in  Fig.  12. 

The  rapid  decrease  in  the  rate  of  loss  is  verj-  noticeable.  Inspec- 
tion of  Fig.  11  will  show  that  the  rates  of  transpiration  at  8.45,  9.15, 
and  10.30  a.  m.,  and  2.02  p.  m._,  expressed  as  percentages  of  the  aver- 
age rate  for  24  hours,  are,  respectively,  128,  141,  177,  and  197,  an  aver- 
age of  161  per  cent.  If  a  similar  relation  is  assumed,  the  average  loss  in 
a  24-hour  day  from  the  four  alfalfa  samples  would  be  366  oz.  per  sq.  yd. 
of  field  area,  or  0.49  in.  in  depth.  This  figure  appears  to  be  rather  large, 
at  first  glance,  for  the  rate  of  evaporation  for  that  day  from  the  pan  in 
Owens  River  was  0.30  in.,  and  that  from  the  shallow  pan  in  the  soil 
was  0.38  in.  The  results  obtained  by  German  investigators  indicate  the 
loss  from  sod  during  the  growing  season  to  be  92%  greater  than  from 
water  surface,  and  that  from  cereals  to  be  73%  greater.  Furthermore, 
the  humidity  of  the  air  after  passing  over  an  alfalfa  field  is  very 
noticeably  greater  than  after  crossing  a  body  of  water.  The  result  ob- 
tained in  the  experiment  here  described,  therefore,  is  within  reason. 

The  growing  season  for  alfalfa  in  the  vicinity  of  Independence  is 
marked  by  an  entire  absence  of  cloudiness.  It  extends  from  about  April 
15th  to  September  30th,  during  which  time  three  crops  mature,  the 
yield  being  about  5  tons  of  dry  matter  to  the  acre.  The  samples  used 
for  the  experiments  were  almost  ready  for  the  second  cutting.  On  the 
assumption  that  the  average  area  of  transpiring  surface  during  the 
entire  growing  season  was  50%  of  that  on  the  day  of  the  experiment, 
the  total  loss  of  water  during  the  season  would  amount  to  41  in.,  or 
3.43  ft.  in  depth.  Therefore,  with  a  production  of  dry  hay,  amounting 
to  5  tons  to  the  acre,  there  would  be  1  lb.  of  dry  matter  for  every  935 
lb.  of  water  lost  by  transpiration. 

Ground- Water. 

Form  of  the  Ground-Water  Surface. — The  general  form  of  the 
ground-water  surface  corresponds  with  that  of  the  surface  of  the  val- 
ley fill,  although  the  slopes  are  less  steep  and  the  irregularities  are  not 
so  pronounced.  In  the  valley  floor  the  depth  to  ground-water  is  only  a 
few  feet.  It  becomes  progressively  greater  toward  the  mountains,  and 
probably  lies  200  or  300  ft.  beneath  the  outwash  slope  at  about  the  5  000- 
ft.  contour.  Superimposed  on  the  general  ground-water  surface  are 
sharp  "ridges"  beneath  stream  channels  and  "mounds"  under  irrigated 
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fields.     The  surface  of  the  water  in  the  underground  reservoir,  there- 
fore, is  not  a  level  plain,  but  has  a  varied  topography. 

There  are  two  reasons  for  this  condition:  the  action  of  gravity 
tending  to  equalize  inequalities  in  the  ground-water  surface,  and  the 
resistance  which  the  ground  offers  to  the  lateral  motion  of  water  through 
its  interstices.  Percolating  waters  enter  the  valley  fill  from  the  upper 
edge  of  the  outwash  slope,  from  stream  channels  crossing  the  outwash 
slope,  and  from  irrigated  fields.  The  valley  floor  is  the  lowest  portion 
of  the  valley  fill  and  also  the  ground-water  outlet.  The  force  of  gravity, 
therefore,  tends  to  draw  percolating  water  which  has  reached  the  sur- 
face saturation  to  the  level  of  the  valley  floor.  This  can  occur  only 
by  a  lateral  movement  of  water  from  the  outwash  slope  toward  the 
valley  floor,  but  the  resistance  of  the  porous  material  is  so  great  that  a 
steep  gradient  is  necessary  to  maintain  even  a  very  low  velocity.  Hence 
there  is  the  steep  slope  of  the  ground-water  surface  from  the  mountains 
toward  the  valley,  at  many  points  exceeding  80  ft.  per  mile,  and  laterally 
from  stream  channels  and  irrigated  fields.  The  lateral  movement  of 
the  water  is  so  slow  that  percolating  water,  entering  at  the  upper  edge 
of  the  outwash  slopes,  does  not  reach  the  valley  for  at  least  2  years. 

In  order  to  outline  the  ground-water  definitely,  all  existing  domestic 
wells  in  the  region  were  located  and  many  additional  observation  wells 
were  drilled,  where  the  cost  was  not  prohibitive.  The  region  contains 
27  domestic  wells,  12  of  which  are  on  the  valley  floor  and  15  on  the 
outwash  slopes.  There  were  drilled  in  addition  142  observation  wells, 
all  but  two  being  on  the  valley  floor.  These  wells  were  sufficient  to  de- 
fine the  ground-water  surface  over  about  60  sq.  miles  of  the  region. 

Ground-water  contours  for  the  valley  floor  showing  lines  of  equal 
average  depth  to  ground-water  have  been  worked  out  on  Plate  V.  They 
represent  the  average  position  of  the  surface  of  saturation  between  the 
annual  extremes.  The  data  are  sufiicient  to  determine  the  3-,  4-,  and 
8-f  t.  contours  with  reasonable  accuracy.  The  sudden  approach  of  ground- 
water toward  the  surface  at  the  upper  edge  of  the  grass  land  is  shovsm, 
and  also  the  general  proximity  of  ground-water  to  the  surface  through- 
out the  valley  floor.  The  total  area  between  the  westerly  8-ft.  contour 
and  Owens  Eiver  is  67  sq.  miles.  The  average  depth  to  ground-water 
is  between  4  and  8  ft.  over  40%  of  this  area,  and  between  3  and  4  ft. 
over  28  per  cent.  It  exceeds  8  ft.  over  14%  of  the  area,  and  is  3  ft. 
or  less  over  18  per  cent.     The  area  of  the  valley  floor  is  66.4  sq.  miles 
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(Table  1),  and  its  west  boundary  practically  coincides  with  the  8-ft. 
contour. 

There  is  a  very  striking  relation  between  vegetation  and  depth  to 
ground-water.  On  the  outwash  slopes  the  vegetation  consists  of  vari- 
ous stunted  desert  shrubs.  In  approaching  the  valley  floor  at  about  the 
20-ft.  contour,  sagebrush  begins  to  predominate,  and  has  a  luxuriant 
growth  as  far  east  as  the  12-ft.  contour,  where  it  is  replaced  by  grease- 
wood,  rabbit  brush,  and  coarse  bunch  grass.  In  the  vicinity  of  the 
8-ft.  contour,  salt  grass  begins  to  appear,  and  farther  east,  near  and 
within  the  area  inclosed  by  the  4-ft.  contour,  it  grows  luxuriantly. 
Within  the  3-ft.  contour,  fresh-water  grasses  thrive  where  there  is 
sufficient  surface  water  to  leach  out  and  carry  away  most  of  the 
alkali,  but  the  salt  grass  grows  well,  even  where  the  soil  is  alkaline. 
In  various  portions  of  the  valley  floor  rabbit  brush  and  grease- 
wood  are  found  where  the  average  depth  to  ground-water  is  4  ft.  or 
more,  but  grass  predominates  east  of  the  8-ft.  contour.  In  areas  where 
the  alkali  is  excessive  there  is  practically  no  vegetation.  In  general, 
grass  does  not  grow  where  the  depth  to  ground-water  exceeds  8  ft., 
so  the  8-ft.  contour  tends  to  coincide  with  the  boundaries  between 
meadow  and  desert  lands. 

Fluctuation  of  the  Oround-Water  Surface. — The  surface  of  the 
ground-water  is  continually  fluctuating.  Both  the  extent  and  charac- 
ter of  this  fluctuation  vary  widely  in  different  localities  and  at  differ- 
ent times,  depending  on  the  proximity  to  ground-water  sources  or  out- 
lets and  the  relative  rates  of  ground-water  accretion  and  depletion. 
Three  pronounced  types  are  to  be  observed  in  the  Independence  Basin : 
(1)  broad  irregular  fluctuations  of  varying  amplitude  in  the  outwash- 
slope  area;  (2)  slightly  irregular  periodic  fluctuation  with  wide  fixed 
limits  in  and  near  irrigated  areas;  and  (3)  a  regular  periodic  fluctua- 
tion with  comparatively  narrow  and  fixed  limits  in  the  valley  floor. 
Special  characteristics  are  also  exhibited  by  wells  within  certain  lim- 
ited areas,  as  the  result  of  local  ground-water  conditions. 

These  fluctuations  were  determined  and  studied  from  well  observa- 
tions made  by  the  methods  already  described.  Readings  obtained  at 
intervals  of  from  2  to  4  weeks  were  sufficient  to  establish  accurately 
the  position  of  the  ground-water  surface,  as  the  fluctuations  are  charac- 
terized by  great  regularity.  Most  of  the  wells  were  observed  from 
August  15th,  1908,  to  November  15th,   1909,   and  on  26  of  the  most 
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typical  wells  observations  were  continued  to  May  1st,  1911.  The  fluc- 
tuation of  the  surface  of  the  lake  south  of  Citrus  Bridge  was  observed 
from  August  15th,  1908,  to  November  15th,  1909,  and  of  Goose  Lake 
from  August  15th,  1908,  to  May  1st,  1911, 

The  type  of  fluctuation  peculiar  to  wells  on  the  outwash  slope  is 
shown  on  Plate  VI  by  Wells  Nos.  31,  64,  25,  26,  and  59,  and  Citrus 
No.  1.  Water  stands  10  ft.  or  more  below  the  surface  in  all  these 
wells,  the  vegetation  of  the  surrounding  area  is  limited  to  desert  shrubs, 
and  there  are  no  alkali  deposits  on  the  surface.  With  knowledge  of 
the  sources  and  movements  of  ground-water  beneath  the  outwash  slopes, 
the  assigned  cause  for  this  type  would  be  annual  variation  in  the  quan- 
tity of  water  supplied  by  percolation  from  precipitation  on  the  inter- 
mediate and  outwash  slopes  and  from  stream  channels.  This  is  con- 
firmed by  the  observations.  For  example.  Well  No.  31,  which  is  7 
miles  from  the  base  of  the  Sierra  and  500  ft.  south  of  the  old  channel 
of  Pinyon  Creek,  exhibits  a  persistent  downward  tendency  which  was 
partly  checked  during  the  summer  of  1909  and  1910.  The  maximum 
effect  of  the  very  wet  years,  1906  and  1907,  evidently  reached  this  well 
in  1908  and  early  in  1909.  During  the  following  years  the  water  had 
a  tendency  to  return  to  its  normal  level.  This  was  twice  opposed  by 
percolation  from  the  channel  of  Pinyon  Creek,  which  carried  flood- 
water  during  a  few  weeks  in  June  and  July,  1909,  and  for  a  very  short 
period  in  1910.  Citrus  Well  No.  1,  which  is  about  |  mile  south  of 
Well  No.  31,  has  similar  fluctuations,  but  in  it  the  maximum  effect  of 
seepage  from  Pinyon  Creek  is  registered  6  weeks  later  in  1909,  and  in 
1910  is  much  smaller  in  quantity.  Well  No.  64,  situated  similarly 
with  respect  to  the  mountains,  but  north  of  Little  Pine  Creek,  has  the 
same  downward  tendency,  which  is  checked  temporarily  during  the  sum- 
mer by  irrigation  in  a  near-by  alfalfa  field  and  a  small  garden  at  the 
well.  Well  No.  59,  which  is  2  miles  from  the  base  of  the  Sierra  and 
^  mile  south  of  Sawmill  Creek,  had  an  upward  tendency  during  1909, 
due  to  the  percolation  from  precipitation  of  the  wet  winter,  1908-09. 
In  1910  the  water  level  fell  in  response  to  the  normal  winter  of  1909-10. 
Seepage  from  Sawmill  Creek  does  not  affect  this  well  appreciably. 
Wells  Nos.  25  and  26  exhibit  the  general  tendencies  of  Well  No.  59, 
but  they  are  in  the  transition  zone  between  the  outwash  slope  and  the 
valley  floor,  where  there  is  a  periodic  back-water  effect  from  the  annual 
rise  of  ground-water  in  the  grass  land. 


200  SAFE   YIELD   OF   UNDERGROUND   RESERVOIRS 

Wells  Nos.  61  and  62  illustrate  the  type  of  fluctuation  characteris- 
tic of  the  irrigated  areas  of  the  region.  They  are  in  irrigated  gardens 
in  the  Town  of  Independence.  The  form  of  the  curve  is  periodic,  with 
sharp  crests  and  troughs,  the  former  in  July,  the  latter  in  January  or 
February.  The  fluctuation  in  such  wells  ranges  from  10  to  20  ft.  in 
different  portions  of  the  basin.  Irregularities  superimposed  on  the 
broad  periodic  curve  are  the  result  of  irregularity  in  the  application 
of  irrigation  water. 

The  fluctuation  of  the  ground-water  surface  in  various  parts  of  the 
valley  floor,  other  than  at  the  eight  wells  already  mentioned,  is  shown 
by  48  typical  well  records  on  Plate  VI. 

Permanent  bench-marks  were  established  at  each  well,  and  test 
holes  from  which  measurements  to  the  water  surface  could  easily  be 
made  with  a  steel  tape.  Before  observing,  a  weight  is  fastened  at  the 
end  and  the  tape  is  chalked.  The  end  of  the  tape  is  then  submerged 
and  the  difference  between  the  readings  at  the  bench  and  at  the  water 
surface  is  the  depth.  Corrections  are  made  in  the  ofBce  when  the  bench 
is  not  at  the  ground  surface.    Readings  are  to  feet  and  hundredths. 

Most  of  these  wells  are  where  the  average  depth  to  ground-water  is 
less  than  8  ft.  The  adjoining  ground  surface  is  more  or  less  crusted 
with  alkali,  and,  where  the  alkali  is  not  too  concentrated,  several  spe- 
cies of  wild  grass  grow  vigorously.  The  two  lakes  and  Wells  Nos.  C-3 
and  43  are  in  areas  where  the  average  depth  to  ground-water  exceeds 
8  ft.,  and  desert  conditions  prevail. 

The  fluctuations  observed  in  all  the  valley-floor  wells  are  remarkably 
uniform.  When  platted,  the  observations  give  smooth  and  regular 
curves  with  an  annual  periodicity.  The  average  time  of  occurrence 
of  crests  for  wells  in  grass  or  alkali  areas  is  March  28th;  the  troughs 
occur  on  September  20th,  6  months  later.  Heavy  winter  precipitation, 
or  the  proximity  of  springs,  advances  the  crests  into  January  or  Feb- 
ruary, but,  in  the  desert  areas,  the  crest  lags  into  April  or  May.  The 
fluctuation  between  maximum  and  minimum  levels  in  normally  situ- 
ated wells  ranges  from  1.5  to  4  ft.  Wells  which  are  near  or  below 
springs  in  the  vicinity  of  intermittently  occurring  surface  water  hav^e 
a  greater  range,  which  may  reach  7  ft.  The  average  fluctuation  for 
1908-09,  as  observed  in  122  wells  distributed  generally  over  the  valley 
floor,  is  3.14  ft.     This  average  represents  normal  conditions. 
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Fluctuation  of  this  type  is  due  to  evaporation  from  the  soil  and 
transpiration,  processes  which  are  active  wherever  there  is  capillary 
connection  between  the  surface  of  saturation  and  the  ground  surface, 
or  wherever  gravity  water  or  capillary  water  is  within  reach  of  plant 
roots.  Two  facts  have  led  to  this  conclusion:  (1)  the  area  characterized 
by  capillary  connection  between  ground-water  surface  and  ground  sur- 
face and  by  accessibility  of  ground-water  to  plant  roots  is  coincident 
with  the  area  exhibiting  this  type  of  periodic  fluctuation;  and  (2)  the 
combined  rates  of  evaporation  from  soil  and  transpiration,  as  observed 
experimentally,  increase  and  decrease  concurrently  and  in  the  same 
ratio  with  the  fall  and  rise  of  the  ground-water  surface. 

The  first  of  these  facts  is  indicated  by  the  following  observations: 
Surface  incrustations  of  alkali  are  now  known  among  investigators  to 
be  an  indication  of  evaporation  from  the  soil,  and  a  growth  of  natural 
grasses  certainly  shows  the  presence  of  water  within  reach  of  plant 
roots.  These  manifestations  are  both  strictly  confined  to  valley-floor 
areas  within  which  the  periodic  fluctuation  is  observed.  There  are  val- 
ley-floor areas,  however,  within  which  the  periodic  fluctuation  occurs, 
but  which  have  a  loose  sandy  surface  devoid  of  alkali  and  vegetation. 
An  examination  of  such  areas  shows  that  they  are  surrounded  or  bor- 
dered by  meadow  and  alkali-crusted  land,  and  further  that  maximum 
and  minimum  ground-water  levels  exhibit  a  lag  in  time  of  occurrence 
which  varies  with  the  distance  from  these  adjoining  lands.  (See  Plate 
VI,  Well  C-3  and  Goose  Lake.)  The  fluctuations  in  these  desert 
areas  do  not  originate  within  the  areas  themselves  but  in  the  near-by 
lands,  from  which  they  are  propagated  as  annual  waves.  In  general, 
average  depths  to  ground-water  exceed  8  ft.  in  desert  areas  but  are  less 
than  8  ft.  in  meadow  or  alkali  lands. 

The  second  fact — that  variations  of  soil  evaporation  and  transpira- 
tion are  similar  to  ground-water  fluctuations — is  indicated  by  the  re- 
sults of  the  experiments  on  evaporation  from  soil.  The  maximum  rate 
of  soil  evaporation  occurs  about  September  1st  and  the  minimum  from 
December  1st  to  April  1st.  The  lowest  ground-water  level  occurs  about 
September  20th  and  the  highest  level  on  March  28th  (Plate  VII). 
Thus  the  critical  points  in  the  curves  of  soil  evaporation  and  ground- 
water fluctuation  are  practically  coincident  as  regards  time.  Further- 
more, although  the  curves  are  inversely  related,  their  form  is  remark- 
ably similar.    The  obvious  conclusion  is  that  ground-water  fluctuations 
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in  n  on -irrigated  portions  of  the  valley  fill  are  the  result  of  evaporation 
from  the  soil  and  transpiration. 

Variations  from  the  normal  periodic  curves  occur  for  three  causes : 
large  precipitation,  seepage  from  springs,  and  seepage  from  standing 
or  flowing  surface  water.  The  infrequency  of  precipitation  sufiicient 
to  raise  the  ground-water  surface  is  shown  on  Plates  VI  and  VII. 
It  is  practically  a  negligible  factor  in  ground-water  fluctuations. 
The  springs  at  the  upper  edge  of  the  outwash  slope  affect  ground-water 
conditions  in  their  vicinity  by  stimulating  the  annual  rise  and  main- 
taining the  ground-water  level  at  a  maximum  during  several  months 
prior  to  March.  (See  Plate  VI,  Wells  Nos.  46,  U-6A,  and  1-4.)  This 
results  from  the  decrease  in  the  rate  of  soil  evaporation  which  allows 
the  accumulation  of  their  discharge  in  the  surrounding  soil  at  a 
greater  rate  than  in  adjoining  areas  where  the  rate  of  supply  of  under- 
ground water  is  less.  Surface  water  has  its  source  in  large  springs, 
waste  from  irrigation,  and  the  flood  waters  of  mountain  streams.  It 
occurs  at  various  times  and  places,  and  cannot  be  considered  as  a  per- 
manent factor  in  ground-water  fluctuations.  (See  Plate  VI,  Wells 
Nos.  4,  38,  39-A,  32,  and  GL-1.)  The  irregular  fluctuations  of  ground- 
water on  the  outwash  slope  do  not  appear  in  the  valley  floor  because 
of  the  relief  afforded  by  the  escape  of  water  in  springs  at  the  upper 
edge  of  the  grass  land, 

Ground-Water  Losses. — Ground-water  fluctuations  within  the  valley 
floor  consist  primarily  of  the  regular  annual  rise  and  fall  produced 
by  variation  in  the  rate  of  evaporation.  This  is  indicated  by  actual 
observations  extending  over  3  years,  and  confirmed  by  the  persistency 
of  various  perennial  plant  species.  Hence  there  must  be  overflow  of 
ground-water  from  the  valley  fill  of  the  region  equal  to  the  average 
inflow  by  percolation.  The  possible  outlets  would  seem  to  be  under- 
flow southward  through  the  valley  fill,  underflow  by  way  of  deep 
fissures,  seepage  and  spring  flow  into  the  channel  of  Owens  River, 
evaporation  from  spring  waters,  evaporation  from  damp  soil,  and 
transpiration  from  vegetation.  The  first  two  of  these  are  eliminated 
by  the  geology  and  topography  of  the  region.  The  slope  of  the  ground- 
w-ater  surface  in  the  valley  fill  opposite  the  Alabama  Hills  does  not 
exceed  8  ft.  to  the  mile,  and  the  material  is  fine  sand  and  clay,  as  in- 
dicated by  the  Southern  Pacific  Company's  well  at  Lone  Pine  Station. 
Even   if   there   is   a   movement   of   ground-water   southward   from   the 
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Typical  Well  Records  observed  by  L.A. Aqueduct. 


DAILY  PRECIPITATION  AT  INDEPENDENCE 
from  U.S.  Weather  Bureau  Records. 
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region,  it  must  be  exceedingly  slow,  and  it  would  be  entirely  inter- 
cepted by  the  alluvial  fan  of  Lone  Pine  Creek,  which  has  a  ground- 
water surface  higher  than  the  valley  fill  to  the  north.  The  granitic 
formation  of  the  Sierra  Nevada  and  the  granite  core  of  the  Inyo 
Mountains  are  complete  barriers  against  the  escape  of  underground 
waters  through  any  formation  but  the  valley  fill.  It  has  already  been 
shown  that  there  is  no  seepage  flow  into  Owens  Eiver  from  the  water 
supply  of  the  region.  Hence  the  outlets  by  evaporation,  transpiration, 
and  spring  discharge  into  Owens  River  axe  all  that  remain  to  be 
considered. 

Soil  evaporation  and  transpiration  will  be  considered,  first,  for  irri- 
gated lands,  and  second,  for  the  general  grass  and  alkali  area  of  the 
valley  floor.  The  quantity  of  water  used  in  irrigating  the  3  Oil  acres 
under  cultivation  in  the  region  is  about  72  sec-ft.  of  continuous  flow 
for  6  months  (Table  18),  which  is  equivalent  to  a  depth  of  8.6  ft.  over 
the  whole  area.  The  depth  of  transpiration  from  alfalfa  during  the 
irrigating  season  has  already  been  computed  as  3.43  ft.,  or  40%  of  the 
total  volume  used.  There  is  also  a  small  loss  through  evaporation 
from  the  soil  during  and  immediately  after  irrigations,  say  0.85  ft., 
or  10%  of  the  total.  The  total  loss  by  evaporation  from  the  soil  and 
by  transpiration  from  irrigated  areas,  therefore,  is  4.3  ft.  in  depth, 
or  18  sec-ft.,  of  continuous  flow. 

The  bases  for  computing  the  evaporation  and  transpiration  loss 
from  grass  and  alkali  land  are  the  soil-evaporation  equations  of 
Fig.  10  and  the  ground-water  contours  of  Plate  V.  The  equations 
were  developed  for  a  fixed  ground-water  surface,  but  they  cover  the 
periods  from  October  1st  to  March  31st  and  from  April  1st  to  Sep- 
tember 30th,  which  practically  coincide  with  the  observed  periods  of 
rising  and  falling  ground-water.  Hence,  to  cover  the  natural  conditions 
of  fluctuating  ground-water  surface,  average  annual  depth  to  ground- 
water at  a  given  point  may  be  substituted  in  the  equations  instead 
of  fixed  ground-water  depths.  The  average  annual  depth  to  ground- 
water, in  feet,  and  the  depth  of  evaporation,  as  determined  from  the 
equations  for  1911,  are  given  in  Table  15  for  the  non-irrigated  areas 
enclosed  by  the  3-ft.  contour  and  between  the  3-  and  4-ft.  and  4-  and 
8-ft.  contours.  The  volume  annually  evaporating  from  the  whole  area 
enclosed  by  these  contours  is  equivalent  to  a  continuous  flow  for  the 
year  of  109  sec-ft. 
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TABLE  15.— Total  Evaporation  From  Grass  and  Alkali  Lands  in 

THE  Valley  Floor. 

(Based  on  1911  Data.) 


Enclosing 

Area,  in 
square 
miles. 

Average 
depth  to 
ground- 
water, 
in  feet. 

Annual  Depth  of  Evaporation, 
IN  Inches. 

Equivalent 

flow,  in 
second-feet. 

contours. 

Summer. 

Winter. 

Total. 

3  Ft 

11.89 
17.6(5 
25.04 

3.5 
3.5 
5.5 

36.5 
29.6 
15.6 

5.2 
4.0 
0.2 

41.7 
33.6 
15.8 

36.6 

3  4  Ft  

43.7 

4-8  Ft 

29.1 

Totals 

54.59 

109.4 

The  water  of  Blackrock  and  Hines  Springs,  and  of  the  small  springs 
along  the  upper  edge  of  the  valley  floor,  spreads  out  in  many  shallow 
lake  basins  before  reaching  Owens  River.  The  loss  by  evaporation 
from  the  surface  of  these  lakes  is  large.  Estimates  based  on  the  area 
of  water  surface  exposed  and  the  evaporation  from  water  in  the 
shallow  pan  in  soil  indicate  that  about  50%  of  the  flow  of  these  springs 
thus  escapes  into  the  atmosphere.  As  the  combined  flow  is  31  sec-ft., 
the  loss  by  evaporation  from  the  free  water  surface  is  15  sec-ft.  The 
portion  of  the  remainder  which  does  not  flow  into  Owens  River  per- 
colates into  the  soil  and  escapes  by  evaporation  from  the  soil  and  by 
transpiration. 

Two  springs  derive  their  waters  from  percolation  and  discharge 
directly  into  Owens  River;  these  are  Upper  and  Lower  Seeley  Springs. 
Their  combined  average  flow  is  11  sec-ft.  In  addition,  the  Blackrock 
Springs  discharge  an  average  of  7  sec-ft.  into  the  river  during  Novem- 
ber to  March,  inclusive,  which  is  equivalent  to  a  continuous  flow  of 
3  sec-ft.  The  total  discharge  into  the  river  from  springs,  therefore, 
is  14  sec-ft. 

The  grand  total  ground-water  losses,  therefore,  are  156  annual 
sec-ft.,  of  which  l^Y  sec-ft.,  or  81%,  is  by  soil  evaporation  and 
transpiration. 

Rate  of  Recharge  by  Percolation. 

From  Precipitation. — All  portions  of  the  region  receive  precipita- 
tion, but  there  is  wide  local  variation  in  the  quantities  which  enter 
the  ground  and  percolate  downward  to  the  surface  of  saturation.  The 
impervious  rock  surfaces   of  the  high  mountain   drainage  areas  shed 
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all  precipitation  which  they  receive  except  that  lost  by  evaporation, 
but  accretions  to  the  ground-water  from  precipitation  on  the  remaining 
areas  of  the  region  are  of  considerable  importance. 

Conditions  are  exceptionally  favorable  for  percolation  on  the  inter- 
mediate mountain  slopes.  As  has  been  stated,  the  formation  is  very 
porous,  and  practically  none  of  the  run-off  reaches  living  streams.  All 
precipitation  but  that  lost  by  evaporation,  therefore,  can  be  considered 
as  percolating  downward  to  the  surface  of  saturation  and  becoming 
a  permanent  addition  to  the  ground-water  supply.  Snow  is  practically 
all  melted  before  May  15th,  so  that  the  period  of  direct  exposure  tc 
evaporation  is  not  as  long  as  at  higher  levels,  although  the  rate  is 
greater.  Evaporation  losses  from  the  moist  soil  are  very  small. 
Before  it  is  melted,  the  snow  blanket  protects  the  soil  surface,  and 
by  its  gradual  and  uninterrupted  melting  it  fills  the  capillary  spaces 
to  considerable  depth,  so  that  gravity  water  passes  downward  rapidly. 
When  the  snow  disappears  the  rapid  drying  of  the  soil  surface  soon 
interrupts  upward  capillary  movement,  thus  preventing  further  evapo- 
ration loss  and  allowing  the  percolating  water  to  reach  the  surface 
of  saturation.  In  view  of  these  facts,  the  percolation  factor  is  regarded 
as  being  about  0.75  for  the  more  elevated  areas  receiving  approximately 
20  in.  of  precipitation.  Less  favored  areas  were  assigned  smaller 
factors  after  a  study  of  their  individual  characteristics. 

The  results  of  computations  of  the  total  quantity  of  percolating 
water  yielded  by  the  intermediate  mountain  slopes  are  shown  in 
Table  16.  The  method  was  to  determine  the  mean  seasonal  precipita- 
tion at  the  center  of  area  of  each  triangular  subdivision,  multiply  this 
by  the  area  in  square  miles,  and  apply  a  percolation  factor.  The  area 
of  each  subdivision  and  the  horizontal  and  vertical  position  of  its 
center  were  obtained  from  Table  3.  Diagrams  7,  8,  10,  11,  13,  and  14 
on  Plate  II  were  used  in  determining  the  depth  of  precipitation.  The 
values  differed  slightly,  as  read  from  the  altitude  and  distance  dia- 
grams, and  the  average  was  adopted  as  the  most  reliable.  The  total 
volume  of  precipitation  on  the  29.4  sq.  miles  of  intermediate  mountain 
slope  is  27  580  acre-ft.,  of  which  19  700  acre-ft,  is  a  permanent  addi- 
tion to  the  underground  water  supply  of  the  region.  Expressed  as  a 
continuous  flow,  the  total  percolation  from  this  area  is  27  sec-ft. 

The  outwash  slopes  yield  to  the  underground  supply  a  much 
smaller  volume  of  water,  which  is  derived  principally  from  slopes  above 
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TABLE    16. — Percolation    From    Precipitatiox    Upon    Intermediate 
Mountain  Slopes  of  Independence  Region. 

(Mean  seasonal  values.) 
Taboose  Group  of  Precipitation  Gauges. 


Adjoining  hij<h 

mountain  drainage 

area. 

Depth  of  Fbecipitation  on 
Center  op  Area,  in  Inches.* 

Volume  of 

precipitation 

on  area,  in 

acre-feet. 

Percola- 
tion 
factor. 

Quantity  of 
Percolation. 

A. 

B. 

Average. 

Volume, 
in  acre- 
feet. 

Dis- 
charge, 

in 
second- 
feet. 

22.2 
23.6 
22.2 
18.5 
19.9 

17.8 
17.8 
16.5 
20.0 
15.5 

20.0 
20.7 
19.4 
19.2 

17.7 

2  320 

2  620 

4  080 

2  350 

900 

0.75 
0.75 
0.75 
0.75 
0.70 

1  740 
1  970 
3  0(50 
1  760 
630 

2.4 

Red  Mountain 

2.7 
4.2 

Goodale 

2.4 

0.9 

12  270 

9  160 

12.6 

Oak  Group  of  Precipitation  Gauges. 


18.2 
18.2 
14.5 
16.4 
16.4 
17.7 
18.7 

18.4 
18.9 
15.0 
14.2 
15.8 
15.8 
20.8 

18.3 
18.6 
14.8 
15.3 
-    16.1 
16.8 
19.8 

1  290 
530 

60 

2  950 
880 

1  810 

3  050 

0.70 
0.70 
0.60 
0.60 
0-70 
0.70 
0.75 

900 
370 
40 
1  770 
620 

1  270 

2  290 

1.2 

Thibaut,  North  Fork. 
Thibaut,  South  Fork. 

Oak,  North  Fork 

Oak,  South  Fork 

Little  Pine    

0.5 
0.1 
2.4 
0.9 
1.8 

3.2 

10  570 

7  260 

10.1 

Bairs  Group  of  Precipitation  Gauges. 

13.4 

12.7 
12.4 
14.8 
15.8 
15.2 

17.0 
12.4 
10.8 
12.0 
15.8 
13.6 

15.2 
12.6 
11.6 
13.4 
15.8 
14.4 

340 
650 
300 
860 
1  760 
830 

0.70 
0.65 
0.65 
0.70 
0.70 
0.70 

iiiili 

0.3 

0.6 

Bairs,  North  Fork 

Bairs,  South  Fork 

0.3 
0.8 
1.7 

0.8 

4  740 

3  270 

4.5 

27  580 

19  690 

27.2 

*  Depth  of  precipitation  as  obtained  by  the  precipitation-altitude  diagram  is  given 
under  A;  as  obtained  by  the  precipitation-distance  diagram  under  B.  The  average  is  taken 
for  use  in  compulations. 

the  5  500-ft,  contour.  Precipitation  occurs  as  snow  less  often  here 
than  on  the  higher  slopes,  and  usually  melts  within  a  few  days  after 
falling.  The  capillary  water  in  the  upper  layers  of  the  soil  thus  has 
opportunity  to  evaporate  after  each  storm,  and  it  is  only  when  several 
storms  occur  in  succession  that  there  is  enough  percolating  water  to 
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penetrate  the  ground  beyond  possibility  of  return.  The  long  dry 
summer  and  the  desert  conditions  draw  all  moisture  from  the  ground 
to  considerable  depths,  and  the  progress  of  percolating  waters  is  slow 
because  the  capillary  spaces  must  be  refilled.  Test  pits  dug  in  the 
region  of  the  4  500-ft.  contour,  10  days  after  a  series  of  storms, 
showed  a  penetration  of  capillary  water  to  a  depth  of  4  ft.  and  the 
entire  absence  of  gravity  water.  The  total  precipitation  from  these 
storms  at  this  point  was  about  3.5  in.,  which,  with  a  28%  available 
pore  space,  would  represent  1  ft.  of  completely  saturated  soil.  Con- 
sidering the  evaporation  losses,  it  is  not  surprising  that  there  was 
no  gravity  water  within  the  depth  of  penetration  observed.  Observa- 
tions made  at  higher  elevations  after  this  storm  showed  gravity  water 
in  considerable  quantity  at  a  depth  of  12  ft.  Percolation  factors 
varying  from  zero  to  0.60  were  assigned  to  the  several  zones  of  the 
outwash  slope  as  a  result  of  these  field  observations. 

The  results  of  computations  for  the  total  quantity  of  percolating 
water  yielded  by  the  outwash  slopes  are  shown  in  Table  17.  The 
whole  area  of  165  sq.  miles  was  divided  into  zones  lying  between  con- 
tours at  500-ft.  intervals  from  about  4  000  to  6  500  ft.,  and  the  zones 
in  turn  were  divided  into  groups  corresponding  with  the  precipitation 
gauges.  The  method  of  computation  was  to  average  the  precipitations 
for  adjacent  contours  obtained  from  Diagrams  7,  8,  10,  11,  13,  and  14 
of  Plate  II.  These  averages  represented  the  average  precipitation 
for  each  zone  in  each  group,  and,  when  multiplied  by  the  area  and 
the  percolation  factor,  gave  the  quantity  of  percolating  water  which 
reached  the  permanent  ground-water  level.  The  total  annual  precipi- 
tation on  the  outwash  slopes  is  62  000  acre-ft.,  of  which  16%,  or 
9  800  acre-ft.,  is  effective  percolating  water.  Expressed  as  a  continu- 
ous flow,  the  volume  of  percolating  water  amounts  to  13.4  sec-ft. 

Throughout  the  valley  floor  the  surface  of  saturation  is  so  close  to 
the  ground  surface  that  capillary  connection  is  maintained  during 
most  of  the  year,  and  percolation  from  precipitation  is  rapid.  The 
depth  of  penetration  is  usually  slight,  however,  because  precipitation 
in  single  storms  is  small.  Several  storms  in  succession  or  a  warm 
rain  on  snow  will  result  in  a  rise  of  groimd-water,  but  the  total  average 
ground-water  supply  from  this  source  does  not  exceed  4  sec-ft. 

Direct  percolation  from  precipitation,  therefore,  furnishes  a  grand 
total  of  44  annual  sec-ft.  to  the  underground  supply  of  the  basin. 
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TABLE  17. — Percolation  from  Precipitation  Upon  Outwash  Slopes 
OF  the  Independence  Region, 
(Mean  seasonal  values.) 
Taboose  Group  of  Precipitation  Gauges. 


Area  of 
zones, 

in 
square 
miles. 

Depth  op  Precipi- 
tation, IN  Inches. 

Volume 
of 

Percola- 
tion 
factor. 

Quantity  of 
Percolation. 

Contours  bounding 

precipitation 

zones. 

On  con- 
tours. 

On  zone. 

precipi- 
tation 
on  zone, 
in  acre- 
feet. 

Volume, 
in  acre- 
feet. 

Dis- 
charge, 

in 
second - 

feet. 

Grass-4  500 

28.07 
8.54 
8.14 
5.56 
3.42 

6.0,     7.7 
7.7,     9.0 
9.0.   10.8 

10.8,  12.9 

12.9,  15.2 

1 
6.8           10  180 

0.00 
0.10 
0.20 
0.35 
0.60 

0 

380 

860 

1  220 

1  530 

0 

4  500-5  000 

8.4 
9.9 
11.8 
14.0 

3  830 

4  300 
3  500 
2  550 

0.5 

5  000-5  500 

1.2 

5  500-6  000 

1.7 

6  000  6  500 

2.1 

53.73 

24  360 

3  990 

5.5 

Oak  Group  of  Precipitation  Gauges. 


Grass-4  500 

24.57 
11.78 
9.23 
5.82 

4.82 

4.8,  5.9 

5.9,  7.3 
7.3,     9.1 
9.1,   11.3 

11.8.  13.6 

5.4 
6.6 
8.2 
10.2 
12.4 

T  080 
4  150 
4  040 
3  170 
3  190 

0 

0.05 

0.15 

0.30 

0.50 

0 

210 

610 

950 

1  600 

0 

4  .500-5  000 

0.3 

5  000  5  .^OO 

0.8 

5  500  6  000 

1.3 

6  000-6  500 

2.2 

56.22 

21  630 

3  370 

4.6 

Pairs  Group  of  Precipitation  Gauges, 


Grass  4  500 

19.56 
11.68 
9.76 
9.23 
5.11 

3.3,     4.0 
4.0,     5.2 
5.2,     6.9 
6.9,     8.6 
8.6,   10.3 

3.6 
4.6 
6.0 

7.8 
9.4 

3  760 

2  860 

3  120 
3  840 
2  560 

0 

0 

0.10 

0.25 

0.45 

0 

0 

310 

960 

1  150 

0 

4  500  5  000 

0 

5  000-5  500 

0.4 

5  500  6  000 

1.3 

6  000  6  500 

1.6 

55.34 

16  140 

2  420 

3.3 

165.29 

63  130 

9  780 

13.4 

From  Stream  Channels. — The  most  important  source  of  under- 
ground water  in  a  desert  region  is  percolation  from  stream  channels. 
This  process  is  continuous  from  perennial  streams,  although  it  varies 
with  the  discharge  of  the  streams  and  the  temperature,  as  previously 
indicated.  Beneath  each  stream  channel  as  it  crosses  the  outwash  slope 
is  a  "ridge"  of  ground-water  rising  from  the  general  plane  of  satura- 
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tion.  The  inclination  of  the  slopes  of  this  ridge  and  the  breadth  of 
its  base  vary  periodically  with  the  stage  of  the  creek  and  the  time  of 
year.  There  is  complete  saturation  within  its  slopes  and  a  movement 
of  gravity  water  toward  the  general  ground-water  surface.  A  consid- 
erable quantity  of  water  also  percolates  from  intermittent  streams. 

Percolation  from  stream  channels  in  the  Independence  Basin  is 
confined  to  the  creeks  draining  mountain  canyons.  There  are  17  of 
of  these  streams,  11  of  which  are  perennial  throughout  their  channels, 
5  are  perennial  over  the  upper  portion  of  their  channels  only,  and  1 
(Dry  Canyon)  is  entirely  an  underground  stream.  The  surface  flow 
of  the  two  most  northerly  of  these  streams,  Tinemaha  and  Red 
Mountain  Creeks,  discharges  northward  across  the  Poverty  Hills  into 
the  Bishop-Big  Pine  region,  but  the  percolation  from  their  channels 
is  tributary  to  the  Independence  Basin.  The  channels  of  streams  en- 
tirely within  the  basin  are  continuous  from  their  canyons  to  the  U.  S. 
Geological  Survey  gauging  stations,  below  which  they  divide,  irriga- 
tion ditches  carrying  all  the  flow  except  during  the  high-water  period 
of  wet  years,  when  the  excess  passes  down  the  natural  channels.  The 
problem  is  thus  divided  into  the  determination  of  percolation  above 
and  below  the  Government  gauging  stations.  The  first  subject  has 
already  been  discussed  at  length  and  need  not  be  considered  here  in 
detail.  An  inspection  of  Tables  4  and  5  shows  that  for  the  creeks  from 
Taboose  to  Hogback,  inclusive,  the  total  21-year  average  discharge  at 
the  mouths  of  the  canyons  is  130  sec-ft.  and  at  the  Government 
gauging  stations  84  sec-ft.  If  the  flow  of  2  sec-ft.  from  Spring  No.  2 
on  Division  Creek  is  included  with  the  canyon  discharge,  the  percola- 
tion loss  above  the  Government  gauging  stations  is  48  annual  sec-ft. 
To  this  should  be  added  6  sec-ft.,  as  indicated  by  the  diagrams,  for 
Tinemaha  and  Red  Mountain  Creeks,  making  a  total  of  54  sec-ft. 

The  quantity  lost  below  these  stations  is  not  so  easily  determined, 
(in  account  of  the  numerous  channels  and  irregular  flow.  Estimates 
were  made  on  each  creek,  based  on  the  length  of  main  channel  and  dis- 
tributing ditches  outside  of  irrigated  areas.  The  loss  per  mile  was  as- 
sumed to  be  the  average  annual  loss  per  mile  for  the  upper  channel 
of  the  creek,  and  the  total  percolation  loss  from  stream  channels  below 
the  Government  stations  was  estimated  at  25  sec-ft.  of  continuous  flow. 
This  estimate  does  not  include  percolation  from  waste  irrigation  water 
or  surplus  creek  water  which  has  passed  east  of  the  ranches. 
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The  grand  total  addition  to  the  underground  supply  derived  by 
percolation  from  stream  channels,  therefore,  is  79  annual  sec-ft. 

From  Irrigation. — Irrigation  has  been  practised  throughout  this 
region,  in  connection  with  farming,  for  at  least  30  years,  and  is  a 
permanent  factor  in  the  underground  water  problem.  The  total  area 
under  systematic  irrigation  is  approximately  3  000  acres,  divided  into 
a  number  of  isolated  ranch  groups  which  depend  on  the  mountain 
creeks  for  their  supply.  Oak  Creek,  the  largest  of  these  streams,  sup- 
plies about  45%  of  the  whole  area.  The  remaining  area  is  divided 
among  eight  creeks  and  the  Stevens  ditch,  which  during  the  period  of 
observation  has  been  largely  supplied  by  the  surplus  flow  of  the 
creeks.  The  acreage  irrigated  from  each  source  is  given  in  Table  18. 
About  50%  of  this  land  was  originally  desert,  lying  along  the  lower 
margin  of  the  outwash  slope,  and  is  very  porous.  The  remainder  lies 
in  the  valley  floor,  where  permanent  ground- water  is  within  reach  of 
plant  roots  and  where  clay  soils  predominate.  The  location  of  the 
several  areas  is  shown  on  Plate  V.     Alfalfa  and  grain  are  irrigated  by 

TABLE  18. — Estimated  Net  Volume  of  Water  Used  for  Irrigation 
IN  the  Independence  Region  During  1909. 


Source  of  supply. 


Area  irri- 
gated, in 
acres.  * 


Duty  of 

water  per 

acre  for 

season, 

acre-feet,  t 


Total  Volume  of 
Water  Used. 


Acre-feet. 


Second- 
feet  for 
6  months. 


Taboose  Creek 

Goodale  Creek 

Division  Creek 

Sawmill  Creek 

Oak  Creek,  ranch  No.  1. 
Oak  Creek,  ranch  No.  2. 
Oak  Creek,  ranch  No.  S. 
Oak  Creek,  ranch  No.  4. 
Oak  Creek,  ranch  No.  5. 

Oak  Creek 

Oak  Creek 

Oak  Creek 

Little  Pine  Creek 

Symmes  Creek 

Shepard  Creek 

George  Creek 

Stevens  ditch 


(170) 
(110) 
(  80) 
(  90) 
109 
49 
155 
260 
38 
(  80) 
(100) 
(.560) 
(300) 
(160) 
(280) 
(160) 
(310) 


(12) 

(16) 

(16) 

(16) 
7.22 
15.40 
2.80 
2.34 
16.40 

(16) 

C  5) 

(  3) 

(14) 

(  5) 

(12) 

(12) 

(8) 


3  Oil 


2  040 
1  760 
1  280 
1  440 

790 

758 

485 

609 

623 

1  280 

500 

1  680 

4  200 

8fJ0 

3  360 

1  920 

2  480 


25  955 


5.6 
4.9 
3.5 
4.0 
2.2 
2.1 
1.2 
1.7 
1.7 
3.5 
1.4 
4.6 
11.6 
2.2 
9.3 
5.3 
6.9 


*  Areas  in  parentheses  obtained  from  approximate  field  observations  ;   other  areas 
obtained  by  careful  field  measurement. 

1  Figures  in  parentheses  assumed  from  observations  on  Oak  Creek  ranches. 
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flooding,  and  corn  by  the  furrow  method.  Three  crops  of  alfalfa  are 
raised  each  year,  and  the  irrigating  season  extends  from  about  April 
15th  to  October  15th,  although  some  farmers  irrigate  9  months  in  the 
year.  Grain  is  irrigated  early  in  the  season,  and  corn  late,  so  that 
the  water  is  continually  used.  In  most  places  the  use  of  water  is 
lavish,  and  no  attempt  is  made  to  economize  it  or  even  to  apply  the 
quantity  best  suited  to  the  crop  and  soil  conditions. 

A  basis  for  determining  the  percolation  from  irrigation  is  a  knowl- 
edge of  the  duty  of  water,  or  the  quantity  of  water  used  in  maturing 
a  given  area  of  crop.  This  was  obtained  in  1909  by  carefully  measur- 
ing the  quantity  of  water  used  daily  during  the  irrigating  season  on 
five  typical  ranches  which  derived  their  supply  from  Oak  Creek.  On 
ranches  where  there  was  a  continual  waste  from  irrigation  the  surplus 
water  was  also  measured.  Areas  in  crop  were  obtained  from  a  careful 
stadia  survey  of  each  ranch. 

With  conditions  on  these  typical  ranches  in  mind,  an  examination 
was  made  of  all  other  ranches  in  the  region,  and  values  were  estimated 
for  the  duty  of  water  on  each.  The  number  of  acres  irrigated  and  in 
crop  was  also  determined  approximately  by  reference  to  subdivisions 
of  the  public  survey.  From  these  data  the  volxmae  of  water  used  for 
irrigation  was  determined,  as  shown  in  Table  18.  The  total  volume 
used  during  the  6  months,  April  15th  to  October  15th,  is  about  26  000 
acre-ft.,  equivalent  to  a  continuous  flow  of  72  sec-ft.  during  the  period. 
When  spread  out  over  3  010  acres,  this  represents  an  average  depth  of 
8.6  ft.  This  result  probably  represents  an  average  practice  throughout 
the  Owens  Valley,  for  the  duty  of  water  measured  by  the  Reclamation 
Service  during  the  season  of  1904  on  two  typical  ranches  near  Bishon 
was  7.11  and  9.17  acre-ft.  per  acre. 

The  distribution  of  this  water,  as  regards  evaporation,  transpiration, 
and  percolation  beyond  the  reach  of  plant  roots,  is  the  next  step  in 
computing  the  ground-water  supply  from  this  source.  Direct  evapora- 
tion is  relatively  small,  for  the  water  when  spread  out  over  the  fields 
is  shaded  by  the  crop  and  sinks  rapidly  into  the  ground.  Probably 
10%  would  cover  this  loss.  The  transpiration  loss  from  alfalfa  during 
the  irrigation  season  has  already  been  computed  as  3.43  ft.  depth  of 
equivalent  water,  or  40%  of  the  average  volume  of  water  applied  to 
crops.  The  transpiration  loss  from  corn  and  small  grains  is  probably 
less  in  this  locality,  but  the  direct  evaporation  loss  is  greater.     There- 
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fore  50%,  or  4.3  ft.  depth,  represents  the  quantity  of  water  applied  in 
irrigation  in  this  region  which  is  absorbed  by  the  atmosphere.  The 
other  50%  is  a  permanent  addition  to  the  ground-water  supply,  and  is 
equivalent  to  a  continuous  flow  of  18  sec-ft.  throughout  the  year. 

From  Flood  Water. — The  quantity  of  percolation  from  surplus 
creek  water,  which  spreads  out  over  the  valley  floor  to  a  greater  or  less 
extent,  is  difficult  to  determine.  Of  the  84  sec-ft.  average  flow  at  Gov- 
ernment gauging  stations,  61  sec-ft.  are  disposed  of  in  channel  perco- 
lation and  irrigation.  Possibly  5  sec-ft.  of  the  remainder  reach  Owens 
River.  This  leaves  18  sec-ft.  to  be  divided  between  evaporation  and 
percolation  in  the  flats  between  the  ranches  and  the  river.  The  area 
flooded  averages  about  5  sq.  miles  during  June  and  July.  The  loss 
by  evaporation  during  this  period  from  a  shallow  pan  in  soil  was 
about  24.5  in.,  and,  as  the  conditions  are  similar,  this  represents  ap- 
proximately the  loss  from  shallow  flood  water.  The  volume  expressed 
as  a  continuous  flow  for  two  months  is  55  sec-ft.,  or,  for  a  year,  9  sec- 
ft.  The  other  9  sec-ft.  can  be  assumed  to  represent  the  percolation 
from  this  flood  water.  It  is  not  a  permanent  addition  to  the  ground- 
water supply,  however,  for  the  surface  of  saturation  is  only  a  few  feet 
below  the  ground  surface  in  this  area,  and  evaporation  from  damp  soil 
and  transpiration  from  natural  vegetation  soon  reduce  the  ground- 
water surface  to  its  normal  position. 

Summary  of  Percolation. — The  four  sources  of  ground-water  are 
percolation  from  direct  precipitation,  from  stream  flow,  from  irriga- 
tion, and  from  flood  water  in  the  valley  floor. 

The  first  of  these  yields  about  44  annual  sec-ft.,  of  which  61%  is 
from  the  intermediate  mountain  slopes,  30%  from  the  outwash  slopes, 
and  9%  from  the  valley  floor.  Percolation  from  streams  yields  about 
79  annual  sec-ft.,  of  which  68%  is  above  Government  gauging  stations 
and  32%  below.  Irrigation  yields  18  annual  sec-ft.  and  flood  waters 
in  the  valley  floor  9  annual  sec-ft. 

The  grand  total  ground-water,  therefore,  is  150  annual  sec-ft.,  of 
which  probably  75%  reaches  the  deeper  strata  of  the  valley  fill.  The 
rate  of  recharge  of  the  basin,  as  thus  determined,  differs  by  less  than 
4%  from  the  ground-water  loss  previously  computed.  The  reliability 
of  the  data  is  thus  confirmed  as  well  as  the  correctness  of  the  assump- 
tions. 


safe  yield  of  underground  reservoirs  213 

Safe  Yield. 

Thus  far,  this  paper  has  presented  conditions  as  they  are  found  to 
exist  in  a  natural  state.  The  problems  which  the  engineer  has  to  solve 
are  those  connected  with  the  artificial  extraction  of  water  from  under- 
ground reservoirs.  First  among  these  is  the  determination  of  the  safe 
annual  yield  or  the  limit  to  the  quantity  of  water  which  can  be  with- 
drawn regularly  and  permanently  without  dangerous  depletion  of  the 
storage  reserve.  A  second  problem  which  naturally  accompanies  the 
first  is  the  devising  of  methods  for  increasing  artificially  the  safe  annual 
yield  of  reservoirs  which  are  apparently  already  developed  to  the  limit. 
The  writer  will  outline  his  ideas,  in  the  hope  that  they  will  suggest  a 
constructive  line  of  discussion  which  will  lead  to  a  better  understanding 
of  these  subjects. 

It  is  obvious  that  water  permanently  extracted  from  an  underground 
reservoir,  by  wells  or  other  means,  reduces  by  an  equal  quantity  the 
volume  of  water  passing  from  the  basin  by  way  of  natural  channels. 
This  is  illustrated  by  the  commonly  recognized  fact  of  the  drying  up 
of  springs  and  cienagas  as  the  result  of  heavy  pumping.  The  theoreti- 
cal limit  for  safe  draft,  exclusive  of  return  water,  therefore,  is  the 
average  rate  of  recharge  for  a  basin.  The  practical  limit,  however, 
depends  on  the  relation  of  draft  to  storage  capacity,  within  economic 
pumping  limits.  Where  the  storage  capacity  is  very  large  as  compared 
with  annual  draft,  the  theoretical  and  practical  limits  should  nearly 
agree,  as  the  storage  reserve  can  be  drawn  on  in  periods  of  protracted 
drought.  For  basins  with  comparatively  small  storage  capacity,  the 
practical  limit  will  be  less  than  the  theoretical.  Draft  computations 
may  be  made  with  the  mass-diagram  as  ordinarily  used  in  surface 
storage  problems.  Storage  capacity  is  determined  from  the  area 
of  water-bearing  material,  limiting  depth  for  economic  pumping, 
and  percentage  of  voids  capable  of  depletion.  The  supply  is  the  quan- 
tity of  water  annually  absorbed  by  the  porous  material  of  the  basin. 
This  may  be  determined  each  year  by  methods  similar  to  those  used 
in  the  Owens  Valley  studies. 

The  draft  thus  obtained,  however,  is  not  the  safe  yield  of  the 
basin,  for  there  are  always  certain  residual  losses  which  cannot  be 
entirely  prevented,  such  for  instance  as  soil  evaporation  from  cienaga 
lands.  These  residual  losses  must  be  ascertained  and  deducted  from 
the  gross  draft.     The  quantity  thus  obtained  may  be  persistently  with- 
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drawn  from  the  basin  without  causing  general  depression  of  the  water 
plane  to  the  point  where  pumping  operations  must  cease  for  economic 
reasons. 

The  determination  of  residual  losses  presents  difficult  problems. 
Some  of  the  conditions  which  are  responsible  for  these  losses  are  the 
following : 

1. — The  elevation  of  the  impervious  rim  at  the  outlet  being  less 
than  the  elevation  of  the  water  plane  in  the  lowest  depression  of  the 
basin,  thus  allowing  ground-water  to  escape  as  underflow.  The  quan- 
tity of  water  thus  dissipated  depends  on  the  transmission  capacity 
and  area,  of  the  porous  material  overlying  the  rim  and  the  available 
head.  In  most  cases  the  volume  of  water  thus  lost  is  relatively  very 
small. 

2. — The  outlet  of  springs  being  at  a  considerably  lower  elevation 
than  the  general  water  plane  of  the  basin  in  the  outlet  region.  Such  a 
condition  may  exist  where  an  arroya  has  cut  a  channel  through  the 
impervious  rim  at  a  point  where  the  surface  falls  away  rapidly  down 
stream.     Such  losses  are  also  relatively  small. 

3. — The  occurence  of  water  under  Artesian  pressure  in  underlying 
strata  of  porous  material  confined  between  more  impervious  layers  of 
fine  sand  or  clay.  This  is  the  least  recognized,  but  yet  the  most  im- 
portant, cause  of  residual  ground-water  loss.  The  eilect  of  Artesian 
pressure  is  to  force  moisture  through  pores  or  fractures  in  the  im- 
pervious capping  and  thus  maintain  a  permanent  ground-water  plane 
near  the  surface.  The  water  continually  supplied  from  below  is  dis- 
posed of  either  by  evaporation  from  the  soil  surface  and  vegetation  or 
by  escaping  at  the  surface  in  springs  or  seepages.  These  losses  persist 
as  long  as  the  Artesian  pressure  is  sufficient  to  force  the  water  through 
the  overlying  strata.  The  volume  of  these  losses  during  any  period  of 
one  or  more  years  bears  a  functional  relation  to  the  average  Artesian 
pressure  during  the  same  period.  The  writer  states  these  conclusions 
as  the  result  of  a  careful  study  of  records  and  conditions  in  a  number 
of  differently  situated  Artesian  basins. 

These  conclusions  are  well  illustrated  by  the  following  facts  of 
common  knowledge.  First,  consider  the  result  of  abnormally  large 
precipitation  for  a  period  of  one  or  more  seasons.  The  ground-water 
accretions  exceed  the  losses  from  the  basin,  the  excess  water  accumu- 
lates in  the  voids  of  the  porous  gravels  surrounding  the  confined  strata, 
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and  the  free  ground-water  surface  rises  throughout  the  basin.  Within 
the  area  of  confined  gravels  hydrostatic  or  Artesian  pressure  increases. 
A  greater  quantity  of  water  is  forced  through  the  overlying  strata,  not 
only  over  the  area  already  moist,  but  from  a  circumscribing  zone 
within  which  the  pressure  was  previously  insufficient  to  maintain  a 
shallow  ground-water  surface.  The  observed  result,  therefore,  is  in- 
creased spring  and  seepage  flow  and  an  enlarged  area  of  moist  cienaga 
land  from  which  evaporation  occurs.  Second,  assume  a  series  of  dry 
years.  Ground-water  storage  is  depleted,  the  free  ground-water  plane 
falls.  Artesian  pressure  decreases,  and  less  water  is  forced  through  the 
overlying  strata.  The  observed  result  is  decreased  spring  and  seepage 
flow  and  shrunken  evaporating  area.  The  latter  occurs,  because,  for 
the  new  conditions,  the  rate  of  evaporation  from  the  outer  zone  of 
moist  soil  exceeds  the  rate  of  supply  from  below.  The  accumulation 
of  water  in  the  soil  is  drawn  on,  lowering  the  water  level  to  the  limit 
of  capillary  action.  A  similar  result  occurs  where  relief  is  afforded 
to  Artesian  pressure  by  the  drilling  of  many  deep  wells  drawing  from 
Artesian  strata.  In  some  of  the  Southern  California  Artesian  basins, 
which  formerly  possessed  cienaga  lands,  relief  of  Artesian  pressure 
by  wells  and  heavy  pumping  has  dried  up  such  lands. 

The  importance  of  residual  losses,  due  to  Artesian  pressure,  is 
forcibly  shown  by  the  Owens  Valley  studies,  where  it  was  found  that 
in  a  natural  state  81%  of  the  total  yield  of  the  Independence  Basin 
was  lost  by  evaporation  from  soil  and  vegetation.  Similar  conditions, 
in  a  slightly  less  degree,  existed  in  many  of  the  Southern  California 
basins  before  ground-water  development  was  undertaken.  The  in- 
creased pumping  of  the  last  10  or  15  years  has  eliminated  evaporation 
losses  almost  entirely  in  some  of  the  smaller  basins.  In  the  larger 
basins,  such  as  the  San  Bernardino  Valley  and  Coastal  Plain,  the  re- 
duction has  not  been  as  great,  having  ranged  from  30  to  50%  of 
original  evaporation  losses  in  the  various  basins.  In  these  basins 
evaporation  losses  formerly  represented  from  50  to  75%  of  the  total 
ground-water  supply.  Hence,  the  residual  evaporation  losses  to-day 
represent  from  15  to  35%  of  the  total  ground-water  supply  for  the 
large  Southern  California  basins,  and  can  be  said  to  average  25  per 
cent. 

The  quantitative  determination  of  the  residual  losses  from  an  un- 
derground reservoir  can  only  be  made  after  a  detailed  study  of  the  local 
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conditions.  The  factors  to  be  considered  are  the  topography  and 
geology  of  the  basin  and  its  porous  filling,  the  distribution  and  type 
of  sources  of  percolating  water,  the  rate  of  evaporation  and  transpira- 
tion, the  depth  of  capillary  action  and  the  character  of  the  soil  within 
the  evaporating  area,  the  necessity  for  irrigation  and  the  value  of  over- 
lying lands  for  agricultural  crops,  the  present  or  probable  ultimate 
method  of  development  of  water,  and  the  present  or  probable  future 
use.  The  general  condition  favorable  for  small  residual  losses  is  the 
possibility  of  eliminating  the  evaporating  area  by  lowering  the  water 
plane  below  the  reach  of  capillary  action.  This  may  be  done  by  the 
relief  of  Artesian  pressure,  by  shallow  pumping  within  the  evaporating 
area,  or  by  drainage.  The  first  of  these  methods  would  result  in  re- 
duced pressures  in  existing  wells  in  the  Artesian  area  and  possibly 
lowered  water  levels  in  the  back-water  zone,  especially  if  the  ground 
surface  has  a  steep  slope.  Shallow  pumping  and  drainage,  on  the  other 
hand,  may  be  physically  impractical  or  prohibitive  in  cost.  Their  suc- 
cess depends  largely  on  the  existence  of  shallow  water-bearing  strata 
from  which  water  can  be  readily  drawn. 

There  are  three  cases  which  arise  in  the  determination  of  residual 
losses:  first,  a  basin  already  fully  developed  or  suilering  from  over- 
draft; second,  a  basin  where  the  supply  is  partly  developed;  third,  a 
basin  entirely  undeveloped.  The  first  case  can  be  recognized  by  in- 
spection of  the  present  or  former  evaporating  area  in  connection  with 
local  confirmatory  evidence  and  past  records  of  water  levels,  yield  of 
wells,  etc.  The  residual  losses  may  be  ascertained  from  observations 
and  measurements  of  existing  conditions.  The  second  and  third  cases 
require  assumptions  as  to  the  method  or  combination  of  methods  by 
which  residual  losses  will  be  reduced  to  a  minimum.  These  assump- 
tions should  be  made  after  a  careful  study  of  local  physical  condi- 
tions and  the  probable  future  use  of  the  water.  The  next  step  is  the ' 
determination  of  existing  evaporation  losses,  by  contouring  the 
ground  surface  and  water  plane,  and  ascertaining  the  soil  evaporation 
losses  for  various  depths  to  ground-water.  The  final  step,  namely,  the 
determination  of  the  percentage  by  which  existing  losses  will  be  re- 
duced by  future  development,  is  as  yet  largely  a  matter  of  judgment. 
Having  arrived  at  some  definite  value,  however,  the  residual  losses  due 
to  evaporation  can  be  computed,  and,  when  combined  with  the  losses 
from  underflow  or  deep  springs,  the  total  quantitative  result  is  obtained. 
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The  thorough  investigation  of  residual  losses  is  essential  in  any  de- 
termination of  safe  yield,  and  for  this  reason  the  writer  has  discussed 
the  subject  in  detail. 

Passing  now  from  the  determination  of  safe  yield  as  limited  by 
existing  conditions  to  a  discussion  of  methods  for  increasing  safe  yield 
artificially:  Obviously,  to  accomplish  the  latter,  either  the  rate  of  re- 
charge of  the  basin  must  be  increased  or  the  percentage  of  unused 
water  escaping  from  the  basin  must  be  decreased.  Practical  methods 
which  suggest  themselves  are : 

(1)  Reduction  of  residual  losses  to  the  lowest  possible  quantity; 

(2)  Elimination  of  needless  waste  of  underground  water;  and 

(3)  Increased  absorption  of  surface  flood  waters. 

The  subject  of  residual  losses  has  already  been  discussed  at  length. 
The  writer  wishes  to  emphasize  the  fact,  however,  that  a  basin  has 
not  been  fully  developed  as  long  as  the  evaporating  area  persists  in 
years  of  drought.  The  evaporating  area  is  fullj-  as  important  a  cri- 
terion of  the  relation  of  withdrawals  to  supply  as  the  water  plane.  A 
falling  water  plane  does  not  of  itself  indicate  overdraft.  It  is  only 
when  a  rapid  shrinkage  and  disappearance  of  the  evaporating  area 
accompanies  a  falling  water  plane  that  dangerous  overdraft  is  indi- 
cated. Hence,  in  a  closed  Artesian  basin  from  which  the  evaporation 
area  has  not  disappeared,  a  greater  yield  may  be  obtained,  provided 
an  intelligent  plan  of  development  is  followed. 

A  very  common  source  of  needless  waste  is  from  Artesian  wells 
which  are  allowed  to  flow  when  the  water  is  not  in  use.  The  waste- 
fulness of  this  practice  is  so  evident  that  it  need  not  be  discussed  in 
this  paper.  Its  continuance  is  made  possible  by  la.ck  of  recognition 
of  the  ultimate  effect  of  the  practice  among  the  owners  of  such  wells. 
The  writer  feels  that  it  is  every  engineer's  duty  and  privilege  to  as- 
sist in  guiding  aright  public  opinion  in  matters  of  common  interest, 
and  suggests  the  subject  of  conservation  of  Artesian  water  as  being 
pertinent  in  many  communities. 

The  practicability  of  increasing  the  ground-water  supply  by  bring- 
ing about  greater  absorption  of  flood  water  has  been  demonstrated  in  a 
number  of  California  basins.  The  most  extensive  work  of  this  kind 
is  probably  that  done  on  the  alluvial  cone  of  Santa  Ana  River  in  the 
San  Bernardino  Valley.     The  method  there  used  is  to  divert  the  flood 


218  SAFE   YIELD   OF   UNDERGROUND   RESERVOIRS 

water  of  Santa  Ana  River  in  contour  ditches  from  which  it  is  dis- 
tributed into  smaller  ditches  which  in  turn  subdivide,  until  finally 
the  water  spreads  out  over  the  porous  alluvial  gravels  in  a  thin  sheet 
and  is  absorbed.  During  the  past  few  years  the  volume  of  water  thus 
stored  has  averaged  12  000  acre-ft.  annually,  costing  about  15  cents 
per  acre-ft.,  including  interest  on  the  cost  of  permanent  works.  The 
work  is  capable  of  further  expansion.  The  ultimate  limit  will  be  the 
ability  to  handle  the  violent  floods,  which  are  of  frequent  occurrence. 
The  problem  is  not  that  alone  of  controlling  the  water,  but  of  dispos- 
ing of  silt.  The  water  is  normally  clear  and  is  free  from  silt  soon 
after  the  flood  crest  passes.  Flood  water,  however,  carries  great  quan- 
tities of  silt,  which  deposits  as  soon  as  the  velocity  is  checked.  This 
forms  an  impervious  layer  of  slime  which  seals  the  gravels  and  must 
be  broken  up  and  eventually  removed  in  order  to  use  the  same  spread- 
ing ground  continuously. 

The  conditions  on  most  California  streams  tributary  to  closed 
basins  correspond  to  the  Santa  Ana.  The  writer  is  of  the  opinion 
that  complete  absorption  of  even  ordinary  floods  on  these  streams 
cannot  be  brought  about  without  temporary  surface  storage.  This  must 
be  accomplished  either  by  utilizing  storage  sites  in  the  stream  channel 
or  by  construction  of  contour  levees  on  the  alluvial  cone.  The  purpose 
of  such  reservoirs  would  be  to  act  both  as  settling  basins  and  as  tem- 
porary storage  sites.  From  these  reservoirs  the  clear  water  would  be 
released  and  brought  into  contact  with  the  absorbent  gravels  by  any 
method  which  proved  most  efiicient  under  the  local  conditions. 

In  conclusion  it  may  be  said,  first,  that  the  rate  of  recharge  of  un- 
derground reservoirs  of  the  closed-basin  type  is  a  definite  quantity 
capable  of  measurement  with  a  fair  degree  of  accuracy;  second,  that 
safe  yield  is  a  quantity  less  than  the  rate  of  recharge,  its  quantity  de- 
pending on  the  available  storage  reserve  of  the  basin  and  residual 
ground-water  losses;  third,  that  vmder  certain  circumstances  it  is  pos- 
sible to  increase  the  safe  yield   of  a  fully  developed  basin. 
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D  I  s  c  XJ  s  s  I  o  isr 


James  Owex,*  M.  Am.  Soc.  C.  E. — Although  Mr.  Lee's  paper  is  Mr. 
confined  somewhat  to  underground  water  supplies  in  the  western 
part  of  the  United  States,  a  great  deal  of  investigation  has  been  done 
and  a  great  deal  of  money  has  been  spent  and  wasted  on  such  sup- 
plies in  the  eastern  sections  and  in  localities  near  New  York  City, 
and  it  seems  that,  if  it  were  possible  in  the  future  to  define  certain 
rules  and  principles  governing  the  question  of  getting  water  from 
the  ground,  it  would  be  better  for  everybody. 

The  section  around  New  York  has  a  variety  of  topographical  and 
geological  conditions.  According  to  the  speaker's  idea,  the  under- 
ground supplies  can  be  defined  under  about  four  heads,  that  is,  the 
original  sandstone  deposition,  prior  to  the  volcanic  upheaval;  the 
volcanic  upheaval  of  gneiss  in  Westchester  County  and  New  York, 
and  the  trap  in  New  Jersey;  the  glacial  and  post-glacial  depositions, 
and,  incidental  to  these,  the  terminal  moraines;  and  finally,  in  lower 
New  Jersey,  what  might  be  called  the  post-tertiary  deposition.  The 
first  and  the  last,  the  original  sedimentary  deposition  of  the  sandstone 
and  the  post-tertiary  deposition,  have  fairly  well-defined  radii  of 
supply. 

It  is  well  known  that  water  can  usually  be  obtained  by  driving 
through  sandstone.  In  New  Jersey,  if  one  drives  through  certain 
strata,  water  can  be  obtained,  and  an  interesting  incident  was  shown 
when  Asbury  Park,  N.  J.,  desired  a  water  supply  and  was  advised 
by  Professor  Gay,  State  Geologist  of  New  Jersey  30  years  ago,  to  go 
down  800  ft.,  at  which  depth  all  the  necessary  water  could  be  obtained. 
On  trial,  water  was  found  within  40  ft.  The  final  result  has  been 
that  all  through  that  shore  territory  the  supply  of  water  has  been 
ample,  good,  and  economical.  In  this  section,  however,  the  main  con- 
sumption has  only  lasted  about  4  months  in  the  year,  and  during  the 
other  8  months,  the  disposal  of  the  underground  supply  would  have 
failed  to  be  profitable  for  steady  communities. 

In  the  sandstone  formation,  a  good  and  reliable  supply  can  always 
be  obtained,  subject  to  the  chemical  and  natural  properties  of  the 
water.  In  New  Jersey,  wells  have  been  sunk  400  or  500  ft.  below 
tidewater  and  ample  water  has  been  found,  but  its  chemical  constitu- 
ents have  made  it  rather  detrimental  for  public  use.  In  one  case, 
where  the  well  was  put  down  400  ft.,  the  deposition  of  lime  was  about 
8  in.  in  4  months.  That,  of  course,  debarred  its  use  for  public  pur- 
poses. The  water,  however,  was  storage  water,  and  the  slow  per- 
colation through  the  sandstone  had  not  allowed  for  a  free  flow;  con- 
sequently, the  chemical  deposition  ensued. 

*  Newark,  N.  J. 
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Mr.  In  the  other  two  regions,  the  volcanic  and  the  post-glacial  forma- 

tions, there  is  a  certain  amount  of  uncertainty  in  regard  to  the  supply. 
In  the  volcanic  formation  with  a  slight  cover,  of  course,  there  is  no 
water  unless  one  goes  into  the  rock;  and  in  either  the  trap,  gneiss, 
or  Atlantic  formation,  the  supply  is  uncertain,  erratic,  and  unreliable, 
and  very  rarely  successful. 

In  the  post-glacial  formation,  the  drifts  fill  up  the  subterranean 
canals,  as  they  may  be  called,  and  the  terminal  moraine  depositions. 
In  this  case  the  water  supply  is  fairly  reliable  within  certain  limits. 
In  the  speaker's  experience  there  have  been  two  or  three  curious 
propositions  relating  to  this  question.  A  certain  city  put  in  a  water 
plant  in  a  post-glacial  deposition.  When  the  wells  were  put  down 
they  overflowed.  Pipes  were  driven  down  80  or  100  ft.,  and  left 
up  in  the  air  10  or  15  ft.,  and  still  the  wells  overflowed.  The  pumping 
plant  was  started,  and,  of  course,  the  overflow  was  gradually  lowered. 
Incidental  to  that  was  the  fact  that,  a  little  above  the  pumping  plant, 
a  man  owned  a  very  heavy  spring  which  was  totally  stopped  after  a 
short  period  of  pumping.  He  brought  suit  against  the  company,  and, 
by  a  curious  coincidence,  the  pumping  plant  broke  down  at  a  certain 
hour  on  a  certain  day,  and  a  certain  number  of  hours  afterward,  the 
spring  ran  afresh.  That  incident  showed  the  underground  capacity 
of  that  subterranean  gulch,  including  the  capacity  of  the  undergTound 
storage. 

That  formation  was  almost  all  sand  and  gravel.  The  water-table 
in  3  years  of  pumping  was  lowered  from  an  overflow  of  6  or  8  ft. 
above  ground  to  a  ground-water  flow  of  22  ft.  below  the  surface, 
showing  that  the  company  was  pumping  beyond  the  capacity  of  the 
delivery  or  the  water  flow  of  the  country. 

Take  the  other  case,  where  there  is  a  till  flow,  that  is,  in  the 
glacial  deposit  termed  the  till,  where  the  percolation  is  very  slow. 
In  certain  cases  under  the  speaker's  care,  the  flow  of  the  wells  after 
a  rainstorm  was  carefully  timed,  and  the  percolation,  instead  of  being 
immediate,  took  about  2  days.  In  the  case  of  one  large  well,  where 
six  or  seven  holes  had  been  bored  into  the  limestone,  and  where  it 
was  important  to  have  supply  enough  for  the  examination,  careful 
note  was  taken  of  the  times  when  there  was  enough  water  and  when 
the  supply  was  deficient.  Examination  showed  that,  after  a  heavy 
rainstorm,  it  took  2  days  for  this  flow  through  the  till,  that  is,  the 
drift  deposit,  to  get  through  the  rock  and  into  the  wells.  This  shows 
the  extremely  slow  rate  of  percolation. 

There  are  a  great  many  interesting  questions  in  the  whole  region 
about  New  York,  and  it  is  especially  necessary  to  have  known  facts 
tabulated,  as  there  has  been  a  great  deal  of  money  wasted,  especially 
in  developing  what  is  known  as  a  mysterious  underground  supply. 
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In  the  case  previously  cited,   the  wells  were  put  in  for  the  city    Mr. 
under   the   direction    of    a    competent   engineer,    and   the   speaker   re-     ^®°* 
marked  at  the  time  that  he  was  surprised  at  his  being  brave  enough 
to  put  in  such  a  plant  for  that  community.     The  result  has  been  that 
that  city  has  been  compelled  to  buy  up  land  and  territory  after  terri- 
tory to  provide  a  sufficient  underground  supply. 

G.  E.  P.  Smith,*  M.  Am.  Soc.  0.  E.  (by  letter).— The  publication  Mr. 
of  this  scholarly  paper  on  investigations  in  the  Owens  Valley,  and  '"'  ' 
the  studies  and  conclusions  based  thereon,  must  be  welcomed  by  all 
hydraulic  engineers  of  the  arid  West.  In  addition  to  its  immediate 
or  local  value,  the  paper  affords  a  clear  and  concise  exposition  of 
the  general  principles  of  ground-water  storage,  of  recharge  and  loss, 
and  of  the  extent  to  which  ground-waters  can  be  drawn  on  for  munici- 
pal water  supplies,  irrigation,  or  other  purposes.  So  far  as  the  writer 
knows,  it  is  the  first  comprehensive  work  of  its  kind,  and  the  author 
has  the  distinction  of  being  a  true  pioneer  of  the  Profession.  The 
paper  itseK  marks  a  new  era  in  the  development  of  ground-water 
studies,  an  era  in  which  scientific  basis  and  logical  methods  supersede 
much  idle  speculation  and  many  misconceptions. 

Too  much  credit  cannot  be  given  to  j\Ir.  Lee  for  the  thoroughness 
and  application  of  system  displayed  in  his  investigations.  These  fea- 
tures are  exemplified  in  the  excellent  analyses  of  rainfall  distribution, 
of  seepage  losses,  and  of  soil  evaporation  tests.  Where  arbitrary 
factors  have  been  necessitated,  they  have  been  based  on  painstaking 
inspections  and  on  rare  good  judgment.  In  such  cases,  also,  the 
author  was  assisted  by  the  extreme  uniformity  of  natural  conditions 
in  the  Owens  Valley,  especially  of  topography,  valley  fill,  soil  and 
vegetation.  The  application  of  system  in  the  investigational  work 
is  reflected  in  its  orderly  presentation,  and  in  the  use  of  graphical 
methods,  features  which  add  greatly  to  the  value  of  the  paper. 

The  writer's  purpose  is  not  to  criticize,  but  to  broaden  the  foun- 
dation on  which  the  deductions  and  generalizations  of  the  paper  are 
based,  and  to  assist  in  the  extension  of  their  application  to  a  wider 
range  of  climatic  and  geologic  conditions. 

Beginning  in  1906,  the  Arizona  Agricultural  Experiment  Station 
has  carried  on  ground-water  investigations  under  the  writer's  charge 
in  several  valleys  of  southern  Arizona.  These  valleys  vary  greatly 
in  the  degree  of  aridity,  from  the  grassy  sub-arid  Sulphur  Spring 
Valley,  which  is  comparable  to  Owens  Valley,  to  the  severely  arid 
Lower  Gila  Valley.  The  chief  determining  factor  is  the  altitude. 
The  ground-water  hydrology  is  exceedingly  diverse  in  character,  so 
that  it  is  difficult  to  frame  generalizations  that  are  applicable  to  all 
the  valleys. 

*  Tucson,  Ariz. 
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Mr.  The  most  detailed  study  has  been  that  of  the  valley  of  the  Rillito,* 

™'  ■  a  tributary  of  the  Santa  Cruz,  as  shown  in  Fig.  13.  There  are  striking 
similarities  between  it  and  Owens  Valley.  Both  are  desert  valleys 
in  which  the  surrounding  drainage  is  toward  a  broad,  flat  area,  or 
playa,  and  therefore  they  come  within  the  meaning  of  the  term  "bol- 
son"  or  "semi-bolson",  as  defined  by  Tolman.f  The  Pantano  water- 
shed spills  its  surplus  water  to  the  Rillito;  the  Rillito  delivers  a 
portion  of  its  drainage  to  the  Santa  Cruz,  and  the  Santa  Cruz,  on 
rare  occasions,  has  a  continuous  discharge  to  the  Gila  River.  Exclud- 
ing the  Pantano  bolson  with  its  620  sq.  miles,  the  total  drainage  area 
of  the  Rillito  is  327  sq.  miles,  of  which  56%  is  mountainous  (granitic), 
30%  consists  of  dissected  gravelly  outwash  slopes,  and  14%  is  valley 
land.  The  area  is  nearly  equal  to  that  of  the  Independence  Region, 
though  the  percentage  of  mountain  area  is  higher.  The  lengths  of 
the  valleys  are  the  same — 25  miles — ^and  both  derive  practically  all 
their  drainage  from  the  right-hand  side.  The  mountain  rainfall,  also, 
i.s  equal  in  the  two  cases,  varying  from  10  or  12  in.  in  the  foot-hills 
to  30  or  35  in.  at  the  crests. 

The  distinctions  are:  the  Rillito  Valley  lies  at  an  elevation  of 
about  2  400  ft. — considerably  lower  than  Owens  Valley — and  conse- 
quently the  temperature  is  higher  and  evaporation  is  greater;  the 
mountainous  area  drained  by  the  Rillito  is  on  the  windward  side, 
and  hence  the  rainfall  is  comparatively  high  for  the  region;  the  rain- 
fall-altitude curve  shows  a  continuous  rise  to  the  summit,  at  9  000  ft. ; 
and  there  is  no  perennial  grass  area,  but,  instead,  the  high  mountains 
are  forested  with  pine,  and  the  lower  slopes  and  valley  floor  are  covered 
with  a  diversified  desert  vegetation,  with  mesophytic  trees  along  the 
stream  courses. 

A  survey  of  the  water-table  has  shown  that  the  river  channel  is  not 
coincident  with  the  ground-water  trough;  the  ground-water  on  the 
south  or  left  side  has  a  component  movement  away  from  the  river, 
especially  during  and  after  floods.  The  movement  has  been  studied 
in  lines  of  wells  at  right  angles  to  the  river,  and  the  recharge  which 
occurs  during  a  flood  season  has  been  shown  to  progress  away  from 
the  river  as  a  true  wave.:}:  At  no  point  has  the  water  plane  shown 
any  response  to  direct  precipitation,  the  rainfall  penetrates  only 
a  few  feet  into  the  soil  in  the  most  favorable  years,   and  it  appears 

*  Bulletin  No.  64.  Arizona  Agricultural  Experiment  Station,  1910. 

t  He  states  :  "  I  therefore  suggest  that  the  word  be  used  to  cover  the  watershed  of  a 
centripetal  drainage  system,  including  all  the  area  within  the  limits  of  the  divides.  The 
bolson  may  depart  somewhat  from  a  perfect  topographical  basin,  for  evaporation  on  a 
slope  mav  prevent  the  development  of  a  through  drainage,  and  foster  the  centripetal 
variety.  Those  bolsons  whose  surface  water  in  times  of  Hood  reaches  some  river  thorough- 
fare some  lower  bolson,  or  the  ocean  direct,  and  consequently  the  playa  portion  *  *  * 
is  poorly  developed  or  lacking:,  may  be  called  semi-bolsons."— JoufwaJ  of  Otology,  XV  IT,  No 
■Z,  p.  141,  February-March.  1909. 

X  Bulletin  No.  64,  Arizona  Agricultural  Experiment  Station,  p.  184. 
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Mr.     that  the  recharge  is  due  solely  to  the  seepage  of  the  river  flows  into 
Smith,  ^j^g  porous  gravels. 

The  structure  of  the  valley  is  of  fundamental  importance.  Fig.  14 
is  a  section  along  the  line,  A  A,  the  location  of  vrhich  is  shown  in 
Fig.  13.  The  section  includes  the  mountain  face,  the  Rillito  Valley, 
and  the  smooth  slope  which  separates  the  latter  from  the  Santa  Cruz 
Valley.  The  valley  fill  includes  deposits  of  three  distinct  periods. 
Uppermost  are  the  Recent  deposits  along  the  stream  courses,  laid 
down  by  the  present  system  of  rivers.  The  main  body  of  the  fill,  how- 
ever, is  the  Catalina  Mountain  outwash,  probably  Pleistocene;  and, 
underlying  this  are  older  deposits,  exposed  in  small  outcrops  in  the 
foot-hills.  The  Recent  deposits  include  loose,  coarse,  water-bearing 
gravels;  the  gravels  of  the  outwash  are  for  the  most  part  tightly 
cemented  with  a  secondary  calcareous  deposition  which,  when  present 
in  great  quantity,  is  called  caliche.  As  a  rule,  the  wells  in  the  outwash 
yield  poor  supplies.  Thus  the  Esmond  Well,  in  the  center  of  the 
valley,  southeast  of  Tucson,  which  was  drilled  to  a  depth  of  1  480  ft., 
has  only  3  ft.  of  water-bearing  gravel,  the  rest  of  the  formation  being 
alternating  strata  of  cemented  gravel  and  clay.  Many  wells  in  the 
outwash  yield  practically  nothing,  while  others,  more  fortunately 
situated  with  reference  to  old  stream  beds,  yield  small  supplies  of 
from  50  to  250  gal.  per  min.  The  fact  that  the  first  water-bearing 
stratum  in  the  Recent  fill  yields  good  supplies  has  led  to  the  general 
adoption  of  caisson  well  curbs  built  of  reinforced  concrete,  for  wells 
situated  within  the  area  of  Recent  fill. 

The  interchange  of  water  between  the  Recent  fill  and  the  outwash 
is  difiicult  to  estimate,  but,  in  the  aggregate,  it  must  be  quite  extensive. 
The  author  remarks  on  page  151 : 

"Along  the  coast  of  California,  shales  and  cemented  gravels  pre- 
dominate, and  are  practically  non-water-bearing  in  comparison  with 
the  porous  gravels  filling  the  basins." 

Hence,  there  arises  an  ambiguity  with  regard  to  what  shall  con- 
stitute the  basin — the  porous  gravels  only,  or  all  the  fill  within  a 
rock  trough.  The  author  has  used  the  latter  construction  in  his 
work  in  Owens  Valley.  It  is  not  likely  that  close  estimates  can  be 
made  for  the  porous  younger  deposits  alone.  Referring  to  Bulletin  No. 
64  again,  on  page  189  is  the  following: 

"It  may  be  questioned  whether  the  seepage  loss,  if  measured  at 
the  present  time  will  indicate  correctly  the  available  water  supply 
for  pumping.  On  the  one  hand,  present  data  show  a  great  leakage 
from  the  valley,  either  toward  the  south  or  downward  into  the  older 
[Pleistocene]  formation,  and  this  leakage  must  continue  in  the  future. 
On  the  other  hand,  the  seepage  loss  of  floods  will  be  greater  if  the 
groundwater  supply  has  been  reduced  by  pumping;  indeed,  it  is  one 
of  the  important  effects  of  pumping  that  the  recharge  of  the  ground- 


DISCUSSION  :    YIELD   OF   UNDERGROUND   RESERVOIRS 


235 


Elevation,  in  Feet  above  Sea-level. 
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Mr.     water   will   be   thus   increased.      At   present   it   may   well   be   assumed 
Smith,  (.j^,,^  these  two  influences  are  balanced." 

The  cementation  described  above  is  a  saving  feature  in  arid  regions, 
since  it  reduces  the  under-drainage  and  holds  the  ground-water  at 
shallower  depths.  In  the  parallel  valleys  west  of  the  Santa  Cruz,  the 
drainage  capacity  exceeds  the  annual  recharge,  with  the  result  that  the 
water-table  lies  at  depths  of  from  200  to  800  ft.,  even  along  portions  of 
the  stream  courses. 

In  estimating  the  annual  recharge  of  the  Rillito  Valley,  the  writer 
made  use  of  the  measured  run-off  from  Sabino  Canyon,  records  for 
which  were  available,  for  the  period,  1904-09.  By  a  comparison  of 
areas  and  altitudes,  and  of  simultaneous  gaugings  at  the  mouths 
of  canyons,  the  run-off  for  the  other  tributaries  was  estimated.  Meas- 
urements of  seepage  loss  were  the  next  need.  For  moderate  floods, 
the  problem  was,  not  the  percentage  of  loss,  it  being  total,  but  the 
quantity  and  location  of  the  loss.  Logs  of  wells  revealed  the  extent 
of  the  storage  capacity.  With  the  foregoing  data  the  recharge  for 
a  distance  of  12  miles  was  estimated  at  23  000  acre-ft.  per  year.  It 
is  hardly  necessary  to  disavow  any  high  degree  of  accuracy,  but,  even 
though  the  probable  error  is  20%,  such  estimates  are  highly  useful. 

Transpiration. 
•  In  the  Owens  Valley  experiments,  the  evaporation  from  the  soil 
and  transpiration  from  the  salt  grass  were  treated  together,  and  a 
straight-line  relationship  was  established  between  the  water  loss  and 
the  depth  of  the  water-table  below  the  ground  surface.  It  is  worthy 
of  note  that  the  loss  of  ground-water  from  the  salt  grass  in  the  3-ft. 
zone  was  sufficient  for  the  irrigation  of  an  equally  large  area  of  alfalfa, 
and  the  loss,  where  the  depth  to  water  was  4  ft.,  was  sufficient  for 
the  irrigation  of  most  other  crops. 

If  two  additional  tank  sets  had  been  provided,  and  maintained 
without  grass,  one  with  water  level  at  a  depth  of  2  ft.  and  one  with 
depth  of  4  ft.,  and  thus  used  as  check  tanks,  it  would  have  been 
possible  to  differentiate  between  the  combined  effect  of  evaporation 
and  transpiration  and  the  effect  of  evaporation  alone.  The  evidence 
of  the  data  presented  indicates  that  the  combined  loss  is  approximately 
twice  the  loss  due  to  evaporation  from  the  soil.  For  it  is  to  be  noted 
from  i*ig.  10  that  the  loss-depth  line  in  summer  approaches  closely 
to  the  summer  loss  from  a  free  water  surface,  while  in  winter  the  loss- 
depth  line  falls  short  of  the  corresponding  free-water  loss  about  one- 
half.  Although  the  estimated  summer  transpiration  loss  from  alfalfa 
is  87%  of  the  free-water  loss,  yet  the  transpiration  from  salt  grass 
must  be  much  less  than  that  from  alfalfa,  because  of  the  smaller 
leaf  surface  exposed,  and  the  direct  evaporation  from  the  soil  must 
be  greater  than  in  the  case  of  alfalfa. 
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In  southern  Arizona  and  contiguous  areas,  the  normal  desert  Mr. 
valley  has  no  extensive  flat  shallow-water  district  like  that  of  Owens  *""*"• 
Valley.  The  water  plane  is  usually  at  a  depth  exceeding  15  ft.,  and 
is  thus  beyond  the  influence  of  capillary  action.  In  some  cases  there 
are  small  cienegas,  covering  an  acre,  more  or  less,  and  in  the  Sulphur 
Spring  and  San  Simon  Valleys  there  are  playas  of  considerable  extent; 
but  many  valleys  of  this  region  have  modified  river  drainage  systems, 
with  bottom-lands  carrying  a  surprising  quantity  of  vegetation, 
usually  trees  and  shrubs. 

Formerly,  the  river  channels  were  poorly  developed  or  entirely 
lacking,  and  the  occasional  floods  spread  out  over  the  bottom-lands  and 
supported  a  growth  of  sacaton  and  other  grasses;  but,  with  the  coming 
of  the  white  man,  with  his  herds  of  cattle,  and  the  overstocking  of 
the  ranges  in  the  Eighties,  great  areas  were  denuded  of  grass,  and 
the  concentrated  flood-waters  soon  cut  wide  channels  through  the  loam 
and  adobe  down  to  a  gravelly  bottom.  Following  the  change  in  the 
character  of  the  run-off,  the  sacaton  disappeared,  and  trees,  notably 
mesquite,  took  possession.  Where  the  depth  to  ground-water  is  within 
25  or  30  ft.,  the  trees  have  become  continuous  forests  covering  the 
ground.  That  the  trees  send  their  roots  down  to  the  water-table  is 
easily  proven,  for  the  caving  banks  of  rivers  and  arroyas  reveal  them. 
The  mesquite,  in  particular,  has  deep,  strong,  tap-roots,  with  a  gen- 
erous development  of  feeders. 

The  hypothesis  has  been  held  by  the  writer  for  a  long  time  that 
the  water  drawn  up  through  trees  and  transpired  constitutes  the 
principal  loss  from  the  ground-water  reservoir,  and  that,  in  some  cases,, 
this  loss  is  the  total  loss,  while  in  all  cases  evaporation  is  an  agency 
of  less  import.  This  paper  tends  to  confirm  the  hypothesis.  The  author 
states,  however,  concerning  the  processes  of  soil  evaporation,  transi\ira- 
tion,  and  stream  flow,  that  "with  the  exception  of  transpiration  from 
trees",  they  "are  now  capable  of  measurement  with  relative  accuracy 
at  reasonable  cost."  In  order  to  apply  the  principles  which  he  has 
so  ably  developed  to  the  regions  somewhat  more  arid  than  Owens 
Valley,  it  is  essential  to  learn  much  more  than  is  now  known  about 
tree  transpiration. 

Botanical  literature  offers  little  assistance  in  this  problem.  The 
single  experiment  or  estimate  which  is  found  in  all  botanical  text- 
books is  that  in  Austria  a  high  beechwood  forest  transpires  30  000  liters 
daily  per  hectare  during  the  growing  season  of  6  months.  This  is 
equivalent  to  22  in.  depth  of  water  over  the  land.  It  is  stated,  further, 
that  from  250  to  500  grammes  of  water  are  transpired  for  every  gramme 
of  dry  solid  matter  produced. 

Mr.  Lee  says  of  transpiration  that  it  "differs  in  different  species  of 
plants,"  and  "King's  experiments  indicate  that  humidity  does  not 
affect  transpiration.     For  a  species  growing  in  a  definite  locality,  light 
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Mr.  and  available  soil  moisture  are  the  controlling  factors."  These  state- 
■  ments  are  surely  open  to  question,  as  will  be  explained  presently. 
It  is  probable  that  all  plants  tend  toward  the  same  rate  of  relative 
transpiration  per  unit  of  surface  exposed,  and  the  principle  is  well 
established  that  humidity  is  a  potent  factor  of  transpiration,  as  well 
as  axe  light  and  soil  moisture.  The  significance  of  these  corrections 
lies  in  the  fact  that  ground-water  reservoirs  are  of  chief  importance 
in  arid  regions;  and  in  such  regions,  with  low  humidity,  brilliant  light, 
and  high  rates  of  transpiration,  even  the  xerophytic,  or  drouth-resistant, 
plants,  under  certain  conditions,  become  most  profligate  in  dissipating 
the  only  available  water  resources. 

Recent  researches  of  the  Desert  Botanical  Laboratory  of  the  Car- 
negie Institution  have  brought  out  som.e  pertinent  new  principles  of 
transpiration.  The  work  of  F.  Shreve  in  the  tropical  mountain  rain- 
forest of  Jamaica  has  yielded  the  conclusions  that  humidity  is  a 
factor  of  much  influence,  and  that  transpiration  is  approximately 
proportional  to  evaporation.     He  says:* 

''Although  high  humidities  (90  to  95  per  cent.)  have  been  found 
to  reduce  the  absolute  rate  of  transpiration  below  its  amount  at  rela- 
tively low  humidities  (55  to  71  per  cent.),  as  is  to  be  expected,  the  rate 
of  relative  transpiration  continued  to  be  of  the  same  general  order  of 
magnitude  at  all  humidities  which  are  well  above  the  minimal  point 
for  rain-forest  plants." 

Relative  transpiration  is  a  term  used  to  define  the  ratio  of  trans- 
piration to  evaporation.  Further,  Shreve  has  studied  data  obtained 
by  him  in  Jamaica  in  comparison  with  similar  investigations  car- 
ried on  at  Tucson,  by  B.  E.  Livingston  on  several  desert  ephemerals, 
and  by  Editli  B.  Shreve  with  the  palo  verde,  Parhinsonia,  which  is 
rated  as  "a  most  successful  desert  tree".     To  quote  again  :f 

:  "A  general  review  of  the  data  under  comparison  indicates  that, 
in  spite  of  minor  differences,  there  is  a  greater  uniformity  among 
the  relative  transpiration  maxima  for  the  rain-forest  and  for  the 
desert  than  might  be  expected.  When  such  a  uniformity  is  considered 
in  the  light  of  the  fact  that  the  evaporation  is  very  many  times  greater 
in  the  Arizona  desert  than  in  the  Jamaican  rain-forest,  it  forces  the 
conclusion  that  the  transpiration-rates  in  the  plants  of  the  two  regions 
must  be  roughly  proportional  to  the  evaporation-rates,  else  the  relative 
transpiration-rates  would  not  remain  so  nearly  equal.  In  short,  it  is 
the  desert  plants  in  which  the  rate  of  transpiration  is  high  and  the 
rain-forest  plants  in  which  it  is  low,  which  is  quite  the  reverse  of 
the  commonly  accepted  view." 

G.  F.  Freeman,  plant  breeder  of  the  Arizona  Agricultural  Experi- 
ment Station,  has  made  simultaneous  tests  of  transpiration  on  a  peach 
tree  and  a  creosote  bush  growing  in  close  proximity.     He  found  a  very 

*  "  Year  Book  No.  12,"  Carnegie  Institution  of  Washington,  1913,  p.  74. 
+  /bid.,  pp.  75-76. 
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slightly   higher   transpiration-rate   for   the   peach   tree   per   pound    of    Mr. 
green  matter,  but,  when  based  on  the  area  of  leaf  surface,  the  rate    "^^ 
for    the   creosote   bush   was    in    excess.*      The   creosote   bush    is    an 
extremely  xerophytic  plant,  and  forms  the  principal  vegetation  of  the 
dryest  slopes. 

The  establishment  of  the  principle  of  equal  relative  transpiration- 
rates  makes  it  possible  to  eliminate  from  many  discussions  factors 
such  as  light,  air  pressure,  temperature,  and  humidity,  and  to  base  esti- 
mates of  transpiration  on  the  more  easily  measured  evaporation  from 
a  free  water  surface.  Also,  the  principle  harmonizes  the  author's 
estimate  of  annual  transpiration  loss  from  aKalfa  with  King's  estimate 
for  clover  in  Wisconsin.  The  leaf  characteristics  of  the  two  crops 
are  very  similar.  The  estimate  for  aKalfa  is  41  in.  depth  of  water 
transpired  through  the  plants  and  10  in.  additional  evaporated  from 
the  soil;  for  clover  the  estimate  is  22.3  in.  for  both  processes  combined. 
The  rates  of  evaporation  in  Owens  Valley  and  in  Wisconsin,  however, 
are  approximately  as  2  to  l.f  Since  the  rates  for  southern  Arizona  and 
for  Wisconsin  are  as  2^  to  1,  the  inference  can  be  drawn  that  in 
Arizona  it  requires  about  56  in.  for  the  proper  irrigation  of  alfalfa. 

Before  condemning  all  desert  vegetation  indiscriminately,  however, 
an  ameliorating  factor  must  be  taken  into  consideration.  Desert 
plants  possess  many  queer  habits  by  which  they  protect  themselves 
from  the  tendency  toward  high  transpiration-rates.  On  hot  dry  days 
they  close  their  stomatal  openings.  In  times  of  drouth  they  drop  their 
leaves.  The  leaves  are  invariably  small.  The  leaves  of  many  species 
are  covered  with  hairs.  Some  of  the  cacti  are  provided  with  water 
storage  organs  either  in  the  roots  or  in  the  stems.  Hence,  plants 
pass  successfully  through  seasons  when  the  soil  moisture  around  their 
roots  becomes  as  low  as  4  per  cent.  This  power  of  self-protection  is 
vital  to  the  vegetation  of  the  outwash  slopes  (usually  but  improperly 
called  mesas),  where  the  depth  to  the  water  level  ranges  sometimes 
as  great  as  600  ft.  There  is  no  evidence,  however,  that  the  power  is 
exercised  by  trees  growing  on  the  bottom-lands,  where  the  roots  are 
bountifully  supplied  from  below  the  ground-water  table,  or  by  alfaKa 
and  other  field  crops,  so  long  as  they  are  well  irrigated. 

Adopting  now  the  principle  that  transpiration  varies  as  evapora- 
tion, soil  moisture  conditions  being  assumed  to  be  uniform,  the  trans- 
piration-rate for  the  beechwood  forest  previously  quoted  must  be  multi- 
plied by  2i  to  obtain  the  rate  for  arid  regions.  The  result  is  55  in. 
depth  of  water  per  annum,  a  quantity  that  probably  represents  fairly 
well  the  transpiration  loss  from  the  Cottonwood  trees  which  fringe 
the  rivers  for  miles  and  are  abundant  usually  on  the  upper  courses 
of  the  tributaries.     The  loss  from  mesquite  forest,  on  account  of  the 

*  Unpublished  work. 

+  See  new  Evaporation  Chart,  "The  Plant  World,"  Vol.  XIV,  No.  9,  1911,  p.  219. 
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Mr.     smaller  leaf  expanse,  is  perhaps  one-hall'  as  great  as  that  from  cotton- 
^""'^-  wood  trees. 

As  a  corollary  to  the  foregoing  discussion,  it  is  clear  that  the  duty 
of  water  to  be  provided  for  in  any  locality  is  proportional  to  the 
evaporation-rate.  On  this  basis,  the  high  duty  of  water  maintained 
in  the  San  Bernardino  Valley,  in  southern  California,  7  or  8  acres 
per  miner's  inch,  is  no  more  creditable  than  the  duty  in  Salt  River 
Valley,  Arizona,  where  for  the  last  3  years,  the  average  duty  of 
water,  delivered,  has  been  5.4  acres  per  miner's  inch.  Following  the 
over-use  of  v/ater  in  many  localities  where  it  is  abundant,  some  irri- 
gationists  now  go  to  the  other  extreme,  and  advocate  an  impossibly 
high  duty  in  the  most  desert  valleys.  Investigations  relating  to  duty 
of  water  should  be  accompanied  always  by  current  observations  of 
the  evaporation  rate,  so  that  the  results,  when  published,  may  be  of 
more  than  local  value.  This  precaution  for  making  the  investigations 
of  wide  interest  has  seldom  been  exercised. 

A  Principle  of  Ground- Water  Hydrology. 

That  the  ground-waters  in  arid  valleys  are  not  cumulative,  is  a 
principle  which  needs  additional  emphasis.  Although  there  is  a  con- 
tinuous movement  of  ground-water  longitudinally  in  a  valley,  yet, 
in  the  main,  the  ground-water  of  one  region  does  not  get  down  into  the 
next  region.  In  this  respect  there  is  a  close  analogy  between  surface 
flows  and  underflows.  Fig.  13  is  a  diagrammatic  map  of  the  Santa 
Cruz  River  and  its  principal  tributaries.  The  widths  of  the  lines  are 
roughly  proportional  to  the  widths  of  the  river  channels,  and  indicate 
the  regimen  of  the  floods— the  narrow  torrents  of  the  mountain  can- 
yons, and  the  spreading  out  over  sandy  beds  and  rapid  absorption  by 
percolation  after  leaving  the  canyon  mouths.  Normally,  the  river 
beds  are  dry.  Many  floods  of  the  head-waters  do  not  reach  Calabasas, 
and  few  floods  which  pass  Calabasas  reach  Tucson.  The  river  is  ever 
a  dwindling  stream,  and,  though  draining  greater  areas,  brings  less 
water  and  smaller  floods  to  the  junctions  with  some  of  its  tributaries 
than  do  those  tributaries.  Finally,  at  a  point  about  10  miles  beyond 
the  limit  of  the  map,  the  channel  is  narrowed  down  to  a  width  of 
12  ft.,  and  2  miles  farther  on  it  entirely  fades  out.  Likewise,  the 
ground-water  movements  are  represented  by  the  same  map.  These 
movements  are  most  active  where  the  river  beds  are  widest,  where  the 
recharging  occurs;  but  at  all  points  along  the  stream  courses  the 
moving  ground-water  is  sustaining  a  loss,  due  mostly  to  transpiration, 
and  the  loss  in  any  region  is  commensurate  to  the  recharge  in  that 
region.  The  factors  of  recharge,  loss,  and  forward  movement  are 
closely  interrelated,  though  of  varying  importance  in  different  locali- 
ties within  a  region  in  their  effects  on  the  ground-water  supply. 
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A  logical  sequence  of  these  conditions  is  that  extensive  concentrated  Mr. 
ground-water  development  is  impossible.  Vast  areas  of  fertile  land 
that  could  be  reached  easily  by  canals  will  ever  remain  desolate,  but 
there  are  hundreds  of  small  areas,  usually  stretching  along  the  river 
courses,  capable  of  reclamation  by  the  utilization  of  ground-waters. 
The  best  of  these  small  projects  are  to  be  found  farther  up  stream. 
"The  mountain  water  will  not  come  down  into  the  desert  very  far; 
we  must  go  toward  the  mountain.  The  water  must  be  used  as  near 
as  possible  to  its  source."* 

Another  sequence  of  the  foregoing  principle  is  that  new  diversions 
of  ground-water  in  arid  valleys  are  not  so  prejudicial  to  older  rights  as 
has  been  assumed  oftentimes,  and  the  doctrine  of  priority  now  applied 
to  underflow  streams  of  a  definite  character  needs  modification.  In  a 
discussion  of  the  application  of  the  doctrine  to  underflow  gravity 
ditcheSjf  the  writer  has  suggested  four  points  of  limitation.  They 
might  well  be  applied  to  pumping  operations  also.  The  limitations 
relate  to  the  burden  of  proof,  to  the  extent  of  the  injury,  to  co-opera- 
tion in  development  work,  and  to  the  efficiency  of  the  collecting 
agencies.  Another  consideration  is  that  active  interference  between 
underflow  ditches  or  between  wells  does  not  begin  at  once,  but  may 
require  many  months  of  lowering  water  plane,  and,  before  the  time 
has  elapsed,  one  big  flood  may  refill  the  gravels,  whereupon  all  effects 
of  the  previous  drafts  on  the  ground-water  supply  are  obliterated. 

Estimates  of  Safe  Yield. 

The  large  items  of  the  author's  estimates  carry  much  conviction 
as  to  their  accuracy.  Some  of  the  small  items,  however,  possibly 
need  additional  study. 

1. — Percolation  from  Precipitation  on  Intermediate  Mountain 
Slopes. — The  Sierra  slopes  are  said  to  be  of  unfissured  granite  covered 
by  a  mantle  of  loose  rock.  Table  16  gives  the  average  annual  rainfall 
as  12  to  20  in.,  derived  mainly  from  the  slow  rains  and  snows  of 
winter.  Similar  conditions  exist  on  the  slopes  of  the  Catalina  and 
Rincon  Mountains,  near  Tucson,  but  observation  indicates  that  most 
of  the  precipitation  is  absorbed  by  the  porous  overburden,  wherein 
it  supports  an  extensive  desert  vegetation.  There  is,  of  course,  a  slow 
creeping  of  the  water  downward  at  times,  but  very  little  of  it  reaches 
the  valley.  There  are  springs  at  the  base  of  the  slopes,  but  they  are 
small,  more  suitable  to  be  measured  in  cattle  drinks  than  in  second- 
feet.  The  run-off  factors  used  for  the  intermediate  mountain  slopes 
of  Owens  Valley  appear  to  be  too  high. 

2. — The  Upper  Seeley  Spring. — The  location  of  this  spring,  at  the 
north  base  of  Charlies  Butte,  raises  a  question  as  to  the  derivation  of 

*  Proceedings,  16th  National  Irrigation  Congress,  1908,  p.  206.  .    -f- 

t  22d  Annual  Report,  Arizona  Agricultural  Experiment  Station,  1911,  p.  570. 


232 


discussion:  yield  of  uxderground  reservoirs 


Smith  ^*^  ^^*®':'    "^^  ^^  ^^  lateral  flow  from  the  outwash  slopes,  it  is  included 
■  rightly    in   the   summary   of   ground-water   losses,   but    if    it    is   river 
underflow  brought  to  the  surface  by  the  intervention  of  the  butte- 
a    hydrologic    condition    of    common    occurrence    in    the    Southwest- 
then  it  should  be  omitted  from  consideration. 

S.—lt  is  stated  that  on  the  outskirts  of  the  salt  grass  there  is 
a  strip  of  greasewood  and  bunch  grass,  that  bordering  this  there  is 
another  zone  of  luxuriant  sagebrush,  and  that  the  depth  to  water 
beneath  these  areas  is  from  8  to  20  ft.  In  the  light  of  the  foregoing 
discussion  on  transpiration,  it  is  evident  that  the  water  loss  from  these 
bordering  zones  is  of  so  much  importance  that  an  effort  should  be 
made  to  measure  or  estimate  it. 

4.— Another  question  of  doubt  to  the  writer  is  whether  the  underflow 
at  Alabama  Hills  can  be  disregarded.  The  river  bottoms  here  are  3 
miles  wide,  and  the  rock  trough  is  shown  to  be  at  least  832  ft.  deep. 
The  slope  of  the  water-table  is  8  ft.  per  mile.  Although  the  valley 
fill  on  the  Inyo  Mountain  side  is  composed  of  fine  sand,  yet  on  the 
opposite  side  there  may  be  strata  of  good  water-bearing  gravels 
deposited  by  living  rivers  from  the  Sierra  Eange.  A  forward  move- 
ment of  the  underflow  of  6  in.  a  day  throughout  the  section  implies 
an  Item  of  loss  of  more  than  20  sec-ft.  This  problem  gives  the  writer 
more  concern  because  in  the  arid  Arizona  vaUeys  the  bottom-lands  do 
have  usually  some  good  water-bearing  gravels.  Thus,  in  the  Santa 
Cruz  ''narrows",  opposite  Sentinel  Hill,  at  Tucson,  the  underflow  in 
the  first  water  stratum  must  have  been  at  least  10  sec-ft.  before  the 
recent  development  was  made.  The  underflow  loss  can  be  measured 
or  estimated  by  the  Slichter  method,  and  should  be  included  in  the 
balance  sheet.  Perhaps  a  fair  estimate  for  Owens  Valley  is  that  the 
underflow  gain  at  the  north  end  of  the  Independence  Region  equals 
the  underflow  loss  at  the  Alabama  Hills. 

In  contrast  with  the  author's  orderly  estimates  are  the  crude 
methods  which  have  found  favor  heretofore.  A  recent  report  on 
ground-water  resources  in  an  Arizona  valley  is  based  on  absurd  hypoth- 
eses, yet,  on  account  of  its  authorship,  the  report  ought  to  have  been 
final  and  conclusive.  The  report  first  recites  the  water-shed  area 
and  rainfall,  then  applies  Newell's  run-off  curves  (which  give  values 
too  high  for  arid  regions),  then  deducts  surface  run-off,  the  quantity 
already  applied  to  irrigation,  and  an  allowance  for  evaporation  from 
the  dry  river  bed,  and  asserts  that  the  remainder  is  underflow  at  the 
given  cross-section  of  the  valley.  It  ignores  the  largest  factor  of 
ground-water  loss— transpiration— and  assumes  that  the  underflow  is 
cumulative  from  the  sources  of  the  stream  to  the  place  under  con- 
sideration. The  magnitude  of  the  underflow  thus  computed  is  exces- 
sively high,  and  is  calculated  to  invite  unwarranted  expenditures  in 
development. 
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On  page  153  is  the  statement:  Mr. 

"There  are  *  *  *  two  possible  methods  of  measuring  the  rate 
of  recharge,  either  by  determining  the  total  percolation  from  various 
sources  into  the  porous  material  of  the  basin,  or  by  determining  the 
ground-water  losses." 

The  latter  method  is  applicable  in  valleys  where  the  loss  areas  are 
fairly  compact  and  the  vegetation  fairly  uniform;  but,  with  a  native 
vegetation  of  trees  and  shrubs,  diverse  in  leaf  expanse,  in  height,  and 
in  stand,  and  extending  over  irregular  areas,  there  is  little  hope 
of  approximating  reliable  estimates.  On  the  other  hand,  as  the 
recharge  in  very  arid  valleys  is  practically  all  from  stream  flows, 
the  first  method  promises  more  accurate  quantitative  results.  The 
essential  features  of  the  first  method  are  an  area  survey  and  some 
gauging  stations  carefully  selected,  at  the  mouths  of  representative 
canyons,  at  the  mouths  of  representative  washes  draining  the  outwash 
slopes,  and  near  the  outlet  of  the  region.  Fluctuations  in  wells,  and 
water  contour  maps,  present  excellent  qualitative  studies,  inasmuch 
as  they  reveal  the  direction  of  ground-water  movements,  the  localities 
of  active  recharge,  and  the  areas  of  loss.  The  first  method  has  the 
disadvantage  of  requiring  more  attention  to  the  residual  losses  in 
determining  the  safe  yield  than  does  the  second. 

The  author  has  not  discussed  the  probable  variations  in  safe  yield 
from  year  to  year,  though  this  is  of  great  importance.  Unfortunately, 
years  of  high  rainfall,  and  again  lean  years,  come  in  long  series  with 
great  perversity.  Rainfall  records  at  Tucson  show  6  years,  from  1899 
to  1904,  with  less  than  10  in.  of  rain  each  year,  followed  by  5  good 
years  with  more  than  10  in.  each  year,  since  which  time  there  have 
been  4  years  with  rainfall  below  the  average.  The  discharge  from 
Sabino  Canyon  has  varied  from  2  900  to  46 100  acre-ft.  per  year. 
Ground-water  levels  respond  more  or  less  quickly  to  the  variations  in 
rainfall,  and  in  some  localities  fluctuate  over  a  wide  range.  Thus, 
along  a  section  of  Pinal  Creek,  the  water-table  has  been  as  high  as 
12  ft.  and  as  low  as  85  ft.  from  the  surface.  The  recent  introduction  of 
pump  irrigation  along  the  creek  will  increase  the  range  of  fluctuation. 
Investigations  of  safe  yield  are  most  fortunate  if  made  during  a 
period  when  the  rainfall  is  normal.  In  any  case,  the  investigations 
should  extend  over  several  years,  so  as  to  eliminate  the  effects  of 
storage  from  year  to  year.  If  data  on  the  position  of  the  water-table 
at  many  places  can  be  secured  during  the  year  for  which  the  estimates 
are  made,  the  increase  or  decrease  in  the  storage  supply  can  be  com- 
puted, and  should  appear  as  one  item  in  the  balance  sheet. 

Ground-water  reservoirs  of  large  capacity  are  better  equalizers  of 
the  water  supply  than  are  surface  reservoirs,  but  those  of  small 
capacity  may  be  poor  equalizers.  In  nearly  all  cases  the  highest  utiliza- 
tion   of    ground-water    requires    the    recognition    of    the    principle    of 
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Mr.  fluctuating  area  under  cultivation.  Farmers  are  loath  to  admit  the 
"necessity  for  fluctuating'  area;  the  principle  is  not  ideal,  but  in  time 
it  will  be  adopted  by  Courts  and  otherwise. 

The  author's  summary  of  residual  losses  applies  to  many  valleys 
perfectly.  The  outlet  loss  is  not  a  loss  to  the  State,  however,  inasmuch 
as  it  becomes  available  in  the  next  valley  region.  What  is  termed 
the  Artesian  loss  is,  in  many  cases,  not  truly  Artesian  in  char- 
acter. This  loss  and  the  springs'  loss  are  preventable  by  pumping 
operations.  The  loss  by  transpiration  through  trees  is  preventable, 
also,  inasmuch  as  the  feasible  pumping  lift  is  much  greater  than 
the  limit  of  penetration  of  tree  roots.  Developments  of  the  last 
3  years  in  pumping  machinery  have  doubled  the  economical  limit 
for  depth  of  pumping.  Defining  the  efiiciency  of  ground-water  reser- 
voirs as  the  ratio  of  the  quantity  recovered  for  irrigation  to  the  total 
recharge,  it  is  fair  to  anticipate,  and  to  design  works  for,  an  exceed- 
ingly high  efiiciency,  higher  than  many  surface  reservoirs,  which  lose 
from  3  to  10%  through  evaporation  and  an  equal  quantity  through 
losses  from  a  long  supply  canal. 

Methods  of  increasing  the  safe  yield  require  some  variation  from 
those  proposed,  in  order  to  make  them  applicable  to  conditions  in 
very  arid  valleys.  Efforts  to  bring  about  greater  absorption  of  flood- 
waters  are  not  needed.  The  floods  are  wholly  absorbed  now,  except 
for  an  occasional  season  of  high  rainfall,  occurring  perhaps  once  in 
15  years.  The  efiiciency  of  absorption  through  stream  beds  must  be 
higher  than  that  of  absorption  on  an  exposed  slope.  The  only  prom- 
ising method  is  the  elimination  of  transpiration  through  the  denuda- 
tion of  the  bottom-lands.  The  native  forests  and  scattered  trees  should 
be  removed,  and,  so  far  as  the  water  supply  permits,  replaced  by 
vegetation  that  is  useful  to  man. 

In  conclusion,  the  investigations  in  Owens  Valley  are  timely,  for 
the  extensive  development  of  ground-waters  in  the  Southwest  points 
already  to  the  over-draft,  and  in  some  places  to  the  exhaustion,  of  the 
supply  within  a  few  years.  The  Engineering  Profession,  and  not  the 
Courts  of  Law,  should  take  the  prominent  part  in  the  final  adjustment 
of  pumping  operations  to  the  limiting  physical  conditions. 

Mr.  O.    E.    Meinzer,    Esq.*    (by    letter). — Mr.    Lee's    investigation    in 

Owens  Valley  is  a  valuable  contribution  to  the  study  of  ground-water. 
The  demand  for  irrigation  supplies  and  the  increasing  availability  of 
ground-water  because  of  improved  irrigation  and  cultural  methods  and 
decreased  pumping  costs  have  created  a  need  for  information  as  to 
the  magnitude  of  ground-water  supplies,  the  question  being  primarily 
not  as  to  the  quantity  stored  in  the  earth  but  as  to  the  annual  recharge 
or  safe  yield.     Any  contribution  to  the  methods  for   estimating  the 

*  Id  Charge,  Ground -Water  Div.,  Water  Resources  Branch,  U.  S.  Geological  Survey, 
Washington,  D.  C. 
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annual  supplies  of  ground-water,  therefore,  is  especially  valuable  at  Mr. 
this  time.  Four  principal  methods  or  groups  of  methods,  which  may  ^^^'^''^''• 
be  called  the  percolation,  underflow,  water-level,  and  evaporation 
methods,  have  been  used.  The  first  consists  in  estimating  the  quantity 
of  water  that  percolates  into  an  underground  reservoir  from  streams 
or  other  surface  sources;  the  second  in  measuring  the  flow  of  ground- 
water at  selected  cross-sections,  being  similar  in  principle  to  the  gauging 
of  surface  streams;  the  third  in  observing  fluctuations  in  the  water- 
table,  which  represent  filling  or  emptying  of  the  underground  reser- 
voir; and  the  fourth  in  measuring  the  discharge  of  ground-water 
through  evaporation  from  soil  and  plants.  All  these  methods  are 
laborious  and  difficult  to  apply,  and  none  of  them  can  be  expected  to 
produce  precise  results,  but  they  are  valuable,  nevertheless,  because 
they  give  some  tangible  basis  for  estimating  ground-water  supplies. 
In  the  Owens  Valley  investigation,  Mr.  Lee  used  both  percolation  and 
evaporation  methods,  his  distinctive  contribution  consisting  in  devel- 
oping the  latter  method  and  placing  it  on  a  quantitative  basis. 

The  evaporation  method  gives  promise  of  extensive  applicability 
because  a  large  number  of  the  ground-water  reservoirs  that  will  be 
developed  for  irrigation  discharge  wholly  or  chiefly  by  evaporation. 
Debris-filled  basins  are  the  most  characteristic  features  of  the  United 
States  west  of  the  Rocky  Mountains.  They  are  of  two  types :  Those 
which  discharge  ground-water  through  springs  and  evaporation  areas, 
as  described  by  Mr.  Lee,  and  those  which  do  not.  In  the  geologic 
literature  dealing  with  these  basins  this  fundamental  distinction  is 
generally  ignored,  and  the  characteristics  of  the  evaporation  areas  are 
commonly  accounted  for  by  the  wholly  inadequate  explanation  of  evapo- 
ration of  surface  waters.  The  process  of  ground-water  evaporation, 
however,  has  been  clearly  stated  by  F.  H.  Newell,*  M.  Am.  Soc.  C.  E., 
in  one  of  the  earliest  papers  on  water  resources  published  by  the  United 
States  Geological  Survey,  and  in  recent  ground-water  investigations  the 
significance  of  evaporation  areas  has  come  to  be  clearly  recognized. 
Mr.  Lee  has  furnished  experimental  data  showing  that  these  areas  are 
quantitatively  important  in  discharging  ground-water. 

Work  in  numerous  debris-filled  basins  has  shown  that  it  is  entirely 
feasible  to  ascertain  from  surface  indications  whether  or  not  a  basin 
is  discharging  ground-water  by  evaporation.  The  evaporation  areas 
in  some  of  the  basins  have  been  mapped  with  nearly  the  same  accuracy 
that  is  possible  in  mapping  geologic  formations.  The  three  criteria, 
all  of  which  are  suggested  in  the  paper,  are  (1)  moisture  of  the  soil; 
(2)  soluble  salts  at  the  surface;  and  (3)  native  plants  that  feed  on 
ground-water.  Experience  is  necessary,  of  course,  for  a  proper  appli- 
cation of  these  criteria,  but  they  are  trustworthy  when  rightly  used. 
Moreover,  they  can  be  tested  at  any  time  by  making  a  shallow  boring, 

*  •'  Water  Supply  for  Irrigation,"  U.  S.  Geol.  Survey,  13th  Annual  Rept.,  1893.    Ft.  3.  p.  29. 
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Mr.  for  ground-water  evaporation  takes  place  only  where  the  water-table 
'  is  near  the  surface.  In  a  recent  ground-water  survey  of  the  Big 
Smoky  Valley,  Nevada,  the  relations  between  the  vegetation  zones  and 
the  depth  to  the  water-table  were  found  to  be  very  similar  to  those 
stated  by  Mr.  Lee  (page  198),  but  the  plant  species  that  serve  as 
indicators  of  ground-water  are  not  the  same  in  different  parts  of 
the  West.  The  mapping  of  evaporation  areas  is  important,  not  only 
because  these  areas  make  possible  estimates  of  the  annual  supplies, 
but  also  because  they  reveal  the  base  level  of  the  ground-water  surface, 
and  thus  make  possible  a  forecast  of  the  depth  to  water  in  other  parts 
of  the  basins  in  which  they  occur. 

Mr.  Lee's  first  conclusion  (page  149)  is  open  to  criticism  in  being 
too  general.  On  the  basis  of  his  investigation  in  the  Owens  Valley, 
he  concludes  that  the  underground  reservoirs  of  California  and  the 
Southwest  are  water-tight  rock  basins.  Many  of  the  debris-filled  basins 
of  the  Southwest,  however,  even  those  comparatively  well  enclosed  by 
mountains,  have  no  ground-water  discharge  through  springs,  evapora- 
tion, or  transpiration,  and  it  must  be  assumed  that  the  supplies  which 
they  undoubtedly  receive  are  disposed  of  entirely  through  rock  absorp- 
tion or  underground  channels  of  escape.  Some  of  the  reservoirs  which 
discharge  water  by  springs,  soil  evaporation,  and  transpiration,  no 
doubt  also  suffer  losses  through  rock  absorption  or  leakage.  In  this 
respect  each  basin  forms  a  separate  problem,  the  amount  of  under- 
ground loss  depending  on  the  stratigraphy  and  structure  as  well  as 
the  topography.  It  should  be  noted  that  such  loss,  if  heavy,  will  make  the 
estimates  obtained  by  the  percolation  method  too  large  and  may  make 
those  obtained  by  the  evaporation  method  too  small.  One  of  the  sources 
of  the  public  supply  of  Goldfield,  Nev.,  has  consisted  of  wells  in  a 
closed  debris-filled  basin  which  has  no  discharge  by  evaporation.  Such 
a  basin  will  yield  some  water  even  though  it  has  no  natural  discharge 
through  springs,  evaporation,  and  transpiration,  but  its  yield  will 
be  less  than  the  quantity  that  percolates  from  surface  sources  to  the 
water-table. 

The  writer  was  disappointed  in  not  finding  in  Mr.  Lee's  paper  a  more 
definite  discussion  of  the  probable  percentage  of  accuracy  of  his  results, 
as  such  a  discussion  would  have  added  greatly  to  the  value  of  the 
paper.  Mr.  Lee's  analyses  both  of  recharge  and  of  loss  are  excellent, 
but  in  order  to  reach  quantitative  conclusions  he  was  obliged  to  make 
numerous  assumptions  in  respect  to  both.  Although  these  assumptions 
were,  the  writer  believes,  made  carefully  and  with  good  judgment,  they 
must  have  introduced  considerable  errors  into  the  computations.  As 
assumptions  enter  into  both  estimates,  neither  one  can  be  regarded 
as  a  check  on  the  other.  The  fact  that  the  two  estimates  are  of  the 
same  magnitude  justifies  added  confidence  in  the  general  results,  but 
the  fact  that  they  differ  by  less  than  4%  does  not  indicate,  of  course, 
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that  the  percentage  of  error  is  within  4%,   and  can  hardly  be   con-      Mr. 
sidered  a  confirmation  of  the  reliability  of  the  data  and  the  correctness     ^'°''®'- 
of  the  assumptions  in  either  computation  (page  232). 

The  four  sources  of  percolation  are  given  as  (1)  direct  precipitation; 
(2)  stream  flow;  (3)  irrigation;  and  (4)  flood-water  in  the  valley  floor. 
It  is  assumed  that  the  high  mountain  areas  shed  all  precipitation  except 
that  which  is  lost  by  evaporation;  that  on  the  more  elevated  parts 
of  the  intermediate  mountain  slope  75%  of  the  precipitation, 
and  on  the  lower  parts  70,  65,  and  60%,  respectively,  join  the 
underground  supply;  that  the  contributions  to  the  underground 
supply  on  the  outwash  slopes  range,  according  to  zones,  from 
0  to  60%,  making  an  average  of  16%;  and  that  the  contribution 
on  the  valley  floor  is  4  sec-ft.  All  these  assumptions  are  based  on  care- 
ful, general  observations,  but  are  of  course  only  approximations  and 
subject  to  large  errors.  Moreover,  assumptions  are  involved  as  to  the 
areas  belonging  to  the  various  zones  and  the  amount  of  precipitation 
in  each  (page  206).  Several  assumptions  are  also  made  in  the  esti- 
mate of  recharge  from  stream  channels,  in  the  conclusion  that  50% 
of  the  irrigation  water  is  added  to  the  underground  supply,  and  in  the 
estimate  of  the  contributions  made  by  the  flood-waters. 

The  writer  agrees  with  Mr.  Lee  that  the  discharge  from  the  under- 
ground reservoir  can  be  determined  more  accurately  than  the  percola- 
tion into  it,  but  the  methods  of  estimating  discharge  also  involve  a 
number  of  elements  of  uncertainty.  If  the  writer  understands  rightly 
the  author's  disciossion  of  the  discharge  from  irrigated  land,  the  50%, 
or  18  sec-ft.,  of  irrigation  water  discharged  by  evaporation  and  trans- 
piration (page  203)  is  the  portion  that  was  not  added  to  the  under- 
ground supply  (page  212)  and,  therefore,  should  not  be  included  with 
the  discharge  from  this  supply. 

The  largest  element  in  ground-water  discharge  is  that  of  evapora- 
tion and  transpiration  from  uncultivated  land.  It  is  on  this  question 
that  Mr.  Lee  has  made  his  most  important  contribution,  and  that  part 
of  his  paper  dealing  with  this  phase  of  the  subject  deserves,  therefore, 
the  most  critical  consideration.  Some  of  the  factors  that  enter  into 
this  estimate  were  determined  by  experiment  and  others  by  field 
survey.  Experimental  errors  were  involved  in  the  difference  between 
natural  and  artificially  packed  soils,  in  the  difference  between  the 
vegetation  in  Nature  and  in  soil  tanks  (pages  186,  187,  192,  and  193), 
in  uncertainties  as  to  the  actual  water-level  in  the  tanks  (pages  183 
and  184),  and  in  the  unavoidable  fluctuations  in  the  water-levels 
in  each  tank  (Tables  9  to  14,  inclusive).  These  experimental  errors 
are  represented  in  part  only  in  the  diagrams  in  Fig.  10.  In  the 
summer  diagram,  which  is  the  more  important  one,  the  results  from 
Tanks  Nos.  5,  6,  and  7  fall  nearly  on  the  curve  used  by  Mr.  Lee  in 
his  calculations,  the  result  from   Tank  No.  4  being  more  than   20% 
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Mr  _  too  low,  that  of  Tank  No.  3  more  than  20%  too  high,  and  that  of 
Tank  No.  2  nearly  40%  too  low.  It  should  be  noted,  however,  that 
although  these  results  involve  large  experimental  errors,  they  corrobo- 
rate each  other  in  a  general  way  and  are  of  great  value  in  furnishing 
reliable  data  on  the  general  magnitude  of  one  of  the  most  important 
processes  in  ground-water  circulation. 

':^"'  In  applying  the  experimental  data  to  the  basin  under  investigation, 
inaccuracies  were  involved  in  the  sizes  of  the  areas  having  specified 
depths  to  the  water-table,  in  the  fluctuations  of  the  water-table,  in 
difference  in  the  range  and  rate  of  capillary  rise  due  to  difference  in 
the  character  of  the  soil,  and  in  difference  in  the  density  of  vegetation 
and  kinds  of  plants  that  draw  water  from  the  underground  reservoir. 
An  error  was  also  involved  in  the  fact  that  observations  covering  only 
1,  2,  or  3  years  did  not  give  average  evaporation  conditions,  just  as 
precipitation  and  stream-gauging  data  for  a  period  of  the  same  length 
do  not  afford  reliable  averages.  With  142  observation  wells  on  the 
valley  floor  (page  197),  the  error  as  to  the  water-table  cannot  have 
been  large,  yet  the  rate  of  discharge  varies  so  greatly  with  small  changes 
in  depth  of  the  water-table  that  even  slight  inaccuracies  in  determining 
one  produce  appreciable  errors  in  calculating  the  other.  Although  the 
valley  floor  in  that  part  of  Owens  Valley  investigated  by  Mr.  Lee  has 
relatively  uniform  conditions,  there  is  luxuriant  salt  grass  in  some  parts 
and  an  entire  absence  of  vegetation  in  others  (page  161),  whereas  the 
experiments  did  not  cover  these  different  conditions.  Moreover,  no 
account  was  taken  of  the  zone  having  depths  to  the  water-table  between 
8  and  12  ft.,  although  the  greasewood  and  rabbit  brush  in  this  zone 
probably  draw  water  from  the  underground  reservoir  (page  198). 

The  writer  agrees  with  Mr.  Lee  that  the  evaporation  method  is 
the  most  feasible  one  for  estimating  ground-water  recharge  in  many 
of  the  debris-filled  basins,  especially  where  there  are  as  yet  few  devel- 
opments, but  its  application  is  far  from  being  a  simple  matter.  The 
data  which  he  obtained  in  Owens  Valley  have  value  in  making  rough 
estimates  of  annual  recharge  in  valleys  in  which  the  evaporation  areas 
are  mapped  and  reliable  observations  are  made  as  to  the  character 
of  the  soil  and  vegetation  and  the  distance  to  the  water-table  in  the 
different  zones  of  such  areas,  but  to  assure  any  considerable  degree 
of  accuracy  for  most  valleys  it  will  be  necessary  not  only  to  sink  a 
large  number  of  observation  wells  and  to  keep  them  under  observation 
for  one  or  more  years,  as  was  done  in  Owens  Valley,  but  also  to 
obtain  a  great  deal  more  information  as  to  the  rate  of  discharge  under 
various  conditions  of  soil  and  vegetation.  The  conditions  in  the 
evaporation  areas  of  most  valleys  are  far  from  uniform,  the  soil  ranging 
from  dense  clay  to  coarse  sand  or  gravel,  and  the  vegetation  embracing 
a  number  of  diverse  species  and  being  entirely  absent  over  large  tracts. 
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The  writer  wishes  to  urge  the  importance  of  further  investigations  Mr. 
along  the  lines  suggested.  The  lowest  parts  of  many  of  the  closed  ^^''''"^'^■ 
basins  are  underlaid  by  clay  cores  destitute  of  vegetation  but  sur- 
rounded by  zones  of  less  dense  soil  in  which  evaporation  and  transpira- 
tion are  active.  The  dissemination  of  the  soluble  salts  instead  of  their 
concentration  at  the  surface  and  other  conditions  lead  him  to  believe 
that  on  these  clay  cores  the  ground-water  discharge  is  sluggish,  but 
definite  tests  are  needed  as  to  the  quantity  of  discharge  and  its  rela- 
tion to  the  distribution  of  the  soluble  salts.  Among  the  common  native 
plants  (besides  the  salt  grasses)  which  apparently  discharge  ground- 
water, are  samphire  (Spirostachys  occidentalis) ,  iodine  weed  (Suaeda), 
alkaline  sacaton  (Sporoholus  airoides),  certain  species  of  salt  bush 
(Atriplex),  big  greasewood  {Sarcohatus  vermiculatv^) ,  rabbit  brush 
(Chrysothamnus  graveolens),  buffalo  berry  bush  (Shepherdia),  and 
mesquite  (Prosopis).  Mesquite  does  not  thrive  in  the  shallow-water 
areas  where  the  soil  is  dense  and  alkaline,  but  is  often  dominant  in  a 
zone  of  moderate  depth  to  water  surrounding  a  shallow-water  area. 
It  is  important  to  know  whether  the  mesquite  actually  feeds  on  ground- 
water, and  if  so,  from  what  depth  and  at  what  rate  it  is  able  to  lift 
this  water  to  the  surface. 

Mr.  Lee's  final  conclusions  (page  218)  sum  up  admirably  the 
esssential  factors  in  the  problem  of  safe  yield.  As  it  is  not  generally 
practicable  to  draw  any  large  part  of  the  ground-water  of  one  segment 
of  a  valley  to  another,  a  proper  distribution  of  wells  is  necessary  in 
order  to  reduce  the  residual  losses  to  the  lowest  possible  quantity. 
Overdraft  with  serious  lowering  of  the  water-table  may  occur  in 
certain  segments  while  evaporation  of  ground-water  contributed  by 
other  segments  is  still  in  progress  on  the  lowest  lands.  Such  loss  can 
be  prevented  only  by  increased  withdrawals  in  the  undeveloped  seg- 
ments, and  if  these  segments  have  little  or  no  land  that  can  be  profitably 
irrigated,  the  loss  may  be  unavoidable. 

Kenneth  Allen,*  M.  Am.  Soc.  C.  E.  (by  letter). — Underground  Mr. 
water  supplies,  as  well  as  surface  supplies,  depend  on  the  rainfall,  the 
catchment  area,  and  the  available  storage,  with  its  accompanying  losses 
by  overflow,  leakage,  and  evaporation;  but  the  problem  for  the  engi- 
neer is  more  difficult  in  the  case  of  underground  supplies,  as  the  true 
limits  of  the  catchment  area,  the  storage  capacity,  and  the  probable 
amount  of  the  losses  mentioned  can  only  be  determined  approximately 
after  a  pretty  thorough  examination  of  the  sub-surface  conditions,  that 
is,  the  configuration  of  the  permeable  strata,  their  impermeable  confines, 
and  their  physical  characteristics — permeability,  etc.  In  the  majority 
of  cases  much  of  this  information  is  inaccessible,  and  more  or  less 
dependence  is  placed  on  such  collateral  evidence  as  the  yield  of  neigh- 
boring wells  and  the  results  obtained  by  sinking  test  wells. 

*  New  York  City. 
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Mr.  The  limitations  imposed  by   enclosing  impervious  formations  and 

by  sub-surface  evaporation  are  clearly  and  interestingly  presented 
by  the  author,  and  their  importance  is  shown  under  the  conditions 
discussed.  In  most  well  developments,  however,  evaporation  is  of 
minor  significance.  This  is  not  only  on  account  of  greater  humidity, 
but  because  most  supplies  percolate  through  an  unenclosed  stratum 
for  perhaps  many  miles  and  because  evaporation  from  this  stratum  is 
usually  prevented  by  the  superposition  of  one  or  more  impervious  strata. 
In  practice  the  available  yield  is  subject  to  further  limitations. 
The  water-bearing  stratum  may  consist  of  an  impervious  rock  con- 
taining crevices  or  fissures  due  to  movements  in  the  earth's  crust,  or 
water-courses  caused  by  the  solvent  action  of  the  water  itself.  The 
latter  are  of  frequent  occurrence  in  limestone  and  chalk  formations 
and  the  former  in  sandstones  and  the  denser  igneous  rocks.  Fissures 
occur  more  frequently  near  the  surface  than  at  great  depths,  and,  as 
the  cost  of  drilling  increases  with  the  depth,  deep  borings  in  search 
of  water-bearing  fissures  are  not  often  profitable.  The  same  money 
can  be  spent  to  better  advantage  in  making  several  test  borings  at 
moderate  depth.  Although  the  results  of  such  borings  are  uncertain, 
supplies,  when  obtained  from  fissures,  are  often  abundant  and  the 
wells  free  from  the  clogging  so  often  experienced  with  sand.  The 
yield  of  a  well  in  sand  is  directly  limited  by  the  porosity  of  the  latter 
and  the  available  head.  In  fine  sands  there  is  a  large  loss  of  head  due 
to  percolation  near  the  strainer  in  order  to  maintain  the  necessary 
flow.  This  difficulty  may  be  overcome  by  increasing  the  length  of 
the  strainer,  if  this  does  not  exceed  the  thickness  of  the  water-bearing 
stratum,  but  this  is  at  the  expense  of  a  greater  first  cost  as  well  as 
an  increase  in  lift  due  to  the  fineness  of  the  material.  In  such  cases 
the  loss  of  head  is  often  reduced  by  removing  the  sand  about  the 
strainer  and  filling  the  pocket  with  gravel,  or  else  by  substituting  a 
larger  number  of  driven  well  points  from  2  to  3  in.  in  diameter  for 
the  large  (6  to  12-in.)  casing  and  strainer. 

In  those  cases  where  the  water  occurs  in   a  stratum  of  fine  sand 

of  small  thickness,  the  difficulty  is  further  increased.  The  writer  tested 
a  stratum  of  this  kind  several  years  ago  with  the  view  of  developing 
a  supply  of  some  5  QOO  000  gal.  daily  for  a  southern  city.  Water 
was  found  in  apparent  abundance  throughout  a  large  area  at  a  mod- 
erate depth,  the  land  was  low,  covered  with  forest,  not  far  from  a 
stream  of  considerable  size,  and  on  it  were  several  large  springs.  On 
sinking  numerous  test  wells  on  a  line  about  4  miles  long,  however, 
it  was  shown  that  the  water-bearing  stratum,  besides  being  of  a  fine 
sand,  was  so  thin  that  the  cost  of  developing  the  desired  supply  would 
be  prohibitive. 

Water  supplies  found  in  deep  deposits  of  sand  or  drift,  especially 
those   derived   from   distant   and   extensive   catchment   areas,   such    as 
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exist  south  of  the  great  terminal  moraine  on  the  south  side  of  Long  Mr. 
Island  and  on  the  Atlantic  Coastal  Plain  from  Sandy  Hook  to  Florida,  '^"®°- 
are  most  favorable  for  development.  Well-known  examples  are  the 
1  400-f t.  Ponce  de  Leon  well  at  St.  Augustine,  said  to  furnish  10  000  000 
gal.  daily,  and  the  1  970-ft.  well  at  Charleston,  furnishing  1 250  000 
gal.  daily.  On  the  other  hand,  a  well  was  bored  in  1900-01  at  Atlantic 
City,  N.  J.,  to  a  depth  of  2  306  ft.  (below  the  floor  of  Young's  Pier), 
and  although  a  good  supply  was  found  between  depths  of  780  and  860 
ft.,  in  a  stratum  of  sand  tapped  by  numerous  wells  in  the  vicinity, 
the  supply  sought  at  the  greater  depth  was  not  realized,  and  the  well, 
then  the  deepest  but  one  along  the  Atlantic  Coast,  was  abandoned. 


"^ 


Pump  Wells 
oOO      . 


rPumping 
I  Station 


Note:    Wells  Nos.3  and  12  were  old  ones. 

Well  No.2,  200  ft.  deep.    All  others,  100  ft. 

Well  No.2,  6-in.,  Well  No.l2,  iVrin.    All  others  10-in. 

Wells  operated  in  test.  Nos.l,  3,  4.  5,  6,  7,  8,  9,  10,  U,  and  12. 


Scale  of  Feet 
200  400 


Fig.  15. 

About  5  miles  inland,  the  Water  Department  had  a  small  collecting 
basin  near  its  pumping  station  (Fig.  15),  in  which  were  driven  a 
number  of  4-in.  tubes  tapping  a  water-bearing  stratum  24  ft.  below. 
Near  the  basin  was  a  10-in.  well  (No.  3)  extending  to  a  depth  of  about 
100  ft.  to  another  water-bearing  stratum  which  it  was  proposed  to 
develop  as  an  additional  supply  to  the  extent  of  3  000  000  or  4  000  000 
gal.  daily.  The  capacity  of  this  well  was  first  tested  by  erecting  over 
it  an  old  1 000  000-gal.  Worthington  pump,  which  the  Department 
had,  and  connecting  it  with  a  steam  line  to  the  boiler  plant  at  the 
station.  During  a  6-hour  test  with  a  19-in.  vacuum  on  the  suction, 
the  delivery  was  practically  uniform  at  a  rate  of  840  000  gal.  per  day, 
and  as  no  downward  flow  was  observed  in  the  small  tubes  in  the  basin, 
it  was  concluded  that  there  was  no  connection  between  these  two  strata. 
On  the  strength  of  this  test,  ten  10-in.  wells,  125  ft.  apart,  were  sunk 
to  a  depth  of  about  100  ft.  and  a  6-in.  well  (No.  2)   to  a  still  deeper 


242  DISCUSSTON  :    yield   (W    rXDEROROUXD   RESERVOIRS 

Mr.  Stratum,  20U  ft.  below  the  surface.  Besides  these  there  were  two  old 
^°"  wells — the  10-in.  well  tested  with  the  steam  pump  and  a  4i-in.  well 
(No.  12),  both  of  which  were  carried  to  the  100-ft.  stratum.  The 
deeper  6-in.  well  flowed  freely  at  a  rate  of  66  000  gal.  per  day 
and,  by  use  of  the  air  lift,  at  a  rate  of  400  000  gal.  per  day, 
or  about  280  gal.  per  min.  The  10-in.  wells  on  short  separate  tests 
produced  from  150  to  400  gal.  per  min.  Ten  of  the  10-in.  wells  (No.  1 
and  Nos.  3-11)  and  the  4^-in.  well  (No.  12)  were  then  connected  with 
the  compressor  and  given  a  6-hour  test.  These  wells  together  delivered 
846  879  gal.,  or  at  a  rate  of  3  705  492  gal.  per  day.  This  was  an  aver- 
age of  336  866  gal.  per  well,  or  60%  less  than  the  delivery  from  Well 
No.  3  when  operated  alone.  Moreover,  the  average  lift  in  this  well 
during  the  test  was  24.56  ft.,  though  the  vacuum  gauge  on  the  suction 
during  the  earlier  separate  test  indicated  a  lift  of  21  ft.  to  about 
the  same  level.  Assuming  this  well  to  have  produced  one-eleventh 
of  the  total  quantity  during  the  combined  test,  the  effect  of  interference 
from  the  other  wells,  while  operating  all  eleven  at  this  rate,  was  to 
increase  the  lift  by  about  3.6  ft.  while  reducing  the  output  by  60 
per  cent. 

The  yield  under  conditions  found  along  the  Coastal  Plain  region 
bears  little  relation  to  that  from  underground  reservoirs  of  the  closed- 
basin  type  described  by  the  author,  but  somewhat  similar  conditions 
are  met  in  the  basin  of  the  prehistoric  Lake  Passaic  of  Northern  New 
Jersey.  Wells  in  the  outlet  of  this  lake,  now  filled  with  glacial  drift, 
furnish  the  water  supply  for  East  Orange.  When  first  sunk,  several 
of  these  6-in.  and  8-in,  wells  had  a  natural  flow  of  from  400  to  500 
gal.  per  min. 

Above  this  outlet  water-bearing  sandstones  underlie  the  ancient 
lake,  but  percolation  to  these  beds  is  cut  off  on  the  northwest  by  the 
trap  dikes-  forming  the  Orange  or  Wachung  Mountains  and  on  the 
southeast  by  the  Palisades  of  the  Hudson.  Assuming  a  general 
southerly  flow,  percolation  from  a  distance,  therefore,  is  limited  to  that 
from  the  northeast,  the  limit  in  this  direction,  it  is  believed,  being 
unknown. 

These  sandstones,  nevertheless,  furnish  a  large  number  of  excel- 
lent well  supplies  in  the  vicinity  of  Newark  and  Paterson,  chiefly  by 
means  of  their  numerovis  fissures.* 

Data   concerning  a   large  number   of  these  wells,  collected  by  the 

writer  a  few  years  ago,  indicate  a  great  variation  in  the  yield.     They 

are  commonly  from  100  to  500  ft,  in  depth,  and  6  or  8  in.  in  diameter, 

and  generally  furnish   from  20  to   200  gal.   per  min.   each,   although 

failures  are  not  infrequent,  and  several  produce  as  much  as  500  gal. 

per  min. 

♦Report,  State  Geologist  of  New  .lersey,  1903,  p.  79;  also  Waler  Supply  and  Irrigation 
Papers,  U.  S.  Geological  Survey,  No.  114,  p.  96. 
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KoBERT  E.   HoRTON*  M.  Am.   Soc.  C.  E.   (by  letter). — This  papei-     Mr. 
bears  abundant  evidence  of  being  the  work  of  an  accomplished  hydrolo-     °'"  ^°' 
gist,  and  specially  commends  itself  to  the  writer  because  it  represents 
the  combined  application  of  studies  of  the  rainfall  and  run-off  relations 
of  the  basin  itself  with  laboratory  experiments  on  evaporation  losses. 

For  many  purposes  in  hydrologic  work,  laboratory  experiments 
are  capable  of  yielding  very  instructive  results  because  the  problems 
in  Nature  are  often  so  complex  as  to  make  it  difficult  to  separate 
effects  produced  by  one  cause  from  those  produced  by  a  combination 
of  causes.  After  studying  the  completed  results,  variovis  ways  sug- 
gest themselves  by  which  the  experimental  da,ta  might  have  been 
improved.  The  writer,  however,  refrains  from  criticism  in  this  regard, 
fully  realizing  how  difficult  it  is  at  the  outset  to  determine  the  best 
lines  or  methods  of  investigation  and  how  to  prepare  in  advance  for 
conditions  which  may  arise  unexpectedly  in  the  progress  of  the  work. 

The  paramount  problem  in  applied  hydrology  is  the  utilization 
of  existing  data  for  a  locality, 

ATMOMETER  WITH  AUTOMATIC  C 
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whatever  the  data  may  be,  and 
whether  complete  or  incomplete, 
so  as  to  derive  therefrom  the 
best  possible  solution  of  the 
specific   problem. 

The  writer  feels  that  Mr. 
Lee's  work  in  the  acquisition  of 
data  has  been  somewhat  in  ad- 
vance of  his  analysis  of  the 
results,  in  that  the  work  of 
other  experimenters  on  the  ques 
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tion  of  soil  evaporation,  and  transpiration  in  particular,  might  have 
been  analyzed  and  to  some  extent  utilized  to  advantage  in  this  case. 
For  example,  it  would  seem  that  the  difficulties  experienced  in  obtaining 
constant  ground-water  table  in  the  soil  evaporameters  should  have  been 
foreseen.  Quite  similar  experiments  were  carried  out  successfully  by 
Ebermayer  many  years  ago,  using  the  apparatus  shown  in  Fig.  16,  in 
which  the  lower  surface  of  the  soil  prism  is  maintained  constantly  in 
contact  with  the  water  surface  by  an  automatic  air  valve  in  the  reser- 
voir, C.  The  uplifting  of  water  from  the  soil  prism  is  entirely  the 
result  of  capillary  action.f 

The  writer  has  not  had  opportunity  to  examine  Water  Supply 
Paper  No.  294,  which  presumably  contains  detailed  results  of  the 
observations  of  precipitation  and  run-off.  It  would  have  added  to 
the  value  and  interest  of  the  paper  if  Mr.   Lee  had  included  tables 

*  Albany,  N.  Y. 

t  A  full  description  of  Eberraayer's  experiments  and  results  is  given  in  a  paper  by  the 
writer  in  The  Michigan  Engineer,  1913-14,  pp.  66-89. 
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Mr.  showing  the  monthly  precipitation  and  run-off  of  the  different  streams, 
because  it  is  unusual  to  find  records  of  the  attendant  conditions 
available  in  conjunction  with   stream  flow  data,   as   is  the  case  here. 

Mr.  Lee  states  that  the  flow  of  the  mountain  gulch  streams  tribu- 
tary to  Owens  Valley  is  practically  constant  throughout  the  frozen 
season.  This  statement  is  only  relatively  true.  From  the  data 
relating  to  these  streaxos  appearing  in  Water  Supply  Paper  No.  300, 
their  yield  varies  100%  or  even  more,  there  being  generally  a  gradual 
decrease  in  flow  from  the  beginning  to  the  end  of  the  frozen  season. 
Attention  is  called  to  this  point  principally  because  a  fundamental 
principle  of  the  regimen  of  streams  is  commonly  overlooked,  namely, 
that  a  stream  or  spring  cannot  yield  a  constant  outflow  throughout 
any  considerable  period  of  time  unless  there  are  simultaneous  addi- 
tions to  the  available  water  supply.  In  the  case  of  the  mountain 
streams  in  question,  the  winter  precipitation  occurs  as  snow  and 
remains  frozen  generally  throughout  that  period,  thus  eliminating  any 
increment  of  supply  to  the  streams  from  surface  water.  Presum- 
ably there  is  a  ground-water  reservoir  from  which  these  streams  are 
gradually  fed  throughout  the  winter.  This  ground-water  reservoir 
must  of  necessity  be  gradually  depleted  and  the  flow  of  the  streams 
gradually  decreased,  as  appears  to  be  the  case.  This,  however,  brings 
up  an  interesting  problem.  It  appears  possible,  and  indeed  probable, 
that  in  many  instances  waters  which  have  previously  entered  the  soil 
but  remain  above  the  zone  of  saturation — or,  in  other  words,  above 
the  ground-water  table  tributary  to  the  stream — gradually  percolate 
downward,  entering  the  body  of  ground-water  and  aiding  to  maintain 
a  constant  supply  through  long  periods  of  drought  or  during  the 
winter  when  surface  supply  and  infiltration  are  shut  off.  If  the 
rate  of  addition  to  the  ground-water  body  is  greater  than  the  initial 
rate  of  outflow  therefrom,  the  ground-water  table  will  gradually  rise 
to  such  a  height  that  the  outflow  will  become  equal  to  the  inflow  from 
percolation,  and  then,  as  long  as  the  downward  percolation  remains 
substantially  constant,  the  yield  of  the  stream  also  will  remain 
constant. 

Mr.  Lee's  paper  brings  out  forcibly  an  important  hydrologic  fact 
often  overlooked,  namely,  that  very  substantial  yields  of  water  may 
often  be  obtained  permanently  from  undrained  depressions  or  closed 
basins  where  naturally  the  entire  precipitation  is  lost  through  evapo- 
ration. To  accomplish  this  it  is  only  necessary  to  reduce  the  evapora- 
tion as  much  as  possible  below  the  inflow  from  precipitation.  This, 
as  pointed  out  in  the  paper,  will  naturally  result  if  the  ground-water 
table  is  drawn  down  permanently  below  the  limit  of  capillary  uplift 
and  evaporation  from  the  soil,  and  below  the  limit  of  absorption  by 
plant  roots. 
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FAULT  IN  MOUNTAIN  VALLEY  FORMATION 


'•  ■  Mr.  Lee  describes  the  typical  geological  construction  of  a  moun-  Mr. 
tain  fault  basin  'as  the  result  of  the  product  of  faulting  accompanied  ^°*^<'°- 
by  the  uptilting  of  a  crustal  block  from  one  side  of  the  line  of  fracture. 
Fault  valleys  of  this  type  are  not  uncommon  in  the  East.  One  of 
these,  in  the  eastern  slope  of  the  Helderbergs,  not  far  from  Albany, 
is  known  to  the  writer.  In  this  case  a  section  of  the  valley  is  appa- 
rently somewhat  as  shown  in  Fig.  17.  It  appears  to  the  writer  prob- 
able that  in  this  case,  and  no  doubt  frequently  in  other  cases,  there 
are  more  or  less  debris-filled  spaces,  A  and  B,  between  the  ends  of 
the  tilted  blocks  and  the  fault  face.  As  a  result,  there  are  likely  to 
be  subterranean  outlets  from  the  valley  through  the  spaces,  A  and  B, 
at  greater  or  less  depths  below  the  junction  of  the  valley  surface  rock 
with  the  fault  face  at  C.  In  the  vicinity  referred  to,  frequent  illus- 
trations of  tilting  and  overthrust  of  ujiderlying  strata  can  be  seen. 
Evidence  of  subterranean  channels  along  the  fault  line  beneath  the 
rock  floor  of  the  valley  appears  from 
the  fact  that  the  only  visible  outlet 
of  drainage  from  the  valley  is 
through  a  very  large  and  perma- 
nent spring  which  comes  to  the 
surface  along  a  continuation  of  the 
fault  line  at  a  distance  of  about  a 
mile  from  the  lower  end  of  the  val- 
ley and  at  the  point  where  the 
fault  line  crosses  the  valley  of  a 
large  stream. 

This  instance,  and  the  frequent 
occurrence  of  undrained  depres- 
sions in  the  East,  suggests  to  the 

writer  the  fact  that  the  underlying  ^^'^'  ^^■ 

principles  of  hydrology  are  very  general,  and  the  conditions  widely 
distributed  throughout  the  earth.  Unfortunately,  the  range  of  con- 
ditions is  not  as  well  recognized  as  it  should  be,  and  it  is  probably 
due  to  this  fact,  rather  than  to  differences  in  the  classes  of  conditions 
to  be  met,  as  classes,  that  there  have  been  so  many  wild  and  erroneous 
estimates  of  the  available  yield  of  water  supplies.  In  view  of  the 
limited  experiments  and  studies  which  have  been  made  along  scientific 
lines  such  as  those  carried  out,  for  example,  by  Mr.  Lee,  for  the  solu- 
tion of  specific  problems,  it  becomes  an  increasing  matter  of  wonder- 
ment to  the  writer  that  serious  mistakes  and  miscalculations  in  the 
available  water  supply  for  miuiicipalities  or  for  power  or  other  pur- 
poses have  not  more  often  been  made. 

It  is  often  the  case  that  the  success  or  failure  of  a  hydraulic 
project  depends  primarily  on  the  water  supply,  yet,  as  a  rule,  much 
less  attention  is  given  to  the  scientific  determination  of  this  element 
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Mr.     than  to  many  much  less  important  structural  elements.     The  writer 
■  is  pleased  to  see  in  the  present  instance  the  hydrologic  side  of  the 
(juestion  at  issue  given  apparently  its  due  share  of  attention. 

The  writer  feels  obliged  to  take  exception  to  Mr.  Lee's  statement 
that,  the  transpiration  from  plants  is  independent  of  the  himiidity. 
The  elegant  experiments  along  this  line  by  Ganung,  in  connection 
with  which  graphic  records  of  transpiration  and  of  the  accompanying 
meteorological  elements,  light,  humidity,  and  temperature,  were 
obtained,  illustrate  quite  conclusively,  it  would  seem,  that  there  is  a 
fairly  definite  relation  between  transpiration  rate  and  humidity.'*^ 

Mr.  Lee  has  proved  that  the  increase  in  rainfall  on  mountain  slopes 
is  more  nearly  proportional  to  the  slope  gradient  than  to  the  absolute 
humidity.  It  seems  necessary  to  call  attention  to  the  distinction 
between  the  increase  in  atmospheric  precipitation  which,  as  shown 
by  the  classic  researches  of  Pockels,  is  directly  the  result  of  dynamic 
cooling  and  consequently  is  a  function  of  the  elevation  of  a  mass  of 
air,  nearly  or  quite  independent 
of  its  horizontal  transportation  in  .^^^V'?c'l,?''.'!f  M^n^^^l?M  =™c 

,  TO  GRADIENT  ON  MOUNTAIN  SLOPES 

the  meantime,   on  the  one  hand,  3/-  Y' 

and  the  increase  in  precipitation  L-L i^  j 

on    the    ground    surface,    on    tlie  ^-'''   j  ^  /'j 

other    hand.      The    difference    is    iJL.,'''  -'L      '  ^      -  - 

illustrated  by  Fig.  18.     Consider    \j^-—--—^- 
two  masses   of  air  of   equal  vol-      | 

ume,  M  and  N,  respectively,  ap-      ' 

proaching  the  slopes  AB  and  CD.  ^^^-  ^^■ 

Let  both  masses  be  initially  at  the  same  height,  and  let  both  be  elevated 
throughout  the  same  height,  h,  to  the  positions,  M'  and  N'.  The  same 
quantity  of  precipitation  will  be  produced  from  each  mass  of  air.  If 
the  gradient,  CD,  is  twice  as  steep  as  the  gradient,  AB,  the  resulting 
precipitation  on  the  flat  slope,  AB,  will  be  distributed  over  twice  as 
great  an  area  as  that  on  the  slope,  CD,  as  is  evident  from  the  diagram. 
Thus  the  apparent  increase  in  precipitation  will  be  proportional  to 
the  slope  gradient. 

The  peculiar  condition  existing  in  the  case  of  triangular  mountain 
drainage  areas,  whereby  the  mean  precipitation  occurs  at  the  center  of 
area  of  the  drainage  basin,  illustrates  the  importance  of  weighting  rain- 
fall records,  taken  at  different  portions  of  a  drainage  basin,  in  proper^ 
tion  to  the  relative  part  of  the  total  area  which  each  one  represents. 
This  practice  has  been  followed  by  the  writer  for  a  number  of  years 
in  estimating  mean  rainfall  on  drainage  areas.  The  necessity  for 
the  use  of  such  a  process  arises  partly  from  the  fact  that  rainfall 
stations  are  most  commonly  located  in  stream  valleys.  In  the  case 
of  triangular  basins,  similar  to  those  tributary  to  Owens  Valley,  but 
*  "  The  Living  Plant,"  by  W.  F.  Ganung,  p.  204. 
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for  the  extreme  condition  of  zero  precipitation  at  the  mouth  of  the     Mr. 
stream,  the  average  of  a  line  of  equidistant  rainfall  stations  located     ^   °°' 
along-  tlie  stream  from  its  source  to  its  mouth,  would  give  an  apparent 
mean  precipitation  for  the  area  only  five-sixths  as  great  as  the  true 
mean  precipitation,  or  the  eri-or  vpould  be  16i%  of  the  true  mean. 

Charles  H.  Lee,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — Realizing  Mr. 
the  somewhat  local  character  of  his  paper,  the  writer  has  been  highly  *^*'' 
gratified  to  find  that  it  has  brought  forth  discussion  based  on  such 
widely  divergent  as  well  as  similar  experience.  He  especially  appre- 
ciates the  broad  and  constructive  contributions  of  Messrs.  Smith  and 
Meinzer,  whose  wide  experience  with  ground-water  problems  qualifies 
them  to  speak  with  authority. 

The  writer  heartily  agrees  with  Mr.  Owen  that  there  is  a  great 
need  in  all  sections  of  the  United  States  for  definite  scientific  knowl- 
edge regarding  the  principles  which  should  govern  ground-water  de- 
velopment. He  would  not,  however,  place  such  knowledge  in  the 
realm  of  the  unattainable,  as  both  Messrs.  Owen  and  Allen  in  their 
opening  paragraphs  seem  inclined  to  do.  The  Engineering  Profession 
has  already  made  considerable  progress  in  the  formulation  and  appli- 
cation of  such  principles.  In  Europe,  for  instance,  where  the  demand 
for  municipal  water  supplies  has  reached  the  point  where  the  limit 
of  every  available  source  must  be  known,  there  has  been  accumulated 
such  a  fund  of  knowledge  derived  from  investigation  and  experience 
that  the  subject  is  recognized  as  a  distinct  branch  of  the  Profession. 
In  the  United  States  the  exhaustive  investigations  of  ground-water 
supply,  such  as  that  made  on  Long  Island  by  the  City  of  New 
York  and  the  work  of  the  United  States  Geological  Survey,  show  that 
in  America,  also,  the  subject  has  advanced  far  beyond  the  stage  of 
conjecture.  It  is  the  writer's  opinion  that  the  time  is  now  ripe  for 
the  formulation  of  general  principles  and  methods  of  investigation 
and  development  of  ground-water  among  American  engineers,  and  it 
was  with  this  in  view  that  his  paper  was  written.  It  is  to  be  hoped 
that  similar  papers  will  be  presented  by  members  of  the  Society  who 
have  had  opportunity  to  study  other  types  of  ground-water  occurrence, 
in  order  that  a  more  complete  presentation  of  the  subject  in  its  most 
recent  development  may  become  available  to  the  Profession. 

The  writer  was  much  interested  in  the  statements  of  both  Messrs. 
Smith  and  Meinzer  that  the  term  "water-tight"  as  applied  to  ground- 
water reservoirs  is  a  relative  one,  and  that,  in  many  arid  States,  it 
does  not  apply  at  all.  Their  experience  and  the  writer's  more  recent 
observations  outside  of  California  are  in  accord  in  this  matter,  and 
the  first  conclusion  of  the  paper  (page  149)  should  be  modified  accord- 
ingly.   In  all  the  California  basins  which  have  come  under  the  writer's 

*  Los  Angeles,  Cal. 
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Mr.  observation,  however,  the  term  can  be  used  for  all  practical  purposes. 
These  basins  occur  either  in  granite  or  in  tertiary  sandstones  and 
shales,  and,  as  the  fill  is  recent,  the  difficulty  encountered  by  Mr. 
Smith  in  defining  the  basin  seldom  arises. 

Both  Messrs.  Meinzer  and  Smith  have  commented  on  transpira- 
tion losses,  and  the  latter  has  contributed  the  first  really  useful  state- 
ment of  basic  principles  which  the  writer  has  seen.  It  is  to  be  hoped 
that  further  work  will  be  done  to  confirm  the  principle  of  equal  rela- 
tive rates  of  transpiration,  and  that  quantitative  determination  be 
made  of  the  ratio  between  evaporation  and  transpiration.  In  all  such 
experiments  care  should  be  taken  to  measure  evaporation  under  some 
standard  condition,  for,  as  is  well  known,  the  results  derived  from 
pans  in  large  bodies  of  water,  in  wet  soil,  in  dry  soil,  and  in  air,  differ 
widely,  and  in  the  same  environment  differ  with  atmospheric  exposure. 

In  this  connection  the  writer  wishes  to  call  attention  to  the  fact 
that  Mr.  Smith's  conclusion  (page  226)  that  the  combined  loss  by 
evaporation  and  transpiration  from  salt-grass  sod  is  twice  that  from 
damp  soil  alone  is  not  justified.  The  rate  of  water  evaporation  from 
the  deep  tank  in  the  soil  far  exceeded  that  from  soil  during  the  winter, 
for  the  reason  that  the  soil  was  kept  cold  by  evaporation  and  cold 
air  temperature,  while  the  water  was  free  to  circulate  and  received 
warmth  from  the  deeper  soil.  Experiments  (which  the  writer  carried 
on  but  did  not  publish)  indicate  that  the  annual  evaporation  from 
saturated  base  soil  is  about  93%  of  that  from  the  water  surface  in 
the  deep  tank.  The  combined  transpiration  and  soil  evaporation  for 
similar  conditions  was  115  per  cent. 

With  these  general  observations  the  writer  will  pass  on  to  detailed 
comments  on  the  discussion  of  the  paper.  Mr.  Smith's  paragraphs, 
grouped  under  the  head  of  "Estimates  of  Safe  Yield"  (pages  2.31-234), 
will  be  taken  up  first. 

1.  The  conditions  on  the  slopes  of  the  Catalina  and  Rincon  Moun- 
tains, described  by  Mr.  Smith,  are  not  as  similar  to  those  of  the  east 
slope  of  the  Sierra  Nevada  as  would  appear  at  first  glance.  Table  3 
shows  that  the  lowest  elevation  of  the  Sierra  slopes  is  6  500  ft.,  the 
average  7  500  to  8  000  ft.,  and  the  maximum  elevation  12  000  ft. 
The  similar  slopes  back  of  Tucson  extend  from  an  elevation  of  3  000 
to  about  6  000  ft.  The  Sierra  slopes  do  not  support  a  luxuriant  desert 
vegetation  nor  forest  growth,  the  latter,  especially,  being  spotted  and 
sparse.  The  precipitation  on  the  Sierra  slopes  is  all  in  the  form  of 
snow,  which  melts  and  sinks  into  the  porous  mantle  before  the  growing 
season  commences.  On  the  intermediate  slopes  of  the  Catalina  Moun- 
tains, however,  the  precipitation  occurs  largely  in  severe  summer 
storms,  from  which  the  run-off  is  rapid  and  the  percolation  is  imme- 
diately available  to  vegetation.  These  differences  are  all  such  as  to 
favor  greater  percolation  on  the  Sierra  slope.     Furthermore,  there  are 
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numerous  springs  at  the  base  of  the  Sierra  slopes,  the  flow  of  which,  in  Mr. 
many  cases,  can  be  measured  in  second-feet  instead  of  cattle  drinks.    ^®' 
Hence,  the  writer  still  believes  that  the  run-off  coefiicients  used  are 
not  excessively  high. 

2.  Charlies  Butte  is  a  low  mound  of  lava  near  the  margin  of  a 
shallow  flow  which  advanced  out  over  the  valley-fill.  The  Butte  is 
not  the  crest  of  a  bed-rock  projection,  as  Mr.  Smith  suggests,  but  is 
superimposed  on  the  valley-fill.  The  spring  is  of  the  type  described 
by  the  writer  on  page  175,  and  unquestionably  has  its  source  in  per- 
colation from  the  outwash  slope. 

3.  The  writer  believes  that  Mr.  Smith  is  justified  in  giving  a 
value  to  transpiration  from  the  luxuriant  desert  vegetation,  the  roots 
of  which  are  within  reach  of  the  water-plane.  The  addition  of  this 
quantity  would  increase  the  computed  ground-water  discharge  from 
the  basin. 

4.  Relative  to  the  matter  of  underflow  from  the  basin  past  the 
Alabama  Hills,  the  writer  has  given  this  matter  considerable  thought 
at  various  times,  and  cannot  agree  with  Mr.  Smith  as  to  the  probability 
of  there  being  an  appreciable  loss  at  this  point.  For  a  distance  of 
6  miles  from  the  "Point  of  the  Hills"  to  Lone  Pine  Creek  there  are 
no  lateral  streams  breaking  through  the  hills.  The  whole  cross-section 
was  formerly  covered  by  Owens  Lake,  and  any  material  brought  down 
by  Hogback  Creek  would  have  been  deposited  on  the  lake  shore  at  the 
'Toint  of  the  Hills",  or,  in  case  of  low  lake  level,  would  have  been 
carried  directly  out  on  the  lake  bed.  There  would  be  no  condition 
favoring  or  even  rendering  possible  the  deposition  in  the  section  of 
any  but  the  finest  materials,  even  on  the  side  adjoining  the  steep  slope 
of  the  Alabama  Hills.  Further,  there  is  the  elevated  water-plane 
of  the  Lone  Pine  delta,  opposing  such  underflow,  and  the  absence 
of  any  evaporating  area  which  would  naturally  result  from  the  back- 
water effect.  Finally,  there  is  the  fact  that  the  valley  floor  of  the 
Independence  Basin  above  the  Alabama  Hills  is  an  old  lake  bed 
beneath  which  fine  sands  and  clays  predominate,  that  the  porous 
gravels  of  the  outwash  slope  surround  this  relatively  non-porous  core, 
that  ground-water  percolating  laterally  through  the  gravels  meets  a 
barrier  at  the  old  lake  shore  and  is  compelled  to  seek  an  outlet  locally 
by  spring  flow  and  evaporation,  and  that,  therefore,  the  conditions 
necessary  for  an  active  underflow  down  stream  are  entirely  lacking 
throughout  the  whole  of  the  valley  floor. 

The  discussion  of  probable  annual  variations  in  safe  yield  is  not 
of  such  great  importance  for  the  Independence  Basin  as  in  other  basins. 
This  is  due  to  two  reasons,  the  immense  storage  capacity  of  the  satu- 
rated gravels  and  the  non-porous  core  or  heart  of  the  valley.  The 
former  is  relatively  very  large  with  respect  to  any  judiciously  developed 
draft,  and  the  latter  holds  up  the  water-plane  and  prevents  the  escape 
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3ir.  of  water  from  the  basin  by  underflow.  Thus,  the  fluctuation  of  the 
^'  water-plane  within  a  reasonable  distance  of  the  old  lake  shore  would 
not  be  great,  even  in  periods  of  extended  drought.  The  effect  of 
variations  in  ground-water  supply  in  the  Independence  Basin  would 
appear  more  as  variation  in  spring  flow  and  evaporation  loss  than 
as  fluctuation  in  the  water-plane. 

Mr.  Meinzer's  long  and  intimate  experience  and  scientific  study 
of  the  problems  involved  in  this  paper  make  him  one  of  the  best 
qualified  men  in  America  to  discuss  it,  and  his  contribution  has  added 
greatly  to  its  value.  The  writer,  however,  feels  that  in  general  his 
discussion  is  from  the  point  of  view  of  the  pure  scientist  who  strives 
for  absolute  accuracy,  rather  than  from  that  of  the  applied  scientist 
or  engineer  whose  aim  is  relative  accuracy.  There  were  involved  in 
the  solution  of  this  particular  problem  not  only  questions  of  obtaining 
a  proper  internal  balance  in  relative  accuracy,  but  also  that  of  giving 
the  problem  its  proper  place  in  the  larger  one  of  determining  the  safe 
yield  from  all  sources  available  for  a  large  municipal  water-supply 
project.  The  quantity  of  ground-water  available  for  development 
from  the  Independence  Basin  is  about  one-fifth  of  that  available 
from  all  sources.  The  writer  believes  the  results  obtained,  as  set  forth 
in  this  paper,  are  well  within  the  limits  of  reasonable  accuracy  for 
the  purpose  desired.  Considered  in  this  light,  he  does  not  agree  with 
Mr.  Meinzer  that  the  assumptions  are  "subject  to  large  errors." 

Considering  Mr.  Meinzer's  discussion  in  detail,  the  writer  is  in- 
debted to  him  for  drawing  attention  to  the  erroneous  inclusion  with 
ground-water  discharge  of  18  sec-ft.  of  irrigation  water  dissipated 
by  evaporation  and  transpiration.  As  has  been  pointed  out  by  both 
Messrs.  Smith  and  Meinzer,  however,  there  is  an  appreciable  loss  from 
rank  desert  vegetation  bordering  the  shallow  ground-water  area.  The 
inclusion  of  this  with  ground-water  losses  would  increase  the  latter, 
and,  therefore,  the  corrections  in  the  final  result  would  tend  to  offset 
one  another. 

Mr.  Meinzer  states  that  observations  covering  1,  2,  or  3  years  do 
not  give  average  evaporation  conditions,  comparing  them  with  pre- 
cipitation and  stream-gauging  data  in  this  respect.  The  writer  does 
not  believe  that  this  statement  would  have  been  made  if  evaporation 
records  covering  several  years  had  been  examined.  The  range  of 
annual  variation  in  evaporation  is  usually  less  than  4%,  whereas  pre- 
cipitation and  stream  flow  may  have  extreme  variations  of  more  than 
100  per  cent. 

Mr.  Meinzer  suggests  that,  in  order  to  apply  the  results  of  the 
Owens  Valley  evaporation  experiments  to  other  valleys,  it  would  be 
necessary  to  have  a  large  number  of  observation  wells  and  keep  them 
under  observation  for  several  years.  The  writer's  experience  in  other 
valleys  during  the  past  3  years  has  been  that  water-plane  fluctuations 
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in   evaporation   areas   follow  the  same   annual  periodic   law   observed,  Mr. 
and  have  about  the  same  range  as  observed  in  Owens  Valley.     Hence    ^^' 
the  observation  of  a  few  judiciously  chosen  wells  at  a  critical  date, 
preferably  late  in  September,  should  give  dependable  results. 

The  writer  agrees  heartily  with  Mr.  Meinzer  that  further  investi- 
gations of  soil  evaporation  and  transpiration  under  various  conditions 
should  be  made.  In  connection  with  the  rate  of  evaporation  from  bare 
alkaline  lake  beds  or  "playas",  certain  experiments  recently  carried 
on  under  the  writer's  direction  tend  to  confirm  Mr.  Meinzer's  observa- 
tions. The  evaporation  from  two  pans  of  water  under  exactly  similar 
conditions  was  observed,  one  pan  containing  distilled  water  and  the 
other  a  sample  of  highly  alkaline  lake  water.  The  rate  of  evaporation 
from  the  denser  water  was  less  than  that  from  the  fresh  water,  and 
rapidly  decreased  to  a  very  small  value  as  the  salts  began  crystallizing 
out,  regardless  of  the  fact  that  no  permanent  crust  was  allowed  to  form. 

The  writer  is  very  glad  that  Mr.  Horton  has  emphasized  the  fact 
that  in  the  development  of  hydrographic  projects  the  most  important 
feature,  that  is,  water  supply,  is  seldom  given  the  adequate  investiga- 
tion that  it  requires.  The  writer  has  in  mind  several  irrigation 
projects  which  are  either  partial  or  complete  failures  solely  because 
insufficient  study  was  made  of  the  available  water  supply. 

Although  familiar  with  the  work  of  the  German  experimenters 
on  soil  evaporatioji  and  transpiration  which  Mr.  Horton  cites,  the 
writer  found  that  the  climatic  and  soil  conditions  under  which  their 
experiments  were  performed  were  quite  different  from  those  in  Owens 
Valley,  and  that  the  experimental  equipment  did  not  reproduce  as 
closely  as  seemed  desirable  the  natural  conditions.  Hence,  he  found 
it  impractical  to  follow  their  precedents  as  closely  as  would  seem 
possible  at  first  glance. 

In  comment  on  Mr.  Horton's  suggestion  that  tables  of  rainfall 
and  run-off  would  have  added  to  the  value  of  the  paper,  the  writer 
wishes  to  draw  attention  to  Article  VI,  Section  11,  of  the  Constitution 
of  the  Society,  which  contains  the  statement  that  "papers  offered  for 
presentation  *  *  *  containing  matter  readily  found  elsewhere 
*    *     *     sliall  be  rejected." 

The  writer  takes  exception  to  Mr.  Horton's  statement  that  there 
is  no  increment  of  flow  during  the  frozen  season  to  the  mountain 
streams  tributary  to  Owens  Valley.  Although  it  is  true  that  the  sur- 
face of  the  snow  is  frozen,  yet  on  the  under  side,  in  contact  with  the 
soil,  containing  more  or  less  stored  heat,  there  is  a  slow  but  continual 
melting  which  contributes  a  permanent  supply  to  stream  flow  all 
winter.  This  is  proved  by  the  observed  fact  that  if  freezing  weather 
occurs  before  the  first  snowfall,  the  streams  show  material  reduction 
in  flow,  but  that,  soon  after  the  mountain  slopes  are  snow-covered, 
there  is  a  return  to  normal  winter  flow. 
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Synopsis. 

The  object  of  this  paper  is  to  call  attention  to  the  use  of  tunnels  as 
a  means  of  crossing  rivers  or  bodies  of  water  by  highways,  particularly 
when  the  waters  are  navigable,  and  to  discuss  the  conditions  where  tun- 
nels are  most  suitable  and  where  not. 

The  relative  advantage  of  ferries,  movable  bridges,  swinging 
draw-,  bascule-,  lift-,  and  transporter-bridges,  are  discussed,  and  a 
table  showing  the  general  dimensions  of  the  principal  transporter- 
bridges,  is  given.  The  suitability  of  pontoon  bridges  is  considered,  and 
also  the  relative  advantages  of  fixed  bridges  and  tunnels,  and  there  is  a 
table  showing  the  general  dimensions  and  cost  of  the  principal  bridges 
over  navigable  waters.  The  paper  contains  a  history  and  description 
of  existing  subaqueous  highway  tunnels,  including  the  Thames,  Black- 
wall,  and  Rotherhithe  Tunnels,  in  London,  the  Washington  Street, 
La  Salle  Street,  and  Van  Buren  Street  Tunnels,  in  Chicago;  the  Glas- 
gow Harbor  Tunnel,  and  the  Hamburg  Tunnel ;  and  a  table  gives  their 
general  dimensions. 

Projects  for  subaqueous  highway  tunnels  at  New  York,  Boston, 
Chicago,  Sydney,  Liverpool,  and  Oakland,  Cal.,  are  considered. 
Methods  of  construction   are  discussed,  which  include  rock  tunnels, 

*  Presented  at  the  meeting  of  September  16th,  1914. 
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and,  owing  to  their  bearing  on  the  subject,  the  Severn  railway  tunnel 
and  the  Mersey  railway  tunnel  are  described.  Shield  and  compressed- 
air  methods  are  described,  as  well  as  roof-shield,  cut-and-cover,  inside 
coffer-dam,  and  special  methods,  such  as  those  used  in  the  Harlem  River 
crossing  of  the  New  York  subway  and  the  Detroit  Tunnel.  The  cais- 
son method  used  in  Paris  is  considered,  and  also  the  freezing  method. 

Various  types  of  lining — cast  iron,  brick,  concrete,  wrought  steel, 
etc. — are  described. 

The  shape  of  the  section,  means  of  access  by  inclines  or  shafts, 
methods  of  water-proofing,  ventilation,  and  drainage,  are  also  dealt 
with. 

Conclusions. 

The  paper  is  a  compilation  of  the  available  facts  relative  to  sub- 
aqueous highway  tunnels  and  other  subaqueous  tunnels  applicable  to 
highway  purposes,  and  the  conclusion  is  that,  owing  to  the  development 
of  great  harbors  and  the  consequent  need  for  unobstructed  waterways 
and  the  increasing  use  of  motor-driven  vehicles,  highway  tunnels  have 
not  received  sufficient  consideration  and  are  worthy  of  more  extended 
discussion  and  attention. 


iNTRODUCTrON. 

"With  the  growth  of  sea-borne  commerce  and  its  concentration  at 
great  ports,  the  problem  of  crossing  harbors  and  their  tributary 
navigable  waters  has  become  serious.  The  land  traffic  in  the  vicinity 
of  a  great  harbor  naturally  develops  with  the  water  traffic,  and  inter- 
communication for  land  vehicles  between  the  sides  of  a  land-locked 
harbor  is  essential.  The  motor  truck  is  being  developed  very  rapidly 
and,  if  adequate  facilities  for  inter-communication  are  provided,  will 
develop  still  more  rapidly  and  furnish  a  means  of  transferring  goods 
from  ocean  vessels  to  railways,  warehouses,  and  the  like,  thus  relieving 
the  small  harbor  craft  and  the  railways  from  the  burden  of  this 
transfer. 

Where  the  harbor  is  not  crowded,  and  with  a  low  range  of  tide  and 
a  comparative  freedom  from  fog  and  ice,  a  steam  ferry  is  a  fairly 
satisfactory  means  of  crossing,  as  there  are  no  excessive  gradients  of 
approach  and  the  motors  are  idle  or  the  horses  resting  while  crossing. 
If,  however,  the  harbor  is  crowded  with  water  craft,  there  are  two  lines 
of  traffic  crossing  each   other's  path  on  the  same  plane,   or  what  in 
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railway  parlance  would  be  called  a  level  or  grade  crossing,  the  avoidance 
of  which  would  necessitate  an  under  or  over  crossing,  either  by  a 
tunnel  or  a  bridge.  With  a  g-reat  range  of  tide,  it  becomes  difficult  to 
load  and  unload  boats,  on  account  of  the  length  of  adjustable  ramp 
necessary  to  avoid  excessive  gradients.  With  fog,  ice,  and  bad  weather, 
the  danger  of  collision  is  increased,  and  the  delays  in  loading,  unload- 
ing, and  operating  ferries  are  serious,  all  of  which  add  greatly  to  the 
cost  of  trucking. 

On  comparatively  narrow  channels,  movable  bridges  of  various 
sorts  are  used,  but  these  do  not  avoid  altogether  the  level  crossing,  as 
only  the  smaller  craft  can  pass  without  having  the  draw-span  opened. 
Many  similar  bridges  are  now  being  built  at  a  level  which  will  permit 
tugs  and  harbor  craft  to  pass  under  them  and  thus  decrease  the  fre- 
quency of  opening.  A  clear  space  of  30  ft.  from  the  surface  of  the 
water  to  the  lowest  member  of  a  bridge  will  permit  most  harbor  craft 
to  pass  under. 

With  a  swinging  draw,  the  large  pivot  pier  required  is  a  serious 
obstruction  to  the  channel,  and  the  maximum  width  of  waterway, 
allowing  for  piers  and  fenders,  is  about  200  ft.*  With  a  two-leaf 
bascule  draw,  the  maximum  span  is  about  300  ft.  A  lift-bridge  has 
been  built  at  Portland,  Ore.,  with  a  span  of  245  ft.  and  a  clear  head- 
way of  135  ft.  It  will  thus  be  seen  that,  at  the  best,  such  bridges 
interfere  with  the  navigation  of  the  waterway  and  fail  to  provide  the 
free  channels  that  an  ocean  port  should  have;  also,  the  frequent  open- 
ing of  the  draw  obstructs  the  highway,  and  there  is  always  the  danger 
of  a  vessel  colliding  with  a  bridge. 

Wliere  the  land  traffic  is  light,  transporter-bridges  have  been  built. 
These  are  adapted  to  conditions  where  storms  make  the  water  very- 
rough  and  cause  difficulties  in  ferry  navigation,  or  where  the  stream 
is  obstructed  at  times  by  floating  ice,  or  where  a  great  fluctuation 
in  the  height  of  the  water  makes  the  design  and  construction  of 
suitable  landing  ramps  difficult.  In  general,  they  are  erected  at  points 
where  the  importance  of  the  river  traffic  is  such  that  it  cannot  be 
hampered  by  a  draw-bridge,  where  the  traffic  is  so  light  as  not  to 
warrant  the  building  of  a  fixed  bridge  or  tunnel,  or  where  the  physical 
difficulties  in  the  construction  of  a  bridge  or  tunnel  are  very  great. 


*  A  swinging  draw-bridge  is  to  be  constructed  at  Vancouver.  B  C,  with  a  length  of 
58114  ft.  between  end  bearings;  this  will  be  the  longest  in  existence  and  will  have  a  clear 
width  of  waterway  of  225  ft.     (Engineering  News,  February  19th,  1914.) 
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Table  1  gives  the  general  dimensions  of  the  principal  transporter- 
bridges. 

TABLE  1. — Transporter-Bridges. 


Location. 


River. 


Span,  in  feet. 


Clear  height, 
in  feet. 


Widnesand  Runcorn,  England. 

Newport,  England 

Rouen,  France 

Middlesbrough,  England 

Marseilles,  France 

Bilbao,  Spain 

Nantes,  France 

Martrou,  France 

Rochefort,  France 

Duluth,  Minn,,  U.  S.  A 

Kiel,  Dockyards 

Bizerte  (near  Tunis,  Africa) 

Brest,  France 

Osten,  Germany 


Mersey . . . 

Osk 

Seine 

Tees 

(Harbor). 
Nevrion... 
Loire 


Charente . 
(Harbor).. 


(Harbor) , 
Oste 


000 

645 

644.91 

564.75 

541 

534.96 

463.63 

448.55 

415 

393.75 

387.2 

357.63 

357.6 

362.5 


82 
177 
167.46 
160.9 
164.3 
147.65 
165 

164.05 
165 
135 
145 

147.65 
144.4 


It  will  be  seen  from  Table  1  that  the  longest  span  is  1  000  ft., 
between  Widnes  and  Runcorn,*  over  the  Mersey,  shown  by  Fig.  1.  The 
only  example  in  America  is  at  Duluth,  with  a  span  of  393.75  ft.f 

Most  of  the  transporter-bridges  in  Table  1  are  over  harbors,  canals, 
arms  of  the  sea,  or  inland  waters,  and  practically  no  through  highway 
for  ocean-going  vessels  is  spanned  by  such  a  structure.  There  are 
many  places  where  no  other  form  of  construction  is  warranted  by 
the  traffic;  but,  at  the  best,  transporter-bridges  are  only  suitable  for 
comparatively  narrow  channels,  where  neither  the  water  nor  land 
traffic  is  heavy,  and  not  for  the  crowded  conditions  of  a  great  ocean 
port. 

Pontoon  bridges,  with  movable  sections  which  can  be  floated  to  one 
side  to  permit  the  passing  of  boats,  have  been  built.  Such  bridges 
are  generally  used  in  sparsely  settled  regions,  where  the  land  traffic  is 
light;  they  are  more  or  less  temporary  in  character,  and  are  a  cheap 
substitute  for  a  more  permanent  structure  where  the  traffic  does  not 
warrant  the  heavier  expenditure.  However,  a  bridge  of  this  type, 
crossing  the  Golden  Horn,  at  Constantinople,  which  is  more  permanent 
in  character,  has  recently  been  completed.  The  length  between  abut- 
ments is  1  530.84  ft.,  and  the  width  of  roadway,  82  ft.  For  small  boats 
there  are  two  spans  of  39  ft.  having  a  clear  headway  of  17A  ft.,  and 
a  draw  section  with  a  clear  opening  of  205  ft.:}: 

*  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  CLXV,  p.  87. 
t  Transactions,  Am.  Soc.  C.  E.,  Vol.  LV,  p.  322. 
t  The  Engineer,  December  6th.  1912. 
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Numerous  bridges  of  this  type  have  been 
built  in  India.*  In  Calcutta  one  has  been 
designed  with  submerged  pontoons  anchored 
at  a  fixed  level  so  as  to  avoid  the  change  in 
level  of  the  roadway  with  the  fluctuations 
of  the  water  surface.f 

Several  pontoon  railroad  bridges  of  con- 
siderable length  have  been  used  in  America. 
One,  with  a  draw  section  405  ft.  long,  was 
built  at  Prairie  du  Chien,  Wis.,  in  1874, 
by  the  Chicago,  Milwaukee  and  St.  Paul 
Railway  Company;  this  company  also  had 
four  other  bridges  of  similar  type.  These 
bridges,  instead  of  having  separate  pontoons 
acting  as  piers,  were  really  continuous 
floating  structures. 

Bridges  of  this  type  are  not  suited  to 
a  busy  harbor  frequented  by  numerous 
ocean-going  vessels,  and  where  there  is  a 
heavy  land  traffic. 

The  only  remaining  alternatives  are 
fijied  bridges  at  sufficient  height  to  clear 
the  shipping,  or  tunnels  or  passages  at  a 
greater  depth  than  the  draft  of  the  vessels. 

In  avoiding  the  level  crossing  of  these 
two  conflicting  kinds  of  traffic,  by  placing 
the  roadway  above  or  below  the  water,  there 
is  an  advantage  in  depressing  it,  as  the  top 
of  the  structure  need  only  be  about  40  ft. 
below  low  water;  whereas,  if  elevated,  the 
bottom  must  bo  from  135  to  175  ft.  above 
high  water.  This  paper,  however,  is  not 
written  with  the  view  of  entering  into  a 
controversy  as  to  the  relative  merits  of 
bridges  and  tunnels,  as  no  general  law  can 


#! 


*  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  CLXIX, 
p.  292. 

t  The  Engineer,  September  13th,  1912. 
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be  laid  down ;  each  problem  must  be  decided  on  its  merits  in  accord- 
ance with  the  conditions.* 

Where  the  conditions  are  favorable  for  a  bridge,  there  is  no 
doubt  that  it  is  the  most  desirable  means  of  crossing  a  body  of  water. 
These  favorable  conditions  are  high  banks,  which  reduce  the  length 
and  gradient  of  tlie  approaches;  moderate  spans;  a  suitable  stratum 
for  the  support  of  foundations  at  a  reasonable  depth ;  cheap  land 
for  approaches;  and  the  ability  to  place  piers  so  that  they  will  not 
interfere  with  navigation.  When  the  spans  must  be  in  excess  of  1  000 
ft.,  when  proper  support  for  foundations  can  only  be  had  at  a  great 
depth,  or  when  the  land  near  the  water  is  low,  the  conditions  favor 
a  tunnel.  When  bridges  exceed  a  span  of  1 000  ft.,  they  must  be 
given  considerable  width,  for  lateral  stability,  and  the  dead  loads 
being  so  great,  the  bridges  can  be  given  great  capacity  by  the  addi- 
tion of  rapid  transit  and  street  railway  tracks  without  adding  greatly 
to  the  expense.  This  causes  an  undue  concentration  of  traffic  at  the 
ends  of  such  bridges  and  adds  greatly  to  the  difficulty  and  cost  of 
the  terminals.  In  other  words,  instead  of  building  a  bridge  with 
capacity  to  suit  the  needs  of  the  traffic,  or  several  bridges  located  so 
as  to  suit  the  convenience  of  the  public,  economical  considerations 
necessitate  the  construction  of  a  single  large  bridge,  either  of  greater 
capacity  than  required,  or  which  concentrates  the  traffic  along  a  single 
path  that  would  be  better  served  by  several. 

One  other  point  should  be  given  due  consideration,  and  that  is 
the  relative  ease  of  destruction  of  a  bridge,  as  compared  with  a 
tunnel.  The  severing  of  a  single  member  would  cause  the  collapse 
of  a  whole  span.  Although  injury  at  a  single  spot  might  cause  the 
flooding  of  a  tunnel,  the  damage  would  be  local  and  could  be  readily 
repaired.  This  is  mentioned  in  view  of  the  fact  that  national  wars 
have  not  altogether  ceased,  and  that  those  who  disapprove  of  existing 
conditions  sometimes  express  their  dissatisfaction  by  the  use  of  ex- 
plosives. 

Table  2  shows  the  general  dimensions  of  some  of  the  world's  prin- 
cipal bridges  crossing  waters  frequented  by  seagoing  vessels.  This 
table  does  not  purport  to  be  exhaustive,  but  merely  gives  typical  ex- 
amples  of   the   most    important   bridges   of   the   various   classes,   some 


♦"Bridges  over  Navigable  Rivers— Some  Practical  Considerations,"  by  C.  E.  Smith, 
M.  Am.  Soe.  C.  E.,  Bridge  Engineer,  Missouri  Pacific  Railway,  Proceedings,  American 
Railway  Engineering  Association,  Vol.  XIV,  Part  2,  p.  185. 
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TABLE  2.  —Principal  Bridges  of  the  AVorld 


Location. 


Character. 


Forth 

Brooklyn,  New  York 

Manhattan,  New  York 

Williamsburg,  New  York 

Queensboro,  New  York 

Pouerhkeepsie 

Quebec 

Tower,  London 

ConDecting  R.  R.,  Hell  Gate. 

Clifton,  Bristol,  England 

Washington     Bridge,     New  ( 

York )" 

High  Bridge,  New  York 

Menai 

Britannia 

Saltash-Tamar  R 

Portland,  Oregon 


Cantilever 

Suspension 

Cantilever 

Bascule 

Steel  arch 

Chain  suspension 

Steel  arch 

Stone  arch , 

Suspension , 

Tubular 

Lenticular 

Lift 


Length 

of 
longest 
span, 

in 
feet. 


I  700 

1  595.5 

1  470 
1  600 
1  183 
548 
1  800 

200 

977.5 
703.25 

510 

80 
570 
459.25 
436 
215 

220 


Total 

length 

of 


feet. 


Total 

length, 

including 

ap- 
proaches, 
in 
feet. 


5  349.5 
3  455.5 

2  920 

2  793 

3  724.5 
3  093.75 
2  830 


977.5 


8  298.42 

7  580 

6  655 

7  308 
7  449 
6  777 
3  239 

2  680 

17  908 


1  660 
1  450 

2  375 

570 

1  513 

910 

1  034.71 

1  841.42 

2  240 

Clear 
height 
above , 

high 

water, 

in 

feet. 


150 
135 


135 
135 
130 

150 
(    29.5  1 
■|  143     i 

135 

245 

133.5 

100 
72 

103.75 
100 
135 

144 


being  included  merely  on  account  of  their  historical  significance.  The 
physical  conditions  are  such  at  certain  of  the  bridges  in  Table  2 
that  a  tunnel  could  not  readily  be  substituted;  at  the  Forth  Bridge,  on 
account  of  the  great  depth  of  water,  which  is  more  than  200  ft.;  at 
the  connecting  railroad  bridge  at  Plell  Gate,  for  the  same  reason; 
at  the  Poughkeepsie  Bridge,  Washington  Bridge,  High  Bridge,  etc., 
on  account  of  the  height  of  the  river  banks.  On  the  other  hand,  at 
many  of  the  other  bridge  locations,  in  view  of  the  modern  state  of 
the  art,  tunnels  could  be  constructed  more  advantageously  than 
bridges.* 

Highway  Tunnels:  History. 

London. — It  is  a  curious  fact  that  one  of  the  first  subaqueous  tun- 
nels, and  the  first  on  which  a  shield  was  used,  was  constructed  as  a 
highway  tunnel,  but  was  never  used  for  that  purpose.  This  was 
the  first  Thames  Tunnel,  built  by  the  inventor  of  the  shield,  the 
late  Sir  Marc  Isambard  Brunei.  His  patent  for  a  shield  was  No.  4  204, 
of  1818.     Owing  to  London  Bridge  marking  the  head  of  navigation 

*  •'  Bridges  and  Ferry  Bridges  ;  Tunnels  under  Waterways  used  for  Ocean  Navigation- 
Economic  and  Technical  Study,"  a  report  by  Baurat  Wendemuth,  International  Congress 
of  Navigation,  1912. 
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Over  Waters  Frequented  by  Seagoing  Vessels. 


Width, 

in 
feet. 


120 
118 


50 

93 
31 

80 

21 

29.5 
2-14.5 
16.83 


Use. 


Railway. 
Highway,    foot- 
way, electric 
railway,  trolley. 


Railway. 

Highway. 

Railway. 
Highway. 


Aqueduct. 
Highway. 
Railway. 

Highway. 

Highway  and 

railway. 


Dates. 


Work 
begun. 


1883 

Jan.    3,  1870 

Oct.  1,  1901 
Nov.  7,  18% 
June,  1901 
Sept.,    1886 


June. 

July, 

1861 

July, 


1886 
1912 

1886 


1819 
Apr.  13,  1846 


Work 
finished. 


1890 

May  24. 1883 

Dec.  31,  1909 

Dec.  19.  1903 

Mar.  30,  1909 

1889 


June,     1894 


Dec,      1864 

Feb.,      1889 

1842 
1826 
1850 
May,       1859 
1911 


Depth 

of 

water, 

in 

feet. 


300 


67 
50 

88 

60 

200 

33.5 

108 
31 

14.5 

14.5 
30 
75 
60 


Cost. 


$15  700  000 

22  400  000 

26  000  000 

23  100  000 
17  900  000 


Gradient 

of 

approaches. 


1.4304, 

3.250/0 

3.250/6 
3.000/0 
3.500/b 


(Disaster,  Aug.  29th,  1907.) 


$360  000 
2  851  684 


2  931  000 


1.300/0 


Level. 


for  seagoing  vessels,  the  development  of  the  docks  and  tributary  in- 
dustries was  necessarily  below  this  point,  so  that  the  need  of  some 
means  of  crossing  the  river  below  London  Bridge  is  evident.  This  is 
indicated  in  Fig.  2,  which  shows  the  position  of  the  Tower  Bridge 
and  the  various  tunnels  below  London  Bridge.  The  Thames  Tunnel, 
Fig.  3,  crosses  the  river  between  Rotherhithe  and  Wapping,  about 
IJ  miles  below  London  Bridge.  Work  was  started  in  1825  and,  after 
being  suspended  several  times  owing  to  physical  and  financial  diffi- 
culties, was  completed  in  1843.  In  section  it  is  one  of  the  widest 
openings  ever  constructed,  the  total  width  of  excavation  being  37  ft. 
6  in.,  and  in  height  22  ft.  3  in.,  separated  by  a  wall  4  ft.  thick,  pierced 
by  64  arched  openings,  each  of  4  ft.  span.  The  length  is  1  200  ft.  It 
was  proposed  to  have  spiral  approaches,  but  this  was  never  done;  the 
construction  shafts,  however,  were  fitted  with  stairways.  In  1S66, 
the  tunnel  was  sold  to  the  East  London  Railway  Company,  and 
since  that  time  this  company  has  operated  its  trains  through  it.  Its 
cost,  including  shafts,  was  £1  300  per  lin.  yd. 

As  the  Thames  Tunnel  had  been  diverted  from  its  intended  use, 
the  vehicular  trafiic  still  had  no  facilities  below  London  Bridge,  but 
its  needs  were  partly  met  by  the  Tower  Bridge,   about  i  mile  below 
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London  Bridge,  opened  to  traffic  in  1894.  This  consists  of  a  double- 
leaf  bascule  draw,  with  a  clear  span  between  towers  of  200  ft.,  and 
a  high-level  footbridge  connecting  the  towers,  leaving  a  clear  head- 
room of  139i  ft.  above  high  water. 


Coarse  Gravel 


Coarse  Gravel  . 


Half  Section  with  9-inch  Rings         Half  Section  with  4V^-inch  Rings 

CROSS-SECTION 


LONGITUDINAL  SECTION 
THAMES  TUNNEL 
Fig.  S. 

The  Blackwall  Tunnel,*  Fig.  4,  was  the  next  project  to  be  under- 
taken. It  crosses  the  river  from  Blackwall  to  East  Greenwich,  about 
6J  miles  below  London  Bridge.     The  work  was  started  in  1891   and 

*  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  CXXX,  p.  50. 
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the  tunnel  was  opened  to  traffic  in  1897.  It  consists  of  a  shield-driven, 
iron-lined  tunnel  (Fig.  6),  27  ft.  outside  diameter,  with  an  internal 
diameter  of  24  ft.  3  in.  It  is  lined  with  concrete  faced  with  glazed  tile, 
has  a  roadway  16  ft.  wide,  and  two  foot-paths,  each  3  ft.  IJ  in.  wide. 
The  total  length,  including  approaches,  is  6  200  ft. ;  the  length  from 
portal  to  portal  is  4  465  ft. ;  and  the  length  under  the  waterway  is 
1  220  ft.  The  maximum  gradient  of  approach  is  1  in  36.  Changes 
in  direction  were  not  made  by  driving  the  tunnel  in  curves,  but  by 
angles  at  the  shafts.  The  cost  was  £871  000,  amounting  to  about  $685 
per  lin.  ft. 

The  Rotherhithe  Tunnel,*  Fig.  5,  was  commenced  in  1904  and 
completed  in  1908.  It  crosses  the  river  diagonally  from  Rotherhithe 
to  Ratcliff,  about  2^  miles  below  London  Bridge.  The  work  was  very 
similar  to  that  at  the  Blackwall  Tunnel.  It  is  a  shield-driven,  iron- 
lined  tunnel,  with  an  external  diameter  of  30  ft.  and  an  inside  diameter 
(inside  the  concrete  and  tile  lining)  of  27  ft.  It  is  provided  with  a 
roadway,  16  ft.  wide,  and  two  walks,  each  4  ft.  8J  in.  wide.  Figs. 
8  and  9  show  the  Stepney  Approach,  and  the  spiral  stairs  at  Shaft  2, 
Rotherhithe.  The  total  length,  including  approaches,  is  6  883  ft. ;  the 
length  from  portal  to  portal  is  4  930  ft. ;  and  the  length  under  the 
waterway  is  1  480  ft.    The  cost  was  £1  088  484,  or  about  $930  per  lin.  ft. 

Chicago. — In  the  United  States  the  first  subaqueous  highway  tunnel 
was  the  Washington  Street  Tunnel,  crossing  the  Chicago  River,  in 
Chicago. f  (Fig.  10.)  This  is  not  properly  a  tunnel  at  all,  but  a 
subaqueous  passage  built  in  an  open  trench  between  coffer-dams.  It 
was  built  by  the  City  of  Chicago  in  1866  to  1869,  and  had  two  road- 
ways, each  11  ft.  wide  and  13  ft.  high,  and  a  footway  10  ft.  wide  and 
10  ft.  high,  as  shown  by  Fig.  11.  It  was  at  first  used  quite  extensively 
for  general  highway  traffic,  and,  after  the  fire  in  1871,  was  the  only 
means  of  communication  between  the  west  side  and  the  business  dis- 
trict, for  some  time,  until  the  burned  bridges  could  be  restored.  In- 
cidentally, a  tunnel  is  less  likely  to  be  damaged  by  fire  or  flood  than 
is  a  bridge.  This  tunnel,  later,  fell  into  a  bad  state  of  repair,  and 
was  used  much  less  frequently,  the  traffic  being  largely  diverted  to 
the  nearby  bridges.     At  the  time  of  the  change  of  power  from  horse 

*  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  CLXXV,  p.  190. 

t  "  Chicago  River  Tunnels  :  Their  History  and  Method  of  Construction,"'  by  William 
Artingstall,  Journal,  West.  Soc.  of  Engrs.,  Vol.  XVI,  p.  8«9. 
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Fig.    8. ROTHERHITHE    TUNNEL  :     OPEN    APPROACH,    STEPNEY. 


Fig.    9. ROTHERHITHE    TuNNEL  :     SPIRAL    STAIRS.     SHAFT    2. 
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to  cable  on  the  Chicago  street  railways,  permission  was  obtained  to 
utilize  the  tunnel,  one  of  the  conditions  being  that  the  roof  be  lowered 
so  as  to  give  a  depth  of  17  ft.  of  water  in  the  river,  instead  of  14  ft. 
This  use  of  the  tunnel  was  desirable,  as  the  difficulties  of  operating  a 
cable  railway  over  a  movable  bridge  were  great.  Since  the  substitution 
of  electric  traction  for  the  cables,  the  tunnels  are  not  so  necessary, 
but  the  advantages  of  uninterrupted  service  still  remain.  The  tunnel 
roof  was  lowered  in  1889,  the  cost  being  about  $135  000.  This  work 
was  done  by  enclosing  the  tunnel  between  coffer-dams — only  one- 
half  of  the  river  being  obstructed  at  one  time.  The  masonry  arched 
roof  was  removed  and  replaced  with  20-in.  steel  I-beams,  36  in.  apart, 
with  jack-axches  between.  At  the  same  time,  the  dividing  wall  between 
the  two  roadways  was  removed  and  the  tunnel  was  given  a  single 
opening  of  20  ft.  clear  span.  The  invert  was  also  cut  out  and  lowered 
2  ft.  6  in.  in  order  to  provide  the  necessary  headroom.  The  use  of  the 
tunnel  by  vehicles  and  pedestrians  was  discontinued;  a  draw-bridge 
was  constructed  nearby;  and  the  footway  was  used  as  a  pipe  gallery. 
In  1906  the  tunnel  was  again  reconstructed,  in  order  to  provide  a 
navigable  depth  of  26  ft.  instead  of  17  ft.  This  was  accomplished 
by  cutting  chases  in  the  walls  and  inserting  33-in.  plate  girders, 
48  in.  apart,  supporting  a  new  masonry  roof,  after  which  the  old  roof 
was  removed  by  breaking  it  up,  without  blasting,  and  dredging  from 
the  exterior.  The  side-walls  were  then  underpinned  and  a  new  invert 
was  constructed,  as  shown  by  Fig.  12.  In  1909  further  alterations 
were  made  in  order  to  enable  the  tunnel  eventually  to  form  part  of 
a  subway  system  in  the  business  district,  and  this  necessitated  building 
temporary  inclined  approaches  to  enable  the  surface  cars  to  continue 
the  use  of  the  tunnel,  pending  the  construction  of  the  subway  system. 
The  cost  of  this  work  was  about  $675  000. 

La  Salle  Street  Tunnel  {Chicago). — The  constmction  of  the  original 
La  Salle  Street  Tunnel  was  commenced  by  the  City  of  Chicago  in 
1869,  and  it  was  opened  for  traffic  on  July  4th,  1871.  The  type  of 
construction  was  similar  to  that  of  the  Washington  Street  Tunnel. 
The  total  length  is  1  887  ft.,  and  the  gradients  of  approach  are  1  in 
20.  In  section,  it  consisted  of  two  roadways,  each  11  ft.  wide,  and 
a  footway  11  ft.  wide  and  10  ft.  high,  as  shown  by  Fig.  13.  The 
original  cost  was  $566  000.  The  tunnel  was  given  over  to  cable- 
operated  street  cars  in  1889. 
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In  1906  work  on  the  lowering  of  the  roof,  in  order  to  increase 
the  navigable  depth  of  water  from  18  to  26  ft.,  was  commenced.  It 
was  intended  to  follow  a  method  similar  to  that  used  for  the  Wash- 
ington Street  Tunnel.  Inside  the  tunnel,  30-in.  steel  girders  were 
to  rest  on  the  old  west  wall,  and  a  new  brick  wall  was  to  be  placed 
inside  the  old  footway,  the  latter  being  retained  as  a  pipe  gallery. 
Owing  to  the  development  of  excessive  leaks  in  executing  this  work, 
the  tunnel  was  flooded  and  a  change  of  plan  was  made.  A  method 
of  doing  the  work  by  enclosing  sections  in  coffer-dams  was  considered, 
but,  as  the  United  States  Government  engineers  would  not  pei-mit 
coffer-dams  for  a  greater  distance  than  60  ft.  from  the  dock  lines,  it  was 
necessary  to  devise  some  other  plan.    The  method  adopted  was  to  con- 
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Fig.    12. 

struct  two  parallel  steel  cylinders,  each  comprising  about  75%  of  a  cir- 
cle, with  a  common  longitudinal  stiffening  truss.  This  shell  was  built 
at  a  dry  dock,  and  was  278  ft.  long,  27  ft.  high,  and  41  ft.  wide.  It 
was  made  up  of  i-in.  plates,  7  ft.  6  in.  wide,  and  19  ft.  long,  stiffened 
by  Z-bars  and  plate  and  angle  gussets.  The  concrete  for  the  invert 
and  center  wall  was  placed  while  the  shell  was  in  tlae  dry  dock,  as 
were  the  timber  bulkheads  in  each  end,  and  the  temporary  internal 
bracing,  as  shown  by  Fig.  14.  The  weight  of  the  steel  in  the  tubes 
was  about  500  tons,  and  the  total  weight  when  first  floated  was  about 
3  000  tons.  After  floating,  the  shell  was  towed  to  near  the  site  of  the 
tionnel.  Internal  concrete  was  then  added  until  the  tops  of  the  tubes 
barely  projected   above  the  water,  the  total  displacement  being  7  852 
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tons.  A  trench  haring  been  dredged  to  grade,  the  current  in  the 
river  was  stopped  by  closing  the  gates  of  the  Chicago  drainage  canal 
at  Lockport.  The  shell  was  towed  into  position  and  sunk  by  admitting 
water  into  interior  compartments.  The  structure  was  held  in 
position  by  guy  lines,  and  the  rate  of  sinking  was  controlled  by  sus- 
pending it  between  pairs  of  barges  at  each  end.  After  sinking,  sand 
was  pumped  under  it  to  give  it  a  uniform  bearing,  the  remainder  of 
the  back-filling  consisting  of  sand  and  clay.  The  shell  was  then  un- 
watered,  the  internal  concreting  was  completed,  and  the  connection 
with  the  land  section  made.  Unlike  the  Detroit  Tunnel,  the  shell 
was  not  surrounded  with  concrete,  the  only  exterior  concrete  being 
that  required  to  form  the  base  and  to  level  off  the  top. 

Van  Buren  Street  Tunnel  {Chicago). — The  Van  Buren  Street 
Tunnel  was  built  by  the  West  Chicago  Street  Railway  Company. 
Work  was  started  in  1889,  and  the  tunnel  was  opened  to  traffic  on 
April  23d,  1894.  It  differed  from  the  previous  tunnels  in  that  both 
tracks  were  in  a  single  opening  having  a  three-centered  brick-arched 
section  of  30  ft.  span,  as  showni  by  Fig.  15.  It  contained  two  tracks 
for  cable  cars.  It  was  constructed  by  the  coffer-dam  method,  and 
was  1  517  ft.  long,  including  approaches.  This  tunnel  was  remodeled 
in  1906  to  provide  26  ft.  of  water  in  the  river.  This  was  accomplished 
by  constructing,  inside  the  old  arch,  a  new  roof  composed  of  32-in. 
steel  girders  resting  on  15-in.,  80-lb.  I-beam  columns,  4  ft.  3  in.  from 
center  to  center,  with  concrete  jack-arches  between  the  girders.  The 
side-walls  were  then  underpinned  and  extended  to  a  greater  depth, 
and  the  invert  was  rebuilt  at  the  lower  level.  After  the  completion 
of  the  new  roof,  the  upper  portions  of  the  old  tunnel  were  removed 
by  blasting  and  dredging. 

General. — At  the  time  the  highway  tunnels  in  Chicago  were  built, 
the  art  of  constructing  movable  bridges  had  not  been  largely  developed, 
and  electric  propulsion  for  street  cars  was  unknown.  With  the  devel- 
opment of  cable  traction,  the  cable  companies  obtained  permission  to 
use  these  tunnels,  as  such  lines  could  not  very  well  be  operated  over 
movable  bridges.  At  the  same  time,  the  increasing  number  of  bridges, 
together  with  improvements  in  the  mechanism  for  operating  them — 
which  reduced  the  delays  due  to  the  draw  being  open — and  the  avoid- 
ance of   the  heavy   gradients   of  the  tunnel   approaches,   led   to   their 
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diminishing  use  by  vehicular  traffic,  and  finally  to  their  being  turned 
over  exclusively  to  the  street-car  lines. 

The  original  Washington  Street  Tunnel  was  in  very  leaky  con- 
dition from  the  beginning,  and  in  the  winter  great  trouble  was  caused 
by  the  formation  of  ice — so  much  so,  that  in  severe  weather  the  accu- 
mulation of  ice  and  icicles  could  not  be  removed  fast  enough,  and  the 
tunnel  had  to  be  closed  to  traffic. 

Glasgow.- — In  Glasgow,  a  tunnel  for  vehicles  was  constn;cted  across 
the  Clyde  in  1890-93.  Access  to  this  tunnel,  instead  of  being  ob- 
tained by  inclined  approaches,  is  by  elevators  in  shafts.  The  tunnel 
consists  of  three  separate  cast-iron  tubes,  each  having  an  internal 
diameter  of  16  ft.,  the  center  tube  being  used  as  a  footway  and  the 
outer  ones  for  vehicles,  each  in  a  single  direction.  Fig.  16  shows  the 
profile.  The  footway  tube  has  inclined  approaches  and  stairs.  The 
shafts  are  circular,  Y6  ft.  inside  diameter,  and  80  ft.  outside  diameter. 
The  river  is  415  ft.  wide,  and  the  length  of  the  tunnel  from  shaft  to 
shaft  is  700  ft.  This  tunnel  was  constructed  by  private  capital,  but, 
owing  to  competition  by  a  municipal  ferry,  its  use  has  been  discon- 
tinued. It  is  now,  however,  proposed  to  re-open  it,  the  City  Corpora- 
tion having  arranged  with  the  Glasgow  Harbor  Tunnel  Company  to 
operate  it  for  a  period  of  one  year  after  the  date  of  re-opening,  on 
condition  that,  on  the  expiration  of  that  time,  the  Corporation  shall 
have  the  option  of  purchasing  the  whole  undertaking  for  £100  000, 
although  the  original  cost  was  £287  000.* 

Hamburg. — A  highway  tunnel.  Fig.  17,  very  similar  to  that  at 
Glasgow,  has  just  been  completed  under  the  Elbe  at  Hamburg.f  Ac- 
cess to  this  tunnel  is  also  obtained  by  elevators  in  shafts,  and  the 
total  length  from  center  to  center  of  shafts  is  1  471  ft.  Each  shaft 
(72  ft.  inside  diameter  and  84  ft.  outside),  contains  four  elevators  for 
vehicles  and  two  for  foot  passengers.  The  lift  of  the  elevators  is  78 
ft.  The  lining  is  composed  of  structural-steel  plates  and  angles,  the 
outer  diameter  being  19.7  ft.  It  has  a  lining  of  concrete  and  tile,  and 
the  roadway  is  only  wide  enough  for  a  single  vehicle,  there  being  a 
separate  tube  for  traffic  in  each  direction.  Fig.  18  is  a  cross-section. 
The  general  dimensions  of  the  subaqueous  highway  tunnels  of  the  world 
are  given  in  Table  3. 

*  Engineering,  May  10th  and  31st,  June  14th  and  2Sth,  1895,  contains  a  description  of  the 
shafts,  lifts,  etc. 

t  Zeitschrift,  Verein  Dsutscher  Ingenieure,  August  17th,  1912. 
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From  the  preceding  it  will  be  seen  that  highway  tunnels  have  not 
had  a  very  fortunate  history.  The  Thames  Tunnel,  the  first  ever  built, 
was  never  utilized  for  the  purpose  intended,  but  was  first  used  by  a 
steam  railway,  and  now  by  a  railway  operated  by  electric  power.  The 
tunnel,  however,  is  now  performing  a  useful  function,  and  is  practically 
in  as  good  condition  as  when  completed,  70  years  ago,  carrying  more 
vehicles,  each  of  much  greater  weight,  than  was  contemplated  originally, 
and  it  is  not  probable  that  as  much  could  be  said  of  a  bridge,  other 
than  one  of  masonry. 

The  Chicago  tunnels  have  had  to  be  rebuilt  to  provide  greater  depth 
of  water  (one  of  them  being  rebuilt  twice),  and  their  use  for  general 
highway  traffic  has  been  discon- 
tinued. They  are  now  being  util- 
ized only  by  the  street  cars. 

The  use  of  the  Glasgow  Timnel 
has  been  discontinued,  owing  to 
municipal  competition,  and  only 
the  Blackwall,  Rotherhithe,  and 
Hamburg  Tunnels  remain  in  suc- 
cessful operation.  Nevertheless, 
various  projects  are  under  consid- 
eration for  the  construction  of 
highway  tunnels,  and  therefore  the 
subject  is  worthy  of  consideration. 

New  York. — Some  means  other 
than  ferries  for  vehicles  to  cross 
the  Hudson  (North)  River  at  New  York  has  long  been  needed.  As  the 
river  forms  the  boundary  between  the  States  of  New  York  and  New 
Jersey,  such  means  of  crossing  must  be  provided  by  the  joint  action 
of  the  two  States  or  by  a  private  corporation.  This  subject  is  now 
under  investigation  by  the  two  States,  through  the  medium  of  the 
New  Jersey  Interstate  Bridge  and  Tunnel  Commission  and  the  New 
York  Interstate  Bridge  and  Tunnel  Commission.  These  two  Com- 
missions have  agreed  that,  if  a  bridge  is  to  be  built,  it  should  be  as 
fax  south  as  physical  conditions  will  permit.    As  no  suitable  foundation 
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can  be  obtained  at  points  where  piers  would  be  permitted  in  the  lower 
reaches  of  the  river,  a  location  at  about  Fifty-eighth  Street  has  been 
recommended.     This  will  require  a  span  of  2  880  ft. 

These  Commissions  have  recommended  a  location  for  a  tunnel 
crossing  the  river  from  the  foot  of  Canal  Street,  New  York,  to  about 
the  foot  of  Thirteenth  Street,  Jersey  City,  as  shown  on  the  map.  Fig. 
19.  This  location  is  the  most  suitable,  as  it  is  in  the  average  path  of 
the  present  lines  of  communication  for  vehicles  crossing  the  river,  and 
is  within  easy  reach  of  the  present  bridges  over  the  East  River.  The 
New  York  approach  to  such  a  tunnel  will  come  to  the  surface  at  about 
the  intersection  of  Varick  and  Canal  Streets.  Varick  Street  is  now 
being  widened,  and  will  connect  with  the  extension  of  Seventh  Avenue, 
which  is  now  under  way. 

The  present  traffic  crossing  the  river  at  New  York  is  about  20  000 
vehicles  daily. 

Boston. — In  Boston  there  has  been  some  agitation  for  a  highway 
tunnel  from  Boston  to  East  Boston.  Gen.  J.  G.  Foster,  when  United 
States  Engineer  Officer  at  that  port,  in  1868,  prepared  a  design  for 
such  a  tunnel. 

Chicago. — In  Chicago  it  has  been  proposed  to  build  a  tunnel  under 
the  Chicago  River  in  order  to  connect  the  Boulevard  and  Park  System. 
Two  tunnels,  each  31  ft.  in  diameter,  have  been  suggested. 

Sydney. — At  Sydney,  New  South  Wales,  a  highway  tunnel  has 
been  proposed  to  connect  Sydney  and  North  Sydney.  The  subaqueous 
portion  would  be  1  416  ft.  long,  and  the  total  length  about  IJ  miles. 
The  proposed  section  would  be  about  21  by  27A  ft.  inside,  with  a  16-ft. 
roadway  and  two  4i-ft.  walkways.  The  more  recent  recommendations, 
however,  have  been  for  a  bridge. 

Liverpool. — It  has  recently  been  proposed  to  connect  Liverpool  and 
Birkenhead  by  a  tunnel  under  the  Mersey  for  the  use  of  vehicles  and 
tram  cars.  As  a  successful  passenger  railway  tunnel  has  been  con- 
structed under  the  river  at  this  point,  there  would  probably  be  no  in- 
surmountable physical  difficulty  in  building  a  similar  tunnel  for  high- 
way purposes. 

Oakland,  Cal. — A  tunnel  has  been  proposed  between  Oakland  and 
Alameda  for  a  20-ft.  driveway  and  two  6-ft.  suspended  foot-walks. 
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Methods  of  Construction. 

Existing  highway  tunnels  have  been  constructed  in  soft  ground  by 
the  shield  method,  by  coffer-dam,  or  by  sinking  a  metal  form  in  a 
trench  dredged  from  the  surface,  in  which  a  lining  of  concrete  was 
deposited;  but,  as  other  methods  have  been  used  successfully  in  build- 
ing subaqueous  tunnels  for  other  purposes,  they  can  be  applied  to  the 
construction  of  highway  tunnels  where  the  conditions  are  favorable. 

All  the  European  examples  are  shield-driven.  The  first  Thames 
Tunnel  was  driven  without  compressed  air,  but  it  was  used  on  the 
Blackwall,  Kotherhithe,  Glasgow  Harbor,  and  Hamburg  Tunnels.  In 
the  United  States,  the  Chicago  tunnels  were  originally  built  within 
coffer-dams  and  afterward  lowered  by  various  means;  in  the  La  Salle 
Street  Tunnel,  a  metal  form  was  sunk  from  the  surface. 

Roch. — No  subaqueous  highway  tunnels  have  been  driven  in  rock 
formation,  but  several  notable  tunnels  for  other  purposes  have  been 
constructed  in  rock,  and  there  is  no  reason  that  they  could  not  be 
built  for  highway  purposes  where  the  conditions  are  favorable.  Both 
the  Mersey  and  Severn  Tunnels  were  driven  in  rock  without  the  aid 
of  compressed  air.  The  Mersey  Tunnel  has  an  internal  span  of  26  ft. 
and  a  height  of  23  ft.  from  the  invert  to  the  intrados.  It  is  lined  with 
brick  masonry,  and  contains  a  double-track  railway.     It  was  opened  on 
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February  1st,  1886,  and  was  first  worked  with  steam  locomotives  and 
afterward  by  electricity.  It  is  3  960  ft.  long  between  quay  walls,  and 
the  total  length  of  the  line  is  4.1  miles.  It  was  excavated  in  sandstone, 
and  the  maximunl  depth  of  invert  below  mean  high  water  is  about 
151  ft.  Its  cost,  including  equipment,  was  about  £500  000  per  mile.* 
Fig.  20  is  a  profile  of  this  tunnel,  and  Fig.  22  is  a  cross-section. 

Severn  Tunnel. — The  Severn  Tunnel,  Fig.  21,  was  excavated 
through  conglomerate,  carboniferous  strata,  sandstone,  shale,  and 
gravel.  It  is  peculiar  in  that  the  width  of  the  river  at  the  point  of 
crossing  is  2^  miles  at  high  tide,  but  only  1  650  ft.  at  low  water,  the 
mean  tidal  range  being  37  ft.  Its  total  length  is  4.36  miles.  The 
maximum  depth  of  the  invert  below  high  tide  is  156  ft.  The  internal 
section  of  the  tunnel  is  20i  ft.  high  above  rail  level,  and  26  ft.  wide, 
and  it  is  lined  with  brick  masonry.  The  tunnel  is  notable  on  account 
of  the  difficulties  encountered  during  construction.  Water  reached  the 
workings  through  fissures  and  springs,  the  pressure  from  one  spring 
being  so  great  that  it  crushed  the  brickwork.  This  led  to  the  sinking 
of  an  extra  shaft  at  the  site  of  the  spring  in  which  pumps  were  placed 
to  remove  the  water  and  relieve  the  pressure.  The  total  capacity  of 
the    pumping    plant    for    the    permanent    drainage    of    the    tunnel    is 


*  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  LXXXVI,  p.  40. 
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66  000  000  gal.  per  day,  this  being  about  twice  the  maximum  quantity 
of  drainage.     The  total  cost  of  the  tunnel  was  about  £1  500  000.* 

Various  subaqueous  tunnels  have  been  constructed  in  rock  for  the 
conveyance  of  gas  and  water,  some  of  these  being  at  great  depth,  but 
the  conditions  of  access  are  so  different  from  those  of  a  highway  tun- 
nel that  they  are  scarcely  comparable. 

The  conditions  favorable  to  such  tunnels  in  rock  are  where  the 
strata  are  non-water-bearing,  without  faults  or  fissures,  or  where  the 
depth  of  the  water  is  beyond  the  maximum  for  work  with  air  pressure. 
One  advantage  is  that  the  tunnels  can  be  given  an  economical  cross- 
section^more  suited  to  their  use  than  the  circular  form  usually  obtained 
with  a  shield. 


Venti  lation  :  i^;  ■i"'^ 


CROSS-SECTION,  MERSEY  TUNNEL 


Fig.   22. 


Shield  Tunnels. — Four  of  the  subaqueous  highway  tunnels  have 
been  driven  in  soft  ground  with  a  shield,  and  with  the  aid  of  com- 
pressed air.  If  the  Thames  Tunnel  is  included,  there  are  five,  but,  in 
this  latter  case,  compressed  air  was  not  used.  Two  of  these  tunnels 
(the  Glasgow  and  the  Hamburg),  provide  for  a  single  line  of  vehicles 
in  a  tube,  and  two  (the  Blackwall  and  the  Rotherhithe) ,  provide  two 
lines  in  opposite  directions  in  a  single  tube,  with  a  footway  as  well. 
The  diameters  of  these  tunnels  range  from  17  to  30  ft.  A  shield  tun- 
nel for  a  double  line  of  electric  railway  has  recently  been  completed 
under  the  Seine,  in  Paris,  with  a  diameter  of  25  ft.  6^V  in. 

•  "The  Severn  Tunnel,"  by  T.  A.  W^alker. 
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The  conditions  favoring  the  selection  of  the  shield  method  of  driv- 
ing tunnels  are:  where  the  strata  are  of  water-bearing  silt,  clay,  sand, 
or  gravel;  where  the  bottom  of  the  tunnel  is  not  more  than  100  ft. 
below  the  water  surface;  where  a  reasonable  cover  of  material,  between 
the  top  of  the  tunnel  and  the  bed  of  the  river,  can  be  obtained;  and 
where  the  channel  of  the  waterway  cannot  be  obstructed  during  con- 
struction. In  suitable  material  very  rapid  progress  can  be  made,  the 
cast-iron  lining  facilitating  rapid  construction.  On  one  tunnel  of  the 
Hudson  and  Manhattan  Eailroad,  driven  through  Hudson  Eiver  silt, 
a  length  of  72  ft.  was  built  in  one  day. 

Shield  construction  is  difficult  when  the  lower  portion  of  the  tun- 
nel is  in  rock  and  the  upper  portion  is  in  silt  or  sand ;  it  is  also  difficult 
in  a  porous  soil  with  large  boulders,  as  loosening  or  blasting  the  bould- 
ers is  apt  to  cause  a  "blow",  or  loss  of  air.  The  defects  of  a  porous 
soil,  with  a  shallow  cover,  are  often  remedied  by  the  use  of  a  clay 
blanket  dumped  in  the  bed  of  the  river  on  the  line  of  the  tunnel. 

Shield  tunneling  for  a  highway  is  practically  the  same  as  for  other 
purposes,  the  only  difference  being  that,  if  more  than  one  line  of  ve- 
hicles is  to  use  a  tube,  it  must  be  somewhat  larger  than  is  usual  for 
such  tunnels  built  for  other  purposes. 

Practically  all  shield-driven  subaqueous  tunnels  have  been  made 
circular,  and  although  oval  sections  have  been  suggested,  no  such  con- 
struction on  a  large  scale  has  been  carried  out.  The  original  Thames 
Tunnel  was  excavated  in  a  rectangular  section,  within  which  the  two 
brick  arches  were  constructed,  the  space  between  the  arches  and  the 
exterior  of  the  excavation  being  filled  with  masonry  backing. 

Boof  Shields. — No  highway  tunnels  have  been  built  with  a  roof 
shield,  although  this  form  of  construction  would  give  a  more  suitable 
section  than  a  circular  shield.  A  notable  example  of  this  form  of 
tunneling  is  the  East  Boston  Tunnel,*  used  by  a  double  line  of  street 
cars.  The  internal  span  of  this  tunnel  is  23.33  ft.,  with  a  height  of 
18  ft.  above  the  rails.  It  was  lined  with  concrete,  which  was  about 
3  ft.  thick.  The  method  of  procedure,  Fig.  23,  was  to  excavate  two 
small  headings — one  on  each  side — in  which  the  side-walls  were  con- 
structed. This  was  followed  by  the  shield,  which  rested  on  the  side- 
walls  and  was  advanced  by  the  jacks  thrusting  on  push-bars  embedded 
in  the  concrete.  The  excavation  above  the  springing  line  and  the 
*  Seventh  Annual  Report,  Boston  Transit  Commission,  August  15th,  1901. 
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concrete  arch  were  under  the  protection  of  the  shield.  The  final  step 
was  to  complete  the  excavation  below  the  springing  line  and  lay  the 
invert.  The  material  encountered  was  a  stiff  blue  clay  in  which  there 
was  very  little  water. 

There  are  probably  many  places  where  this  form  of  construction 
would  be  suitable,  as  all  that  is  required  is  a  material  stable  enough 
to  enable  the  small  advance  headings  to  be  constructed  and  the  large 
face  due  to  the  width  of  the  shield  to  be  excavated,  this  being  breast- 
boarded  when  necessary. 

A  variation  of  this  method,  which  has  not  been  tried,  would  be  to 
construct  the  side-walls  of  concrete  and  then  to  build  the  roof,  above 
the  springing  line,  of  cast  iron  resting  on  skewbacks,  using  a  roof 
shield,  and  finally  to  complete  the  section  by  constructing  the  invert 
in  concrete.  This  method  might  prove  economical  where  the  lower 
part  of  the  tunnel  is  in  rock  and  the  upper  part  in  soft  ground,  as  tun- 
neling wuth  a  circular  shield  is  very  expensive  under  these  conditions. 

Gojfer-Dam  Methods. — The  coffer-dam  method  was  used  in  the 
original  Chicago  River  Tunnels.  It  consisted  of  enclosing  a  portion 
of  the  river  in  coffer-dams,  pumping  out  the  water,  excavating  the  en- 
closed space,  and  then  constructing  the  subaqueous  passage,  after 
which  the  dam  was  removed  and  the  channel  restored ;  then  similar 
steps  were  taken  on  the  remaining  sections  of  the  river. 

The  advantages  of  this  method  are  that  the  roof  of  the  tunnel  can 
be  placed  at  the  minimum  depth,  thus  reducing  the  gradients  of  the 
approaches  and  the  total  descent  and  ascent  to  be  overcome  by  those 
using  the  passage.  The  fact  that  it  was  necessary  to  lower  the  Chicago 
Tunnels  would  indicate  that  foresight  should  be  used  in  fixing  the  ele- 
vations of  the  roofs  of  tunnels,  built  in  this  way,  crossing  navigable 
streams. 

Conditions  favorable  to  this  form  of  construction  are :  the  ability 
to  close  temporarily  part  of  the  river  channel  at  a  time,  a  more  or  less 
impervious  river  bed  which  will  prevent  the  water  from  leaking  under 
the  coffer-dams  and  into  the  space  excavated  for  the  tunnels,  a  stream 
not  subject  to  excessive  floods,  etc. 

Harlem  River  Grossing,  New  York  Rapid  Transit  Subway. — A  vari- 
ation of  the  coffer-dam  method  was  developed  in  the  Harlem  River 
crossing  of  the  first  New  York  rapid  transit  subway,  which  could  be 
used  equally  well  for  a  highway  tunnel.    This  crossing  was  constructed 
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in  two  sections,  one-half  the  width  of  the  river  being  closed  at  one 
time.  The  plan  of  construction  was  devised  by  the  firm  of  McMullen 
and  McBean,  the  contractors,  and  as  the  methods  used  in  the  south- 
westerly half  of  the  river  differed  somewhat  from  those  in  the  north- 
easterly half,  the  former  will  be  described  first.  In  section,  the  tun- 
nels consist  of  two  cast-iron  segments  of  a  circle  with  a  vertical  dia- 
phragm separating  them,  the  whole  being  encased  in  concrete. 
(Fig.  24.) 


CROSS-SECTION,  HARLEM  RIVER  TUNNEL 
Fig.  24. 

The  successive  steps  were  as  follows : 

1.  The  material  on  the  line  of  the  tunnel  was  excavated  to  some- 
what below  the  springing  line  by  dredging  from  the  surface. 

2.  Four  longitudinal  rows  of  piles  were  driven.  These  were  S  ft. 
apart  longitudinally  and  6  ft.  4  in.  transversely.  They  were  then  cut 
off  under  water  so  that  their  tops  were  about  11  ft.  above  the  axis  of 
the  tunnel. 

3.  The  sides  of  the  excavation  were  then  enclosed  by  sheet-piling, 
consisting  of  12  by  12-in.  long-leaf  yellow  pine  timbers,  about  65  ft. 
long,  bolted  together  into  imits  3  ft.  wide.  This  sheeting  was  guided 
by  a  pile  platform  along  each  side  and  by  a  timber  frame.  These  piles 
were  then  cut  off  under  water  bj'  a  circular  saw. 
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4.  On  top  of  the  four  rows  of  bearing  piles  and  the  sheet-piles,  was 
then  sunk  a  timber  deck  consisting  of  three  transverse  layers  of  12  by 
32-in.  timbers  and  two  longitudinal  layers  of  2-in.  plank.  After  this  was 
sunk  accurately  in  place,  it  was  covered  with  a  thickness  of  about  5 
ft.  of  earth  and  mud. 

5.  Several  vertical  shafts  were  placed,  passing  through  this  deck, 
and,  after  placing  bulkheads  at  the  ends  and  air  locks,  compressed  air 
was  turned  on  and  the  excavation  was  completed,  the  iron  lining  was 
erected,  and  the  concrete  backing  placed.  The  bearing  piles  were  cut 
olf  and  removed  as  the  work  progressed. 

In  the  construction  of  the  northeasterly  section,  instead  of  build- 
ing a  timber  air  floor  resting  on  sheet-piling,  inside  which  the  excava- 
tion was  completed  and  the  lining  placed,  the  upper  half  of  the  lining 
was  erected  inside  of  a  floating  box  and  then  sunk  on  the  sheet-piling 
and  utilized  as  an  air  floor  for  the  construction  of  the  lower  half  of 
the  work.  This  floor  was  built  in  three  sections — two  90  ft.  long  and 
one  84  ft.  long.  When  the  upper  half  of  the  structure  had  been  con- 
structed in  the  floating  box  above  its  final  position,  the  suspender  rods 
were  attached,  and  sufiicient  water  was  pumped  into  the  box  to  sink 
it.  It  was  then  pulled  out  lengthwise  from  under  the  roof,  and  the 
latter  was  sunk  into  position,  the  end  joint  being  made  by  a  diver. 
After  being  sunk  to  position,  compressed  air  was  installed,  the  excava- 
tion was  completed,  and  the  lower  half  of  the  lining  was  constructed. 
(Fig.  25.) 

A  design  for  the  application  of  this  method  to  a  highway  tunnel 
was  prepared  by  the  Carnegie  Steel  Company  and  presented  in  a  paper 
by  E.  B.  Woodworth,  M.  Am.  Soc.  C.  E.,  before  the  Eailway  Club  of 
Pittsburgh.*  (Fig.  26.)  This  plan  contemplates  a  roadway  60  ft. 
wide,  with  two  electric  car  tracks,  the  floor  and  side-walks  being  of 
concrete  and  the  roof  of  steel  embedded  in  concrete. 

Another  design  for  a  highway  tunnel  by  this  system,  having  two 
roadways,  each  19  ft.  6  in.  in  width,  was  shown  before  the  Hoboken 
Board  of  Trade  on  February  4th,  1913.     (Fig.  27.) 

Detroit  Tunnel. — The  method  used  in  constructing  the  Detroit 
River  Tunnel  has  been  described  so  thoroughly  in  the  paperf  by  W.  S. 

*  Official  Proceedings,  Railway  Club  of  Pittsburgh,  December  22d,  1909. 
t  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXIV,  p.  288. 
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CROSS-SECTION,   SHOWING    THE   IRON  AND   CONCRETE  ROOF  CONSTRUCTION    IN   PLACE 
SUPPORTED   BY  THE   SIDE-SHEETING  AND  THE  CENTER   PILES. 


Sheeting  Cut-off  and  Upper  Part 
of  Tunnel  Shell  in  Position,  Forming 
the  Koof  and  Side-walls  of  a 
Working  Chamber. 

METHOD  ADOPTED   IN   BUILDING   EASTERN   HALF  OF  TUNNEL 


Tunnel  Trench,  Docks  and 

Submerged  Frame  Resting 

on  Pile  Caps. 


Section  of  Completed 
Tunnel. 


Workln?         II.  AV 


HARLEM    RIVER  TUNNEL. 
METHODS  OF  CONSTRUCTION. 


METHOD   ADOPTED   IN   BUILDING   THE  FIRST, 
OR  WESTERN   HALF  OF  THE  TUNNEL. 

Fig.  25. 
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Kinnear,  M.  Am.  Soc,  C.  E.,  and  in  the  paper*  by  W.  J.  Wilgus,  M. 
Am.  Soc.  C.  E.,  that  but  little  comment  is  necessary.  Briefly,  the 
method  consisted  of  dredging  a  trench  along  the  line  of  the  structure 
into  which  were  sunk  sections  of  steel  tubes  which  acted  as  forms  to 
limit  the  concrete  deposited  from  barges  through  tremies.  These  sec- 
tions were  262  ft.  6  in.  long.  After  the  sinking,  concreting,  and  join- 
ing of  sections,  they  were  unwatered  and  a  lining  of  concrete  was 
added.  (Fig.  28.)  The  roof  of  this  structure  is  41  ft.  below  the  sur- 
face of  the  water,  and  for  some  distance  is  above  the  bed  of  the  river. 
The  approaches  were  constructed  with  a  shield,  partly  with  and  partly 
without  compressed  air. 

The  conditions  favorable  to  this  form  of  construction  are:  a  ma- 
terial that  can  readily  be  dredged  and  that  will  enable  the  slopes  of 
the  dredged  trench  to  stand  at  a  fairly  steep  slope;  a  modest  current, 
not  subject  to  sudden  fluctuations;  and  a  channel,  the  obstruction  of  a 
portion  of  which  at  a  time  will  be  permitted. 

Its  advantages  are  that  a  structure  can  be  placed  at  a  higher  level 
than  with  a  driven  tunnel,  with  a  consequent  reduction  in  the  gradients 
of  approach,  and  the  section  can  be  given  a  shape  conforming  to  the 
use  to  which  the  tunnel  is  to  be  put,  without  being  limited  to  the  cir- 
cular section  usual  with  a  shield. 

Caisson  Method. — Several  sections  of  the  tunnels  of  the  Hudson 
and  Manhattan  Railroad  Company  were  constructed  in  short  lengths 
of  reinforced  concrete,  which  were  sunk  as  pneumatic  caissons.  Three 
special  switch  enlargements  were  built  in  this  way  in  Jersey  City,  and 
in  these  cases  the  tunnel  itself  formed  the  working  chamber  of  the 
caisson.  The  approaches  to  the  Church  Street  Terminal  in  Cortlandt 
and  Fulton  Streets,  New  York,  were  also  constructed  in  this  way,  but 
here  a  special  working  chamber  was  built  below  the  floor  of  the  tunnel. 
However,  the  most  notable  example  of  this  form  of  construction  is 
that  of  the  Metropolitan  Railway,  in  Paris,  which  crosses  the  two 
arms  of  the  Seine  between  Porte  de  Clignancourt  and  Porte  d'Orleans.f 
In  this  case  the  larger  arm  was  crossed  by  using  three  caissons,  118, 
125.9,  and  141.7  ft.  long,  respectively,  and  the  smaller  arm  by  two 
caissons,  each  65.9  ft.  long.  Two  stations  under  the  land  nearby  were 
also  constructed  in  this  way.     These  caissons  were  sunk  with  a  space 

*  Minutes  of  Pi-oceedings,  Inst.  C.  E.,  Vol.  CLXXXV,  p.  2. 

+  "Les  Travaux  Chemin  deFer  M6tropolitain  Municipal  de  Paris  k  la  Travers6e  de  la 
Seine,"  by  L.  Biette. 
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of  4.92  ft.  between  their  ends.  These  gaps  were  closed  by  sinking 
caissons  at  each  side,  which  were  withdrawn  after  the  excavation  was 
completed,  and  the  spaces  were  filled  with  concrete.  In  like  manner, 
the  roof  was  sealed  by  sinking  a  caisson  spanning  the  other  two,  inside 
of  which  a  concrete  slab  was  built.  (Fig.  29.)  Each  caisson  consisted 
of  a  framework  of  structural  steel,  embedded  in  concrete,  with  a  work- 
ing chamber  below  the  floor  of  the  tunnel.  (Fig.  30.)  They  were  erected 
on  the  shore,  launched,  floated  into  position,  and  sunk.  A  portion  of 
the  material  in  the  river  bed  along  the  line  of  the  tunnel  was  removed 
by  dredging  before  sinking  the  caissons.  A  cast-iron  lining  was  placed 
within  the  structural  steel  framework. 

This  is  a  reliable  method,  applicable  where  conditions  do  not  per- 
mit sufficient  cover  for  the  shield  method,  and  by  it  the  roof  of  the 
structure  may  project  above  the  bed  of  the  river  if  the  navigation  and 
discharge  of  the  stream  will  not  be  obstructed  thereby.  In  applying 
it  to  a  highway  tunnel,  a  section  suitable  for  this  purpose  can  be  ob- 
tained. 

Favorable  conditions  for  its  use  involve  a  modest  current  and  the 
opportunity  to  obstruct  a  portion  of  the  channel  at  a  time. 

The  objections  are  that  it  is  probably  the  most  expensive  method 
of  any  on  account  of  the  structural  steel,  the  large  quantity  of  con- 
crete, the  cast-iron  lining,  the  cost  of  excavating  under  compressed  air, 
and  the  extra  excavation  due  to  the  working  chamber  being  below  the 
floor  of  the  structure,  as  well  as  the  cost  of  making  the  joints  between 
adjoining  caissons.  It  would  appear  that  the  method  followed  at 
Paris  could  be  materially  modified,  with  great  saving  in  cost:  first,  by 
making  the  caissons  of  reinforced  concrete,  without  the  structural- 
steel  framework;  second,  by  making  the  interior  of  the  structure  itself 
the  working  chamber,  with  such  temporary  or  permanent  transverse 
members  at  the  floor  level  as  might  be  necessary,  between  which  the 
excavation  could  be  made;  third,  by  eliminating  the  cast-iron  lining 
as  being  unnecessary;  and,  fourth,  by  sinking  the  caissons  with  a  gap 
of  from  6  to  12  in,  between  them,  instead  of  nearly  5  ft.,  so  as  to 
enable  the  joint  to  be  made  in  a  much  simpler  and  cheaper  way. 

Freezing  Method. — The  construction  of  subaqueous  tunnels  by  the 
freezing  method  has  been  proposed.  It  has  been  used  for  niunerous 
shafts  and  excavations  in  wet  ground  for  foundations,  and  in  driving 
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a  tunnel  in  wet  ground  in  Stockholm.*  A  short  experimental  tunnel 
was  built  by  this  method  by  the  Pennsylvania  Railroad  Company  under 
the  East  River  at  New  York,  with  a  view  to  its  use  in  the  construction 
of  the  tunnel  connection  to  the  Long  Island  Railroad,  in  case  the  shield 
method  should  have  proved  unsuccessful.f .  It  was  found,  however,  that 
the  rate  of  freezing  was  so  slow,  and  the  shield  proved  so  successful, 
that  no  practical  use  of  that  method  was  made. 

It  was  also  used  by  the  contractor,  in  an  experimental  way,  on  the 
East  River  Tvmnel  of  the  New  York  City  subway  system,  at  a  point 
where  he  had  not  been  able  to  drive  the  tunnel  to  the  correct  alignment 
and  grade.:}:  An  attempt  was  made  to  freeze  an  annular  space  sur- 
rounding the  tunnel  and  then  to  reconstruct  the  lining  in  its  true 
position,  but  the  method  was  abandoned  and  the  tunnel  was  rebuilt  by 
a  diiferent  method. 

The  freezing  method  was  also  used  on  a  portion  of  the  Metropolitan 
Railway  crossing  the  Seine  at  Paris.  In  building  by  caissons  the  part 
of  the  line  previously  referred  to,  it  was  found  that  some  other  method 
had  to  be  used  at  the  point  where  the  line  crossed  under  the  structure 
and  roadway  of  the  Orleans  Railway  (which  is  built  along  the  quay), 
which  would  not  interfere  with  the  railway  operation,  and  the  freezing 
method  was  tried.§  It  was  necessary  to  connect  the  last  caisson  in  the 
river  with  the  first  caisson  on  the  land,  a  distance  of  about  200  ft. 
This  work  was  executed  by  freezing  the  surrounding  soil  by  circulating 
a  solution  of  calcium  chlorate  through  pipes  placed  in  holes  bored 
horizontally  into  the  soil.  In  clay  and  calcareous  earth  this  method 
was  fairly  successful,  but,  when  alluvial  soil  with  bouldei'S  was  reached, 
the  boring  of  the  holes  was  so  diflScult  that  the  method  had  to  be 
abandoned.  The  work  was  then  continued  by  ordinary  soft  ground 
methods,  with  timber  bracing  and  lagging,  until  a  point  beyond  the 
structures  of  the  Orleans  Railway  was  reached.  The  freezing  process 
was  then  resumed,  using  vertical  tubes  for  the  circulating  medium. 
The  connection  with  the  caisson  construction  was  nearly  made  when 
the  water  broke  through  the  frozen  material  and  flooded  the  tunnel. 
A  bulkhead  was  placed  across  the  tunnel,  which  was  then  unwatered, 
and  the  connection  with  the  caisson  was  finally  made  by  this  method. 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  Lll,  p.  365. 
t  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXVIII,  p.  24. 
t  Engineering  Record,  December  15th,  1906. 
§  The  Engineer,  3u\y  1st,  1910. 
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Notwithstanding  the  general  lack  of  success  with  this  method,  con- 
ditions may  arise  where  it  would  be  the  most  suitable,  and  it  should  be 
considered  as  one  of  the  resources  of  the  engineer. 

Submerged  Bridges. — Various  projects  for  submerged  tubes,  or 
bridges,  have  been  proposed  for  crossing  bodies  of  water,  the  object 
being  to  avoid  excessive  depth  and  the  cost  of  excavation.  Some  of 
these  plans  are  very  ingenious,  but  none  has  ever  been  carried  out.  al- 
though many  patents  on  these  schemes  have  been  issued. 

Lining. 

The  type  of  lining  is  largely  dependent  on  the  method  of  con- 
struction. With  a  circular  shield,  cast-iron  rings  with  internal  flanges 
are  generally  used.  Cast-steel  rings  have  been  used  at  points  where 
special  strength  was  desired.  Considerable  thought  has  been  devoted 
to  the  substitution  of  rolled,  or  pressed,  steel  segments  for  the  cast 
iron,  but  they  have  been  tried  only  in  an  experimental  way  in  America. 
The  idea  has  been  that,  for  a  tunnel  which  must  have  a  lining  of 
masonry,  the  metal  lining  should  only  be  considered  as  a  temporary 
sheeting  to  enable  the  permanent  lining  to  be  constructed  inside 
thereof  and  as  a  water-proofing  envelope,  and  that  it,  therefore,  should 
be  as  cheap  and  light  as  possible.  The  tunnel  under  the  Elbe  at  Ham- 
burg was  lined  with  structural  steel  with  a  concrete  lining. 

With  the  same  object  in  view,  several  water  and  sewerage  tunnels 
have  been  constructed  with  a  lining  of  wooden  segments,  inside  of 
which  the  concrete  lining  was  built.  The  approaches  to  the  Detroit 
River  Tunnel  were  lined  with  wood  in  this  way. 

The  Great  Northern  and  City  Railway  Tunnel,  London,  was  lined 
with  cast  iron  as  the  shield  was  driven,  after  which  the  segments  in 
the  lower  half  of  the  tunnel  were  removed  and  replaced  with  brick 
masonry;  the  iron  thus  saved  being  used  over  again. 

Brunei's  Thames  Tunnel  was  lined  with  brick  masonry,  as  was 
a  considerable  portion  of  the  original  Hudson  Tunnel,  but  the  latter 
was  not  built  with  a  shield. 

The  original  Chicago  River  Tunnels  were  also  of  brick  laid  in 
cement,  with  the  outer  courses  laid  in  asphalt. 

The  East  Boston  Tunnel  was  lined  with  concrete  and  built  with  a 
roof  shield. 

Concrete  lining  is  also  essential  to  the  methods  used  at  Detroit 
and  in  the  subway  tunnel  under  the  Harlem  River,  New  York. 
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Concrete  blocks,  in  lieu  of  cast-iron  lining,  for  shield-driven  tun- 
nels have  been  proposed  and  patented  by  John  F.  O'Rourke,  M.  Am. 
Soc.  C.  E.     (Fig.  31.)* 

In  a  favorable  stratum,  a  subaqueous  highway  tunnel  might  be 
built  without  any  artificial  lining  at  all,  but,  for  sanitary  reasons  and 
for  ease  in  illumination,  it  is  doubtful  if  this  would  be  advisable.  The 
East  River  Gas  Tunnel,  at  Seventy-first  Street,  New  York  City,  is 
about  100  ft.  below  the  surface  of  the  water  and  is  only  lined  for  a 
short  distance  in  the  vicinity  of  fissures  in  the  rock. 

As  to  the  relative  advantages  of  the  different  linings,  cast  iron  is 
especially  suited  to  shield  construction,  and  has  the  advantage  of  being 
readily  made  water-tight,  together  with  its  ability  to  resist  the  effects 
of  corrosion.  For  a  highway  tunnel,  it  has  the  disadvantage  of  being 
unsuited  to  any  but  a  circular  section.  Concrete  is  readily  adapted  to 
a  section  of  any  shape.  When  used  with  a  shield,  it  must  have  metal 
members  embedded  in  it  to  take  the  thrust  of  the  shield  jacks.  When 
in  water-bearing  strata  under  great  head,  it  is  difficult  to  make  it  en- 
tirely water-proof  in  itself,  and  it  is  also  difficult  to  apply  an  extraneous 
envelope  of  water-proofing.  A  warning  should  also  be  sounded  in  re- 
gard to  its  use  in  strata  containing  acid  or  alkali  waters,  which  rapidly 
disintegrate  concrete.  Such  waters,  though  not  usual,  are  not  rare. 
In  the  first  attempt  to  build  the  Detroit  River  Tunnel,  sulphur  water 
and  sulphur  gas  were  found  in  large  quantities,  and  sulphuric  acid  has 
been  encountered  on  other  imderground  works,  so  that  analyses  and 
tests  of  underground  waters  should  be  made  on  all  tunnel  work. 

An  electrical  survey  should  also  be  made,  in  order  to  determine  the 
probable  effect  of  such  a  tunnel  in  forming  a  new  path  for  stray  electric 
currents,  and  steps  should  be  taken  to  prevent  damage  to  the  struc- 
ture from  electrolysis. 

Section. 

The  shape  of  the  section  is  largely  determined  by  the  method  of 
construction,  rather  than  by  the  use  to  which  the  tunnel  is  to  be  put. 
Shield  tunnels  have  generally  been  circular,  and  this  section  is  not 
generally  well  adapted  to  highway  purposes,  a  semicircular,  or  horse- 
shoe section  being  more_  suitable.  The  Blackwall  Tunnel  has  a  16-ft. 
roadway  and  two  3  ft.  l^-in.  footwalks,  and  the  Rotherhithe   Tunnel 

*  Engineering  Neivs,  November  28th,  1912. 
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has  a  16-ft.  roadway  and  two  4  ft.  S^-in.  footwalks.  The  section  indi- 
cated in  Fig.  32  is  suggested  as  offering  a  more  economical  use  of  the 
available  space,  if  a  footwalk  is  essential,  as  it  provides  a  12-ft.  foot- 
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walk  and  20-ft.  roadway.  In  tunnels  more  than  1  mile  in  length,  it  is 
doubtful  if  a  sufficient  number  of  persons  would  use  the  footwalk  to 
warrant  its  construction,  particularly  where  facilities  are  provided 
for  crossing  in  electric  cars  in  the  same,  or  another,  tunnel.     If  the 
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tunnel  is  made  of  sufficient  size  for  only  the  roadway,  a  material  re- 
duction in  area  can  be  made,  as  a  17-ft.  roadway  can  be  obtained  in  a 
tunnel  23  ft.  in  diameter,  as  shown  by  Fig.  32,  instead  of  the  30-ft. 
diameter  adopted  for  the  Eotherhithe  Tunnel. 

Where  the  Detroit  or  Harlem  River  methods  of  construction  are 
used,  a  more  suitable  section  can  be  obtained.  A  suggested  section 
for  the  proposed  Sydney  Harbor  Tunnel,  to  be  constructed  by  the  De- 
troit method,  is  indicated  by  Fig.  33. 

Approaches. 

The  Eotherhithe  and  Blackwall  Tunnels  have  inclined  approaches, 
with  gradients  of  1  in  36.  The  gradients  on  the  Chicago  Tunnel  are 
as  high  as  10%,  but  these  are  no  longer  used  by  general  highway  traffic, 
but  only  by  electric  street  cars.  In  determining  a  proper  gradient  for 
an  approach  for  a  highway  tunnel,  the  prevailing  gradients  on  the 
adjoining  highways  which  would  have  to  be  traversed  to  reach  the  tun- 
nel should  be  considered.  Where  these  are  high,  there  is  no  objection 
to  using  an  equally  high  rate  in  the  tunnel  approaches ;  otherwise,  they 
should  be  as  low  as  the  conditions  and  cost  permit. 

For  structural  reasons,  the  approaches  to  a  bridge  are  generally 
made  on  a  prolongation  of  the  axis  of  the  main  span,  but  with  a  tun- 
nel this  is  not  necessary,  and  they  may  be  curved  or  at  any  convenient 
angle  with  the  main  tunnel,  and,  in  fact,  may  be  made  parallel  with  the 
river,  if  need  be. 

The  Glasgow  and  Hamburg  Tunnels  have  no  inclined  approaches, 
but  access  is  obtained  by  vertical  lifts  in  shafts.  The  Glasgow  Tunnel 
has  six  elevators  for  vehicles,  and  has  a  vertical  lift  of  about  65  ft.; 
the  Hamburg  Tunnel  has  four  elevators  for  vehicles  and  two  for 
passengers,  and  has  a  vertical  lift  of  78  ft. 

A  combination  of  these  two  methods  of  approach  may  be  made  by 
using  shafts  with  elevators  for  access  to  and  from  points  at  the  shore, 
with  inclined  approaches  for  points  farther  inland. 

Water-Proofing. 
Tunnels  with  a  cast-iron  lining  can  readily  be  made  water-tight  by 
caulking  the  space  provided  in  the  lining  at  the  joints,  which  is  one 
advantage  of  this  form  of  construction.  Also,  with  the  Detroit  method, 
the  sheet-steel  tube,  around  which  the  external  concrete  is  deposited, 
can  be  caulked  and  will  keep  the  tunnels  tight.     Tunnels  sunk  by  the 
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caisson  process  can  have  an  inner  or  outer  shell  which  can  be  caulked 
and  will  serve  as  a  water-tight  envelope. 

Masonry  under-river  crossings,  built  by  the  open  coffer-dam  method, 
can  be  water-proofed  by  the  membranous  method,  using  felt,  duck, 
canvas,  or  burlap,  and  pitch  or  asphaltum,  or  an  enveloping  course  of 
brick  masonry  laid  in  asphaltic  or  bituminous  mastic. 

With  a  concrete  lining  laid  in  a  driven  tunnel,  satisfactory  water- 
proofing is  a  more  difficult  problem,  li  the  tunnel  is  constructed  with 
the  aid  of  compressed  air,  the  application  of  a  bituminous  compound 
that  must  be  heated  to  be  applied,  is  difficult. 

In  the  approaches  to  the  Detroit  River  Tunnel,  which  were  lined 
with  concrete,  the  water-proofing  consisted  of  from  3  to  11  plies  of  felt 
and  pitch  applied  to  the  wooden  lagging  before  the  concrete  was  placed. 

The  East  Boston  Tunnel  was  constructed  in  a  more  or  less  im- 
pervious clay,  and  no  water-proofing  was  used. 

The  liberal  use  of  grout  at  a  greater  pressure  than  that  due  to  the 
hydrostatic  head,  will  add  greatly  to  the  imperviousness  of  the  con- 
crete and  surrounding  material. 

In  the  reconstruction  of  the  La  Salle  Street  Tunnel,  in  Chicago,  a 
water-proofing  compound  was  added  to  the  concrete  with  a  view  to 
making  it  water-tight. 

Some  concrete-lined  electric  railway  tunnels  have  been  water-proofed 
with  an  internal  plaster  coat  of  cement  to  which  water-proofing  com- 
pound had  been  added,  but,  owing  to  contraction  cracks,  it  is  difficult 
to  get  an  absolutely  water-tight  structure  by  this  method. 

Ventilation. 
Thus  far  the  ventilation  of  highway  tunnels  has  not  proved  to  be 
a  serious  problem.  In  the  Blackwall  Tunnel  ventilation  ducts  and 
provision  for  fans  were  made,  but  the  fans  have  never  been  found 
necessary.  In  the  Rotherhithe  Tunnel  no  provision  for  ventilation 
has  been  made.    The  traffic  in  this  tunnel  has  been  as  follows : 

I9n.  1912. 

Total  number  of  vehicles,  including 

motors   896  629  973  336 

Motor  vehicles  only 21008  26  998 

Maximum  number  of  vehicles  passing 

through  the  tunnel  in  one  hour.  . .  325 

Of  the  latter,  10  were  motor-driven. 
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The  figures  for  the  Blackwall  Tunnel  are  somewhat  similar. 

Although,  under  the  foregoing  conditions,  artificial  ventilation  has 
not  proved  necessary,  it  is  probable  that,  with  the  increasing  use  of 
motor-driven  vehicles  having  internal-combustion  engines,  provision 
for  the  mechanical  ventilation  of  long  highway  tunnels  will  have  to  be 
made. 

The  exhaust  gases  given  oif  by  a  gasolene  motor  consist  of  carbon 
monoxide,  carbon  dioxide,  and  free  oxygen.  Of  these,  the  most  poison- 
ous is  the  carbon  monoxide,  and  if  sufficient  fresh  air  is  provided  to 
dilute  this  to  within  safe  limits,  the  other  gases  will  not  cause  any 
trouble.  In  addition  to  this,  suflScient  air  must  be  provided  to  furnish 
the  oxygen  necessary  for  combustion.  The  character  and  quality  of 
these  gases  has  been  determined  very  accurately  in  some  recent  tests* 
which  indicate  that,  with  a  6-cylinder,  48-h.p.  motor,  the  quantity  of 
air  required  to  dilute  the  gases  given  off,  within  safe  limits,  would  be 
about  8  000  cu.  ft.  per  sec.  when  in  first  gear,  4  000  cu.  ft.  per  sec, 
when  on  second  gear,  and  2  000  cu.  ft.  per  sec,  when  on  third  gear. 
Based  on  these  figures,  it  will  be  found  that  the  ventilation  of  such 
a  tunnel,  even  assuming  that  motor  cars  follow  each  other  as  closely 
as  safety  permits,  can  be  readily  accomplished.  It  can  be  effected  by 
withdrawing  air  from  the  center  of  the  tunnel  through  conduits  under 
the  floor,  as  in  the  Blackwall  Tunnel,  or  above  the  clearance  line,  as  in 
the  East  Boston  Tunnel,  or  through  separate  ventilating  passages,  as 
in  the  Mersey  Tunnel. 

Drainage. 

The  Severn  and  Mersey  Tunnels  are  both  drained  by  letting  the 
water  leaking  into  them  flow  in  separate  tunnels,  constructed  for  the 
purpose,  from  the  lowest  points  in  the  main  tunnels  to  shafts  on  the 
shore,  where  it  is  removed  by  pumping.  In  both  these  cases  the  tunnels 
were  constructed  in  rock  and  lined  with  brick  masonry,  and  the  leak- 
age was  very  large,  but  in  more  recent  tunnels,  lined  with  iron,  steel, 
or  concrete,  the  leakage  is  so  smallf  that  such  special  drainage  head- 
ings are  hardly  necessarj\  In  these  latter  tunnels  the  water  is  removed 
by  pumping  from  the  sumps  through  pipes  laid  along  the  sides  of  the 
tunnel  to  the  shore.  ''  ^"'" 

*•'  A  Comprehensive  Motor  Test,"  by  Herbert  Chase,  Transactions,  Soc.  of  Automobile 
Engineers,  1913,  p.  40. 

t  Detroit  Tunnel,  Transactions,  Am.  Soc.  C.  E..  Vol.  LXXIV,  p.  349;  Hudson  Tunnel, 
Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  CLXXXI,  p.  169. 
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The  art  of  boring  large-sized  holes  in  any  direction  has  developed 
to  such  an  extent  that  there  is  no  reason  why  a  hole  cannot  be  bored 
from  the  sump  upward  through  the  overlying  material  to  the  bed  of 
the  river  through  which  to  discharge  the  drainage  and  thus  save  the 
long  length  of  pipe  to  shore  and  the  increased  friction  head. 

Conclusions. 

In  this  paper  the  writer  has  endeavored  to  assemble  the  published 
facts  relative  to  all  the  subaqueous  highway  tunnels  in  the  world,  a.s 
well  as  of  subaqueous  tunnels  built  for  other  purposes,  where  the  meth- 
ods of  design  or  construction  would  have  an  application  for  highway 
purposes.  The  paper,  therefore,  is  largely  a  compilation,  the  informa- 
tion having  been  obtained  from  the  Transactions  of  this  and  other  en- 
gineering societies,  and  from  the  technical  press.  Credit  for  this  in- 
formation is  generally  given,  but  in  a  number  of  cases  where  the  in- 
formation came  from  various  sources,  the  authority  is  not  stated,  and 
the  writer  wishes  to  take  this  opportunity  to  express  his  indebtedness 
to  those  who  have  written  on  this  subject. 

The  need  for  improved  methods  of  vehicular  communication  around 
harbors  is  manifest,  and  it  would  seem  that  the  furnishing  of  this  by 
highway  tunnels  has  not  received  the  attention  it  should.  This  paper, 
therefore,  has  been  prepared  in  the  hope  that  it  will  develop  a  discus- 
sion which  will  stimulate  attention  to  tunneling  for  this  purpose. 

Commercial  transportation  was  formerly  largely  conducted  on  the 
highways,  and  the  world  will  shortly  complete  a.  century  of  railway 
transportation,  one  of  the  consequences  of  which  was  neglect  of  the 
highways,  but  the  present  tendency  is  to  return  to  the  highway  for 
short-haul  transportation,  largely  owing  to  the  development  of  the 
motor  vehicle  for  pleasure  and  business,  which  is  leading  to  a  revival 
in  the  study  of  road  construction  to  meet  new  conditions,  and  high- 
way tunnels,  in  many  localities,  are  a  necessary  link  to  make  this  sys- 
tem of  communication  continuous. 
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DISCUSSION 


Mr.  J.  V.  Davies,*  M.  Am.  Soc,  C.  E. — In  working  out  the  study  of 

DaTies.  ^^y  individual  ease  that  is  presented,  the  thing  that  impresses  the 
speaker  more  than  anything  else,  is  the  great  scope  for  the  display 
of  engineering  ability  in  the  various  special  lines  of  the  Profession. 
In  the  last  few  years,  in  connection  with  the  Interstate  Bridge  and 
Tunnel  Commission,  the  speaker  has  discussed  at  public  hearings 
the  relative  advantages  of  bridges  or  tunnels  for  vehicular  traffic 
across  the  Hudson  River  to  such  an  extent  that  the  subject  has 
become  almost  tiresome. 

There  are  a  great  many  marked  advantages  in  certain  particular 
cases  in  the  use  of  tunnels  for  subaqueous  highway  purposes  over 
the  use  and  adaptation  of  the  bridge:  they  are  better  protected;  they 
present  less  external  obstruction;  there  is  less  cost  of  maintenance, 
which  is  a.  very  large  item;  and  per  track  or  per  roadway,  they  will 
probably  cost  materially  less.  Another  obvious  advantage  is  that 
a  bridge  has  to  be  constructed  in  the  first  instance  for  the  full  per- 
manent use  and  purpose  for  which  it  is  required;  whereas,  in  the 
case  of  tunnels,  single  roadways  can  be  constructed  and  added  to 
as  the  volume  of  business  extends,  and  such  additional  tunnels  can 
be  located  and  distributed  as  traffic  requires. 

It  is  certain  that  there  will  be  a  growing  use  of  tunnels  for  high- 
way purposes.  The  speaker,  while  in  London  recently,  was  rather 
interested  in  the  fact  that  the  Eotherhithe  and  Blackwall  Tunnels 
had  been  closed  entirely  to  traffic,  due  to  the  fear  of  wax  conditions, 
involving  the  use  of  bombs  or  explosives  which  might  cause  serious 
injury  to  those  structures.  Reference  has  been  made  to  a  pertinent 
question,  arising  from  the  conditions  developed  during  the  procedure 
of  war  in  Europe,  as  to  the  destruction  of  bridges  across  rivers  by 
the  contending  armies,  and  it  is  really  a  matter  of  thought,  whether 
a  tunnel  in  such  cases — with  the  ability  to  flood  it  and  render  it 
temporarily  useless  without  permanent  injui-y — has  not  a  very  great 
advantage  over  a  bridge  for  ordinary  highway  purposes. 

On  the  question  of  the  transporter  bridge  the  speaker  has  studied 
very  closely  three  of  the  largest  of  such  bridges — those  at  Runcorn 
and  Newport,  in  England,  and  the  one  at  Rouen,  France.  At  all 
these  bridges  there  is  considerable  rise  and  fall  of  the  tide.  At 
Newport,  particularly,  the  average  rise  and  fall  of  the  tide  in  the 
River  Usk,  where  the  bridge  is  located,  is  some  35  ft.  When  the 
water  is  at  high  level  the  river  is  a  very  fine  and  noble  stream.  At 
low  water  there  is  a  mud  valley  with  a  small  creek  at  the  bottom 
of  it.  A  ferry  service  is  impossible.  An  ordinary  highway  bridge 
would  be  difficult  and  expensive  to  build,  and  even  with  draw-spans 

*  New  York  City. 
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■would  be  a  serious  interference  to  navigation.  A  tunnel,  on  the  other  Mr. 
hand,  on  account  of  the  banks  and  river  valley,  would  require  such  *^*^®' 
approaches  as  would  render  it  undesirable  for  such  purpose;  and 
where  the  traffic  is  very  small,  as  it  is  in  this  case,  and  as  it  is  also 
in  Rouen  and  Runcorn,  there  is  no  warrant  for  constructing  any  very 
large  and  expensive  draw-bridge,  or,  on  the  other  hand,  any  expensive 
txinnel,  for  such  conditions;  whereas,  the  transporter  bridge,  giving 
a  fixed  end  landing  and  reasonably  frequent  service,  at  low  initial 
cost,  serves  the  purpose  of  transportation  admirably.  This  is  an  illus- 
tration of  the  fact  that  each  individual  case  must  be  considered  on 
its  own  merits. 

The  greatest  point  of  advantage  in  the  use  of  a  subaqueous  tunnel, 
over  any  other  method  of  conveyance  for  highway  uses,  is  its  flexibility 
of  location.  The  Rotherhithe  Tunnel  does  not  go  squarely  across  the 
river;  even  the  approaches  are  at  varying  angles;  and  the  location 
and  design  of  the  tunnel  were  evolved  to  connect  two  great  populous 
districts  which  had  business  intercourse  and  business  interests  on  each 
side  of  the  Thames,  where  that  intercourse  was  urgently  necessary. 
The  tunnel,  therefore,  was  constructed  on  a  zigzag  alignment.  Crossing 
the  Thames  on  a  diagonal  line,  it  allowed  communication  to  be  had 
between  districts  that  required  that  communication,  and,  to  the 
speaker's  mind,  more  than  anything  else,  that  flexibility  of  location 
for  highway  purposes  is  one  of  the  most  important  features  in  the 
consideration  of  this  subject. 

Duncan  D.  McBean,*  Esq. — Mr.  Snyder  gives  a  cross-section  of  Mr. 
the  Harlem  River  Tunnel  (Fig.  24),  and  sections  showing  the  working 
platforms  (Fig.  25),  which,  for  convenience,  were  used  instead  of 
scows  in  constructing  the  subaqueous  working  chamber  in  which  the 
tunnel  was  built.  In  discussing  the  method  of  constructing  the  tunnel, 
Mr.  Snyder  writes  of  it  as  being  "a  variation  of  the  coffer-dam  method", 
which  is  not  only  a  misnomer,  but  also  misleading.  The  patent 
obtained  by  the  writer  for  this  method  is  for  a.  "Subaqueous  Working 
Chamber";  he  believes,  therefore,  that  the  method  should  be  designated 
the  Subaqueous  Working  Chamber  method. 

The  advantages  of  this  method  are  not  only  those  accredited  to 
the  Detroit  River  method  by  Mr.  Snyder,  that  is : 

"That  a  structure  can  be  placed  at  a  higher  level  than  with  a 
driven  tunnel,  with  a  consequent  reduction  in  the  gradients  of  ap- 
proach, and  the  section  can  be  given  a  shape  conforming  to  the  use 
to  which  the  tunnel  is  to  be  put,  without  being  limited  to  the  circular 
section  usual  with  a  shield"; 

but  it  also  has  many  other  advantages,  some  of  which  are  as  follows : 

In   cases  where  the  circular  form   is   desirable,   instead   of  having 

a  metal  shell  completely  encircling  each  tube,   it  permits  of  joining 

*  New  York  City. 
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Mr.      the  upper  and  lower  segments  of  the  metal  shells  to  a  vertical  partition 


McBean 


wall  between  them,  thereby  forming  a  twin-tube  tunnel,  and  very 
materially  reducing  the  quantity  of  materials  required  and  likewise 
greatly  reducing  the  surface  of  metal  shells  exposed  to  hydrostatic 
pressure;  it  enables  the  excavation  to  be  made  to  the  neat  width  and 
depth  required  for  the  structure;  and  it  permits  of  placing  all  the 
masonry,  both  outside  and  inside  the  metal  shells,  in  air. 

The  water-proofing  can  be  placed  on  the  outside  of  the  masonry, 
thereby  permitting  the  utilization  of  all  the  structural  masonry  to 
withstand  the  surrounding  hydrostatic  pressure,  and  thereby  greatly 
diminishing  the  quantity  of  material  necessary  to  overcome  the  buoy- 
ancy of  the  structure  during  construction. 

Mr.  Snyder  shows  a  cross-section  of  the  Detroit  River  Tunnel 
(Fig.  28),  but  it  is  submitted  that  his  conclusion,  that 

"The  method  used  in  constructing  the  Detroit  River  Tunnel  has 
been  described  so  thoroughly  in  the  paper  by  W.  S.  Kinnear.  M. 
Am.  Soc.  C.  E.,  and  in  the  paper  by  W.  J.  Wilgus,  M.  Am.  Soc.  C.  E., 
that  but  little  comment  is  necessary," 

finds  scant  support  in  the  papers*  referred  to. 

An  analytic  examination  of  the  several  papers  describing  the 
construction  of  the  Detroit  River  Tunnel  shows :  That  sections  of 
concrete  forms  consisting  of  the  metal  shells  for  inner  forms,  with 
vertical  walls  of  sheeting  attached  thereto  for  outside  forms  (which, 
taken  together,  may  properly  be  called  sectional  skeleton  frames  of  a 
subaqueous  working  chamber),  were  lowered  into  the  dredged  trench 
and  rested  on  temporary  supports  under  the  ends  of  the  sections-t 
These  temporary  supports  consisted  of  grillages  supported  by  piles, 
or  as  Mr.  Kinnear  calls  them,:}:  "a  10  by  10-in.  timber  leg,  or  spud, 
about  10  ft.  long,  which  was  driven  into  the  clay  by  an  ordinary 
pile-driver  drop-hammer  *  *  *".  Under  the  skeleton  frame  when 
resting  on  its  temporary  supports,  the  distance  to  the  bottom  of  the 
trench  varied  "from  1  to  6  ft.,  according  to  the  depth  of  trench  left 
by  the  dredge. "§  The  foundation  concrete  under  the  skeleton  frame 
was  deposited  through  tremie  pipes  in  the  water  on  the  muddy  bottom 
of  the  trench.  In  order  to  use  tremie  pipes  for  depositing  the  concrete 
in  the  water  under  the  structure,  it  was  necessary  to  place  the  tubes 
3  ft.  apart  and  to  encircle  each  tube  completely  with  a  metal  shell, 
thereby  not  only  causing  the  track  centers  in  the  completed  timnel 
to  be  26  ft.  4  in.  apart  (in  the  Harlem  River  Tunnel  the  distance 
between  the  track  centers  is  only  12  ft.  6  in.),  but  also  increasing 
the  buoyancy,  to  overcome  which  necessitated  the  placing  of  a  large 

•  Transactions.  Am.  Soc.  C.  E.,  Vol.  LXXIV,  p.  288  ;  and  Minutes  of  Proceedings, 
Inst.  C.  E.,  Vol.  CLXXXV,  p.  2. 

t  Transactions,  Am.   Soc.   C.  E.,  Vol.  LXXIV,  p.   330. 
t  lUd.,  p.  331. 
§  Ihid.,  p.  338. 
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surplus  of  concrete  on  the  outside  of  the  metal  shells.  The  skeleton  Mr. 
frame  around  the  outside  of  the  metal  shells  was  then  filled  with  '*"^^®*°- 
concrete  through  tremies,  thereby  completing  the  side-walls  and  roof 
of  a  subaqueous  working  chamber.  The  water  within  the  metal  shells 
was  then  pumped  out,  resulting  in  the  completion  of  a  pneumatic 
subaqueous  working  chamber,  within  which  the  "tunnel  proper"  was 
built.* 

Mr.  Kinnear  states  that  in  the  fall  of  1904,  a  committee  was  ap- 
pointed to  report  on  the  feasibility  of  a  tunnel  under  the  Detroit 
River,  at  Detroit,  and  that  the  report  was  to  include  estimates  of 
cost,  etc.  He  states  that  the  committee  made  the  necessary  investi- 
gations, reported  favorably  on  the  construction  of  a  tunnel,  and 
submitted  estimates  covering  the  different  gradients  for  approaches, 
recommending  a  2%  grade  west  bound  and  a  1^%  grade  east  bound. 
That  the  estimate  as  then  prepared  for  the  recommended  tunnel  was 
a  good  one,  has  been  demonstrated  by  the  actual  cost  of  construction. 

He  likewise  informs  us  that  in  July,  1905,  the  Committee  was 
superseded  by  an  Advisory  Board  of  Engineers,  and  that  the  work 
of  preparing  plans  was  started  in  August,  1905,  but  he  fails  to 
mention  the  source  of  the  Committee's  data  on  which  it  based  its 
estimate  of  the  cost  for  the  construction  of  the  tunnel  by  the  Sub- 
aqueous Working  Chamber  method,  concerning  which  Mr.  Hoff  writes : 

"effected  a  saving  of  about  $2  000  000  over  a  shield-driven  tunnel 
with  compressed  air,  and  to  this  should  be  added  the  capitalized 
saving  in  annual  cost  of  operation  on  account  of  the  tunnel  being 
placed  some  15  ft.  higher,  thus  reducing  by  this  amount  the  vertical 
lift  of  the  tonnage  passing  through. "f 

Mr.  Snyder's  Fig.  27  is  a  cross-section  of  a  roadway  tunnel,  which 
the  writer  prepared  and  submitted  to  the  Hoboken  Board  of  Trade. 
Since  then  he  has  prepared  and  submitted  a  design  (Fig.  34)  for 
a  roadway  tunnel  under  the  Hudson  River,  on  the  proposed  Canal 
Street  Line,  accompanied  with  a  proposal  to  build  the  tunnel  and 
its  approaches  for  the  sum  of  $5  500  000 — just  one-half  the  estimated 
cost  of  building  a  circular  tunnel  with  roadways  of  the  same  width 
by  the  shield  method.  The  writer  has  also  prepared  and  submitted 
a  design  (Plate  VIII)  for  a  proposed  highway  tunnel  under  the 
Detroit  River,  at  Detroit,  Mich.  The  number  of  piles  under  the  latter 
structure  is  greater  than  would  be  required  ordinarily,  except  in 
places  where  the  bottom  of  the  river  is  filled  in  for  the  purpose  of 
supporting  the  tunnel. 

It  was  the  writer's  conception  to  build  subaqueous  tunnels,  accord- 
ing to  these  designs,  by  constructing  long  sections  of  the  tunnels 
in  pontoons  in  which  all  the  structural  material  would  be  put  in  place, 

*  Ibid.,  pp.  303,  328.  362. 
+  Ibid.,  p.  371. 
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except  the  concrete  between  the  bottom  girders  inside  of  the  side-  Mr. 
walls;  bulkheading  the  ends  of  the  sections;  attaching  either  to  the 
top  or  to  the  underside  of  the  bottom  girders  a  temporary  water-tight 
floor;  sinking  the  pontoon  and  removing  it  from  under  the  struc- 
ture; overcoming  the  buoyancy  of  the  structure  by  placing  within  it 
on  its  temporary  floor  a  part  of  the  material  required  for  the  bottom 
concrete;  then  lowering  the  structure  on  a  temporary  foundation  of 
piles,  driven  into  the  bottom  of  the  dredged  trench,  and  cut  off  and 
capped  at  the  proper  depth  to  support  some  of  the  bottom  girders; 
admitting  a  pressure  of  air,  equal  to  the  hydrostatic  pressure  at 
the  level  of  the  temporary  floor;  and  then  removing  the  temporary 
floor.  The  structure  so  constructed  would  then  form  a  working 
chamber.  The  foundation  would  then  be  cleaned  out,  the  foundation 
concrete,  water-proofed  with  planking,  would  be  put  in  place  in  air, 
and  the  section  of  tunnel  completed. 

The  rectangular  form  of  these  designs,  together  with  the  water- 
proofing of  creosoted,  tongued-and-grooved,  yellow  pine  planking, 
pinned  on  the  outside  of  the  structural  material,  renders  them  simple, 
durable,  and  economical  for  future  subaqueous  tunnel  construction. 
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Synopsis. 

The  question  of  the  gauge  of  railways,  though  not  important  in 
the  United  States,  where  it  was  solved  many  years  ago  by  the  adop- 
tion of  4  ft.  8i  in.  as  a  standard,  is  a  live  issue  in  South  and  Central 
America,  where  there  are  lines  of  nine  different  gauges,  those  most  in 
use  being  1  meter,  4  ft.  8^  in.,  and  5  ft.  6  in.  During  a  recent  visit 
to  the  Argentine  the  writer  made  an  investigation  of  this  subject, 
some  of  the  results  of  which  are  embodied  in  this  paper. 

The  railways  of  South  America  have  been  most  largely  developed, 
thus  far,  by  European  capital  and  engineers,  but,  owing  to  the 
changed  conditions  which  have  placed,  or  will  soon  place,  the  United 
States  in  the  position  of  an  importer  of  food  supplies  and  a  seeker 
for  markets  for  its  manufactured  products,  it  seems  evident  that  we 
must  take  a  much  greater  and  more  intimate  interest  in  South  and 
Central  American  affairs.  This  question  of  gauge,  therefore,  is  one 
which  may  interest  many  American  engineers  in  the  not  far  distant 
future. 

*  Presented  at  the  meeting  of  April  1st,  1914. 
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The  subject  is  treated  in  the  order  and  under  the  several  different 
headings  mentioned  below,  the  conclusions  being  briefly  summarized 
as  follows: 

Curvature. — Within  the  limits  of  the  practical  operation  of  rail- 
roads, any  radius  cvirvature  which  is  feasible  on  meter  gauge  is  as 
practical  on  4  ft.  SJ-in.  or  even  5  ft.  6-in. 

Gradients. — The  working  of  trains  on  steep  gradients  is  not  affected 
by  gauge,  except  in  so  far  as  the  narrow-gauge  cuts  down  the  locomo- 
tive capacity  and  is,  therefore,  at  a  great  disadvantage. 

Location. — In  view  of  the  above,  the  narrow-gauge  (3  ft,  0-in.  to 
3  ft.  6-in.)  does  not  permit  better  adaptability  of  the  alignment  to 
the  conformation  of  the  ground. 

Cost  of  Construction. — This  is  so  little  more  for  4  ft.  S^-in.  than 
for  3  ft.  0-in.,  or  3  ft.  6-in.,  as  to  be  more  than  counterbalanced  by 
economy  in  operation. 

Speed. — This  is  an  important  feature  in  railway  operation,  which 
is  adversely  affected  by  narrow  gauge. 

Stability. — The  relative  stability  of  narrow-gauge  trains  in  motion 
is  much  less  than  that  of  trains  on  medium-  or  broad-gauge,  and, 
consequently,  high  speeds  are  impractical  on  narrow-gauge,  and  may 
be  dangerous. 

Track  Stresses.— Much,  higher  track  stresses  are  produced  on  the 
narrow-gauge.  There  is  greater  impact,  and  therefore  more  difficulty 
in  maintaining  track  on  narrow-  than  on  broad-gauge. 

Rolling  Stock — Cars. — The  greater  width  in  proportion  to  the  gauge 
of  narrow-gauge  cars  is  considered  a  necessary  evil  rather  than  an 
advantage,  and  it  is  shown  that  there  is  probably  no  advantage  to 
be  gained  by  making  the  broad  (5  ft.  6-in.)  gauge  cars  any  wider  than 
they  are  at  present.  In  the  matter  of  passenger  cars,  the  narrow-gauge 
is  at  a  decided  disadvantage  both  as  to  cost  per  unit  of  accommodation 
and  in  dead  weight  per  passenger.  In  freight  cars  there  is  little  dif- 
ference in  cost  within  the  limits  of  size  possible  on  the  narrow-gauge, 
though  ears  of  twice  the  capacity  are  available  for  medium-  or  broad- 
gauge.  The  increase  in  weight  of  modem  freight  trains,  in  order  to 
decrease  the  cost  of  operation  has  made  heavier  draft  rigging  neces- 
sary, thus  tending  to  increase  the  proportion  of  dead  to  paying  load 
to  a  much  greater  extent  on  cars  of  small  capacity  than  on  the  larger 
ones,  than  has  been  the  case  heretofore. 
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Locomotives. — Tlie  cost  per  unit  of  capacity  of  locomotives  is 
about  the  same  for  each  gauge,  up  to  the  limit  of  the  narrow-gauge, 
which  limit  for  all  types  is  about  half  that  of  the  4  ft.  S^-in.  or 
5  ft.  6-in.  There  is  an  economy  in  the  use  of  heavier  types  of  loco- 
motives not  available  for  the  narrow-gauge,  and  the  use  of  cars  of  large 
capacity  is  a  necessity  for  cheap  transportation. 

Train  Resistance. — The  train  resistance  is  decreased  by  the  use  of 
larger  units. 

Capacity. — Figures  are  given  tending  to  show  that  the  relative 
traffic  capacity  of  narrow-gauge  lines  is  not  more  than  half  that  of 
medium-  or  broad-gauge. 

Heavier  Engines  and  Trains. — There  is  a  general  discussion  show- 
ing the  part  played  by  the  increase  of  train  loads  in  reducing  costs 
in  the  United  States. 

Cost  of  Operation. — The  ton-mile  costs  on  both  Indian  and  Aus- 
tralian railways,  as  well  as  on  those  in  the  Argentine,  are  less  on  the 
medium-  and  broad-gauge  than  on  the  narrow-gauge,  although  the 
train-mile  costs  are  often  higher. 

The  lowest  ton-mile  costs  on  any  railway  in  the  Argentine  are  more 
than  twice  as  high  as  they  are  in  the  United  States.  The  saving 
in  cost  of  operation,  due  to  the  use  of  larger  cars  and  heavier  trains, 
would  be  considerable,  and  would  in  itself  go  a  long  way  toward  meet- 
ing the  interest  charge  on  the  additional  cost  of  the  wider  gauge. 

Cost  of  Maintenance. — Maintenance  of  way  probably  costs  more  per 
traffic  unit  on  narrow-  than  on  medium-  or  broad-gauge  on  any  but 
lines  of  very  light  traffic. 

Maintenance  of  equipment  should  be  less  on  medium-  or  broad- 
gauge  by  reason  of  the  larger  capacity  and,  consequently,  lesser  number 
of  locomotives  and  vehicles,  provided  there  is  business  to  warrant  the 
use  of  these  larger  units. 

Need  of  Efficient  Transportation  Machine. — The  necessity  of  an 
efficient  transportation  machine  to  develop  the  country  properly  is 
pointed  out,  as  well  as  the  part  played  by  the  railways  in  developing 
the  United  States,  the  country  most  nearly  comparable  with  Brazil  and 
the  Argentine. 

There  are  two  appendices :  Appendix  A  gives  a  short  account  of 
the  history  of  the  gauge  question  in  the  United  States,  with  some  notes 
on  its  present  status  in  India,  Australia,  South  Africa,  etc.     Appendix 
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B  contains  a  general  description  of  the  topography,  physical  character- 
istics, and  business  conditions  of  Southern  South  America,  and  the 
development  and  present  situation  of  its  railways. 

It  is  shown  that  the  development  and  growth  of  this  area  is  most 
nearly  comparable  to  that  of  the  United  States,  and  for  its  exploitation 
a  transportation  machine  not  less  efficient  than  that  of  the  railways 
of  this  country  is  necessary.  The  growth  of  the  railways  of  the  Ar- 
gentine is  reviewed  in  some  detail,  showing  their  development  within 
the  past  few  years  from  a  series  of  little  local  lines  which  were  not 
much  affected  by  the  gauge  to  a  series  of  fairly  extensive  systems, 
where  the  distances  to  be  covered  and  the  necessary  weights  of  trains 
to  be  handled  are  showing  the  deficiencies  of  the  narrow-gauge.  This 
growth,  and  the  increasing  distances  from  the  seaboard  to  new  areas 
being  opened  up,  all  point  to  the  need  of  the  most  efficient  transporta- 
tion system  for  its  proper  development. 

It  is  believed  to  be  shown  that  the  narrow-gauge  is  an  inferior  trans- 
portation machine;  that,  as  far  as  new  lines  are  concerned,  there  is 
little  saving  and  no  economy  in  their  construction,  and  that  this  gauge 
is  inadequate  for  the  development  of  areas  as  large  as  those  under 
consideration;  that  the  5  ft.  6-in.  gauge  offers  little  if  any  advantage 
over  the  4  ft.  SJ-in. ;  that,  taken  altogether,  the  latter,  which  has  been 
adopted  as  the  standard  in  North  America,  Europe,  Western  Asia,  and 
Australia,  is  best  adapted  to  the  development  of  this  region;  that  new 
lines  should  be  built  to  this  gauge,  and  that  it  is  economically  sound 
to  make  the  expenditures  necessary  to  change  the  existing  narrow-gauge 
lines  to  this  standard. 

It  is  pointed  out  that  the  cost  of  changing  the  gauge  of  the  existing 
lines  cannot  be  considered  entirely  alone,  and  figures  are  presented 
showing  the  estimated  additional  cost  of  the  whole  system  of  standard- 
gauge  lines  at  the  end  of  20  years.  The  figures  tend  to  show  that, 
including  the  cost  of  changing  the  existing  narrow-gauge  lines,  and 
taking  into  account  the  additional  cost  of  building  the  new  lines  of 
standard  instead  of  narrow  gauge,  that  the  final  standard-gauge  system 
will  have  cost  about  $5  000  per  km.  more  than  if  the  narrow  gauge  is 
perpetviated,  and  that,  under  certain  assumptions,  such  as  the  greater 
need  of  stone  ballast,  the  earlier  requirements  of  double  track,  etc., 
on  the  narrow-gauge,  this  estimate  would  probably  be  materially 
reduced.  
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Figures  are  given,  which,  taking  into  consideration  only  those  items 
which  are  readily  estimated  in  money  values,  tend  to  show  that  the 
saving  in  cost  of  operation  would  be  sufficient  to  cover  the  interest 
charges  on  the  additional  cost,  and,  besides  all  this,  there  is  the  fact 
that  the  narrow-gauge  is  an  inferior  transportation  machine  not  adapted 
to  the  development  of  the  transportation  system  of  a  continent. 


The  question  of  the  gauge  of  railways  was  settled  in  North  America 
many  years  ago,  and,  so  far  as  regards  this  country,  or  even  Europe, 
any  discussion  of  the  matter  is  purely  academic.  The  development  of 
railway  transportation  in  the  rest  of  the  world,  however,  except  in 
certain  limited  sections,  is  as  yet  in  its  infancy,  the  only  sections  of 
the  vast  area  lying  to  the  south  of  the  United  States  where  any  sub- 
stantial progress  has  been  made  being  parts  of  the  Argentine,  South- 
ern Brazil,  Chile,  Peru  and  Mexico,  and  these  by  lines  of  many 
different  gauges,  varying  from  2  ft.  6  in.  to  5  ft.  6  in. 

The  writer  was  asked  recently  to  make  a  study  and  report  on  the 
gauge  question,  as  affecting  the  future  development  of  the  Argentine,  and, 
as  the  subject  is  a  vital  one  in  all  countries  south  of  the  United  States 
— or  perhaps  more  correctly  south  of  Mexico— it  is  thought  that  the 
presentation  of  those  parts  of  the  report  which  are  of  general  interest 
may  not  be  untimely.  This,  perhaps,  is  especially  the  case  now, 
when  the  United  States  is  beginning  to  be  forced  to  look  for  foreign 
markets  for  its  manufactures,  with  South  America  as  the  natural  field 
for  its  enterprise,  and  when,  consequently,  the  interest  which  American 
engineers  are  likely  to  have  in  this  development  may  be  of  consider- 
able importance. 

The  probable  future  growth  of  the  southern  part  of  South  America 
may  be  fairly  comparable  with  that  of  the  United  States  during  the 
past  50  years.  The  importance  of  the  railways  as  a  factor  in  this 
latter  has  been  well  stated  by  M.  Colson,  an  eminent  French  engineer,* 
who  points  out  how  necessary  cheap,  efficient  railway  service  is  in  the 
development  of  new  countries.  It  is  for  this  reason  that  American 
railway  engineers,  who  have  been  intimately  connected  with  the  rail- 
way development  of  their  own  country,  should  be  interested  in  the 
future  of  South  America,  as  their  own  experience  should  enable  them 
to  be  among  the  best  judges  of  the  necessities  of  countries  which,  like 

•  See  p.  375. 
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those  in  southern  South  America,  are  entering  on  an  era  of  expansion 
comparable   only   to  that  of   their  own. 

Europe,  like  the  United  States,  long  ago  adopted  the  4  ft.  8^-in. 
gauge  as  the  standard,  but  the  gauge  question  is  still  being  actively 
discussed  in  India,  where  the  standard  is  5  ft.  6  in.,  with  a  considerable 
mileage  of  1  m.  and  less.  Australia,  where  the  gauges  are  5  ft.  3  in., 
4  ft.  8i  in.,  and  3  ft.  6  in.,  according  to  recent  reports,  has  only  recently 
decided  to  unify  them  and  adopt  4  ft.  8^  in.  as  the  standard;  and 
Africa,  unfortunately,  seems  to  be  definitely  committed  to  what  one 
eminent  British  engineer  recently  described  as  "the  miserable  3  ft.  6  in. 
gauge."*  China  has  adopted  4  ft.  8^  in.,  the  Trans-Siberian  Railway 
is  5  ft.  0  in.,  the  South  Manchurian  Railway  and  the  Korean  rail- 
ways are  4  ft.  8^  in.,  and  the  Japanese  railways  are  mostly  3  ft. 
6  in.,  with  some  2  ft.  6  in.,  though  it  is  stated  that  these  latter  are  to 
be  changed  to  4  ft.  8^  in.  as  the  result  of  their  failure  to  meet  the 
emergency  caused  by  the  Russian  war. 

It  is,  perhaps,  true  that  the  possible  use  of  railways  for  war  pur- 
poses can  hardly  be  considered  as  an  important  economic  factor  in 
determining  the  basis  on  which  they  shall  be  designed — at  least  it  is 
hardly  as  important  in  America,  either  North  or  South,  as  it  might 
be  in  Europe  or  Asia — still  the  experience  of  the  Japanese,  as  well 
as  the  English  in  India,  tends  to  show  the  inferiority  of  the  narrow 
gauge  for  transportation,  especially  in  an  emergency.  In  countries 
growing  as  rapidly  as  those  of  southern  South  America,  this  really 
means  that  it  will  not  be  long  before  the  narrow-gauge  lines  will 
reach  the  same  state  of  inadequacy  to  meet  the  natural  development 
and  growth  of  a  new  country  as  they  have  wherever  they  have  been 
submitted  to  the  emergency  test  of  war.f 

This  is  already  apparent  on  some  of  the  lines  in  the  Argentine, 
and,  in  Brazil,  the  Paulista  Railway  Company  is  now  reconstructing 
its  narrow-gauge  lines  west  of  Rio  Claro  to  5  ft.  3  in.,  as  it  cannot 
handle  the  business  offered,  although  the  heaviest  narrow-gauge  equip- 
ment, both  locomotives  and  rolling  stock,  is  being  used.  Some  further 
notes  in  regard  to  the  experience  of  other  countries  with  lines  of 
various  gauges  are  given  in  Appendix  A. 

♦"The  Railway  Gauges  of   India,"  by  Sir  Frederick  Robert  Upton,  Minutes  of  Pro- 
ceedings, Inst.  C.  E.,  Vol.  CLXIV,  p.  196. 
t  See,  also.  p.  341. 
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Some  matters  treated  in  this  pai^er  are,  perhaps,  not  strictly 
technical,  or  may  be  considered  somewhat  elementary;  but,  as  this 
subject  is  of  interest  to  laymen  as  well  as  to  engineers,  and  as  the 
latter  may  often  be  called  on  to  present  the  arguments,  for  or  against 
the  adoption  of  any  particular  gauge,  to  governments,  the  public,  or 
investors,  it  has  been  thought  desirable  to  include  them  all.  In  regard 
to  some  phases  of  the  technical  aspect  of  the  subject,  also,  certain 
matters  have  been  included  which  have  long  been  accepted  as  almost 
axiomatic  by  engineers  in  North  America,  though  it  is  the  writer's 
experience  that  they  are  not  always  so  accepted  elsewhere. 

The  lengths  of  the  lines  of  various  gauges  in  the  countries  to  the 
south  of  Mexico  (which  latter  is  practically  all  standard  (4  ft.  S^-in.) 
gauge)  are  shown  in  Table  1.*  Generally  throughout  the  paper,  when 
speaking  of  narrow  gauge,  it  will  be  considered  to  include  the  3-ft., 
1-m.  and  3  ft.  6-in.  The  medium  or  standard  gauge  is  the  United 
States,  4  ft.  8J-in.  The  broad  is  5  ft.  3-in.  and  5  ft.  6-in.  It  may 
be  noted  that  the  standard  is  5  ft.  3-in.  on  the  Irish  Railways,  and 
5  ft.  6-in.  on  the  Indian  Railways. 

TABLE  1. — Length,  in  Miles,  of  Railroads  of  Various  Gauges  in 
Countries  South  of  Mexico. 
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Guatemala 

453 
100 
24 

172 
564 

Costa  Rica 

Panama 

30 

340 
24 

63 

18 
199 

110 

60 

Ecuador 

278 
15 

Peru 

262 
54 

8 

994 

Bolivia 

468 
554 

Chile 

2  359 

6  181 

279 

517 
1  589 

232 
1  374 

497 

11  942 

Paraguay 

Uruguay 

Brazil 

11  315 

286 

Totals 

110 

1022 

1257 

19  926 

1525 

4  766 

30 

286 

12  439 

*  Compiled  from  "  Universal  Directory  of  Railway  Officials." 
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="'  Appendix  A  contains  a  table  showing  the  length  of  the  lines  of 
the  various  gauges  throughout  the  world,  the  total  length  of  each 
gauge  being,  approximately: 

Broad  145  300  kilometers  =     90  086  miles. 

Medium     727  799  "  =  451 235       " 

Narrow       183  416  "  =  113  719       " 

The  accompanying  map,  Plate  IX,  shows  the  railway  lines  of  South- 
em  Brazil,  Uruguay,  Paraguay,  the  Argentine,  and  parts  of  Chile, 
Peru,  and  Bolivia,  and  indicates  the  extent  of  each  of  the  three 
gauges  and  their  location.  Speaking  generally,  it  will  be  noted  that 
the  Brazilian  railways  are  nearly  all  narrow-gauge,  with  the  excep- 
tion of  parts  of  the  important  lines  of  the  Sao  Paulo  and  Paulista 
Railways,  running  into  the  interior  from  Santos,  the  line  of  the 
Central  Railway  of  Brazil  connecting  Sao  Paulo  and  Rio,  and  a  line 
from  this  latter  point  into  the  interior,  all  of  these  being  5  ft.  3-in. 
The  medium-gauge  (4  ft.  8^-in.)  lines  occupy  the  strip  of  country 
between  Brazil  and  the  Parana  River,  including  the  whole  of  Uruguay 
and  Paraguay,  and  the  Argentine  Provinces  of  Entre  Rios  and  Cor- 
rientes.  In  the  Argentine,  the  most  intensively  developed  section — 
that  lying  between  the  City  of  Bahia  Blanca  on  the  south,  and  the 
Cities  of  Rosario,  Cordoba,  and  Mendoza  on  the  north — is  occupied 
principally  by  the  broad-gauge,  the  narrow-gauge  railways  occupying 
the  section  to  the  north  of  this,  though  in  the  zone  between  Buenos 
Aires,  Mendoza,  Cordoba,  and  Santa  Fe,  the  territory  is  divided 
between  the  two,  the  broad-gauge  having  somewhat  the  advantage. 
Chile  and  Bolivia  seem  to  be  committed  to  the  meter-gauge  for  all 
new  lines,  the  former,  however,  has  seven  distinct  gauges,  and  in 
Bolivia  the  Antofogasta  Railway  is  2  ft.  6-in.  Peru,  although  fully  as 
mountainous  as  any  part  of  Chile  or  Bolivia,  has  practically  adopted 
the  4  ft.  8^i-in.  gauge,  its  lines  being  among  the  highest  in  the  world, 
with  several  hundred  miles  at  elevations  of  more  than  10  000  ft.  above 
sea  level,  the  famous  Oroya  Railway  reaching  15  583  ft.,  the  highest 
main  line  in  the  world.  North  of  Peru  the  lines  are  nearly  all  narrow- 
gauge  until  Mexico  is  reached,  the  single  exception  being  the  Panama 
Railway,  which  is  5  ft. 

A  more  detailed  description  of  the  railways  of  the  Argentine,  and 
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of  the  climatic,  topographical,  general  physical  conditions,  and  business 
of  the  southern  part  of  South  America  is  given  in  Appendix  B. 

Effect  of  Gauge  on  Location. — It  is  quite  generally  supposed  that 
the  narrow-gauge  is  better  adapted  to  mountain  location  than  the  wide- 
gauge,  because  it  permits  the  use  of  sharper  curves  and  steeper  gradi- 
ents. Within  the  limits  of  practical  railroad  operation,  this  supposi- 
tion is  not  warranted  by  the  facts,  when  comparing  meter  and  4  ft. 
8i-in.,  and  there  is  very  little  difference  with  regard  to  5  ft,  6-in. 

Curvature. — Within  the  limits  of  curvature  allowed  on  the  meter- 
gauge  roads  of  the  Argentine,  that  is,  with  a  minimum  radius  of 
490  ft.  (150  m.),  it  is  quite  possible  to  operate  5  ft.  6-in.  gauge 
rolling  stock,  w^hich,  as  a  matter  of  fact,  is  handled  every  day  in  long 
trains  with  side-buffers  in  the  yards  at  the  terminals  over  No.  8  turn- 
outs which  have  a  radius  of  about  485  ft.  (148  m.),  and  over  main- 
line, No.  10  turnouts  with  a  radius  of  780  ft.  (241  m.).  There  are 
said  to  be  branches  on  some  of  the  broad-gauge  roads  with  curves  of 
490  ft.  (150  m.)  radius;  and  the  line  to  the  power-station  at  Lules, 
near  Tucuman,  over  which  broad-gauge  trains  are  operated,  has  curves 
of  less  radiiis  than  this.  The  Southern  has  just  located  a  line  with 
curves  of  656  ft.  (200  m.)  radius  across  the  mountains  beyond  Neuquen. 

The  idea  still  exists  in  tlie  minds  of  many  people  that  trains  can 
actually  pass  sharper  curves  on  a  narrow-gauge  than  on  a  broad- 
gauge.  "Reduced  to  absurdity",  this,  of  course,  is  so,  but  within  the 
limits  of  practical  railroad  operation,  on  such  lines  as  those  under 
consideration,  it  is  not,  and  there  can  be  no  question  that  trains  of 
5  ft.  6-in.  gauge  with  center  couplings  can  pass  around  any  curves 
which  it  is  practical  to  operate  on  meter-gauge  lines  built  to  do 
business.  Sharp  curvature  limits  the  speed  of  trains,  and  in  this 
respect  it  imposes  quite  as  much,  probably  greater,  limitation  on 
narrow-gauge  trains  by  reason  of  their  lesser  stability  than  it  does  on 
broad-gauge  trains.  The  fallacy  that  sharper  curves  are  not  possible  on 
broad-gauge  lines  probably  arose  in  the  early  days,  before  the  swiveling 
truck  was  introduced.  The  possible  adaptability  of  the  broader  or 
medium  gauge  to  the  conformation  of  the  ground  has  also  quite 
generally  been  confused  by  the  assumption  that,  because  the  gauge 
was  broader  the  whole  road  and  rolling  stock  must  be  of  heavy  con- 
struction;  that   is,   with   many   people  the   term   "light"   railways   has 
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been  considered  synonymous  with  narrow-gauge,  whereas  there  is  no 
reason  that  light  rails  and  light  rolling  stock  cannot  be  used  as  well 
on  broad-gauge  as  on  narrow.  One  has  only  to  consider  the  rolling 
stock  in  use  on  British  Railways  25  years  ago,  or  even  to  a  large  extent 
in  England  to-day,  with  the  little  5-,  8-,  and  10-ton  wagons,  to  realize 
this.  The  use  of  sharp  curvature  is  by  no  means  advocated  as  desir- 
able, as  the  objections  to  its  use  are  fully  realized,  but  the  objections 
to  sharp  curvature  are  no  less  on  meter-gauge  than  on  the  medium  or 
broad. 

Properly  designed  rolling  stock  is,  of  course,  a  necessity  in  any 
case.  Certain  40-ton  shunting  engines  of  the  Cordoba  Central  Rail- 
way (meter-gauge)  have  difficulty  in  passing  curves  of  328  ft.  (100  m.) 
radius  in  the  yards,  by  reason  of  their  stiff  frames  and  long  wheel 
base.  The  850  000-lb.  Mallets  on  the  Atchison,  Topeka  and  Santa  Fe 
Railroad  in  the  United  States  (4  ft.  SA-in.)  are  operated  on  curves  of 
only  slightly  greater  radius  without  trouble,  and  haul  trains  of  stand- 
ard Pullman  equipment,  the  coaches  being  from  65  to  75  ft.  long. 

A  locomotive  of  the  Mikado  (2-8-2)  type,  having  a  total  weight  of 
285  000  lb.  (220  000  lb.  on  drivers),  built  by  the  Baldwin  Locomotive 
Works,  has  just  been  put  in  service  on  the  railway  of  the  Woodward 
Iron  Company  (4  ft.  8^-in.),  on  a  line  with  3%  grades  and  16°  (110 
m.  radius)  curves. 

The  New  York  City  Elevated  Railways  (4  ft.  8i-in.)  were  built  about 
35  years  ago,  and  are  operated  on  an  open  steel  viaduct  over  the 
streets  of  New  York.  Nearly  a  million  passengers  and  about  1  000 
trains  a  day  pass  over  them.  They  have  several  curves  of  90  to  125 
ft.  (30  to  40  m.)  radius,  and  have  an  enviable  record  for  safety,  only 
one  accident  to  a  train  in  which  the  life  of  a  passenger  was  lost  having 
occurred  in  35  years.  These  lines  were  formerly  operated  by  steam, 
but  now  by  electricity  with  multiple-unit  trains. 

On  the  lines  of  the  New  York  City  Subway  (4  ft.  84-in.),  built 
about  5  years  ago,  an  average  of  more  than  1  000  000  passengers  are 
carried  daily.  On  these  lines  the  radius  of  many  curves  is  147  ft.,  over 
which  cars  51  ft.  long  and  9  ft.  Oi  in.  wide,  are  operated  in  lO-car 
trains  by  the  multiple-unit  system. 

Table  2  contains  some  data  for  standard-gauge  lines  operating 
(many  with  a  very  heavy  traffic)  over  sharp  curves  and  heavy  gradients, 
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some  of  them,  as  will  be  seen,  rising  to  quite  high  elevations  and  thus 
indicating  the  adaptability  of  the  4  ft.  8J-in.  gauge  to  mountain 
location. 

TABLE  2. — Data  Relating  to  Gradients,  Curvature,  Etc.,  on 
'liifuY!  ol  .'  Certain  Railroads. 


Grade. 

Radius  op 

Curves. 

Elevation  of 
summit. 

In 
feet. 

In 
meters. 

Remarks. 

4.49% 
2.3()o/o 
3.300/0 
3.80% 
3.500/0 
3.00% 
4.750/0 
4.000/0 

498 
574 
357 
498 
193 

"298' 

152 
175 
109 
150 
59 

"gi 

5  299  ft.  (1740  m.) 

Spiral  tunnels. 
425-ton  Mallet. 

Atchison,  Topeka  and  Santa  F6 
Denver  and  Rio  Grande 

7  510  ft.  (2  464  m.) 
10  433  ft.  (3  423  m.) 

Georgetown  loop. 

Mersey  Tunnel 

Mexican  Railway 

Nitrate  Railway  of  Chile 

Central  Railway  of  Peru 

15  865  ft.  (5  205  m.) 

On  the  Atchison,  Topeka  and  Santa  F^  Railroad — a  transcontinental  line  of  very  heavy 
traffic— articulated  locomotives  of  the  Mallet  type,  weighing  425  tons  (engine  and  tender), 
are  in  use. 

Canadian  Pacific  :  The  old  4.49?i'  grade  has  been  operated  by  adhesion  since  1885  up  to 
within  a  year  or  two  ago.  when  the  spiral  tunnels  on  curves  of  574  ft.  (175  m.)  radius  were 
built  and  the  grade  reduced  to  2.2  per  cent. 

On  the  Nitrate  Railway  of  Chile.  4  ft.  Sj^-in.  gauge,  a  duplex  articulated  locomotive 
hauls  200  tons  at  8  miles  per  hour  on  3  to  i'i  grades  (average  2.8%)  with  curves  of  300  ft. 
radius. 

In  connection  with  the  location  of  the  line  of  the  Wolgan  Valley 
Railway  in  Australia,  the  whole  question  of  gauge  and  the  adaptability 
of  standard  (4  ft.  8^-in.)  gauge  to  difHcult  mountain  location  was 
carefully  studied  by  the  Chief  Engineer,  Mr.  H.  Deane,  who  reported 
as  follows: 

"To  bring  the  line  within  the  region  of  practicable  cost,  a  ruling 
grade  of  1  in  25  was  adopted,  with  curves  of  5  chains  [330  ft.  =  100  m.] 
radius.  There  was  no  possibility  of  compensating  for  curvature,  and 
the  1  in  25  grades  occur,  therefore,  on  5-chain  curves,  so  that  the 
actual  ruling  grade  may  be  said  to  be  1  in  22.5  not  1  in  25.  A  study 
of  plan  and  section,  as  well  as  an  inspection  on  the  ground,  will  show 
how  rigid  were  the  conditions  of  the  problem. 

"Bound  up  with  the  whole  question  was  that  of  gauge.  Steep 
grades  on  a  narrow  gauge  limit  the  load  too  much.  It  was  anticipated 
that  when  the  Company  was  in  full  swing,  over  1  000  tons  of  goods 
would  have  to  be  conveyed  over  the  line  daily.  It  was  clear,  there- 
fore, that  the  standard  gauge  must  be  adopted,  especially  as  the  Rail- 
way Commissioners  had  offered  to  lend  their  rolling  stock  if  that 
gauge  were  not  departed  from.  But  how  about  curvature?  it  will  be 
said.     Was  it  not  excessive?     No.     Not  for  the  wagons,  which  were 
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daily  hauled  safely  over  the  Camden  Railway  with  its  5-chain  curves. 
But  what  about  locomotives  ?  On  the  Western  line,  curves  of  8  chains 
[528  ft.  =  173  m.]  radius  were  originally  constructed,  and  had  all  been 
cut  out  because  the  wear  of  rails  and  flanges  had  been  excessive. 

"This  question  had  to  be  solved  by  looking  to  the  practice  of  other 
countries.  In  New  South  Wales  the  locomotives  were  too  stiff.  Some 
other  type  must  be  adopted. 

"During  an  extensive  journey  around  the  world  in  1894,  I  found 
numerous  curves  of  16  degrees,  equal  to  5-i  [363  ft.  =  111  m.]  chains 
radius,  one  curve  of  18°,  equal  to  4.8  chains  radius  and  one  of  22°, 
equal  to  4  chains  radius,  on  the  Southern  Pacific  Railway  system  in 
the  Western  United  States,  and  these  were  traversed  by  8-wheeled 
coupled  American  locomotives  of  the  Consolidation  type.  This  was 
rendered  possible  by  providing  two  of  the  pairs  of  wheels  with  broad, 
plain  treads  in  place  of  flanging  them.  The  curves  mentioned  have 
now  been  cut  out,  but  they  were  worked  for  many  years. 

"In  1904  I  travelled  in  a  train  on  the  main  line  of  the  Canadian 
Pacific  Railway  where  one  curve  of  3i  chains  [231  ft.  =  70  m.]  radius 
exists.     All  the  Company's  locomotives  traverse  this  curve. 

"On  some  of  the  mining  branches  of  the  Canadian  Pacific  Railway, 
where  curves  of  5  chains  and  grades  of  4^%,  equal  to  1  in  22.5,  exist, 
Shay  locomotives  are  used. 

"On  the  Tamaulipas  Railway,  a  scenic  line  in  California,  there 
are  curves  of  70  and  80  ft.  [21  to  25  m.]  radius,  the  trafiic  being 
hauled  by  locomotives  of  the  Shay  type. 

"On  the  Kandy  Railway  in  Ceylon  there  are  curves  of  5  chains 
radius,  the  gauge  being  5  ft.  6  in.  These  are  negotiated  by  locomo- 
tives built  by  Ivitson  and  Company,  of  Leeds.  They  are  6-wheeled, 
coupled,  with  bogie  in  front.  The  middle  wheels  have  thin  flanges, 
considerable  play  in  the  axle  boxes  is  allowed,  and  the  connecting  rod 
and  side  rod  pins  are  barrel  shaped,  so  as  to  permit  of  the  rods  work- 
ing out  of  the  straight  line." 

As  a  further  concrete  example  of  the  possibilities  of  operating  on 
standard  gauge  over  mountain  lines  with  heavy  gradients  and  sharp 
curvature,  the  following  may  be  cited,*  the  line  being  part  of  one  of 
the  Transcontinental  routes  in  the  United  States: 

The  main  line  of  the  Southern  Pacific  Railroad  in  California,  be- 
tween Bakersville  and  Mojave,  a  distance  of  about  68  miles  (109  km.), 
is  single  track,  with  maximum  grades  of  2.2%,  uncompensated  against 
traffic  both  ways,  and  10°  20'  (555  ft.  =  169  m.  radius)  curves.  There 
is  one  continuous  curve  with  a  total  central  angle  of  566°,  nearly 
all  of  which  has  a  radius  of  less  than  600  ft.    (180  m.),  18  tunnels 

*  Railway  Age  Gazette,  July  25th,  1913. 
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with  a  total  length  of  8  115  ft.  (2  473  m.)  and  about  4  000  ft.  (1  219  m.) 
of  bridging.    The  summit  is  4  025  ft.  (1  227  m.)  above  sea  level. 
The  engines  used  on  this  line  are  as  follows: 
Passenger  service,  Mogul  (2-6-0)  type: 

Total  weight  of  engine 166  320   lb. 

"  "       on    drivers ...,.,,..,. .   144 120     " 

Tractive    effort 33  320     " 

Helper  engines,  Consolidated  (2-8-0)  type : 

Total  weight  of  engine 208  000    lb. 

"  "       on  drivers 187  000     " 

Tractive    effort 43  305     " 

r)iYOiq   . 

Freight  engines.  Mallet  (2-8-8-2)  type: 

Total  weight  of  engine 435  800  lb. 

"             "       on    drivers 401000  " 

Tractive    effort. 94  880  " 

On  a  single  day  in  January,  1913,  36  trains  passed  over  this  sec- 
tion, of  which  16  were  passenger  trains  handling  110  passenger  cars, 
6  305  tons,  and  20  freight  trains  handling  886  cars,  30  725  tons,  a  total 
of  36  trains,  996  cars,  37  030  tons.  So  that,  although  sharp  curvature 
is  not  by  any  means  advocated  as  desirable,  it  can  be  shown  that 
where  the  exigencies  of  the  topography  demand  its  use,  standard- 
gauge  equipment  can  be  operated  on  it  quite  as  well  as  on  meter- 
gauge,  and  the  possibilities  of  reducing  operating  costs  by  the  use  of 
larger  engines  far  outweigh  any  small  economies  in  the  first  cost  of 
narrow-gauge  by  reason  of  slightly  decreased  width  of  roadbed  and 
shorter  ties. 

Gradients. — As  regards  gradients,  of  course,  the  gauge  makes  no 
difference,  the  same  power  being  required  in  each  case  to  move  the 
same  weight  and  kind  of  train.  Wider  gauge,  however,  permits  the 
design  of  larger  locomotives,  much  beyond  the  limit  of  capacity  of  the 
narrow-gaiige,  and  the  wider  firebox  and  freedom  from  the  cramped 
space  of  the  narrow-gauge  is  a  decided  advantage.  It  is  a  fact  that 
standard-gauge  locomotives  are  worked  on  short  stretches,  such  as 
approaches  to  coaling  stations,  etc.,  by  adhesion,  on  grades  as  steep 
as  10%,  and  Shay  geared  locomotives  regularly  on  grades  of  4  and 
5% ;  and,  as  noted  previously,  there  are  several  lines  of  heavy  traffic 
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worked  by  adhesion  locomotives  on  grades  between  3  and  4%,  and 
until  only  recently  the  Canadian  Pacific  had  grades  of  4^%  on  its 
main  transcontinental  line  worked  by  ordinary  locomotives.  The 
writer  knows  of  no  steeper  grade  than  this  regularly  worked  by  ad- 
hesion on  narrow-gauge. 

As  in  the  case  of  curves,  steep  gradients  are  not  advocated  as  by 
any  means  desirable,  but  the  ability  to  operate  trains  on  them  is  not 
affected  by  gauge,  except  in  the  one  very  important  item  against  the 
narrow-gauge  of  the  very  limited  capacity  of  the  locomotives  as  com- 
pared with  the  wider  gauge.  The  heaviest  locomotive  of  the  Mallet 
type,  built  for  narrow-gauge,  weighs  176  tons,  as  compared  with  425 
tons  for  the  heaviest  standard-gauge,  or  in  the  proportion  of  1  to  2.4. 

Speed. — At  present  there  is  little  demand  in  the  Argentine  'for 
speeds  in  excess  of  those  which  can  comfortably  be  maintained  on 
narrow-gauge  lines  in  first-class  condition,  but  the  growth  of  the 
country  is  so  great  that  it  is  rapidly  reaching  the  point  where  fast 
speeds  will  have  to  be  maintained  over  long  distances  in  order  to  get 
passengers  and  mail  to  their  destinations  within  a  reasonable  time. 
There  is  no  reason  to  think  that  the  Argentine  will  long  remain  con- 
tent with  inferior  service,  but  will  expect  and  will  get  as  good  service 
as  is  obtained  in  North  America,  with  which  region  its  transportation 
system  will  be  most  closely  comparable. 

A  tabulation  of  the  regular  schedule  of  the  principal  long-distance 
and  fast  trains  in  the  Argentine  at  the  present  time  shows  the  maxi- 
mum and  average  speeds  to  be  as  follows : 

Kilometers  per  hour:  Miles  per  hour: 

Maxitnuin.  Average.  Maximum.  Average. 

Broad    gauge 61.8         46.3  38.4         28.8 

Medium    "     30.0        28.4  18.6        17.6 

Narrow     "     39.6         29.0  24.6         18.0 

It  is  well  known  that  in  Europe  speeds  of  50  to  56  miles  per  hour 
are  maintained  regularly  for  distances  of  200  miles  and  more  by  a 
large  number  of  trains  daily.  There  are  many  fast  trains  in  the 
United  States,  at  least  25  or  more  daily,  which  do  as  well  or  nearly 
so,  though  they  are  much  heavier. 

On  the  transcontinental  and  other  long-distance  runs  in  the  United 
States,  varying  from  1  000  to  2  500  miles,  average  speeds  of  35  to  40 
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miles  per  hour  are  maintained,  and  daily  trains  between  New  York 
and  Chicag'o  on  two  roads  average  more  than  50  miles  per  hour 
for  the  1  000-mile  run. 

Most  of  the  lines  in  the  Argentine,  and  practically  all  those  cited, 
have  very  light  gradients  and  good  alignment,  whereas,  in  the  United 
States,  most  of  the  lines,  especially  the  transcontinental  lines  where 
they  cross  the  Rocky  Mountains,  have  sections  of  long  heavy  gradients 
with  consideral)le  curvature;  so  that,  both  actually  and  comparatively, 
the  Argentine  is  far  behind  the  United  States  and  Europe  in  the 
matter  of  speed,  and  the  narrow-gauge  lines  are  far  behind  the  broad- 
gauge.'  The  medium-gauge  lines  of  the  Entre  Rios  and  the  North 
East  Argentine  Railways  can  hardly  be  considered  for  comparison 
at  present,  as  they  are  not  in  good  physical  condition,  but  they 
already  have  in  hand  plans  looking  toward  an  improved  service 
between  Buenos  Aires  and  the  North  which  should  enable  them  to  run 
their  trains  through  to  Posadas  or  Corrientes  in  about  24  hours,  or  at 
an  average  speed  of  30  miles  per  hour,  or  faster  if  necessary. 

In  a  discussion  before  the  Institution  of  Civil  Engineers  of  Great 
Britain  in  regard  to  the  gauge  of  Indian  Railways,  and  in  reply  to  a 
question  as  to  whether  high  speed  was  necessary  in  that  country,  the 
statement  was  made  that,  "India,  like  every  other  country,  had  pro- 
gressive ideas  of  speed,  comfort,  and  safety,  and  these  would  have  to 
be  met."  There  can  be  no  question,  also,  that  this  applies  equally  to 
the  Argentine  and  Brazil. 

For  passenger  service  the  narrow-gauge  is  hopelessly  handicapped, 
and  can  never  meet  the  requirements  of  modern  railway  service  either 
in  speed,  comfort,  or  safety.  An  ordinary  through  passenger  train  in 
the  Argentine  will  consist  of  about  twelve  coaches,  part  of  which  will 
be  sleepers,  diners,  etc.  Such  a  train  in  the  United  States  would 
weigh  between  700  and  800  tons  loaded,  but,  owing  to  the  generally 
lighter  construction  of  the  Argentine  rolling  stock,  the  total  weight 
on  the  broad-  or  medium-gauge  lines  there  would  be  about  500  tons, 
and  on  the  narrow-gauge,  with  the  same  type  of  rolling  stock,  it 
would  weigh  about  400  tons,  with  less  than  three-quarters  the  capacity. 

It  is  possible,  on  narrow-gauge  lines,  in  first-class  condition,  with 
the  best  design  of  engine,  to  reach  a  maximum  speed  of  50  miles  per 
hour  on  a  level  grade  with  a  comparatively  light  train  (250  to  300  tons). 


THE   GAUGE   OF  RAILWAYS  337 

On  grades  even  as  light  as  0.5  to  0.6%,  which  are  the  ruling  ones 
on  most  of  the  lines  of  heavy  traffic  of  the  Argentine,  and  are  the 
grades  on  the  Central  Cordoba  Railway  line  between  Buenos  Aires  and 
Rosario,  the  best  average  speed  would  hardly  be  more  than  40  miles 
per  hour,  which  would  mean  that  the  Central  Cordoba  could  not,  at 
the  best,  make  the  journey  in  less  than  4^  hours,  as  compared  with  the 
present  actual  time  of  the  Central  Argentine  Railway  of  5  hours,  and 
the  possibility  of  the  latter  doing  it  easily  in  3^  hours,  if  necessary, 
that  is,  at  an  average  speed  of  about  50  miles  per  hour  for  the  run. 

With  a  train  of  400  tons,  the  sustained  speed  between  stations  on 
the  narrow-gauge,  with  very  good  track,  will  not  exceed  40  miles  per 
hour,  and  the  average  speed  of  express  trains,  including  stops  not 
oftener  than,  say,  once  every  62  miles  (100  km.)  will  not  be  more 
than  35  miles.  This  speed  might  be  adequate,  but  it  can  only  be 
attained  on  almost  perfect  track,  and  even  then  at  a  considerable 
sacrifice  of  the  margin  between  safety  and  recklessness.  The  effect 
of  every  slight  irregularity  in  the  track  is  felt  very  much  more  on 
the  narrow-gauge  than  on  medium  or  broad,  and  in  this  respect  the 
broad  has  an  advantage  over  the  medium  in  a  country  like  the 
Argentine,  where  stone  or  gravel  ballast  is  so  expensive. 

Stahility. — The  lesser  stability  of  the  narrow-gauge  will  be  imme- 
diately realized  when  one  stops  to  consider  that  the  height  of  passen- 
ger coaches  must  be  practically  the  same,  no  matter  what  the  gauge  is. 
Considering  the  gauge  reduced  to  a  minimum  with  the  height  remain- 
ing the  same,  it  can  be  seen  that  a  difference  in  level  of  the  two 
rails  of,  say,  ^-in. — less  than  that  of  many  low  joints  in  earth  ballast — 
would  be  sufficient  to  overturn  a  sufficiently  narrow  and  high  vehicle, 
whereas  it  would  have  very  little  effect  on  a  wide  one,  even  at  high 
speed.  Then  again,  as  soon  as  unevenness  develops  in  the  track,  the 
shock  caused  by  passing  trains  is  greater  on  the  narrow-gauge  by 
reason  of  the  high  center  of  gravity,  more  height  in  proportion  to 
width,  and  becomes  worse  much  more  quickly,  thiis  increasing  the 
cost  of  maintenance  and  making  the  hard-riding  track  io  often  noticed 
on  narrow-gauge  roads.  Fig.  1  will,  perhaps,  help  to  emphasize  this 
point,  which  is  quite  important  and  often  lost  sight  of  by  those  who 
compare  the  efficiency  of  rolling  stock  on  one  gauge  or  the  other. 
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The  growing  realization  of  the  fact  that  the  speed  and  weight  of 
modern  trains  are  producing  stresses,  even  in  the  very  best  of  modern 
track,  far  greater  than  were  formerly  suspected,  is  shown  by  the 
action  of  the  Canadian  Society  of  Civil  Engineers,  which,  recognizing 
the  probable  existence,  due  to  increased  loads,  of  stresses  not  satis- 
factorily distributed  by  the  old  short  ties,  has  advocated  a  longer  tie. 

The  Railroad  Commissions  of  the  States  of  Pennsylvania  and  New 
York  have  ordered  a  reduction  in  the  speed  of  the  fast  18-hour  Chicago 
trains,  due  to  the  difficulty  of  keeping  the  track  in  sufficiently  good 
condition  to  permit  these  high  speeds.  The  following  is  from  a  recent 
editorial  in  a  technical  journal:* 

"It  seems  to  us  worth  while  at  this  time  to  enter  strong  protest 
against  any  further  increase  in  the  loads  which  are  imposed  on  the 
steel  rails,  track  and  bridges  of  American  Railways." 


Fig.    1. 

In  the  same  journalf  there  is  the  following: 

"The  problem  of  weight  is  particularly  difficult  in  regard  to  pas- 
senger locomotives  [United  States  4  ft.  S^-in.  gauge]  *  *  *, 
Already  we  have  axle  loads  of  60  000  to  68  000  lb.,  and  the  impact 
effect  or  hammer-blow  of  such  loads  at  high  speeds  is  very  severe 
upon  joints,  frogs,  low  spots,  and  the  track  in  general." 

The  foregoing  comments  receive  additional  force  when  applied 
to  narrow-gauge  roads,  where  the  much  greater  height  in  proportion 
to  the  width  of  the  vehicles  imposes  additional  shocks  and  much 
greater  impact  stresses  than  on  the  wider  gauge. 

It  is  well  known,  of  course,  that  in  the  transmission  of  the  power 
from  the  reciprocating  parts  of  the  locomotive  engine  to  the  wheels 
there  is  an  unbalancing  of  forces  which  is  only  partly  overcome  by 
the  counterbalancing  of  the  wheels.     Take,  for  instance,  a  Pacific  type 


*  Engineering  News,  December  26th,  1913. 
+  July  nth,  1912. 
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engine  with  60  000  lb.  per  axle,  running  at  60  miles  per  hour,  the 
rail  pressures  under  each  wheel  will  vary  from  about  20  000  to  40  000 
lb.  at  each  revolution,  according  to  the  position  of  the  counterbalance 
in  relation  to  the  rail. 

An  attempt  to  overcome  this  has  been  made  in  the  class  of  engines 
known  as  balanced  compounds,  which  have  been  used  to  a  somewhat 
greater  extent  in  Europe  than  in  the  United  States.  In  this  type  of 
counterbalanced  locomotive  the  four  cylinders  are  arranged  in  a  row, 
two  inside  and  two  outside  the  frame,  and  by  the  alternating  action 
of  the  units  of  each  pair  they  tend  to  overcome  much  of  the  unbal- 
ancing of  forces  noted  above.  It  is  hoped  that  the  use  of  this  type 
will  tend  to  reduce  the  excessive  track  stresses  with  which  we  now 
have  to  contend,  but,  on  account  of  the  necessary  arrangement  of 
the  cylinders,  it  cannot  very  well  be  adopted  for  the  narrow-gauge, 
due  to  lack  of  requisite  width  and  space  for  the  arrangement  of  the 
cylinders. 

As  a  concrete  illustration  of  the  maximum  speed  necessary  in  order 
to  move  goods  traffic  at  even  the  rather  slow  average  rate  of  15  miles 
(24  km.)  per  hour,  the  following  extract  from  a  discussion  of  the 
problems  affecting  the  transportation  of  fruit  and  vegetables  in  the 
United  States  by  the  Assistant  General  Manager  of  the  St.  Louis 
and  San  Francisco  Railway,  is  of  interest.* 

Citing  the  run  from  New  Orleans  to  Denver,  1  515  miles  (2  438 
km.),  he  states  that  at  an  average  speed  of  15  miles  per  hour,  which 
seems  quite  slow  for  fruits  and  vegetables,  the  total  time  on  this  trip 
would  be  101  hours.  To  get  the  actual  running  time  there  would  have 
to  be  deducted: 

Time  lost  at  10  district  terminals,  1^  hours  each  =  15  hours. 

Time  lost  on  each  of  10  divisions  of  a  single-track 
road  for  passing  other  trains,  taking  water 
and  coal,  say,  2  hours  each. =20       " 


f  srit  rokli)  yil: 


Total  . '.  :'r:.  :":y: . Tr. . :: .?.?.  :v^:r. . . .     35  hours. 

This  leaves  66  hours  actual  running  time,  or  an  average  speed  of 
about  24  miles  (39  km.)  per  hour.  In  order  to  make  this  average 
speed,  and  considering  the  time  lost  for  slow  speeds  on  heavy  grades, 

*  Railway  Age  Gazette,  February  7th,  1913. 
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slowing  down  for  orders  (this  particularly  in  the  Argentine  with  the 
"Via  Libre"  system),  signals,  crossings,  junctions,  etc.,  makes  it  neces- 
sary to  attain  a  speed  of  40  miles  (65  km.)  per  hour  at  least,  on  a  good 
proportion  of  the  distance. 

To  do  that  with  the  average  freight  train  necessitates  quite  good 
track — it  certainly  would  be  verging  on  the  dangerous  to  attempt  it 
on  even  fairly  good  track  on  the  narrow-gauge. 

Rolling  Stock. 

One  of  the  claims  in  favor  of  the  narrow-gauge  most  frequently 
heard  is  that  of  the  better  -utilization  of  the  rolling  stock;  that  the 
width  of  the  cars  is  greater  in  proportion  to  the  width  of  the  gauge 
than  it  is  on  the  wider  gauges;  that  there  is  less  dead  load  to  paying 
load,  and  often  that  it  is  cheaper. 

The  first  of  these  claims  is  undoubtedly  correct,  as  far  as  it  goes, 
but  whether  or  not  this  is  a  real  advantage  is  questionable,,  for,  as 
already  pointed  out,  the  impact  due  to  the  oscillations  caused  by 
imperfections  in  the  track  (by  reason  of  the  proportionately  greater 
height  of  the  meter-gauge  vehicles  in  relation  to  the  width  of  gauge) 
is  greater,  and  it  is  evident  that  this  is  also  increased  by  the  greater 
overhang.  This  causes  a  rougher-riding  track  and  increased  cost  of 
maintenance,  the  narrow-gauge  being  forced  to  the  limit  in  the  matter 
of  overhang,  in  order  to  provide  reasonable  capacity.  That  the  other 
claims  cannot  be  substantiated  is  believed  to  be  shown  by  the  follow- 
ing discussion. 

Passenger  Cars. — When  it  is  considered  that  for  passenger  trains 
the  capacity  of  the  narrow-gauge  is  only  three  passengers  in  the  same 
length  of  coach  as  will  provide  accommodation  for  four  on  either 
the  medium  or  broad,  it  is  seen  at  once  that  the  slight  extra  cost  of 
construction  of  the  latter  is  more  than  justified.  Comparing  the  me- 
dium and  broad,  the  medium  accommodates  four  passengers  quite 
comfortably,  two  on  each  side  of  the  aisle,  the  broad-gauge  does  the 
same,  with  some  slight  excess  of  room,  and  it  is  useless  for  passenger 
business  to  consider  increasing  the  width  of  the  broad-gauge,  because, 
to  be  effective,  this  would  involve  three  passengers  on  one  side  and 
two  on  the  other,  which,  besides  making  unequal  loading,  would  not 
be  comfortable  and,  therefore,  is  out  of  the  question.     In  the  dining 
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ears  the  medium-gauge  in  the  Argentine  only  allows  for  three  pas- 
sengers in  the  width  of  the  car,  though  four  can  be  accommodated  by 
the  broad,  and  this  is  the  only  place  where  the  latter  takes  any 
advantage  of  its  increased  width.  The  latest  type  of  all-steel  diners 
in  the  United  States,  however,  accommodates  four  passengers,  two  on 
each  side  of  the  aisle.  In  sleeping  cars,  whether  of  the  Pullman  type, 
or  with  compartments  with  transverse  berths;  as  in  general  use  in  the 
Argentine,  the  medium-gauge  is  quite  equal  to  the  broad,  and  has 
generally  less  dead  weight  per  passenger.  Wlien  divided  into  com- 
partments, the  medium  is  wide  enough  to  provide  comfortable  berths 
crossways  of  the  car,  and  this  is  all  the  broad-gauge  can  do.  If  the 
Pullman  type  of  car  is  used,  the  broad-gauge  only  gives  more  space  in 
the  aisle,  which  is  of  no  advantage,  so  that  the  mediiim  is  at  a  slight 
advantage  over  the  broad  in  the  sleeping  cars.  On  the  narrow-gauge, 
compartments  with  berths  across  the  cars  are  really  impractical, 
although  some  have  been  built  this  way  and  the  space  quite  ingeniously 
utilized,  yet  the  berths  are  not  long  enough  to  be  comfortable  for  the 
ordinary  man.  The  narrow-gauge,  therefore,  is  practically  forced  to 
the  Pullman  type  of  berths,  placed  lengthwise  of  the  car,  but  utilizing 
only  one  side  of  it  (as  compartments  have  to  be  provided)  so  that 
they  only  have  about  one-half  the  capacity  per  unit  of  length  of  train 
that  the  medium-gauge  has,  and  the  dead  load  per  passenger  in  nar- 
row-gauge sleepers  is  about  2  tons,  as  compared  with  li  tons  on 
medium  or  broad. 

In  order  to  determine,  as  far  as  possible,  the  relative  capacity, 
cost,  etc.,  of  rolling  stock  on  the  different  gauges  in  the  Argentine, 
such  information  as  could  be  obtained  was  collected,  and  is  presented 
herewith  for  what  it  is  worth.  It  is  not  as  complete  as  might  be 
wished,  and,  of  course,  comparison  of  rolling  stock  in  any  way  is 
only  valuable  if  the  type  of  construction  is  the  same.  Practically,  it 
is  obvious,  however,  that  given  the  same  type  of  construction,  the 
spacing  of  the  wheels  can  make  little  if  any  difference,  and  these 
actual  figures  are  given  simply  as  confirmation  to  show  that  there  is 
little  difference  in  actual  practice.  The  details  of  the  passenger 
equipment  are  given  in  Table  3. 

It  will  be  noted  that,  in  regard  to  cost,  although  the  difference 
between  the  cost  per  ton  as  between  narrow  and  medium  is  about  19%, 
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the  difference   in   cost  per  passenger   accommodated   is  34%,   both   in 
favor  of  the  medium-gauge. 

Freight  Cars. — The  advocates  of  the  narrow-gauge,  though  gen- 
erally admitting  that  for  passenger  business  the  broader  gauges  have 
some  advantage,  almost  invariably  claim  an  equality  in  transportation 
of  freight,  within  the  limits  of  their  capacity,  and  that  their  rolling 
stock  is  cheaper  and  has  less  dead  weight  in  proportion  to  carrying 
capacity. 

TABLE  3. — Details  of  Passenger  Equipment. 
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First-Class 

28 

47 

Si 2  250 

38.3 

68 

$12  475 

33.8 

56 

$11  800 

Second-Class 

27 

67 

9  900 

40.5 

102 

9  700 

32.2 

64 

8  590 

61 
27 

48 
12 

29  000 
11  760 

37.7 
37.0 

40 
20 

17  000 
15  520 

33.6 
32.2 

33 
23 

13  050 

Sleepers    

12  770 

Comparison  of  Units. 


Coat  per  ton 

Cost  per  passen- 
ger  

Weight  per  pas- 
senger, in  tons.. 


$350 
264 
0.75 


It  is  generally  claimed  that  in  the  Argentine  there  is  not  much 
demand  at  present  for  either  very  long  trains  or  cars  of  large  capacity. 
Leaving  this  phase  of  the  question  for  the  present,  it  will  be  of  interest 
to  compare  the  freight  cars  of  the  three  different  gauges  on  some- 
what the  same  basis  as  the  passenger  cars. 

'  In  regard  to  certain  types,  some  additional  data  have  been 
furnished  to  the  writer  by  the  Middletown  Car  Company,  which  has 
supplied  a  large  number  of  narrow-gauge  cars  to  the  Government 
lines,  and  also  to  a  standard-gauge  line  in  Uruguay  and  to  the  broad- 
gauge  port  railway  at  Buenos  Aires,  these  cars  being  of  the  same 
general  types  of  construction.  It  is  to  be  noted  that  the  comparison 
of  freight  cars  is  somewhat  difficult  by  reason  of  the  greater  varia- 
tion in  types  of  construction,  the  proportion  of  tare  to  total  capacity 
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varymg  from  40%  for  well-designed  ears  to  as  much  as  60%  in  some 
of  the  older  types  of  less  capacity.  In  the  United  States,  also,  the 
cars  of  large  capacity  show  up  to  much  better  advantage  than  those 
of  smaller  capacity,  as  the  underframes  and  draft  rigging  have  to  be 
the  same  for  all,  in  order  to  allow  all  types  of  cars  to  be  used  in 
heavy  trains.  As  far  as  possible,  however,  from  the  data  of  a  large 
number  of  cars  examined,  the  following  are  selected  as  representing 
good  average  practice  in  the  Argentine  for  well-designed  cars  of  fairly 
large  capacity. 

The  question  of  what  the  result  would  be  if  the  broad-gauge  cars 
were  changed  so  as  to  get  the  same  proportionate  overhang  as  medium- 
gauge,  is  discussed  later,  and  the  following  comparisons  are  made  on 
the  basis  of  existing  conditions,  which  it  is  unlikely  will  be  changed. 
'  It  is  to  be  noted  that  the  greatest  variation  is  to  be  found  in  the 
cost  of  the  cars  of  the  Rofsario  Puerto  Belgrano  Railway,  which  is 
considerably  above  the  average.  It  is  believed  that,  if  sufficient  in- 
formation could  be  obtained  as  to  the  cost  of  freight  cars  on  the  other 
principal  broad-gauge  roads  of  the  country,  it  would  show  little  varia- 
tion from  the  costs  given  of  narrow  and  medium-gauge.  The  tons  are 
metric,  of  1000  kg.   (2  205  lb.). 


Middletown  Car  Company. 
Rosario  Puerto  Belgrano.. 

Southern 

Central  Argentine 


71.1 
75.1 


1860 

2  885 
2  220 
2  185 


12  675 


15  120 

16  350 


TABLE  4. — Data  Relative  to  Covered  Wagons 

(Box  Cars). 

Capacity, 
in  tons. 

Area  of 
cross-section, 
in  square  feet. 

Cubic 

feet. 

Tare,  in 
kilo- 
grammes. 

Cost. 

Narrow. 

"'■'^-'■'  •■' 

Middletown  Car  Company 

30 
25 
20 

51 
45 

1  695 
1340 

12  200 

10  500 
10  000 

$1  385 

1  100 

Medium. 

70.7                  2  545            15  380 
73.4                  2  350            12  500 

Middletown  Car  Company 

30 
30 

$1  470 

Broad. 

$1  400 
2  075 
1875 
1875 
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•^u'.lt  will  be  seen  at  once  that,  as  far  as  regards  weight  of  car  to 
capacity  in  tons,  there  is  little  difference,  with  the  exception  of  the 
Middletown  Car  Company's  medium-gauge  car,  which  has  very  large 
cubic  capacity,  the  30-ton  cars  averaging  about  40  to  42  per  cent. 
These  small  differences  are  less  than  are  to  be  found  between  cars  on 
any  one  line,  of  different  types  of  construction. 

It  will  be  noted,  however,  that  the  narrow-gauge  cars  have  gen- 
erally only  about  two-thirds  the  cubic  capacity  of  the  wider  gauges. 
The  Middletown  Car  Company's  broad-gauge  car  is  quite  a  short  one, 
being  only  26  ft.  long  (the  usual  length  being  36  ft.,  more  or  less), 
and,  as  a  large  proportion  of  the  goods  hauled  in  box  cars  is  bulky 
rather  than  heavy,  the  extra  cubic  capacity  is  a  most  decided  ad- 
vantage. In  the  Argentine,  as  nearly  as  can  be  calculated  from  the 
statistics  published  by  the  Government,  more  than  one-half  the  freight 
generally  handled  in  box  cars  is  of  the  former  class,  that  is,  classified 
by  bulk  rather  than  weight. 


TABLE  5.- 

— Data  Relating  to 

Stock  or 

Cattle  Cars. 

s 

a 

=8 

2 

a 

00 

•SS 

O  i  \ 

in 
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SI 

■a 

J  ^ 

^i 
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^.2 

5 

Narrow. 

Middletown  Car  Company. 

Central  Northern 

Central  Cordoba 

Medium. 

Middletowi 
Entre  Rios 

Broad. 

Rosario  Puerto  BelRrano. 

Pacific 

Pacific 

Average  of  several 


30 

20 

16 

22 

20 

7  ft.  11  in. 


8  ft.    Oin. 


231 
190 
232 


11  084 
10  768 

12  000 


40 

24 

28 

28 

40 

7ft.  Sin. 

9  ft.  6  in. 

9ft.  Bin. 

8  ft.  6  in. 


281 
323 
314 
295 


16  000 

17  525 
16  250 


51240 
1365 


Middletown  Gar  Company 

26 
22 

'"26"' 

8ft.    Sin. 
7  ft.  10  in. 

295 
256 

15  380 
12  000 

fl475 

Broad. 

..:-:L':-i.l' 

Stock  cars  are  comparable  on  the  basis  of  the  relation  between  the 
floor  area  and  the  tare  weight.  The  data  in  Table  5  are  all  the  specific 
examples  the  writer  has  been  able  to  get,  and,  in  spite  of  being  taken 
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from  various  sources,  they  show  considerable  agreement,  the  relation 
between  floor  area  and  tare  weight  for  the  three  types  being  as 
follows : 

Narrow 51.9    kg.  per  sq.  ft.    (114  lb.) 

Medium   49.7     "       "      "      "     (109   "  ) 

Broad 46.9     "       "      "      "     (103") 

It  may  be  noted  that  the  Entre  Rios  car  is  very  small  for  a  stock 
car  for  4  ft.  S^-in.  gauge,  and  is  not  at  all  representative  of  the  best 
practice,  which  would  be  at  least  equal  to  the  others.  The  prices  per 
ton  of  car  and  per  square  foot  of  floor  area  work  out  as  follows : 

Narrow:  Central  ]Srorthern.$115. 15  per  ton  $6.75  per  sq.  ft. 
Central  Cordoba..   113.75     "     "       6.40    "     "     " 

Medium:   Entre  Rios 118.75     "     "       5.75    "     "     " 

Broad :  Rosario  Puerto  Bel- 

grano    .... 

TABLE  6. — Data  Relating  to  Gokdolas. 
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Narrow. 

Middletown  Car  Company. 

Central  Cordoba 

Middletown  Car  Company. 
Middletown  Car  Company. 


30 
25 
30 

20 

250 
244 

250 

804 

10  900 
n  000 
12  210 
9  070 

$1000 

1  345 

840 

All  steel. 


Medium. 

Middletown  Car  Company 

Entre  Rios 

30 
30 
37 

292 

284 
308 

'"too" 

12  845 
11  250 
14  400 

$1  2.50 

Rosario  Puerto  Belgrano 

Broad. 

Middletown  Car  Company 

45 
42 
45 

13  800 
15  240 
15  200 

336 
340 

788 
1  630 

Western 

For  gondolas  the  comparison  is  best  made  between  floor  areas  and 
tare  weights.  The  cubic  capacity  is  affected  by  the  height  of  the  sides, 
and  as  these  may  vary  quite  a  little,  this  is  not  made,  as  all  the  details 
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2  ™-™'-"e,  a.o,  .he  ,„ads  ,,  „.e  ea.  a.  often  heaped  „p  aWve 

H:r.\:.:.;:::rfT?!:-:"rr^Ti"'    '" 

^^oad     47.5    a       a      u      «    a       ,,         ^^       )l^        ^ 

(105  "  ) 

^^^I^LE^Data  Relating  to  Flat  Cars. 

Capacity,  MT'oorarea,       Tare,      i 
in  tons.       »n  square        in  kilo-  Cost 

I       reet.         grammes. 


Nakrow 


Middletown  Car  Company 
Central  Cordoba. .  ^ 

Central  Northern     

ChiJe 


.'mq 


Rosario  Puerto  Belgrano 
Average  of  seven  cirs 


Narrow  .  ^/t  n  i 

Tu-   ,.  ^^-^  ^^-  Pe^  sq.  ft.  of  floor  area     (75  lb.) 

Medium     40.0     "        u      u      a     a        «  «  .oo    1  \ 


Broad 


41.7    "      "     "     "    (( 


(92  "  ) 


-  e.w  ...e,  w..  ..e.„ee  tL::^'' we"!:Te:rrr^ 

the  „,der  gauges,  especially  for  the  box  and  cattle  enrs     xle  d  7 
not  as  complete  as  .i.ht  he  wished,  hut  are  arthrie  ati t  L^; 
Argentme  roll.ng  stock  at  this  time,  and.  in  view  of  the  fact  tha    the 
mformafon  has  heen   taken  just   as   it   can,e,   it  is   beli  v  d     W   i 
confirms  what  must  he  seen  to  be  tbeoretieall,  corre  t     h  t  is     ha 
.auge  can  make  very  little  difference  in  cars  of  sma^'  c'; L   ;      A 
.a™w.ga„ge  ho.,  car  with  the  wheels  spread  out  can  he  used  ^  fectly 
well  on  broad-gauge  tracks  which  only  diiler  from  its  own  in  betg 
shghtly  „.der.     This  extra  width  of  trucks,  as  between  narrow     "d 
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medium,  only  involves  about  200  to  250  lb.  more  iron  and  steel,  vphich 
at  6  cents  per  lb.  is  from  $12  to  $15,  and  this  extra  width  is  more 
than  compensated  by  the  increased  stability  and,  consequently,  lesser 
impact  on  the  track.  -iiJ    lo    • 

The  claim,  therefore,  that  narrow-gauge  cars  are  either  cheaper 
or  lighter  in  weight  than  cars  of  the  same  capacity  and  same  type 
of  construction  for  wider  gauges,  does  not  appear  to  be  sustained  by 
the  facts,  such  variations  as  are  shown  being  less  than  those  between 
many  cars  of  different  make  and  design  on  the  same  railroad.  It  is  of 
little  value  to  include  for  comparison  data  relating  to  ordinary  United 
States  rolling  stock,  as  this  is  all  generally  of  heavy  type,  all  the  under- 
frames  and  draft  rigging  being  much  heavier  than  those  in  use  else- 
where, in  order  that  they  may  withstand  the  strains  due  to  the  use  of  the 
cars  in  heavy  trains,  and,  in  addition,  all  cars  are  equipped  with  auto- 
matic power  brakes,  which  are  not  in  general  use  in  the  Argentine.  The 
railways  of  the  latter  country,  however,  are  beginning  to  realize  the 
values  of  the  saving  due  to  the  use  of  heavier  cars  and  trains,  and 
perhaps  more  so  on  the  narrow-gauge  lines.  They  are  handicapped, 
however,  by  the  fact  that  the  underframes  and  draft  rigging  of  all 
their  old  rolling  stock,  and  even  much  of  the  new,  are  too  weak  to 
stand  the  strain.  They  are  just  beginning  to  be  forced  into  the  same 
position  as  the  railroads  of  the  United  States  were  some  time  ago, 
that  is,  to  adopt  the  same  heavy  type  of  underframe  and  draft  rig- 
ging, no  matter  what  the  size  of  the  car  is,  in  order  to  be  able  to 
transmit  the  tractive  forces  without  danger  of  breaking  the  train. 
When  this  becomes  general  practice,  there  will  be  a  much  greater 
discrepancy  in  the  relations  between  the  gross  and  paying  loads  for 
the  lighter  cars,  and  they  will  show  up  at  a  much  greater  disadvantage 
than  they  do  even  now. 

Cost  of  Locomotives. — It  is  practically  impossible  to  determine  with 
mathematical  accuracy  the  relative  economy  of  locomotives  for  one 
gauge  or  another,  as  they  vary  so  much  in  detail.  Even  supposing  three 
machines  as  exactly  alike  as  possible,  except  for  the  difference  in  the 
width  apart  of  the  wheels,  which  would  give  a  difference  in  cost  of 
only  a  trifling  extra  quantity  of  steel  for  the  wider  spacing,  the  per- 
formance would  be  so  different  as  to  vitiate  any  comparison.  Even 
supposing  three  machines  designed  to  be  as  nearly  alike  as  possible. 
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but  adapted  to  the  gauge,  there  would  still  be  so  many  differences  that 
comparison  would  be  questioned. 

f.  It  seems  to  be  a  perfectly  safe  assertion,  however,  that,  within  the 
limits  of  the  narrow-gauge,  any  reputable  locomotive  builder  will 
undertake  to  build  locomotives  of  each  gauge  having  about  the  same 
power,  capacity,  and  relative  fuel  economy  for  about  the  same  price, 
irrespective  of  the  gauge.  There  may  be  a  little  less  steel  in  the 
narrow-gauge,  but  the  labor  for  this  slight  difference  is  little,  if  any, 
less,  and  the  greater  ease  of  design  for  the  broad-gauge  more  than 
compensates  for  this.  There  seems  to  be  a  vague  idea  in  the  minds 
of  some  advocates  of  the  narrow-gauge  that,  by  some  means  or  other, 
narrow-gauge  locomotives  are  more  economical,  whereas  it  is  probable 
that  the  contrary  is  the  case,  as  is  noted  in  detail  later.  The  hauling 
capacity  of  a  locomotive,  provided  of  course  it  is  properly  designed 
for  power,  is  determined  by  the  weight  on  the  driving  wheels,  and  a 
locomotive  with  10  tons  weight  on  its  driving  wheels  will  have  exactly 
the  same  adhesion  on  a  wide-gauge  that  it  has  on  a  narrow-gauge,  so 
that,  to  pull  the  same  gross  load,  the  engines  must  have  the  same 
weight,  if  they  are  built  on  the  same  plan.  A  pound  of  coal,  too,  will 
not  generate  any  more  steam  on  the  narrow-gauge  than  on  the  wide. 

In  order  to  get  some  idea  at  least  of  the  comparative  cost  of  loco- 
motives for  the  three  gauges  in  the  Argentine,  the  writer  obtained  the 
figures  given  in  Table  8,  which,  considering  the  different  types  of  en- 
gines involved,  different  makers,  etc.,  show  a  sufficient  agreement  in 
cost  per  ton  at  least  not  to  disprove  the  argument  that  gauge  makes 
little,  if  any,  difference.  The  weights  are  per  ton  of  engine  and  tender, 
light; 

Size  of  Locomotives. — As  at  present  worked,  the  5  ft.  6-in.  gauge 
has  about  the  same  capacity  as  the  medium,  though  much  heavier  en- 
gines and  trains  are  operated  in  the  United  States  on  the  medium- 
gauge  than  elsewhere  on  any  gauge.  For  reasons  to  be  given  later,  it 
is  believed  that  the  capacity  of  the  broad-gauge,  measured  by  the 
size  of  engines  and  length  of  trains,  will  not  be  increased  beyond  that 
of  the  medium,  unless  by  some  entire  change  in  transportation  methods 
not  even  guessed  at  now. 

The  comparisons  in  Table  9,  therefore,  between  the  largest  engines 
built  to  date   (January,   1913),  of   the  three  types  most  generally   in 
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use,  will  give  a  good  idea  of  the  tremendous  advantage  of  the  wider 
gauge  in  this  respect  for  lines  of  heavy  traffic. 

TABLE    8. — Data  Relative  to  Locomotives. 


Description. 


Class. 


Cost. 


Weight, 
in  tons. 


Cost, 
per  ton. 


Meter  Gauge. 

Kltson,  1911 

North  British,  Passenger,  1907 

Cargo,  1907 

Tank 

Buenos  Aires,  Extension  Passenger.  1906 

Cargo,  1906 

Building  Pacific  Superheater 

Medium  Gauge. 

North  British.  Goods 

"  "        Mixed  Passenger 

North  American,  Goods 

'•  "  Mixed 

Shunting  Engines 

Broad  Gauge. 

Tank 

Passenger 

Cargo  


4-6-0 

$12  500 

50 

4-4-2 

18  750 

75 

4-6-a 

19  500 

78 

0-6-4 

11500 

47 

4-6-2 

IS  000 

78 

4-8-0 

17  250 

73 

4-6-2 

19  700 

67 

S250 
250 
250 
245 
230 
235 
295 


2-8-0 

$19  000 

68 

4-6-0 

16  000 

65 

2-8-0 

17  000 

56 

4-6-0 

11900 

56 

0-6-0 

8  800 

26 

245 
300 
210 
335 


2-6-0 
0-4-0 

4-4-0 
2-8-0 


$9  360 
15  550 
21400 
30  310 


39.5 
63.2 
70.1 
91.5 


$237 
282 
302 
331 


In  the  comparisons  in  Table  9  the  3  ft.  6-in.  engines  are  given  for 
the  Pacific  and  Mallet  types,  as  they  are  the  largest  narrow-gauge  en- 
gines; the  largest  meter-gauge  engines  of  these  types  thus  far  built, 
however,  are  quite  a  little  smaller,  the  meter-gauge  Pacific  type  being 
19  by  26  in.,  with  a  total  weight  of  engine  and  tender  of  229  500  lb.  and 
the  Mallet  18^  by  29  by  22  in.,  with  a  total  weight  of  323  500  lb. 

The  freight  engines  of  both  types  on  the  medium-gauge  have  prac- 
tically double  the  capacity,  and  though  the  superiority  of  the  passenger 
engine  in  tractive  power  is  not  so  great,  the  grate  area  is  just  double, 
70  sq.  ft.  as  compared  with  35  sq.  ft.,  and  the  total  heating  surface, 
3  936  sq.  ft.  as  compared  with  1  981  sq.  ft.,  so  that  the  capacity  for 
sustained  work,  so  necessary  in  passenger  service,  is  very  much  greater 
in  proportion.  Size  of  boilers,  heating  surface,  and  grate  areas  are  the 
limiting  factors,  of  course,  in  all  types  of  locomotives,  and  though  the 
limit  seems  to  have  been  nearly  reached  in  these  items  in  locomotives 
for  narrow-gauge,  it  does  not  seem  to  be  in  those  for  medium-gauge.    It 
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is  stated  that  there  is  under  construction  now  a  medium-gauge  loco- 
motive of  160  000  lb.  tractive  power,  nearly  50%  more  than  that  of  the 
large  ]Mallet  given  in  Table  9, 

Relative  Capacity  of  Wide-  and  Narrow-Gauge  Lines. — The  com- 
parisons between  the  capacities  of  the  meter-  and  broad-gauge  lines  of 
India  given  in  Table  10  were  made  by  Sir  Robert  Upcott,*  the  figures 
covering  sixteen  of  the  principal  railway  lines. 

TABLE  10. — Carryikg  Capacities^  Compiled  from  Railway  Adminis- 
tration Report^  Covering  Sixteen  Lines  in  India  :   Eight  of 
5  FT.  6-iN.  Gauge  and  Eight  of  Meter-Gauge. 


Ratio. 

•--■■    _ 

Standard-gauge  to  meter-gauge. 

;t (-;■■;-  :t;i 

Vehicle  capacity  only ]  ^oods"^*'' 

Same,  talcing  speed  into  account....  j  qoo^^s!^^^ 
Gross  weight  of  trains -j  goo^T^^'" 

Same,  talcing  speed  into  account.. ..]  ^^^^^I^^®"" 

Vehicle  mileage,  loaded  and  empty. . . .  ]  Qoo^ffs"^®'" 

Same,  taldng  speed  into  account. . . .  -j  QoodT^^'' 

On  actual  number  of  passengers  carried  1  mile 

1.5  to              1 

1.6  to               1 
1.9             to               1 
1.9             to               1 

1.4             to               1 
2.0             to               1 
1.9             to               1 
2.4             to               1 

1.9             to               1 
2.8            to               1 
2.4             to               1 
3.3             to               1 

2.0             to               1 

4  7             to                1 

Engines  on  broad-gauge,  average  7  838  000  ton-miles  per  annum. 
Engines  on  narrow-gauge,  average  3  962  000  ton-miles  per  annum. 

The  following  extract  gives  the  opinion  of  an  important  official  of 
the  inferiority  of  the  narrow-gauge  lines  in  India,  where  the  problem 
is  very  much  the  same  as  it  is  in  the  Argentine,  namely,  the  movement 
of  very  large  quantities  of  grain  in  a  short  space  of  time. 

"It  has  been  clearly  brought  out,  writes  Major-General  Kennedy, 
by  the  facts  of  the  present  season's  famine  traffic,  that  occasions  such 
as  the  present  may  arise  when,  in  order  to  feed  a  large  population, 
grain  has  to  be  carried  over  single  lines  of  railway  for  long  distances, 
in  quantity  sufficient  to  strain  to  the  utmost  the  resources  of  the  best 
appointed  lines  of  the  standard  5i-ft.  gauge  and,  as  it  may  be  assumed 
that  narrow  gauge  lines  would  be  far  less  efficient,  the  unsuitability 
of  the  metre  gauge  for  long  lines  of  through  communication  cannot 
be  put  out  of  sight  when  thought  is  taken  for  the  proper  and  efficient 
administration  of  a  country  liable  to  be  affected  with  drought  and  famine. 


*  "  The  Railway  Gauges  of  India,"  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  CLXIV,  p.  203. 


^^^  THE   GAUGE   OF  RAILWAYS 

"Although  the  railway  lines  concerned  in  the  present  case.  i.  e     the 
East  Indian,  the  Great  Indian  Peninsula  and  the  Madras  Railways 
have  failed  to  do  all  that  was  required  of  them,  or  that  was  needful 
to   meet  the  full   necessities   of  the   case,   they   have,   nevertheless,    it 
may  be  truly  said,  largely  contributed  to  save  Southern  India  from  a 
very  great   calamity,   but  they  have  not  done  this  with   any  margin 
to   spare,   or   without   some   injury   to   particular   sections    of   general 
trade  or  to  individual  traders.     The  standard  gauge  lines  have  been 
barely  able  to  satisfy  essential  and  urgent  demands,  and  under  similar 
circumstances  narrow  gauge  lines  would  probably  have  broken  down 
altogether.    Indeed,  it  is  known  that  in  the  Southern  part  of  the  Madras 
Presidency  considerable  inconvenience  arose  at  a  break  of  gauge. 
_-_,  "We  may,   with  the  memorial   of  the  Bombav   Chamber  of   Com- 
nierce  before  us,  take  it  as  proved  that  narrow  gauge  lines  are   un- 
able to  meet  the   sudden   demands   likely  to   be  made   upon   them   in 
India,  and  that  they  are  far  more  expensive  to  work  than  broad  gauge 
lines.     At  first  sight  it  is  difficult  to  see  how  the  latter  statement  can 
be  true,  but  we  think  we  can  clear  up  the  point  in  a  moment.     When 
a  given  quantity  of  goods,  say  grain,  has  to  be  conveved  over  a  rail- 
way, two  systems  of  conveyance  may  be  adopted,  that  is  to  say    we 
may  run  large  trains  at  long  intervals  or  small  trains  more  frequently 
Wow   on  the  broad  gauge  lines  in  India  a  goods  train  complete  weighs 
on  the  average  505  tons,  but  on  the  Eajpootana  State  metre  gauge 
railway   the   average   goods    train    weighs    but   200    tons,    so   that   the 
broad  gauge  trains  are  really  2J  times  as  heavy  as  the  narrow  gauge 
trains,  while  their  speed  is  higher." 

Economy  of  Heavy  Engines.— The  following  statement,  recently 
made  by  J.  J.  Hill,  F.  Am.  Soc.  C.  E.,*  one  of  the  foremost  railroad 
executives  in  the  United  States,  shows  the  value  and  importance  of 
heavy  engines  and  wagons  of  large  capacity  for  the  development  of 
cheap  and  efficient  transportation : 

"Heavier  rails,  larger  engines,  cars  of  greater  capacity,  increased 
tram  movement  and  the  full  utilization  of  equipment'  have  kept 
business  moving.  The  density  of  traffic  in  England,  France  and  Ger- 
many should  be  as  much  greater  than  in  the  United  States  as  the 
density  m  the  middle  exceeds  that  in  the  far  western  states  Yet 
here  are  the  facts: 

"Ton  Miles  per  Mile  of  Egad. 

^^^^ce 496  939 

United  Kingdom 529  622 

Germany 827  400 

'__':.__       United  States   (1910) 1  071  096 

*  Railway  Age  Gazette,  December  20th,  1912. 
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"*     *     *     Our  railroads  move  272  ton  miles  of  freight  per  dollar 
of  net  revenue,  where  the  United  Kingdom  shows  only  58,  Germany 
172  and  France  88. 
********* 

"Transportation  costs  the  public  from  one-third  to  one-half  as  much 
here  as  in  Europe.  This  cheapness  is  not  purchased  at  the  cost  of  the 
workingman.  In  1910  the  average  daily  earnings  of  railway  employees 
in  the  United  States  were  more  than  twice  as  great  as  in  the  United 
Kingdom,  and  two  and  three-quarter  times  as  much  as  on  the  Prus- 
sian-Hesse system  in  Germany." 

There  has  been  some  criticism  of  the  exact  figures  used  by  Mr.  Hill, 
and  of  the  use  of  certain  units  as  indices  of  efficiency,  but,  making 
every  allowance  for  this  and  the  fact  that  such  criticisms  of  details 
are  always  possible,  in  view  of  the  different  conditions  and  manner  of 
computing  and  compiling  statistics,  there  is  not  enough  difference  to 
affect  the  main  argument,  which  is,  that  the  use  of  heavy  rolling  stock 
has  been  the  principal  cause  of  the  very  much  lower  costs  of  trans- 
portation in  the  United  States  than  elsewhere. 

Fig.  2,*  relating  to  the  improvement  in  operating  efficiency  of  the 
Chicago,  Burlington  and  Quincy  Eailroad  during  the  past  10  years, 
shows  with  great  clearness  the  possibilities  of  reduction  in  operating 
expenses  by  the  increase  of  train  loads.  During  this  period,  as  shown 
by  the  diagram,  the  business  of  the  road  was  nearly  doubled  (98.3% 
increase),  though  there  was  at  the  same  time  an  actual  decrease  of 
9.8%  in  the  number  of  trains  required  to  handle  it.  Part  of  this  good 
showing  was  made  by  increasing  the  car  loading,  that  is,  the  revenue- 
tons  per  car-mile,  by  45.5%  and  the  remainder  was  due  to  increase  in 
the  capacity  of  the  locomotives,  reduction  of  grades,  and  the  main- 
tenance of  the  roadbed  and  equipment  in  a  high  state  of  efficiency. 
The  average  capacity  of  cars  was  increased  from  23  to  38  tons.  The 
heaviest  type  of  locomotive  in  use  in  1901  developed  about  20  000  lb. 
tractive  power;  the  Mikado  (2-8-2)  type  now  in  general  use  has  a 
tractive  power  of  60  000  lb.  The  average  train  load  is  now  438  revenue- 
tons  per  train-mile,  as  compared  with  200  tons  in  1901. 

Although  Canada  is  somewhat  behind  the  United  States  in  the 
matter  of  economical  handling  of  freight,  it  is  far  ahead  of  any  other 
country  in  this  respect.     In  New   South  Wales,  where  they  are  vig- 

*  Railway  Age  Gazette,  January  18th,  1918. 
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orously  agitating  the  double-tracking  of  many  of  their  lines,  the  traffic 
density  is  only  226  906  ton-miles  per  mile  as  compared  with  731  776 
for  Canada,  the  average  train  loads  being  90  tons  and  325  tons,  re- 
spectively, so  that  actually  more  trains  are  being  run  in  New  South 
Wales  to  handle  a  smaller  volume  of  traffic  than  in  Canada,  the 
freight-train-miles  per  mile  of  line  in  New  South  Wales  being  2  512 
as  compared  with  2  252  in  Canada,  in  spite  of  the  fact  that  the  density 
on  the  latter  is  220%  more  than  on  the  former,  and  the  average  freight 
charge  in  Canada  is  0.75  cent  as  compared  with  1.78  cents  in  New 
South  Wales. 


113  5< 


98.3S« 


45.5  S< 


•9.8JS 


-20 


1901   1902   1903   1904   1905   1906   1907   1908   1909   1910   1911  1912 

Fig.  2. 

It  is  not  only  in  the  United  States  and  Canada,  however,  that  the 
introduction  of  heavier  locomotives,  and  consequent  increase  in  train 
loads,  has  been  found  profitable  and  economical.  About  10  years 
ago,  as  the  result  of  investigation  into  the  so-called  "American"  methods 
of  operation,  Sir  George  Gibb,  then  Manager  of  the  North  Eastern 
Railway  of  England,  introduced  changes  on  that  line  which  have 
resulted  in  the  increase  of  the  average  freight  train  load  from  60  to 
95  tons,  and  on  mineral  trains  from  114  to  184  tons.  The  result  of 
this*  is  seen  in  the  fact  that  for  the  last  half  of  1912  a  dividend  was 
announced  at  the  rate  of  7J%  per  annum,  more  than  twice  the  average 
for  British  railways. 


*  Railway  Age  Gazette,  March  28th,  1913. 


THE   GAUGE    OF   RAILWAYS  345 

In  Germany,  also,  according  to  a  statement  of  Mr.  Hammer,*  there 
is  a  growing  realization  of  the  necessity  for  the  use  of  larger  locomo- 
tives. On  the  Prussian  State  Railways  (as  elsewhere),  owing  to  the 
continued  tendency  to  increase  the  dead  weight  of  passenger  equip- 
ment, both  actually  and  per  passenger,  in  order  to  provide  the  better 
accommodations  demanded  by  the  traveling  public  and  also  the  greater 
strength  required  for  increasingly  high  speeds,  the  average  weight 
per  seat  on  passenger  equipment  has  increased  from  0.27  to  0.37  tons, 
or  37%,  in  the  last  20  years.  The  introduction  of  heavier  locomotives 
has  reduced  the  train  and  locomotive  mileage  by  eliminating  many 
assistant  engines,  and  also  the  axle  mileage  by  the  introduction  of 
heavier  wagons.  The  coal  consumption  was  reduced  from  60.05  tons 
in  1907  to  53.50  tons  in  1910  per  1  000  000  ton-kilometers,  in  spite  of 
the  fact  that  the  average  speed  was  considerably  increased.  The  ton- 
mileage  of  empties  was  considerably  reduced  during  this  period,  and 
the  tariffs  were  also  reduced,  yet  notwithstanding  this  the  consump- 
tion of  coal  for  each  1  000  marks  of  receipts  was  reduced  from  5.14 
tons  in  1907  to  4.65  tons  in  1910.  Mr.  Hammer  attributes  these  and 
other  favorable  results  almost  entirely  to  the  use  of  larger  locomotives 
and  consequent  increase  of  train  loads. 

In  some  instances  in  the  United  States,  as  pointed  out  later,  the 
tendency  to  increase  train  loads  has  been  carried  beyond  the  economic 
limit,  but  these  excesses  (involving  train  loads  as  great  as  8  000  tons) 
do  not  vitiate  the  general  argument,  that  there  must  be  a  considerable 
increase  in  the  Argentine  to  meet  the  necessities  of  modern  transporta- 
tion and  to  carry  bulk  freight  long  distances  at  rates  which  will  enable 
the  hitherto  undeveloped  sections  in  the  interior  of  South  America  to 
enter  the  markets  of  the  world,  and  that  the  necessary  increase  is  not 
possible  on  the  narrow-gauge. 

Saving  in  Fuel. — The  saving  in  coal  consumption,  made  possible 
by  the  use  of  some  of  the  more  recent  types  of  heavy  engines,  is  also 
shown  by  the  following  quotation  from  a  recent  paperf  by  Mr.  0.  S. 
Beyer,  Jr.     In  commenting  on  fuel,  he  said: 

"Numerous  tests  and  service  records  have  revealed  that  large  super- 
heater Mikado  locomotives  which  have  been  placed  in  service  recently 
haul  trains  of  45  and  50%  greater  tonnage  with  the  same  amount  of 

*  Bulletin,  International  Railway  Congress,  March,  1913. 
t  Am.  Inst,  of  Mech.  E'.ngrs.,  Vol.  ai,  1912,  p.  1301. 
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Zl  ""7   fofmerly   consumed   by    the    Consolidation    locomotives 

they  replaced.  Even  the  coal  consumption  of  Mallet  engines  with 
^rate  areas  up  to  100  sq  ft.  has  not  grown  in  any  way  proportionate 
to  the  mcrease  m  their  hauling  capacity.  Modern  engLes  when  run 
mng  at  shortened  cut-offs  over  those  portions  of  the  road  other  than 
the  ruhng  grades  exhibited  a  still  greater  economy  than  when  working 
on  the  heaviest  grades.  Some  service  tests  of  recently  built  Mikado 
engines  on  the  Delaware,  Lackawanna  and  Western  Railroad  cWy 
demonstrated  these  facts.  Their  economy  in  fuel  consumption  as  com' 
pared  with  that  of  the  old  Consolidation  type,  both  operating  ov" 
heavy  grades  at  fulL  bad,  being  20  per  cent.  The  economy  effected 
over  easy  grades  while  running  at  shortened  cut-offs  was  39  3  per 
cent.,  almost  twice  as  much.    The  average  was  29.1  per  cent." 

Weight  of  Trains.-TMe  11,  showing  the  records  of  heavy  trains 
actually  hauled  in  the  ordinary  course  of  business  in  the  United  States 
will  give  some  idea  of  the  present  state  of  the  art  there.  The  records' 
are  all  within  the  past  3  years,  and  the  length  of  the  run  varies  from 
about  125  miles  on  the  low  gradients  of  the  Virginian  and  Pennsylvania 
Railways  to  50  to  65  miles  on  the  other  lines  with  steeper  gradients. 
-■Z,r.S.J,  ...-.     7- /"^'''"^'? TABLE    11. 


Railroad. 


Type  of 
locomotive. 


Denver  and  Rio  Grande iMaUf^t 

Southern  Pacific I*iaiiet. 

Canadian  Transcontinental.. . ........ 


Train  behind 
tender, 
in   tons. 


Gradient. 
Percentage. 


P'ennsyl  vania  Railroad ......'..'.'..'. '. ' '  ] 

Virginian  Railroad '.'.'.['.['.[[[[[[.[[[y.f:^^'^^^^^'''''- 

Lake  Shore  and  Michigan  Southern .' .' .' .' .' .'  ^^^^'^^  ' 


500 
1  250 
1212 
4  200 
8  778 
7  644 

6  093 

7  562 
7  433 


4.00 
2.20 
2.20 
0.40 
0.23 
0.20 
0.20 
0.20 


The  last  five  trains  carry  coal  or  iron  ore  in  all-steel  gondolas  all 
of  the  same  type  and  of  100  000  lb.  capacity,  having  85  to  100  cars 
in  a  train. 

Wider  Rolling  Stoch  for  Broad- Gang e.-TU^  brings  us  to  the  con- 
sideration of  possible  benefits  to  be  derived  from  the  broad-gauge  if 
advantage  should  be  taken  of  the  extra  width  of  track  to  get  the  same 
proportionate  width  of  cars  as  the  medium-  or  narrow-gauge. 

Experience  has  shown  that  the  width  now  in  use  on  the  meter-gauge 
combined  with  the  height  of  passenger  coaches,  box  cars,  and  cattle 
cars,  is  practically  at  or  even  beyond  the  limit.     One  has  only  to  travel 
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on  meter-gauge  lines,  even  where  the  track  is  well  kept  up,  to  realize 
that  as  soon  as  any  attempt  at  speed  is  made  the  oscillations  are  quite 
violent,  and  if  the  track  is  out  of  line  and  surface,  speed  becomes 
positively  dangerous. 

On  the  standard-gauge,  which  is  well  named  the  normal  in  many 
countries,  the  happy  medium  appears  to  have  been  most  nearly  at- 
tained by  proper  adjustment  of  the  size  of  the  vehicles  to  the  width  of 
the  track.  The  clearance  diagrams.  Fig.  3,  which  are  those  established 
for  the  Argentine,  show  the  ratios  in  Table  12  between  the  clearances 
on  the  three  gauges;  and  it  may  be  noted  that  the  clearances  for 
medium-gauge  are  ample  for  the  largest  equipment  in  use  in  the  United 
States. 

TABLE  12. 


Gau^e. 

Permissible  width. 
Argentine. 

Width  of  track. 

Ratio. 

11  ft.  IH  in. 

5  ft.  6  in. 

2.0  to  1 

Medium 

10  ft.  10  in             ;           4  ft.  814  in. 
10  ft.  6  in.              1           3  ft.  33/6  in. 

2.3  to  1 

3.2  to  1 

TABLE  13. — Katios  Between  the  Actual  Widths  of  Vehicles 
AND  Widths  of  Track. 


Gauge. 

Actual  width 
of  vehicle. 

Width  of 
track. 

Ratio. 

10  ft.  6  in. 
10  ft.  2  in. 
9  ft.  1  in. 

5  ft.  6  in. 
4  ft.  8!^  in. 
3  ft.  3%  in. 

1.91  tol 

2.16  to  1  (Freight  cars  only  9  ft.  4  in.) 

2.77  to  1 

The  statement  is  often  made — and  at  first  sight  apparently  with  a 
certain  amount  of  reason— that  the  broad-gauge  has  not  taken  proper 
advantage  of  the  additional  width  of  gauge.  It  has  already  been  shown 
that  there  would  be  no  advantage  in  increasing  the  width  of  passenger 
coaches.  Up  to  the  present  there  has  been  little  demand  for  freight 
cars  of  greater  capacity  than  100  000  lb.  (45  000  kg.),  but,  if  there  were, 
it  could  be  met,  up  to  at  least  20  to  30%  more,  without  increasing 
the  width  of  any  type.  The  only  possible  advantage  of  the  increased 
width  would  be  that,  theoretically,  a  reduction  in  cost  would  be  possible, 
because  the  nearer  the  body  of  the  car  approches  a  square  in  plan  the 
more  economical  it  is  to  build,  and  in  this  the,  5  ft.  6rin.  gauge  has  a 
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superiority  over  the  meter-gauge  which  more  than  compensates  for  the 
cost  of  the  additional  width  of  track.  Between  the  present  width  of 
the  broad-gauge  rolling  stock  (10  ft.  6  in.),  however,  and  the  width  to 
make  it  proportionately  equal  to  the  medium-gauge,  say  12  ft.,  there 


CLEARANCE  DIAGRAMS 
ARGENTINE  RAILWAYS 

AS  APPROVED  BY  DECREE  OF  MAY    IS^"     1900 


0.0551 

NARROW   GAUGE 
1.0  Meter  =3  ft.  Z%i  in. 

Tracks  on  Main  Line3.50in.=  ll'5^"o.C. 

Tracks  ir  Stations  3.80  m.=  laW'O.C. 


-<-  -  -  + :.> 


WIDE  GAUGE 
1.68  Meters  =0  fl.  6  in. 
Tracks  on  Main  Line  1.20  m.  =  13'9^'o.C. 
Tracks  in  Stations  4.50  m.=  u'9}^  O.C. 


MEDIUM  GAUGE 
l.llMeter8=t  ft.  8)^  in. 
Tracks  on  Main  Line  1.00m.=  Is'l^'o.C. 
Tracks  in  Stations  4:.30  m.  =  n'l,'4"0.C. 


Fig.  3. 


would  be  little  saving  in  the  cost  of  the  vehicles,  and  no  advantage  in 
carrying  capacity,  even  though  the  increased  cost  of  additional  clear- 
ance required  for  overhead  structures,  tunnels,  etc.,  is  practically  neg- 
ligible in  the  Argentine,  as  there  are  so  few.     There  has  recently  been 
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designed  for  the  Norfolk  and  Western  Kailway,  and  placed  in  service, 
high-sided  steel  gondolas  of  100  tons  capacity,  weighing  light  about 
65  000  lb.,  and  having  a  simplified  form  of  six-wheel  truck.  These 
cars  are  10  ft.  4^  in.  wide,  over  all,  and  their  use  indicates  the  pos- 
sibility of  a  long  step  in  advance  in  the  operating  capacity  of  the 
standard  (4  ft.  8i-in.)  gauge. 

It  has  been  suggested,  however,  that  much  larger  locomotives  would 
be  possible  if  the  wider  clearance  were  allowed,  and  that,  in  view  of 
the  continuous  and  insistent  demand  for  larger  engines  and  more 
power  to  haul  faster  and  heavier  trains,  this  would  be  a  most  decided 
benefit.  The  average  total  weight  on  drivers,  of  the  locomotives  of  the 
United  States,  increased  from  about  69  000  lb.  in  1885  to  more  than 
180  000  lb.  in  1907,  and  reached  a  maximum  of  316  000  lb.  in  that 
year.  (The  latest  Mallet,  1912,  has  550  000  lb.  on  drivers.)  The  aver- 
age axle  loads  increased  from  22  000  to  48  000  lb.  in  the  same  period, 
and  since  then  have  increased  still  more,  being  now,  in  at  least  one 
case,  nearly  70  000  lb.,  and  this  on  passenger  engines  running  at  high 
speeds  (Pennsylvania  Railroad,  4-4-2  with  68  000  lb.  per  driving  axle). 
In  view,  therefore,  of  the  general  demand  throughout  the  world  for 
bigger  types  of  everything,  and  most  particularly  in  the  transportation 
line,  it  is  not  surprising  that  the  average  person  sees  no  reason  for 
not  continuing  to  build  larger  and  more  powerful  locomotives,  and 
that,  in  view  of  the  fact  that  in  some  respects  we  seem  to  have 
reached  the  limit  on  the  medium-gauge,  the  5  ft.  6-in.  looks  attractive. 
and  especially  so  in  the  additional  width  which  might  be  utilized  for 
the  power  plant.  Reference  has  already  been  made  to  the  statement 
that  there  is  now  under  construction  a  locomotive  of  the  Mallet  type 
which  is  to  have  a  tractive  power  of  160  000  lb.,  as  compared  with 
about  110  000  lb.  for  the  largest  now  in  use,  thus  marking  a  long  step 
forward  in  the  ability  of  the  4  ft.  8i-in.  gauge  to  handle  the  heaviest 
trafiic.  There  are  some  signs,  however,  that  in  some  cases  in  the 
United  States  the  length  and  weight  of  freight  trains  have  reached 
or  even  passed  the  economic  limit,  and  that  there  may  be  a  reaction 
from  the  extremely  heavy  loadings,  though  by  no  means  to  reduce  them 
to   anything   like   the   low   standards    of   Europe   or    South    America. 

It  has  been  pointed  out*  that  these  extremely  large  engines  have 

*  Engineering  Record.  February  20th,  1909. 
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greatly  increased  the  cost  of  bridges,  and  that  heavy  locomotives,  be- 
cause of  the  increased  stresses  in  the  track,  increase  the  cost  of  main- 
tenance. High  speed,  combined  with  heavy  weights,  is  the  cause  of 
far  more  rail  failures  than  poor  steel.  Lighter  locomotives,  shorter 
trains,  and  higher  speed  will  give  more  service  from  the  cars  and  more 
satisfaction  to  the  shipper,  who  is  not  altogether  in  favor  of  holding 
trains  for  the  last  car  the  engine  can  haul. 

In  an  editorial  in  a  technical  journal*  relating  to  the  controversy 
over  the  gauge  question  in  Australia,  the  question  of  the  advantage  or 
otherwise  of  a  broader  gauge  in  the  United  States  was  examined;  not, 
of  course,  with  any  idea  of  changing,  but  purely  for  the  purpose  of 
discussing  what  advantages  there  might  have  been  had  a  wider  gauge 
been  adopted  from  the  beginning,  and  the  conclusion  was  that  there 
would  have  been  no  benefit.  Considering  the  matter  furtherf  the  same 
journal  gives  the  following  reasons  for  thinking  we  have  reached  the 
economic  limitations  of  the  size  of  the  locomotives  and  weights 
of  trains : 

Long  heavy  trains  are  only  desirable  if  they  save  money. 

The  big  locomotive  and  long  train  have  been  the  principal  factors 
which  have  enabled  American  railways  to  pay  double  the  wages  paid 
in  Europe  and  at  the  same  time  reduce  the  ton-mile  cost  of  hauling 
freight  far  below  that  of  any  country  in  Europe. 

The  principal  saving  in  operating  expenses  by  reason  of  heavy,  long 
trains  is  in  saving  in  wages  of  train  crews,  which  item  amounts  to 
about  12^%  of  the  total  operating  cost. 

Legislation  and  labor  organizations  are  nullifying  this  saving  by 
making  the  pay  more  or  less  proportionate  to  the  weight  of  the  train 
or  the  size  of  the  engine. 

An  argument  in  favor  of  long  trains  has  been  that  the  cost  of 
controlling  a  train  is  practically  the  same  whether  it  be  long  or  short, 
but  train  despatchers  as  well  as  train  crews  have  much  more  trouble 
getting  very  long  trains  over  the  road  in  time. 

Excessive  length  of  trains  may  and  does  interfere  with  their  prompt 
and  efficient  handling  at  terminals  or  passing  sidings,  causing  delay 
to  other  trains. 

*  Engineering  News,  December  7th,  1911. 
t  Engineering  Neivs,  July  18th,  1913. 
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Heavy  locomotives  and  high  speed  increase  cost  of  maintenance 
very  rapidly  as  they  pass  the  normal;  125-lb.  rails  of  open-hearth  steel, 
with  special  alloys,  are  already  being  considered  to  meet  the  demands  of 
heavy  traffic,  and  this  expense  is  a  charge  against  the  heavy  locomotive. 

Probably  the  most  important  consideration  of  all,  however,  is  the 
item  of  rolling  stock  repairs,  which  has  increased  very  rapidly  with 
the  increased  weight  of  train  and  power  of  the  locomotive.  A  hauling 
power  of  25  tons  and  upward  cannot  be  transmitted  through  a  long 
freight  train  without  exerting  enormous  stresses  upon  draft  gear, 
couplers,  car  sills,  floors,  etc.  It  is  not  the  mere  push  or  pull  of  the 
locomotive,  but  the  transmission  of  the  power  in  a  series  of  waves  or 
shocks,  especially  on  lines  with  broken  profiles. 

This  matter  of  the  proper  design  of  rolling  stock,  and  the  strength- 
ening of  the  underframes  and  draft  rigging,  is  one  which  is  receiving 
considerable  attention,  but,  of  course,  the  raising  of  the  general  stand- 
ard of  efficiency  in  a  matter  of  this  kind  is  very  gradual,  and  in  the 
flieantime  there  is  a  temporary  halt. 

i'  Enough  has  been  said,  however,  to  show  that  the  5  ft.  6-in.  gauge 
offers  no  advantage  in  allowing  the  use  of  heavier  cars  or  trains  than 
are  now  in  general  use  or  in  contemplation  on  the  4  ft.  8i-in.,  and  the 
latter  is  capable  of  much  further  expansion  along  these  lines,  even 
beyond  what  are  to-day  considered  to  be  the  economic  limits. 

Traill  Resistance. — The  term  "train  resistance"  is  used  to  denote 
the  combination  of  forces  which  have  to  be  overcome  to  produce  the 
movement  of  the  train,  these  forces  being  affected  by  the  character  of 
the  road  and  vehicles  and,  therefore,  to  some  extent,  by  the  gauge. 

Train  resistance  is  of  two  kinds:  that  due  to  the  internal  resist- 
ance of  the  train,  and  that  due  to  gradients  and  curvature.  Numerous 
experiments  have  been  made  to  determine  the  amount  of  the  former, 
with  varying  results  due  to  the  complex  nature  of  the  problem,  but  one 
fact  is  firmly  established,  that  the  resistance  per  ton  of  train  is  much 
less  for  loaded  cars  than  for  empties,  and  less  for  heavier  cars  than 
for  light  ones.  For  a  train  of  loaded  50-ton  coal  or  mineral  cars,  all 
of  the  same  type,  the  resistance,  at  ordinary  freight-train  speeds  on 
straight,  level  track,  is  often  as  low  as  3  lb.  per  ton,  whereas  trains  of 
miscellaneous  cars  in  the  United  States,  including  a  fair  proportion 
of  cars  as  light  as  30  tons  and  some  empties,  will  have  a  resistance  as 
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high  as  from  7  to  10  lb.  per  ton,  7  lb.,  however,  being  about  the  maxi- 
mum with  fairly  good  conditions.  There  is  no  doubt,  therefore,  that 
in  this  respect  the  narrow-gauge,  with  its  much  lesser  average  weight 
per  axle,  is  at  a  disadvantage  when  compared  with  the  broad-gauge, 
but  just  how  much  it  is  impossible  to  say. 

The  following  table  shows  the  effect  of  the  capacity  of  cars  on  the 
loads  which  a  consolidation  engine  (118  tons)  can  haul  .on  a  0.5% 
grade  at  20  miles  per  hour.  The  capacity  includes  weight  of  car  and 
load,  and  the  tonnage  is  based  on  the  formula  of  the  American  Rail- 
way Engineering  Association  {R  =  2.22  T  +  121.6  C) : 

20-ton   cars 1  570  tons. 

30    "       "    1 775       " 

40    "       "    ..,,^.,,  .,j^,^,.^,...  1910      " 
50     "       "    ..........-..,:..  v..  2  010      " 

60     "       "    2  090       " 

72     "      "    ...,,,.,;.>,,,. 2160       " 

The  resistance  due  to  grade  is  the  force  required  to  lift  a  certain 
weight  a  certain  height;  its  computation  is  an  exact  mathematical 
proposition,  and  is  not  influenced  in  any  way  by  gauge. 

The  resistance  due  to  curvature  is  probably  slightly  less  on  narrow- 
gauge  than  on  broad-gauge.  It  is  of  two  kinds :  one  is  the  friction 
of  the  flanges  of  the  wheel  on  the  rails,  which  is  probably  in  direct 
proportion  to  the  force  required  to  change  the  direction  of  a  body  tend- 
ing to  move  in  a  straight  line,  this  being  a  function  of  the  speed  and 
weight,  and  having  nothing  to  do  with  the  gauge;  the  other  is  the 
slipping  of  the  treads  of  the  wheels  on  the  top  of  the  rails,  and  this 
varies  with  the  width  of  the  gauge.  That  the  latter  is  a  comparatively 
unimportant  factor  is  realized  when  one  considers  that,  for  example, 
on  a  curve  of  400  ft.  radius  with  a  central  angle  of  90°,  the  difference 
in  the  length  between  the  outer  and  inner  rails  for  4  ft.  S^-in.  gauge 
is  7.39  ft.  and  for  the  meter-gauge,  5.15  ft.  On  a  curve  of  1  000  ft. 
radius  with  a  central  angle  of  30°,  which  is  about  an  average  curve  in 
the  Argentine,  the  difference  between  the  outer  and  inner  rails 
would  be: 

Broad   2.88  ft. 

Medium  2.47     " 

Narrow    ,  {rvJ'.li'i^.  .'-J.i'Vi^..v^.H-.i.  1.72     " 
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When  it  is  considered  that  about  90.4%  of  the  alignment  in  the 
Argentine,  including  in  this  all  the  mountain  lines,  is  on  tangent,  this 
additional  resistance  due  to  the  narrower  gauge  is  practically  neg- 
ligible. On  a  strictly  mountain  line,  with  very  heavy  and  continuous 
curvature,  this  additional  resistance  might  be  considered  perhaps  to 
be  equal,  roughly,  to  the  additional  resistance  of  the  smaller  class  of 
rolling  stock,  but,  for  the  average  line,  it  would  be  considerably  less. 
On  the  other  hand,  locomotives  for  the  narrow-gauge,  of  equal  weight 
and  power  with  those  of  wider  gauge,  must  necessarily  be  longer,  and, 
therefore,  the  resistance  encountered  by  them  in  passing  around  curves 
would  be  somewhat  greater  than  with  the  shorter  engines  for  wider 
gauge. 

Taken  altogether,  therefore,  it  seems  quite  safe  to  say  that  the 
resistance  per  ton  of  train  on  narrow-gauge  lines  is  greater  than  on 
wider  gauge,  and  the  cost  of  operation  is  thereby  increased,  though 
it  is  hardly  possible  to  calculate  the  amount. 

Costs  of  Construction. 

The  reasons  which  are  most  generally  advanced  by  the  advocates 
of  narrow-gauge  for  the  supposed  economy  in  first  cost  of  construction 
are  as  follows: 

1. — The   use   of   sharper   curvature   is   supposed   to   permit   better 

adaptation  of  the  line  to  the  conformation  of  the  ground. 
2. — The  cost  of  earthwork  is  supposed  to  be  less : 

a. — For  reason  No.  1. 

h. — Because  they  are  narrower. 
3. — The  cost  of  bridging  is  supposed  to  be  less : 

a. — Because  they  are  to  carry  lighter  loads. 

b. — Because  they  are  narrower,  especially  the  masonry. 
4. — The  track  and  rolling  stock  are  supposed  to  be  lighter. 

All  these  reasons  are  invalid  except  those  directly  affected  by  the 
width,  that  is  to  say,  the  width  of  earthwork  and  the  length  of  ties; 
and,  theoretically,  it  is  questionable  if  even  these  are.  If  the  bridges, 
track,  and  rolling  stock  are  lighter,  they  are  correspondingly  less  elE- 
cient,  and,  generally,  in  lesser  proportion,  as,  for  instance,  a  30-lb.  rail 
will  only  carry  one-quarter  the  load  that  a  60-lb.  rail  will. 
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In  nearly  all  the  discussions,  etc.,  in  regard  to  gauge,  comparisons 
of  costs  are  made  between  two  or  more  lines  already  built,  or  the 
average  cost  of  all  the  broad-gauge  lines  of  a  country  is  compared  with 
the  average  cost  of  all  the  narrow-gauge  lines.  Such  comparisons,  of 
course,  are  valueless  for  the  determination  of  the  effect  of  gauge  on 
cost  of  construction.  The  broad-gauge  lines  usually  are  of  a  much 
heavier  type  of  construction,  have  heavier  rails,  heavier  rolling  stock, 
and  more  of  it,  expensive  terminals,  etc.,  as  they  usually  do  more 
business.  To  give  only  one  example  of  the  many  which  have  been 
found  in  looking  over  previous  discussions,  the  following,*  is  a  very 
fair  example  of  the  kind  of  argument  used  and  information  on  which 
argviments  have  often  been  based.  Speaking  of  Indian  railways,  the 
statement  was  made  that  broad-gauge  costs  2i  times  as  much  as  meter- 
gauge.  If  the  Government  of  India  had  pinned  its  faith  to  broad- 
gauge  it  would  now  (1906)  have  7  000  miles  less  of  railroad.  The  cost 
of  line  in  India  having  been  £11  775  per  mile  for  broad-gauge,  as 
against  £4  700  per  mile  for  meter-gauge. 

In  the  discussion  following,  it  was  pointed  out  that  the  broad-gauge 
lines  did  more  business,  had  heavier  work,  that  is,  greater  qiiantitiea 
of  earthwork,  larger  terminals,  etc.,  and  that  to  take  only  one  item, 
that  of  bridging  and  tunnels  alone,  these  had  cost  Rs.  10  792  ($3  500) 
per  mile  for  the  broad-gauge  as  against  Rs.  2 149  ($700)  for  the 
meter-gauge,  so  that  if  the  meter-gauge  lines  had  been  built  in  the 
same  location  as  the  existing  broad-gauge  and  equipped  to  do  the  same 
business   (if  this  were  possible)   they  would  have  cost  quite  as  much. 

In  connection  with  the  further  discussion  of  this  paper,  the  follow- 
ing estimates  were  made  of  the  difference  in  cost  of  building  broad-  and 
narrow-gauge  lines  in  India : 


Sir  John  Hawkshaw £360  per  mi 

Sir   John    Fowler 633 

Sir  George  Bruce 200 

Sir   Guilford   Molesworth 425 

and  in  Victoria,  Australia 261 

and   South   Australia 350 


le  =  $1  800 
=  3  165 
=  1000 
=  2  125 
=  1305 
=     1750 


It  is  to  be  noted  that  these  differences  are  somewhat  less  than  those 
shown  in  the  estimates  which  follow,  and  are  more  nearly  what  they 
*  Minutes  of  Proceedings,  Inst.  C.  B.,  Vol.  CLXIV. 
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might  be  if  the  calculations  were  made  on  a  strictly  theoretical  basis, 
and  including  only  the  actual  outlay  for  labor  and  material.  In  the 
estimates  which  follow  (which  are  discussed  in  detail),  not  only  has 
every  reasonable  allowance  been  made  for  any  difference  there  is,  but 
the  same  proportion  is  carried  through  the  percentage  of  contingencies, 
interest  during  construction,  etc.,  which  tends  to  increase  them,  so  that 
what  difference  they  show  is  the  maximum  possible. 

:•   y:!    iIxV7 
INCREASE  IN  EARTHWORK 
DUE  TO  ADDITIONAL  WIDTH  OF  GAUGE 
I  ktC.43 


I 


StSO >J 

Meter  Gauge  Cuts  7.00  Wide  Area  =  34.5  Sq.M. 

4'8i4" Gauge  Cuts  7.43  Wide  Area  =  35.8  Sq.M. 

Medium  3%!5  Greater  than  Narrow 


Meter  Gauge  Cuts  7.00  Wide  Area  =  34.5  Sq.M. 
5'6"Gauge  Cuts  7.68  Wide  Area=  36.5  Sq.M. 
Broad  S^iofGreater  than  Narrow 

Fig.  4. 

The  only  satisfactory  method  of  determining  the  effect  of  gauge 
on  cost  of  construction  is  to  calculate  what  effect  a  difference  of  gauge 
would  have,  assuming  the  same  conditions. 

We  have  already  seen  that,  within  the  limits  of  practical  railroad- 
ing for  the  gauges  under  consideration,  curvature  and  gradients  are 
not  affected  by  gauge,  therefore  the  location  would  be  the  same  for 
lines  of  either  gauge  through  the  same  country,  for,  in  order  to  make  a 
fair  comparison,  we  must  assume  the  road  designed  in  either  case  to  do 
the  same  business. 

Taking  each  item  of  cost,  therefore,  we  find: 
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Right  of  Way,  Station  Grounds,  Terminals,  etc. — These  are  not 
affected,  the  difference  in  width  of  earthwork  being  only  0.70  m. 
between  meter-  and  broad-gauge,  so  that  the  width  of  right  of  way  is 
not  changed.  If  the  tracks  are  spaced  closer  in  terminals  for  narrow- 
gauge,  they  must  be  longer  to  hold  the  same  tonnage. 

Clearing  and   Grubbing. — There   is   no   difference. 

Earthwork. — This  item  is  the  one  most  affected  by  gauge,  but  the 
proportion  is  very  small,  as  will  be  seen  by  the  diagram,  Fig.  4,  show- 
ing, in  the  case  of  a  cut  or  fill  3  m.  deep,  4%  more  for  medium  over 
meter  and  6%  more  for  broad  over  meter.  In  making  the  calcula- 
tions in  the  following  tables,  for  lines  with  very  heavy  earthwork,  an 
additional  allowance  has  been  made  to  cover  the  extra  width  in 
mountain  work  with  steep  transverse  slopes,  where  the  additional  width 
involves  somewhat  more  earthwork. 

Bridging  and  Culverts. — The  width  of  masonry  is  increased  some- 
what by  reason  of  increased  width  of  banks,  but  the  amount  is  very 
small,  about  2  to  4%  for  abutments,  and  from  0.2  to  1%  for  culverts, 
the  end  walls  of  the  latter  being  the  same,  with  only  an  increase  of 
from  1  to  2  ft.  in  the  length  of  the  barrel.  The  steel  work  will  be 
the  same. 

The  latter  assertion  may  be  questioned,  in  view  of  the  fact  that 
much  narrow-gauge  rolling  stock  is  lighter  than  medium-  or  broad- 
gauge,  but  in  order  to  avoid  too  much  complication,  it  is  assumed  for 
purposes  of  this  comparison  that  the  same  number  of  trains  will  handle 
the  business,  therefore  the  same  weight  of  engine  will  be  assumed. 
If  any  other  assumption  is  made,  that  is,  that  heavier  engines  are  used 
for  the  wider  gauges,  that  means  less  trains  and  less  cost  of  operation, 
which  would  compensate  for  the  additional  weight  of  the  steel.  The 
total  cost  of  the  actual  bridging,  omitting  abutments,  etc..  is  such  a 
small  proportion  of  the  total  cost  of  the  railroad  that  any  slight  dif- 
ference in  this  item  would  be  very  small. 

Track. — Rails  and  fastenings  will  not  be  affected.  The  cost  of 
rails  is  taken  at  $30  at  Buenos  Aires  with  about  $150  per  mile  added 
for  freight.  The  length  of  the  cross-ties  is  affected  directly  as  the 
width  of  the  gauge,  but  as  the  function  of  the  sleepers  is  to  distribute 
the  load,  as  well  as  to  hold  the  rails  in  position,  there  would  only  be 
as   many   required   for  broad-gauge   as   would   give   the   same   bearing 
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area  on  the  soil  or  ballast  as  those  of  the  narrow-gauge,  and,  there- 
fore, theoretically,  there  would  be  no  difference  in  this  item.  Prac- 
tically there  is,  however,  but  with  the  result  that  a  better  track  is 
obtained.  The  number  of  the  sleepers  has  been  assumed,  therefore, 
at  1  400,  1  500,  and  1  600  per  kilometer  (2  254,  2  415,  and  2  576  per 
mile)  for  broad-,  medium-,  and  narrow-gauge,  respectively. 

Quebracho  ties  are  used  almost  exclusively  on  the  Argentine  rail- 
ways; they  are  very  hard  and  durable,  and,  owing  to  their  high  cost, 
are  spaced  rather  farther  apart  than  is  usual  in  the  United  States. 
The  average  price,  including  freight,  at  Santa  Fe,  a  fairly  central 
point,  for  the  area  imder  consideration,  is : 

5  ft.  6-in.  gauge       $1.90  eacli  =  $2  660  per  km.     $4  283  per  mile. 
4  ft.  8i-in.  gauge         1.60     "     =    2  400     "      "  3  864     "       " 

'Meter-gauge  1.20     "     =    1920     "      "  3  091     "       " 

Laying  and  Surfacing. — This  has  been  assumed  to  be  somewhat 
more  for  medium-  or  broad-gauge,  on  account  of  the  greater  width, 
but,  although  it  is  a  little  doubtful  whether  this  is  really  warranted, 
it  is  taken  in  order  to  be  on  the  safe  side. 

Ballasting. — This  is  assumed  to  be  the  same  for  all  gauges,  for, 
in  order  to  carry  the  same  loads,  a  greater  depth  of  ballast  is  required 
for  narrow-gauge,  where  the  loads  are  concentrated,  than  for  the  wider 
gauge.  Then,  again,  the  impact  is  greater  on  narrow-gauge,  due  to 
the  greater  height  in  proportion  to  the  width  of  the  rolling  stock. 

Yards  and  Sidings. — These  are  taken  at  a  percentage  of  the  cost 
of  the  track  in  each  case.  Here  again,  theoretically  at  least,  there 
should  be  no  increase  in  cost  due  to  gauge,  for,  although  the  broad- 
gauge  track  costs  more  per  linear  foot,  there  is  not  so  much  of  it 
required,  broad-gauge  trains  of  the  same  net  tonnage  requiring  a 
lesser  length  of  track  than  narrow-gauge  trains.  As,  however,  on  lines 
of  comparatively  light  or  medium  traflBc  the  yards  and  sidings  are 
likely  to  be  made  the  same  length  in  any  case,  the  increase  is  made 
as  shown. 

Cattle  Guards. — These  will  be  slightly  wider  for  wider  gauge. 

Miscellaneous  Structures^  etc. — Fences,  Track  Signs,  Buildings  of 
all  kinds,  Water  Supply,  Telegraphs,  Docks  and  Wharves,  General 
Expenses  of  Construction,  Engineering  and  Legal  Expenses,  would 
not  be  changed. 
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Contingencies,  Expenses  of  Promotion,  Interest  During  Construc- 
tion.— These  are  figured  at  percentages  of  the  totals. 

Equipment. — For  the  same  amount  of  traffic,  the  equipment  would 
probably  cost  slightly  less  for  the  wider  gauge  on  account  of  the  larger 
capacity  of  the  cars,  but,  assuming  as  nearly  as  possible  the  same 
weight  of  engines,  etc.,  this  would  not  be  a  great  deal. 

Tables  15,  16  and  17  show  the  differences  due  to  gauge  alone  on  lines 
of  light,  medium,  and  heavy  earthwork  and  bridging,  and  assuming 
the  same  traffic  and  carrying  capacity  on  all.  It  will  be  noted  that 
for  lines  of  light  and  medium  construction  there  is  very  little  differ- 
ence in  the  percentage  of  increase,  what  difference  there  is  being  a 
less  percentage  where  the  work  is  heavier,  medium-gauge  averaging 
6%  more  than  narrow-gauge  and  broad-gauge  10%  more  than  narrow. 
For  very  heavy  lines,  that  is,  mountain  lines  with  steep  transverse 
slopes,  there  should  be  some  additional  increase  in  earthwork  due  to 
the  increased  width.  This  has  been  allowed  for,  and  in  this  class 
of  lines  the  medium-gauge  might  be  assumed  to  cost  11%  more  and 
the  broad  16%  more  than  the  narrow. 

The  summary  of  the  totals  is  given  in  Table  14,  in  which  the  per- 
centage is  the  increase  above  the  cost  of  narrow-gauge. 

TABLE  14. — Summary  of  Costs. 


Gauge. 

Cost  per  Mile,  in  Gold  Dollars. 

Cost  per  Kilometer,  in- 
Gold  Dollars. 

Light. 

Medium. 

Heavy. 

Light. 

Medium. 

Heavy. 

Narrow 

Medium 

Broad  

$29  772 

31  581  -f-    6^ 

32  861  +  \Q°4 

$54  760 
57  920+    6%- 
60  430  +  lOJ^ 

$92  573 

102  892  +  11% 

107  553  +  16% 

$18  458 

19  .580 

20  374 

$33  951 
35  910 
37  467 

$57  395 
63  793 
66  683 

It  may  be  noted  that  the  assumed  increases  in  Table  14,  which  the 
writer  believes  to  be  the  maximum  or  outside  amounts,  are  not  more 
than  the  usual  allowances  for  contingencies  in  work  of  this  magnitude. 


Cost  of  Conversion. 

The  following  estimate  of  the  cost  of  changing  the  gauge,  although 
not  based  on  detailed  surveys  or  calculation  of  quantities,  is  believed 
to  represent  average  conditions,  based  on  observations  by  the  writer 
after  an   inspection  of  practically  all  the  meter  and  standard-gauge 
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lines  of  the  Argentine,  as  well  as  of  a  considerable  proportion  of  the 
broad-gauge  lines. 

It  is  believed  that  it  can  be  safely  assumed  that  the  cost  of  con- 
version, including  a  liberal  allowance  for  rolling  stock,  will  not 
exceed  the  figures  given,  and  will  probably  be  less.  It  is  to  be  noted, 
however,  that  these  estimates  do  not  include  any  betterments,  such 
as  heavier  rails,  renewing  bridges,  etc.,  or  any  other  works  of  improve- 
ment which  it  might  be  desirable  to  carry  out  at  the  time  the  gauge 
would  be  changed ;  but  they  do  include  an  allowance  for  all  new 
sleepers.  It  may  also  be  noted  that  most  of  the  lines  which  would 
be  changed  first  are  through  easy  country,  and  the  cost  would  be  less 
than  the  average. 

TABLE   15. — Cost   of   New   Construction. 
Light  Earthwork  and  Bridging. 


Cost  per  Mile,  in  Gold 
Dollars. 


Meter.    4  ft.  8J4-in.    5  ft.  6-in. 


Riftht  of  way.  station  grounds,  terminals 

Clearing 

Earthwork 

Bridges 

Culverts 

Track:  Rails  and  fastenings,  70-lb.  rail 

Ties.... 

Laying  and  surfacing 

Bailastintj,  half  eartli,  half  stone 

Yards  and  sidings,  30V  of  amount  for  rails,  ties,  laying, 

and  surfacing 

Cattle  guards,  fences,  track  signs 

Buildings,  shops,  stations,  section  houses,  water  supply. 
etc 


Telegraph  and  telephone 

Docks  and  wharves  

General  expenses  and  administration. 

Engineering 

Legal  expenses 


Contingencies,  5^ ) 

Expenses  of  promotion,  2%^ ;-  15V  . 

Interest  during  construction,  8X  ) 


Equipment    (rolling    stock,    etc.)    assumed    for    same 
amount  of  traffic 


.l-li-'^ 


'■-}  <:.\- 


200 
4  000 
2  000 

2  000 
4  000 

3  090 
800 
850 

1  750 
450 

2  000 
500 

50 

300 

1  000 

350 


$23  280 
3  492 


3  000 


772 


840 

300 

4  310 

2  150 

2  150 
4  000 

3  860 
900 
850 

1  920 
460 

2  000 
500 

50 

300 

1  000 

250 


$24  940 
3  741 


$28  681 
2  900 


$31  581 


$40 

200 

4  570 

2  300 

3  300 

4  000 
4  380 

1  non 

850 

2  030 

470 

2  000 

500 

50 

300 

1  000 
350 


$26  140 
3  921 


530  061 
2  800 


$32  861 


Per  kilometer. 


$18  458 


$19  580 


$20  374 
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TABLE  16. — Cost  of  New  Constructiox. 
Medium  Earthwork  and  Bridging. 


Cost  per  ]\1ile,  in  Gold 
Dollars. 


Meter.     4  ft.  8)4-in. 


Right  of  way,  station  grounds,  terminals 

Clearing 

Earthwork 

Bridges 

Culverts 

Track  :   Rails  and  fastenings,  70-lb.  rail 

Ties 

Laying  and  surfacing 

Ballasting,  half  earth,  half  stone 

Yards  and  sidings,  20%  of  amount  for  rails,  ties,  laying, 

and  surfacing 

Cattle  guards,  fences,  track  signs 

Buildings,  shops,  stations,  section  houses,  water  supply, 
etc 


Telegraph  and  telephone 

Docks  and  wharves 

General  expenses  and  administration. 

Engineering 

Legal  expenses 


Contingencies,  5% ) 

Expenses  of  promotion,  2% J' 15%. 

Interest  during  construction,  8%.  ) 


Equipment      (rolling    stock,    etc.)    assumed    for    same 
amount  of  traffic j 


250 
18  450 
5  000 
5  000 
4  000 
3  090 
800 
850 

1  750 
450 

2  500 
550 

50 

400 

1  300 

270 


250 
19  430 
5  500 
5  300 
4  000 
3  860 
900 
850 

1  920 
460 

2  500 
550 

.50 

400 

1  300 

270 


844  750 
6  710 


*47  580 
7  140 


^51  460    $.54  720 
3  300  i    3  200 


Per  kilometer. 


$54  760 


$83  951 


$57  920 


$35  910 


5  ft.  6-in. 


$40 
250 
20  260 
6  000 
5  600 
4  000 
4  280 

1  000 
850 

2  030 

470 

2  500 

550 

50 

400 

1  300 
270 


$49  850 

7  480 


$57  330 
3  100 


$60  430 


$37  467 


The  following*  shows  the  actual  cost  of  changing  certain  lines  in 
India  from  meter  to  5  ft.  6  in.  The  costs  include  rolling  stock  and, 
in  at  least  one  case,  the  Salt  Branch  of  the  North  Western,  the  cost 
of  changing  from  41-lb.  to  75-lb.  rails,  and  in  the  last  case  there  were 
"heavy  charges  for  bridge  renewals  and  heavy  permanent  way". 

Cost  of  Converting  Meter-Gauge  to  5  ft.  6-in,  in  India. 


Salt  Branch  of  North  Western, 
Nagpur-Chattisgarh, 
Kotkapura-Firozur, 
Gudur  to  Nellore, 


Per 

Per  mile.  kilometer. 

50.0  miles  £2  867  =  $14  350  =  $8  600. 

145.2   "   £2  583  =  $12  915  =  7  750. 

27.9   "   £1472  =  $73  60  =  4  415. 

24.2   "   £4  125  =  $20  625  =  12  374. 


♦  From  Minutes  of  Proceedings,  Inst.  C.  E.,  1906. 
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The  author  of  the  paper,  Sir  Frederick  Eobert  Upcott,  who  gave 
these  costs,  estimated  that  the  cost  of  changing  the  existing  meter- 
gauge  lines  of  India  to  5  ft.  6-in.  would  be  £2  500  ($12  500)  per  mile, 
or  about  £1  500   ($7  500)   per  kilometer. 

TABLE  17. — Cost  of  Xeav  Construction. 
Heavy  Earthwork  and  Bridging. 


Eight  of  way,  station  grounds,  terminals 

Clearing 

Earthwork 

Bridges 

Culverts 

Track  :  Rails  and  fastenings,  70-lb.  rail 

Ties 

Laying  and  surfacing 

Ballasting,  half  earth,  half  stone 

Yards  and  sidings,  20%  of  amount  for  rails,  ties,  laying, 

and  surfacing 

Cattle  guards,  fences,  track  signs 

Buildings,  shops,  stations,  section  houses,  water  supply, 


etc. 


Telegraph  and  telephone 

Docks  and  wharves 

General  expenses  and  administration. 

Engineering 

Legal  expenses 


il5%. 


Contingencies,  5% 

Expenses  of  promotion,  2% 

Interest  during  construction,  8%. 


Equipment    (rolling     stock,    etc.)     assumed     for    same 
amount  of  traffic 


Per  kilometer. 


Cost  per  Mile,  in  Gold 
Dollars. 


Meter. 


$40 

300 

39  490 

10  000 

10  000 

4  000 

3  090 

800 

850 

1  750 
450 

3  000 
600 
50 

500 

1  800 

300 


^77  020 
11  5.53 


$88  573 
4  000 


$92  573 


$57  395 


4  ft.  81^-in. 


300 

44  500 

12  000 

11  000 

4  000 

3  860 

900 

850 

1  920 
460 

3  000 
600 
50 

500 

1  800 

300 


$86  080 
12  913 


$98  992 
3  900 


$63  793 


5  ft.  6-in. 


4fi  000 
13  000 
12  000 
4  000 
4  280 

1  000 
850 

2  030 

470 

3  000 
600 

50 

500 

1  800 

300 


$90  220 
13  533 


$103  753 
3  800 


$66  683 


It  is  Stated*  that  the  cost  of  changing  the  gauge  of  the  lines  in 
Queensland  and  West  Australia  from  3  ft.  6-in.  to  4  ft.  S^-in.  will  be 
$111  000  000,  or  an  average  of  $16  600  per  mile  ($10  000  per  km.)  for 
the  6  662  miles  to  be  changed. 

It  has  also  been  stated  that  the  estimated  cost  of  changing  the 
gauge  of  the  railways  in  Japan  will  be  some  $125  000  000  for  about 


*  Railway  Age  Gazette.  July  11th,  1913. 
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5  000  miles,  or  $25  000  per  mile  ($15  000  per  km.).  This  seems  high, 
but,  of  course,  the  topography  of  the  country  is  quite  rugged  and  moun- 
tainous and  the  railways  have  many  large  bridges  and  tunnels. 

TABLE  18.— Estimate  of  Cost  of  Chaxging  1  Mile  of  Meter-Gauge 
TO  Medium-  or  Broad-Gauge. 
Assuming  Average  Conditions  on  the  Meter-Gauge  Lines   of  the 
v.i  -.  !i  Argentine. 


Ri^ht  of  way,  station  grounds,  terminals,  etc.,  $10  000  for  addi- 
tional terminal  land  for  every  300  miles 

Earthwork:    Say,  S^o  additional  for  medium  and  7%  for  broad  on 

assumed  present  average  cost  of  about  $20  000  per  mile 

Bridges  and  culverts:  lengthening 

Track:    Medium  gauge: 

2  400  new  sleepers  at  S1.60 $3  840 

New  fastenings 250 

Taking  up,  relaying  and  surfacing 1  500 

Broad-gauge: 

2  600  new  sleepers  at  SI. 90 $4  940 

New  fastenings 250 

Taking  up,  relaying,  and  surfacing 1  500 


Yards  and  sidings:  20%  of  main  line 

Cattle  guards,  nominal 

Fen ces,  track  signs,  etc. ,  no  change 

Buildings,  shops,  stations,  section  houses,  turntables,  water  supply. 
Will  only  involve  changing  tracks  and  spacing  in  shops,  turn- 
tables, engine-houses,  and  running  sheds,  say  $200  000  for  every 
300  miles '. 

Signals  and  interlocking 

Telegraph  and  telephone,  no  change 

General  expenses  and  administration 

Engineering 

Legal  expenses 

Interest  during  construction 

Contingencies 


New  rolling  stock,  say  $5  000  per  mile. 
Credit  old  rolling  stock  3  500  per  mile . 


Per  mile 

Per  kilometer. 


Cost  of  Operation. 

Various  statements  have  been  made  in  regard  to  the  relative  costs 
of  operation  and  maintenance  of  lines  of  different  gauges,  almost  in- 
variably however,  so  far  as  the  writer  has  been  able  to  discover,  based 
on  comparisons  of  the  costs  on  two  existing  lines  or  groups  of  lines. 
Such  comparisons  are  not  of  great  value,  for  no  matter  how  generally 
similar  two  lines  may  be,  or  seem  to  be,  the  inherent  differences  in 
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physical  condition,  amount  and  character  of  traffic,  rolling  stock,  man- 
agement, policy,  etc.,  will  be  considerable.  An  attempt  was  made  by 
the  writer  to  analyze  the  details  of  the  operating  costs  of  certain  lines, 
and  from  this  to  form  some  idea  of  the  actual  effect  on  each  item  of  a 
change  or  difference  in  the  gauge,  but  it  was  found  that  there  was  so 
little  information  available  that  the  result  would  be  too  much  in 
the  nature  of  a  pure  guess  to  be  of  any  value,  and  as  there  seems  to 
be  no  really  good  way  of  determining  what  actual  effect  a  difference 
of  gauge  would  have  on  the  operation  and  maintenance  costs,  such  com- 
parisons between  the  results  on  lines  of  different  gauges  in  various 
parts  of  the  world  as  are  available  are  given  for  what  they  are  worth, 
followed  by  some  discussion  of  the  effect  of  gauge  on  maintenance  of 
permanent  way  and  an  analysis  of  the  possible  economies  by  the  use 
of  heavier  rolling  stock,  etc.,  both  in  maintenance  of  equipment  and 
costs  of  operation. 

Indian  Railways. — In  regard  to  the  railways  of  India,  the  fol- 
lowing statement  was  recently  made  by  Sir  Guilford  Molesworth, 
showing  that  although  the  train-mile  costs  on  the  narrow-gauge  lines 
of  that  country  were  lower  than  on  the  broad,  the  net  ton-mile  costs 
were  higher. 

Taking  the  East  India  Eailways  (5  ft.  6-in.)   as  100,  the  costs  on 

the  following  narrow-gauge  lines  were : 

Per  train-mile.       Per  ton-mile. 
Assam  Railway 71  315 

South   Maharatta 56  280 

Burma    Line it.  .y;v  <:.\ ...  64  290 

A  statement  prepared  by  Sir  Frederick  Upcott,  giving  the  com- 
parative statistics  of  eight  of  the  principal  broad-gauge  and  eight  of 
the  principal  narrow-gauge  lines,  for  1903,  showed  that,  though  the 
earnings  on  the  narrow-gauge  lines  gave  practically  the  same  returns 
on  the  capital  invested  as  on  the  broad-,  the  average  charges  were: 

Cents,  in  gold. 
Broad.  Narrow. 

Per  passenger-mile  0.42  0.40 

Per  freight-mile   0.92  1.14 

and  the  cost  of  carriage  of  freight  per  ton-mile  was : 
0.5   cent  for  the  broad-gauge. 
0.6     "         "       "     narrow-gauge. 
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It  is  interesting  to  note,  liere,  that  the  average  weight  of  trains  on 
the  broad-gauge  was  167  tons,  as  compared  with  88  tons  for  the 
narrow-gauge. 

Australian  Railways. — The  ton-mile  costs  in  Australia  are  not 
available,  but  the  train-mile  costs  for  1910-11  were  as  follows: 

Broad      $1.20 
Medium     1.09 
Narrow      1.32 
These  figures,  taken  together  with  the  fact  that  the  net  earnings 
per  mile  of  the  medium-gauge  lines  were  double  those  of  the  narrow- 
gauge,  indicate  the  inferiority  of  the  earning  power  of  the  latter. 

Argentine  Railways. — In  the  Argentine  the  average  operating  costs 
of  all  lines  for  1909  were  as  follows : 

Broad.     Medium.      Narrow,  Broad.     Medium.      Narrow. 

Per  train-kilometer.  Per  train-mile. 

Dollars,    gold $1,006     $0,755       $0,876       $1,620     $1,216      $1,410 

Per  ton-kilometer.  Per  ton-mile. 

Cents,    gold 0.928       0.957         0.967  1.494       1.540         1.557 

The  ton-mile  (ton-kilometer)  used  for  these  figures  is  that  of  the 
■'peso  util"  or  "paying  weight"  transported,  and  includes  passengers, 
with  ordinary  baggage,  calculated  at  100  kg.  (220  lb.)  each,  excess 
baggage,  and  express,  as  well  as  freight;  but,  as  the  proportion  of 
revenue  from  passengers,  baggage,  and  express  is  much  greater  on 
the  broad-gauge  lines,  being  31%  of  the  total  as  compared  with  19% 
for  the  narrow-gauge,  the  comparison  is  hardly  fair  to  the  broad-gauge. 
It  shows,  however,  the  same  tendency  to  low  cost  per  ton-mile  for  the 
wide-gauge,  although  the  train-mile  costs,  due  to  the  heavier  trains 
hauled,  are  higher. 

It  is  to  be  noted,  as  previously  stated,  that  the  medium-gauge  lines, 
do  not  offer  any  real  comparison  on  account  of  local  conditions,  and 
this  applies  also  to  the  ton-mile  costs  on  these  lines,  which  are  given 
later. 

Taking  the  figures  as  they  stand,  and  using  the  number  of  ton- 
kilometers  for  1909,  they  show  a  saving  in  operating  costs  of  a  little 
more  than  $100,  gold,  per  kilometer  ($160  per  mile)  per  annum  in 
favor  of  the  broad-gauge,  which,  of  course,  is  not  very  large.  In  dis- 
cussing these  costs,  however,  consideration  must  be  given  to  the  essen- 
tial difference  and  physical  characteristics  of  the  broad-  and  narrow- 
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gauge  lines  at  this  time  (1909).  The  narrow-gauge  lines  of  the  Ar- 
gentine were  then  doing  a  fair  amount  of  business,  as  more  or  less 
local  lines,  that  is,  none  of  them  reached  the  National  Capital  nor 
did  they  partake  of  the  character  of  trunk  lines.  The  Central  Cordoba 
was  then  building  to  Buenos  Aires,  and  now  (1911)  all  the  narrow- 
gauge  lines  realize  that,  if  they  are  not  to  be  entirely  crowded  out, 
they  must  get  in  close  touch  with  the  National  Capital  in  order  to  stay 
in  business,  and  spend  large  sums  for  capital  account  to  put  their 
lines  in  condition  even  to  meet  reasonably  the  competition  existing 
or  to  be  expected.  The  narrow-gauge  lines  were  then  capitalized  at 
about  $28  000,  gold,  per  km.,  as  compared  with  $42  000,  gold,  for  the 
broad-gauge,  but  they  are  now  faced  with  the  necessity  of  capital  ex- 
penditure which  will  bring  them  well  up  toward  the  capitalized  value 
of  the  broad-gauge.  A  large  part  of  the  capital  of  the  latter  is  in- 
vested in  the  expensive  Buenos  Aires  terminals,  and  other  facilities 
at  all  points  on  their  lines,  which  they  have  found  it  necessary  to 
have  in  order  to  do  their  business,  which  the  narrow-gauge  lines  have 
yet  to  acquire  and  develop,  and  on  the  capital  expenditure  for  which 
they  must  earn  the  interest.  It  is  also  quite  certain  that  many  of 
the  narrow-gauge  lines  would  have  to  be  double-tracked  in  order  to 
handle  the  business. 

If  it  could  be  assumed  that  the  foregoing  figures  would  hold  good 
for  any  amount  of  business  to  be  hauled,  they  would  not  present  a 
very  formidable  argument  for  the  broad-  as  compared  with  the  narrow- 
gauge,  but  all  railroads,  as  well  as  all  other  enterprises  in  any  country 
as  progressive  as  the  Argentine,  must  grow  with  the  country  or  be 
crowded  out,  and  this  is  what  is  beginning  to  happen  to  the  narrow- 
gauge  lines.  The  business  coming  to  them  is  more  than  they  can 
handle  economically  with  the  plant  they  have,  because  it  tends  to 
cause   congestion. 

The  need  of  adequate  facilities  for  doing  business  and  the  in- 
creased cost  of  operation  due  to  their  lack  when  the  amount  of  business 
offered  passes  a  certain  limit,  was  shown  in  1906  in  the  United  States, 
when  many  of  the  railroads  of  the  country  suffered  serious  losses  be- 
cause of  the  congestion  caused  by  the  large  amount  of  freight  offered 
for  transportation  which  they  had  not  the  facilities  for  handling. 

The  real  test,  of  course,  is  the  final  net  earnings  on  the  investment, 
and  here  the  broad-gauge  lines,  in  spite  of  their  heavier  capitalization. 
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are  a  long  way  ahead,  with  average  earnings  of  5.6G%  on  the  capital 
invested,  as  compared  with  2.41%  earned  on  the  capital  invested  in 
the  narrow-gauge  lines,  so  that  it  is  evident  that  the  ton-mile  figures 
do  not  tell  the  whole  story. 

Taking  freight  alone,  on  the  basis  of  these  1909  figures,  the  re- 
ceipts per  ton-mile  make  a  still  better  showing  in  favor  of  the  narrow- 
gauge,  the  averages  being: 

Freight  receipts. 
Ton-kilomeler.    Ton-mile. 
Broad,  1.17  1.95    cents,  gold. 

Medium,  1.26  2.10      " 

Narrow.  1.05  1.75      " 


Average  for  all  lines,   1.15  1.92  cents,  gold. 

It  may  be  noted,  also,  that  the  rates  on  the  Central  Cordoba  and 
Santa  Fe  lines  are  the  lowest  of  any  lines  in  the  country,  and  it  is 
these  which  tend  to  lower  the  average  for  the  narrow-gauge  lines, 
but  it  is  believed  that  the  explanation  given  above  shows  the  reason 
for  the  apparent  cheaper  cost  of  operation,  or,  rather,  lesser  rates  on 
these  two  narrow-gauge  lines.  It  may  also  be  added  that  the  property 
of  neither  has  been  kept  in  first-class  physical  condition,  and,  as  already 
stated,  their  net  earnings  show  a  much  lower  percentage  of  the  capital 
invested  than  do  the  broad-gauge  lines.  The  Government  lines,  also, 
which  are  narrow-gauge,  are  operated  at  a  loss.  If  the  freight  charges 
on  these  lines  were  fixed  to  give  the  same  return  on  the  capital  invested 
they  would,  of  course,  be  much  higher. 

Comparison  of  Ton-Mile  Costs. — The  average  receipts  per  ton-mile 
of  the  Argentine  railways  in  1909  are  given  above.  The  average  for 
the  United  States  in  1912  was  0.85  cents.  On  70%  of  all  the  railroads 
the  average  was  less  than  1.0  cent  per  ton-mile,  and  the  lowest  average 
rate  was  0.48  cent  per  ton-mile. 

The  actual  cost  of  moving  freight  on  the  Bessemer  and  Lake  Erie 
Railway  in  1909  was  stated  to  be*  0.230  cent  per  ton-mile ;  this  included 
terminal  charges  on  a  road  only  144  miles  long;  adding  interest  on 
the  investment  would  bring  the  total  cost  to  0.280  cent  per  ton-mile. 

Maintenance  of  Permanent  Way. — In  regard  to  maintenance,  it 
seems  quite  evident  that  this  would  be  considerably  more  on  narrow- 

*  Engineering  News,  April  21st,  1910. 
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gauge  lines  having  any  large  amount  of  traffic,  and  especially  if  it 
was  desired  to  run  passenger  trains  even  at  reasonably  fast  speeds. 

If  it  were  possible  to  build  and  maintain  a  track  without  inequali- 
ties, or  if  the  inequalities  of  the  line  and  the  forces  tending  to  produce 
oscillation  could  be  reduced  in  the  same  proportion  as  the  width  of  the 
gauge,  the  cost  of  maintenance  might  be  considered  as  proportional  to 
the  width,  but  these  conditions  are  unattainable. 

The  narrower  the  gauge  the  greater  is  the  angle  through  which 
the  vehicle  is  canted  laterally,  through  a  certain  depression  or  elevation 
of  one  of  the  rails,  and  the  greater,  therefore,  is  the  inequality  produced 
in  the  loads  on  the  springs  on  opposite  sides,  and,  consequently,  on  the 
two  rails  also,  so  that  the  narrower  the  gauge  the  greater  the  extent 
of  lateral  oscillation  to  which  any  given  inequality  in  the  line  will 
give  rise,  and  this  is  a  point  of  especial  importance  in  districts  where, 
from  the  variations  of  climate  or  other  influences,  the  permanent  way 
is  likely  at  times  to  get  more  or  less  out  of  repair.* 

It  is  to  be  noted,  also,  that  the  use  of  stone  ballast  is  almost  indis- 
pensable on  narrow-gauge  lines,  in  order  to  have  track  on  which  speeds 
of  more  that  30  miles  per  hour  are  safe,  and  that  the  depth  of  the 
ballast  must  be  increased  in  order  to  distribute  properly  the  loads 
which,  in  the  narrow-gauge,  are  concentrated  on  a  smaller  area, 

A  few  years  ago  it  was  quite  generally  thought  that  the  principal 
function  of  the  ballast  was  to  afford  proper  drainage  for  the  track, 
though  even  as  long  ago  as  1887-90  experiments,  which  were  conducted 
in  Germany  by  Railroad  Director  Schubert,  had  indicated  the  value 
and  necessity  of  ballast  for  the  proper  distribution  of  the  loads.  In 
view  of  the  great  increase  in  axle  loads  in  recent  years,  an  extended 
series  of  experiments  was  made  in  1908-10  by  the  Pennsylvania  Rail- 
road to  obtain  further  light  on  this  phase  of  the  subject.f  These 
experiments  showed  quite  clearly  and  conclusively  the  part  played 
by  ballast  in  the  distribution  of  the  loads,  and  the  necessity  of  a  suffi- 
cient depth  to  take  care  of  this.  It  is  quite  certain,  therefore,  that  the 
concentration  of  loads  on  lines  of  narrow-gauge,  both  by  reason  of  the 
smaller  bearing  area  of  the  sleepers  and  the  additional  impact  due  to 
the  higher  center  of  gravity  and  greater  oscillation,  must  be  taken  care 

*  See  also  p.  327  et  seq. 

t  Proceedings,  Am.  Ry.  Eng.  Assoc,  1912. 
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of  by  an  increase  in  depth  of  ballast,  if  equally  good  results  are  to 
be  obtained. 

Maintenance  of  Equipment. — It  is  quite  difficult,  if  not  impossible, 
to  make  any  estimate  of  the  effect  of  gauge  on  the  cost  of  maintenance 
of  equipment.  It  is  quite  sure  that  the  cost  of  maintenance  of  both 
locomotives  and  wagons  is  not  proportionate  to  either  their  size  or 
capacity,  that  is  to  say,  it  does  not  cost  twice  as  much  per  annum  for 
the  maintenance  of  a  200-ton  engine  as  it  does  to  maintain  a  100-ton 
engine;  two  25-ton  cars  will  cost  more  to  maintain  than  one  50-ton 
car  doing  the  same  work.  The  passenger  equipment  for  narrow-gauge 
has  only  about  three-quarters  of  the  carrying  capacity  of  the  broad- 
gauge  for  vehicles  of  the  same  length,  so  that,  to  do  the  same  amount 
of  business,  there  will  be  a  larger  number  of  vehicles,  larger  proportion 
of  dead  weight  per  passenger,  and,  therefore,  a  larger  cost  of  mainte- 
nance per  revenue  unit. 

If  it  could  be  assumed  that  all  or  even  the  greater  proportion  of 
the  business  of  the  Argentine,  if  carried  on  broad-gauge  lines,  could 
be  handled  by  locomotives  and  in  freight  cars  of  twice  the  capacity  of 
those  now  in  general  use  on  the  narrow-gauge,  one  could  say  at  once 
that  the  cost  of  maintenance  of  equipment  would  be  greatly  lessened 
thereby.  This,  however,  is  not  the  case,  and  there  are  many  locomotives 
and  cars  in  use,  and  of  a  useful  size,  on  the  narrow-gauge,  equal  in 
capacity  to  many  on  the  broad-,  and  it  is  only  a  certain  proportion  of 
the  business  that  can  be  handled  to  better  advantage  in  cars  and  by 
locomotives  of  larger  capacity. 

Taken  altogether — passenger  cars,  freight  cars,  and  locomotives — 
it  seems  quite  sure  than  the  cost  of  maintenance  of  equipment  would  be 
more  on  narrow-gauge  lines  than  on  the  broad-gauge,  by  reason  of  the 
larger  number  of  vehicles  required  to  handle  the  same  amount  of  busi- 
ness. Just  how  much  this  item  would  amount  to  it  is  not  possible  to 
say,  though  the  figures  in  Table  19  may  give  some  idea. 

Effect  of  Larger  Rolling  Stock  Units  on  Costs  of  General  Repairs. — 
Assuming  quite  conservatively  that  half  the  business  could  be  handled 
on  the  broad-gauge  by  equipment  having  50%  greater  capacity  than 
that  now  in  use  or  possible  on  the  narrow-gauge,  then  the  number 
of  units  of  rolling-stock  would  be  reduced  one-sixth.  The  cost  of 
repairs  on  the  larger  units  would  be  somewhat  greater,  but  not  propor- 
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TABLE  19. — Cost  of  Maintenance  of  Locomotives  and  Cars  in  1909 
ON  the  Narrow-Gauge  Lines  of  the  Argentine. 


Number  in 
service. 

Repairs  and 

Maintenance. 

Total  cost. 

Cost,  each. 

500 
599 
402) 
13  540  V 
540  i 

$1  051  332 
258  477 

683  175 

$2  102 

430 

47 

$1  993  984 

tionately  so,  say,  roughly,  only  50%  of  the  increase.  That  is,  for 
example,  taking  the  case  of  the  locomotives,  250  would  remain  as  at 
present,  each  costing  $2  100  a  year  for  repairs,  the  other  250  would 
be  replaced  by  two-thirds  of  the  number,  each  unit  having  50%  greater 
capacity  and  costing  25%  more  for  repairs,  that  is,  there  would  be 
167  each  costing  $2  625  for  repairs  per  annum.  The  total  cost  of  repairs 
would  then  be: 

Locomotives   250  X  $2  102  =  $252  500 

167  X    2  625=   438  375 

Passenger  coaches      300  X 

200  X 
Freight  cars,  etc.     7  240  X 

4  826X 


This  shows  a  saving  of  $167  695  per  annum,  equal  to  about  $23 
per  km.  of  line,  with  the  business  of  1909.  With  a  live  policy  of  opera- 
tion, the  building  of  branches  to  develop  the  existing  main  lines,  it  is 
not  unrensonable  to  assume  that,  by  1919,  say  in  10  years,  the  business 
will  be  increased  to  three  times  the  present  amount,  and  a  large  pro- 
portion of  it  will  need  to  be  handled  in  heavy  trains. 

There  would  be  all  the  new  mileage  on  which  there  would  be  a 
similar  saving  to  that  just  shown,  the  new  mileage  would  bring  as 
much  business  to  the  old  lines  as  these  now  have,  and  the  natural  in- 
crease in  the  country  adjoining  the  old  lines  might  be  at  least  equal 
to  the  business  now,  so  that  on  this  item  of  repairs  alone  there  would 
be  a  saving  of  from  $70  to  $100  per  km.  on  the  present  lines,  and  at 


430 

=    129  000 

537 

=    107  400 

47: 

=:    340  280 

59: 

=    284  734 

$1  825  289 
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least  $20  to  $30  on  the  new  lines,  or,  say,  an  average  of  $50  per  km. 
per  annum  on  the  whole  system  then  in  operation. 

It  is  to  be  noted  that  if  the  change  of  gauge  is  brought  to  pass, 
the  new  equipment,  if  properly  selected,  would  show  a  much  smaller 
cost  of  repairs,  as  it  would  be  better  adapted  to  the  requirements  of 
the  service.  There  would  be  also,  without  going  to  extremes,  much  of 
it  of  double  the  average  capacity  of  the  present  narrow-gauge  rolling 
stock,  instead  of  only  50%  greater  as  just  assumed,  so  that  the  fore- 
going estimate  is  quite  conservative. 

Effect  of  Small  or  Large  Cars  on  Train  Resistance,  Loading,  Etc. — 
The  effect  of  small  cars  on  train  resistance  has  already  been  pointed 
out.*  Their  effect  on  the  cost  of  operation  is  indicated  by  the  following: 

Assume  an  engine  of  the  Mikado  (2-8-2)  type: 

Total  weight  of  engine  and  tender.  .     246  600  lb. 

Weight  on  drivers 110  500  " 

Maximum  tractive  power 28  900  " 

This  is  about  as  large  an  engine  as  can  be  built  for  meter-gauge 
of  a  type  which  will  give  large  power  capacity  with  ability  to  make 
fairly  good  speeds  with  heavy  trains. 

Engines  of  the  Mallet  or  articulated  type  are  built  of  much  greater 
power,  but,  as  that  type  only  operates  efficiently  at  very  low  speeds  and 
is  best  adapted  to  sections  of  heavy  gradients,  it  does  not  afford  as 
good  a  basis  for  comparison  for  general  conditions,  in  fairly  easy 
country,  similar  to  that  found  in  the  Argentine,  where  much  of  the 
freight  must  be  moved  quickly,  as  does  the  Mikado  type. 

The  tonnage-rating  formula  of  the  American  Railway  Engineering 
Association  is 

R  =2.22  r  + 121.6  C. 
in  which 

R  =  Total  resistance  on  level  tangent,  in  pounds, 
T  =  Total  weight  of  train  behind  the  tender,  in  tons, 
C  =  Number  of  cars. 

This  assumes  good,  fair  rolling  stock  and  track,  and  that  the  resist- 
ance does  not  increase  at  ordinary  freight  train  speeds  between  7  and  35 
miles  per  hour.f 


*  p.  351. 

f  Proceedings,  Am.  Ry.  Eug.  Assoc,  1910. 
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Using  this  formula  and  applying  it  to  trains  of  fully-loaded  cara 
on  a  line  with  grades  of  0.6%,  it  is  found  that  the  engine  assumed, 
when  working  to  full  capacity  (i.  e.,  exerting  the  same  power  in  each 
case),  can  haul  the  loads  shown  in  Table  20. 

TABLE  20. 


No.  of 
cars. 

Net  tons 
per  car. 

Tare  per 

car, 
in  tons. 

Gross 
tons. 

Net  tons 
of  freight. 

24 
24 
34 

50 
50 
33 

18 
18 
13 

1  632 
1632 
1564 

1  200 

1  200 

1  122 

This  is  an  increase  of  78  net  tons  per  train,  as  between  meter-  and 
standard-gauge.  The  formula  deduced  by  Professor  Schmidt,  of  the 
University  of  Illinois,  from  the  results  of  extensive  experiments  made 
to  determine  the  influence  of  car  weight  on  train  resistance,  shows 
quite  similar  results,  though  even  less  favorable  to  the  lighter  cars. 

The  average  receipts  per  ton  of  freight  per  kilometer  in  1909  were 
1.15  cents,  gold.  For  the  train  under  consideration,  therefore,  the 
average  increased  receipts  for  the  same  operating  costs  per  train- 
kilometer  would  be  89  cents,  gold,  or,  with  an  average  goods  traffic  of 
one  train  daily  each  way,  $1.78  per  km.  per  day,  or  about  $500,  gold, 
per  km.  ($830  per  mile)  per  annum. 

It  is  stated  that  some  of  the  traffic  in  the  Argentine  can  be  handled 
better  in  cars  of  small  capacity.  Assuming  that  half  the  business  is 
handled  in  small  cars  on  which  there  is  no  saving,  there  would  still 
be  an  increased  income  of  $250,  gold,  per  km.  per  annum,  due  to  the 
use  of  tlie  larger  cars. 

Assuming,  then,  that  an  average  kilometer  of  broad-gauge  line  costs 
from  $3  000  to  $5  000,  gold,  more  to  build  than  meter-gauge,  the  invest- 
ment is  warranted  from  this  standpoint  alone,  and,  taking  the  figures 
at  the  end  of  the  paper,  the  change  of  gauge  of  the  existing  lines  would 
also  be  warranted. 

The  foregoing  takes  no  account  of  the  further  saving  which  may 
be  eifected  on  the  wider  gauge  by  the  use  of  larger  engines  than  are 
at  all  possible  on  meter-gauge,  thereby  further  increasing  the  size  and 
weight  of  trains  and,  consequently,  obtaining  lower  operating  costs, 
nor  the  fact  that  the  speed  of  passenger  trains  is  limited  on  the  narrow- 
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gauge,    both   on    account    of    the   size   of    the   engines    and    the    lesser 
stability  of  trains. 

Economy  in  Increased  Train  Loads  hy  Reduction  in  Number  of 
Trains. — The  possibilities  of  the  use  of  the  larger  ears  and  heavier 
engines  depends,  of  course,  to  a  large  extent,  on  the  kind  of  traffic  to 
be  handled.  Such  articles  as  cereals,  cattle,  timber  and  other  forest 
products  can  all  be  handled  to  better  advantage  in  large  cars.  The 
tonnage  of  these  articles  handled  on  the  narrow-  and  medium-gauge 
lines  of  the  Argentine  in  1909  is  shown  in  Table  21. 

TABLE  21. 


iMM.     .          ■.. 

Narrow. 

Medium. 

Cattle 

219  631 

40  864 

955  448 

223  789 

35  500 

2  153  312 

768  828 

302  881 

232  680 

Wool,  hides,  etc 

38  278 

Cereals 

Supar 

Minerals 

Construction  material* 

294  659 
3  528 

146  360 

Firewood 

Charcoal 

30  045 
33  495 

-iij(r) !    •;   .■ 

4  700  253 

773  045 

*  Includes  forest  products. 

That  is,  about  5  500  000  tons,  out  of  a  total  of  8  500  000  tons,  were 
handled  on  these  lines,  or  65%  of  the  total.  The  average  haul  on  all 
freight  in  1909  was  about  180  km.,  and  the  total  length  of  lines  about 
9  000  km.  It  may  be  noted,  also,  that  with  the  opening  of  the  through 
connection  to  Paraguay  and  the  extension  of  a  railway  line  through 
Missiones,  the  shipment  of  timber  suitable  for  building  purposes  from 
these  northern  points  to  the  south  is  likely  to  assume  large  proportions, 
and  this  will  all  be  long-haul  business  which  must  be  handled  cheaply 
to  make  it  move. 

The  Mikado  engine  previously  referred  to  can  haul,  say,  1  000  tons 
of  net  load  on  0.6%  grades.  The  largest  engine  yet  built  for  narrow- 
gauge,  the  Mallet  (articulated)  engine  previously  referred  to.  might 
haul,  say,  2  000  tons  net  load.  There  are,  however,  on  some  parts  of 
these  lines,  especially  in  the  southern  section  of  the  Central  Cordoba 
and  all  through  the  Provinces  of  Entre  Rios  and  Corrientes,  grades 
of  1.0%  or  heavier.  Taken  altogether,  therefore,  considering  the 
grades,  the  fact  that  the  big  articulated  engine  is  not  a  useful  type  for 
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general  use,  and  that  a  certain  number  of  engines  of  the  Mikado  type 
must  be  kept  in  use  for  general  freight  services,  it  seems  safe  to 
assume  that,  even  under  the  best  of  conditions  on  the  narrow-gauge 
lines,  the  heavy  trains  will  not  exceed  an  average  capacity  of  1  500 
net  tons,  whereas  on  the  broad-  or  medium-gauge  this  could  be  doubled. 

The  operation  of  such  extremely  heavy  trains,  however,  is  not  a 
practical  proposition  in  the  Argentine  at  present,  nor  is  it  likely  to 
be  in  the  immediate  future,  though  the  increasing  distances  to  the  new 
areas  constantly  being  opened  up  will  continually  increase  the  ten- 
dency in  this  direction. 

In  referring  to  trains  of  this  weight,  it  must  not  be  assumed  that 
the  A'ery  much  less  average  weight  of  trains  has  been  lost  sight  of,  the 
average  net  train  loads  in  the  Argentine  in  1909  having  been : 

Broad    327  tons. 

Medium  198      " 

Narrow   211      " 

All  lines 293      " 

The  average  train  loads  in  the  United  States  in  1910  for  all  lines 
was  380  tons,  and  in  Group  II,  comprising  the  States  of  New  York, 
Pennsylvania,  and  New  Jersey,  502  tons,  yet  there  are  records  of 
single  trains  of  more  than  8  000  tons  gross,  and  the  great  reduction 
in  the  cost  of  transportation,  which  has  been  obtained  in  the  United 
States  in  spite  of  the  high  cost  of  labor,  has  been  brought  about  by  the 
use  of  heavy  trains  for  bulk  traffic  which  can  only  be  moved  profitably 
at  low  rates.* 

For  the  purpose  of  this  argument,  therefore,  and  to  get  some  idea 
of  the  possible  savings  due  to  the  reduction  in  the  number  of  trains, 
it  is  entirely  reasonable  to  assume  that  the  practical  train  loads  for 
the  broad-gauge  may  easily  be  one-third  greater  than  on  the  narrow- 
gauge,  or  say,  2  000  net  tons,  as  compared  with  the  possible  maximum 
of  1  500  tons  on  the  narrow-gauge. 

Taking  into  consideration  the  growth  of  the  country  and  a  con- 
tinuance of  the  railway  development,  it  might  be  assumed  that  within 
a  few  years  the  amount  of  this  class  of  traffic  on  the  lines  under  con- 
sideration will  be  doubled  to,  say,  12  000  000  net  tons.  On  the  medium- 
gauge,  with  train  loads  of  2  000  net  tons,  this  would  mean  6  000  trains, 

*  See  also  p.  342. 
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and  the  narrow-gauge  would  require  8  000  trains.  The  average  haul 
on  this  traffic  is  now  180  km.,  and  the  length  of  haul  is  practically 
certain  to  increase.  An  average  engine  division  is  about  150  km.,  and, 
considering  the  almost  certain  increased  length  of  haul,  one  should 
add,  say,  one-third  more  to  the  number  of  trains  (that  is,  train  runs 
handled  by  one  crew),  making  the  numbers  8  000  and  10  667. 

The  present  actual  operating  cost,  that  is,  cost  of  coal,  lubricants, 
train  crews,  repairs  to  rolling  stock,  etc.,  is  about  50  cents,  gold,  per 
train-kilometer,  of  which  about  one-third  is  for  fuel  and  water.  This, 
however,  is  with  trains  very  much  lighter  than  those  under  considera- 
tion. With  heavier  trains  the  fuel  and  water  would  be  increased, 
approximately,  directly  in  proportion  to  the  weight  of  the  train.  Eepairs 
would  be  affected  somewhat  more,  but  not  in  proportion. 

The  average  present  train  load  to  which  these  figures  apply  is  about 
500  tons.  So  taking  this  cost  of  50  cents,  of  which,  say,  15  cents  is  for 
fuel,  water,  and  lubricants,  and  multiplying  these  items  by  three,  and 
increasing  the  remainder  by  25%,  gives  the  following  cost  per  kilometer 
per  train  of  1  500  tons : 

Fuel,  etc 15  cents  X    3      =45  cents. 

Other    items..   35       "     +25%  =44      " 

Total 89   cents   per   train-kilometer. 

In  increasing  the  weight  of  the  train  from  1  500  to  2  000  tons,  the 
other  items  would  not  be  affected  as  much  as  by  the  increase  as  above 
from  500  to  1  500.  Fuel  might  be  increased  33%,  though  this  is  doubt- 
ful,* and  the  other  items  hardly  at  all,  but,  say,  10  per  cent.  We  have, 
therefore,  for  a  train  of  200  tons : 

Fuel,   etc 45  cents  +  33%  =    60  cents. 

Other  items...  44      "      +  10%  =   48      " 

Total 108  cents  per  train-kilometer. 

Taking  the  average  run  as  150  km.,  the  cost  per  train  would  then  be: 
For  trains  of  1  500  tons,  150  km.  X    89  cents  =  $133.5  per  train. 
"       "    2  000    "       150   "    X108      "     =   162.0     "       " 
and  there  would  be : 

On  the  narrow-gauge  10  667  trains  at  $133.5  =  $1  423  912 
"     "    medium-gauge  8  000       ''         "     162.0  =    1  296  000 

$127  912 

•  See  p.  345  et  seq. 
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or  equal  to  about  $14.20  per  km.  of  line,  due  to  the  reduction  in  the 
number  of  trains. 

In  the  foregoing  calculation  it  has  been  assumed  that  the  costs  of 
fuel,  water,  and  lubricants  increase  directly  in  proportion  to  the  weight 
of  trains,  but  most  of  the  larger  modern  engines  have  shown  a  marked 
economy  in  this  respect,  and  the  coal  consumption,  etc.,  has  been  quite 
a  little  less,  proportionately,  to  the  work  done. 

It  may  be  noted  that,  in  making  these  assumptions,  it  is  not  con- 
sidered that  there  will  be  any  additional  costs  on  the  standard-gauge, 
due  to  the  operation  of  the  heavier  trains,  which  in  some  cases  have  to 
be  considered.  It  is  believed  that  a  1  500-ton  train  will  be  quite  as 
destructive  to  the  track  on  the  narrow-gauge  as  a  2  000-ton  train  on  the 
medium-gauge,  and  that  the  time  factor  will  not  enter  into  the  question, 
as  an  engine  designed  to  haul  a  2  000-ton  train  on  standard-gauge 
will  make  as  good  time  and  with  less  effort  than  will  a  narrow-gauge 
engine  designed  to  haul  1  500  tons,  on  the  same  grades  and  alignment. 

The  Necessity  of  an  Efficient  Transportation  Machine. — The  possi- 
bility of  the  competition  of  other  broad-gauge  lines  or  of  river  trans- 
portation has  been  referred  to,  and  it  must  be  kept  constantly  in  mind 
that  cheap,  but  at  the  same  time  efficient,  transportation  is  a  necessity, 
both  for  the  development  of  the  country  and  on  account  of  the  river 
competition. 

The  following  quotation  from  a  recent  review  of  the  general  rail- 
road situation  in  the  United  States  by  M.  C.  Colson,  an  eminent  French 
engineer,  shows  how  cheap  railroad  service  has  affected  transport  by 
water,  and  has  a  direct  bearing  on  the  necessity  of  establishing  a 
railway  system  in  the  Argentine,  which  will  accomplish  similar  results 
there.  It  hardly  seems  possible  with  the  narrow-gauge  to  approach  the 
low  cost  of  transporting  bulk  freight  which  can  be  achieved  on  the 
medium-  or  broad-gauge. 

After  pointing  out  that  the  mileage  of  railways  in  the  United 
States  amounts  to  10%  more  than  that  of  all  the  railways  of  Europe, 
though  the  population  is  only  90  000  000,  as  compared  with  450  000  000 
in  Europe,  he  states: 

"Before  the  railways  [of  the  United  States]  became  developed, 
attempts  were  made  to  extend  the  inland  waterways  by  constructing 
many  canals,  but  inland  navigation  gradually  died  out,  except  on  the 
Great  Lakes,  where  it  has   a  quasi-maritime  character,  and  on  some 
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exceptionally  placed  waterways,  as  soon  as  a  better  sytem  of  transport 
became  known.  It  was  the  railway  which  made  it  possible  to  develop 
with  unexampled  rapidity  this  great  continent,  to  develop  farms  whose 
produce,  sent  to  the  Old  World  at  very  low  prices,  there  produced  the 
agricultural  crisis  of  thirty  years  ago.  Then  it  helped  to  extend  a 
population  there  which  will  very  soon  consume  all  the  produce  of  its 
own  country,  so  that  its  growth  is  an  important  factor  in  the  general 
rise  in  prices,  which  is  now  producing  with  us  a  crisis  in  an  inverse 
sense  of  the  former  one,  namely:  the  dearness  of  food.  Finally,  the 
railways,  which  carried  coal  and  minerals  at  rates  even  lower  than 
those  charged  for  cereals,  helped  to  give  the  United  States  an  industrial 
development,  the  general  growth  and  magnitude  of  which  are  just  as 
surprising  as  the  former  development  of  farming." 

Statistics  are  then  given  showing  in  detail  the  much  lower  costs 
of  transportation  in  the  United  States  as  compared  with  those  of  Eu- 
rope,* and  he  continues: 

"In  Europe  10-ton  wagons  are  still  the  rule,  20-ton  wagons  are 
exceptional,  and  40-ton  wagons  are  very  rare.  In  the  United  States, 
out  of  2  400  000  wagons,  there  are  only  12  000  which  take  less  than 
18  tons,  and  most  can  take  18  to  33  tons;  634  000  can  take  33  tons, 
and  390  000  can  take  42  to  54  tons.  These  working  conditions,  which 
have  resulted  in  the  historical  development  of  American  farming  and 
industries,  make  it  possible  to  have  very  low  rates  and  still  work 
at  a  profit." 

Summary. 

The  preceding  discussion  may  be  briefly  summarized  as  follows: 

Curvature. — Within  the  limits  of  the  practical  operation  of  rail- 
roads, a  curvature  of  any  radius  which  is  feasible  on  meter-gauge  is 
as  practical  on  4  ft,  8A-in.,  or  even  5  ft.  6-in. 

Gradients. — The  working  of  trains  on  steep  gradients  is  not  affected 
by  gauge,  except  in  so  far  as  the  narrow-gauge  cuts  down  the  loco- 
motive capacity,  and  is,  therefore,  at  a  great  disadvantage. 

Location. — In  view  of  the  foregoing,  the  narrow-gauge  (3  ft.  0-in. 
to  3  ft.  6-in.)  does  not  permit  better  adaptability  of  the  alignment 
to  the  conformation  of  the  ground. 

Cost  of  Construction. — This  is  so  little  more  for  4  ft.  SJ-in.  as  to 
be  more  than  counterbalanced  by  economy  in  operation. 

Speed. — This  is  an  important  feature  in  railway  operation  which  is 
adversely  affected  by  narrow-gauge, 

'':ij    .-A^'.:'---    vHi..'! 

*  See  also  the  statement  on  p.  342. 
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Stability. — The  relative  stability  of  narrow-gauge  trains  in  motion 
is  much  less  than  that  of  trains  on  medium-  or  broad-gauge;  conse- 
quently, high  speeds  are  impractical  and  may  be  dangerous. 

Track  Stresses. — Much  higher  track  stresses  are  produced  on  the 
narrow-gauge;  there  is  greater  impact  and  therefore  more  difficulty 
in  maintaining  track  on  narrow-  than  on  broad-gauge. 

Rolling  Stock  Cars. — The  greater  width  of  narrow-gauge  cars  in 
proportion  to  the  gauge  is  considered  a  necessary  evil  rather  than  an 
advantage,  and  it  is  shown  that  there  is  probably  no  advantage  to  be 
gained  by  making  the  broad-gauge  cars  any  wider  than  they  are  at 
present.  In  the  matter  of  passenger  cars,  the  narrow-gauge  is  at  a 
decided  disadvantage,  both  as  to  cost  per  unit  of  accommodation  and 
in  dead  weight  per  passenger.  In  freight  cars,  there  is  little  difference 
in  cost,  within  the  limits  of  size  possible  on  the  narrow-gauge,  though 
cars  of  twice  the  capacity  are  available  for  medium-  or  broad-gauge. 
The  increase  in  weight  of  modern  freight  trains,  in  order  to  decrease 
the  cost  of  operation,  has  made  heavier  draft  rigging  necessary,  thus 
tending  to  increase  the  proportion  of  dead  to  paying  load  to  a  much 
greater  extent  on  small  capacity  cars  than  on  the  larger  ones,  than 
has  been  the  case  heretofore.  •  "'''■■ 

Locomotives. — The  cost  per  unit  of  capacity  of  locomotives  is  about 
the  same  for  each  gauge  up  to  the  limit  of  the  narrow-gauge,  which 
limit  for  all  types  is  about  half  of  that  of  the  4  ft.  8^-in.  or  5  ft.  6-in. 
There  is  an  economy  in  the  use  of  heavier  types  of  locomotives  not 
available  for  the  narrow-gauge,  and  the  use  of  cars  of  large  capacity  is 
a  necessity  for  cheap  transportation. 

Train  Resistance. — Train  resistance  is  decreased  by  the  use  of 
larger  units. 

Capacity. — -Figures  are  given  tending  to  show  that  the  relative 
capacity  of  narrow-gauge  lines  is  not  more  than  half  that  of  medium- 
or  broad-gauge. 

Heavier  Engines  and  Trains.— There  is  a  general  discussion  showing 
the  part  played  by  increase  of  train  loads  in  reducing  costs  in  the 
United  States. 

Cost  of  Operation. — The  ton-mile  costs,  on  both  Indian  and  Austra- 
lian Eailways,  as  well  as  those  in  the  Argentine,  are  less  on  the  medium- 
and  broad-gauge  than  on  the  narrow-gauge,  although  the  train-mile 
costs  are  often  higher. 
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The  lowest  ton-mile  costs  on  any  railway  in  the  Argentine  are  more 
than  twice  as  high  as  any  in  the  United  States. 

The  saving  in  cost  of  operation,  due  to  the  use  of  larger  cars  and 
heavier  trains,  is  considerable,  and  would  in  itself  go  a  long  way  toward 
meeting  the  interest  charge  on  the  additional  cost  of  the  wider  gauge. 

Cost  of  Maintenance. — Maintenance  of  way  probably  costs  more  per 
traffic  unit  on  narrow-  than  on  medium-  or  broad-gauge  on  any  but 
lines  of  very  light  traffic. 

Maintenance  of  equipment  should  be  less  on  medium-  or  broad- 
gauge  by  reason  of  the  larger  capacity,  and,  consequently,  lesser  num- 
ber, of  locomotives  and  vehicles,  provided  there  is  business  to  warrant 
their  use. 

Need  of  Efficient  Transportation  Machine. — The  necessity  of  an 
efficient  transportation  machine  to  develop  the  country  ,  properly  is 
pointed  out,  as  well  as  the  part  played  by  the  railways  in  developing  the 
United  States,  the  country  most  nearly  comparable  with  Brazil  and 
the   Argentine. 

The  Most  Suitable  Gauge. 

We  now  come  to  the  consideration  of  the  most  suitable  gauge 
for  the  development  of  these  countries.  Such  details  of  the  topography, 
general  conditions,  traffic,  etc.,  as  are  necessary  for  a  proper  under- 
standing of  the  requirements  are  given  in  Appendix  B. 

In  the  Argentine,  as  in  India  and  Australia — the  only  other  coun- 
tries which  have  large  areas,  large  traffic,  and  different  gauges — what- 
ever the  cause  may  be,  however  different  any  two  lines  may  be,  it  is  a 
fact  that  the  greatest  development  has  been  along  the  lines  of  the  broad- 
or  medium-gauge  railroads,  and  the  big  business  is  done  by  them.  This 
is  shown  in  Table  22. 

TABLE  22. — Receipts,  in  Gold  Dollars,  pep.  Mile  of  Railavay 

PER  Annum. 


Year. 

Gross  Receipts. 

Net  Receipts. 

Country. 

Broad. 

Medium. 

Narrow. 

Broad. 

Medium. 

Narrow. 

1911 
1906 
1911 
1911 

$7  385 
9  870 
6  985 
2040 

$3  450 

$3  905 
3  910 
3  515 
2  510 

$2  340 
4  845 
2  565 
1  000 

$1  395 

$1  000 

2  090 

*  Australia,  Government... 
Australia,  Private 

8  135 
3  850 

3  165 
3  055 

1  190 
1  150 

♦Leaving  out  South  Australia,  total  receipts  $26  700  for  two  gauges  not  divided ;  and 
Northern  Territory,  $1  875  narrow-gauge,  too  small  to  be  averaged  with  others. 
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It  is  difficult  to  get  close  figures  for  Brazil,  but  for  1906 — the  latest 
for  which  official  statistics  are  published — the  three  systems  which 
contain  among  them  the  broad-gauge  lines,  namely,  The  Central  of 
Brazil,  The  Paulista,  and  the  Sao  Paulo  Railways,  operate  (counting 
both  broad-  and  narrow-gauge)  less  than  15%  of  the  total  mileage  of 
the  country,  and  their  receipts  amount  to  nearly  65%  of  the  total, 
averaging  about  $12  000  per  mile  of  line. 

Considering  the  actual  experience  of  the  other  countries,  therefore, 
and  the  preceding  detailed  discussion  of  the  actual  effect  of  gauge, 
there  seems,  to  the  writer,  to  be  little  opportunity  for  a  difference  of 
opinion  that  the  4  ft.  8^-in.  gauge  is  the  most  suitable  for  almost  all 
conditions,  and  that  for  new  lines,  even  in,  or  perhaps  more  particu- 
larly in,  mountainous  districts,  and  where  the  amount  of  business  to 
be  expected  is  not  large,  the  slight  difference  in  cost  is  generally  more 
than  warranted  by  the  possibilities  of  economy  in  operation.  The 
question  in  the  Argentine  and  Brazil,  however,  is  whether  the  cost 
of  changing  the  existing  narrow-gauge  lines  is  warranted,  and,  in  the 
former  country,  whether  the  change  should  be  to  4  ft.  S^-in.  or  to 
5  ft.  6-in.,  and,  by  the  adoption  of  this  latter,  unify  the  gauge  of  all 
the  lines  in  the  country. 

The  consideration  of  a  change  of  gauge,  if  confined  to  the  Argentine 
alone,  is  practically  narrowed  down  to  the  question,  whether  it  is  possi- 
ble to  unify  the  gauges  of  all  the  railroads,  or  whether  one  gauge  shall 
be  eliminated,  leaving  only  two  instead  of  three?  The  following  argu- 
ment, as  far  as  page  387,  therefore,  is  confined  to  a  consideration  of  the 
question  as  it  affects  the  Argentine,  and  without  reference  to  the 
adjoining  countries. 

The  Best  Gauge  for  the  Argentine  Alone. — The  relative  advantages 
of  4  ft.  8A-in.  and  5  ft.  6-in.  have  been  discussed  at  some  length,  and 
it  is  believed  that  it  is  shown  fairly  conclusively  that  5  ft.  6-in.  does 
not  now  (with  the  imposed  restrictions  as  to  loading  gauge  in  the 
Argentine)  offer  any  advantages,  from  a  purely  transportation  stand- 
point, over  4  ft.  8i-in.,  nor  would  it  be  likely  to,  even  if  there  were 
a  possibility  of  taking  full  advantage  of  the  extra  width  of  gauge 
by  designing  rolling  stock  with  the  same  proportionate  overhang.  It 
seems  important  to  emphasize  this  latter  statement,  as  it  is  generally 
supposed  that  the  5  ft.  6-in.  gauge  could  be  better  utilized  if  full 
advantage  were   taken   of  the  extra   width,  but  this   is   not  the  case, 
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or,  at  least,  only  in  a  minor  degree,  and,  if  the  5  ft.  6-in.  gauge  is 
adopted,  it  will  not  be  for  any  advantage  it  has  over  4  ft.  S^-in.,  but 
solely  in  order  to  unify  the  gauges  of  all  the  lines  in  the  Argentine. 

It  is  a  safe  assertion  that  it  is  impracticable  to  work  more  than 
two  different  gauges,  inasmuch  as  all  lines  must  have  access  to  the 
ocean  ports,  and  although  it  is  practical  to  work  two  gauges,  by  having 
a  third  rail,  on  the  port  railways,  it  is  not  practical  to  work  three,  and 
it  is  impractical  to  reserve  a  special  section  of  a  port  for  a  special  gauge. 

The  broad-gauge  is  undoubtedly  there  to  stay,  as  it  has  the  greatest 
mileage,  the  companies  working  it  are  by  far  the  strongest  financially 
in  the  country,  and,  to  a  large  extent,  are  all  controlled  by  mutually 
friendly  interests  which  probably  would  not  even  consider  a  proposi- 
tion to  narrow  the  gauge. 

The  meter-gauge  has  the  next  largest  mileage,  nearly  four  times 
that  of  the  medium-gauge,  and  it  would  be  far  more  costly  to  convert 
the  meter-gauge  lines  to  medium-  than  vice  versa.  It  seems,  therefore, 
as  if,  between  these  two — the  meter-  and  the  medium-gauge — the 
medium  might  have  to  go.  This  would  be  particularly  unfortunate, 
as  it  would  be  undoubtedly  a  long  step  backward,  but  there  are 
many  indications  that  a  sentiment  is  rapidly  growing  against  the 
existence  of  the  three  gauges. 

Tlie  Government  lines,  all  meter-gauge  (except  those  in  Patagonia 
which  are  5  ft.  6-in.),  have  been  built  with  the  primary  object  of  bring- 
ing the  outlying  sections  of  the  country  and  the  capitals  of  the  Northern 
Provinces  in  touch  with  the  National  Capital,  for  both  political  and 
military  reasons.  They  reach  every  provincial  capital,  except  Entre 
Rios,  Corrientes,  Mendoza,  and  Buenos  Aires,  and  are  connected  with 
the  latter,  the  National  Capital,  by  two  separate  lines  of  meter-gauge, 
the  Central  Cordoba  and  Compania  General  de  Buenos  Aires,  so  that 
every  capital  (except  Mendoza)  and  practically  the  whole  of  the  north- 
ern end  of  the  Chilian  frontier  and  the  frontier  of  Bolivia  can  be 
reached  by  through  trains  from  the  capital  without  change  of  coaches. 

The  frontiers  of  Paraguay,  Brazil,  and  Uruguay,  where  they  join 
the  Argentine,  can  only  be  reached  by  the  medium-gauge,  and,  though 
this  gives  access  to  them  from  the  National  Capital  itself,  if  it  becomes 
necessary  to  send  troops  to  any  of  these  frontiers,  all,  except  those 
from  the  City  of  Buenos  Aires  and  vicinity,  would  have  to  be  trans- 
ferred from  cars  of  a  different  gauge.     This,  though  it  may  appear  to 


THE    GAUGE    OF   RAILWAYS  381 

be  a  far-fetched  argument  for  changing  the  gauge  of  the  Entre  Rios 
and  North  East  Argentine  Railways  to  narrow-gauge,  at  least  partly 
explains  the  growing  sentiment  that  the  Government  should  be  able  to 
reach  these  frontiers  over  lines  of  the  same  gauge  which  now  enables 
it  to  reach  every  other  part  of  the  country  except  Bahia  Blanca,  and 
access  to  this  latter  by  a  meter-gauge  line  is  only  a  question  of  time,  if 
the  rest  of  the  meter-gauge  lines  remain  as  they  are.  The  experience 
of  Japan  (see  page  400),  however,  shows  the  inferiority  of  the  narrow- 
gauge  for  military  purposes. 

There  is  also  the  feeling  of  the  people  of  these  two  provinces,  Entre 
Rios  and  Corrientes,  that  they  are  isolated.  So  long  as  their  railroads 
stopped  at  the  edge  of  the  rivers,  and  they  were  obliged  to  leave  the 
train  and  cross  the  water  in  some  kind  of  a  boat,  they  accepted  that  as 
inevitable.  The  opening  up  of  the  Entre  Rios  car-ferry  route  to  Buenos 
Aires,  however,  has  completely  changed  the  aspect  of  the  province,  and 
has  shown  its  inhabitants  the  great  advantage  of  through  railway 
communication,  so  that  they  will  not  be  satisfied  luitil  they  have  the 
same  kind  of  through  communications  with  the  great  northern  section 
of  the  country,  Tucuman,  Bolivia,  and  the  Chaco,  by  car-ferry  transfers 
between  Parana  and  Santa  Fe  and  between  Corrientes  and  Resistencia. 

From  Santa  Fe  there  are  narrow-gauge  lines  reaching  practically 
the  whole  country  except  the  Cities  of  Bahia  Blanca  and  Mendoza. 
It  is  extremely  natural,  therefore,  that  it  should  be  proposed,  as  it  is 
quite  seriously,  to  cover  the  whole  of  the  Provinces  of  Entre  Rios,  Cor- 
rientes, and  Missiones  with  a  network  of  narrow-gauge  lines  connecting 
at  Parana  and  Santa  Fe  with  the  narrow-gauge  net  on  the  other  side, 
or  to  have  the  Government  take  over  the  existing  line  and  change  the 
gauge  to  meter. 

It  seems  to  the  writer,  however,  that  these  proposals  are  made  with- 
out an  adequate  realization  of  what  an  efiieient  transportation  machine 
is,  and  what  it  means  to  the  future  development  of  the  country.  The 
need  of  fairly  rapid  transportation  for  passengers,  the  character  of 
the  freight  traffic,  etc.,  are  indicated  in  Appendix  B. 

The  principal  defect  of  the  narrow-gauge,  which  has  been  already 
pointed  out,  is  its  much  lesser  stability  and  greater  stresses,  both  to 
rolling  stock  and  track,  caused  by  the  unevenness  of  the  latter,  combined 
with  the  much  greater  height  in  proportion  to  the  width  of  support 
of  the  former.     This  makes  stone  ballast — a  very  expensive  article  in 
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the  Argentine — an  absolute  necessity  for  the  narrow-gauge,  whereas 
the  broad-  and  medium-gauge,  in  many  cases,  can  handle  the  traffic 
fairly  comfortably  without  it. 

In  considering  the  merits  of  the  two  gauges,  there  seems  to  be 
little  need,  at  this  late  day,  to  prove  that  the  narrow-gauge,  as  a 
transportation  machine,  that  is,  regarded  solely  from  the  standpoint  of 
a  machine  for  the  safe,  comfortable,  rapid,  and  economical  transporta- 
tion of  passengers  and  freight,  is  inferior  to  medium  or  broad.  Even 
the  most  ardent  advocates  of  narrow-gauge  admit  the  inferiority,  but 
claim  that  this  is  compensated  by  the  lower  first  cost,  and  also,  some- 
times, that  narrow-gauge  lines  are  cheaper  to  operate. 

The  statement  that  narrow-gauge  lines  are  cheaper  to  build  is  fal- 
lacious, but  still  persists  in  some  quarters,  because  many  narrow-gauge 
lines  actually  are  built  more  cheaply  than  some  medium-  or  broad- 
gauge  lines.  This,  however,  is  not  because  they  are  narrow-gauge — at 
least  not  to  any  great  extent,  as  has  already  been  shown  in  detail — but 
because  they  are  built  of  cheaper  materials.  They  have  lighter  or  lesser 
capacity.  For  the  majority  of  the  lines  to  be  built  in  the  Argentine, 
which  will  cost  mostly  less  than  $25  000  per  km.,  the  costs  would  be, 
approximately,  for  the  same  type  of  construction  and  including  all 
interest  and  overhead  charges: 

Narrow-gauge,  per  kilometer $25  000,  gold. 

Medium-gauge,    "  "       27  500      " 

Broad-gauge,        "  "       27  750      " 

There  will  be  many  hundreds  of  kilometers  costing  not  more  than 
$15  000,  on  which  the  difference  would  be  even  less. 

The  mistake  most  often  made  in  discussing  this  question  is  in 
confusing  the  terms  "Narrow-gauge  railway''  and  "Light  railway", 
though,  of  course,  a  "Light  railway"  may  be  of  any  gauge. 

In  some  of  the  discussions  on  this  phase  of  the  subject,  it  has  been 
claimed  that  if  standard-  or  broad-gauge  roads  or  branches  were  built 
with  light  rails,  bridges,  etc.,  it  would  not  be  possible  to  use  the  same 
rolling  stock  on  them  that  is  used  on  the  main  line,  or  lines  of  heavier 
construction,  but  this  can  hardly  be  supported.  It  must  not  be  for- 
gotten that  the  force  of  impact  due  to  speed  is  a  most  important  factor, 
governing  the  necessary  strength  of  the  track  and  other  structures  of  a 
railroad,  and  though  one  would  not  expect  to  run  the  heaviest  type  of 
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locomotives  over  a  light  line,  it  is  perfectly  feasible  to  carry  any  rolling 
stock,  except  the  heaviest  locomotives,  at  low  speeds  on  rails  as  light 
as  40  lb.,  and  there  is  no  economy  in  building  bridges  for  any  railway 
traffic  that  will  not  carry  freight  cars  of  50  tons  capacity  running  at 
speeds  of  20  miles  per  hour,  which  is  quite  fast  enough  for  branches 
of  light  traffic. 

In  regard  to  cost  of  operation,  there  is  room  for  diiference  of 
opinion,  as  it  seems  to  be  impossible  to  offer  proof  of  the  actual  effect 
of  gauge  on  this.  The  matter  has  been  discussed  in  some  detail,  and 
there  seems  to  be  no  reasonable  doubt  that,  assuming  equal  conditions, 
the  cost  would  be  less  on  the  broad-gauge  than  on  the  narrow-,  but,  just 
how  much,  it  would  be  difficult  to  say.  Certain  of  the  figures  seem  to 
show  that  the  saving  made  possible  by  the  use  of  larger  rolling  stock 
might  alone  be  more  than  enough  to  compensate  for  the  cost  of  con- 
version. 

''-'  The  problem,  therefore,  so  far  as  only  the  Argentine  is  concerned, 
seems  to  be  narrowed  down  to  the  question  of  either  the  unification  of 
the  ga.uge  by  conversion  of  all  lines  to  5  ft.  6-in.,  or  of  changing  all 
the  narrow-gauge  lines  to  medium,  or  all  the  medium  to  narrow,  and  in 
any  case  the  scheme  adopted  must  embrace  all  the  lines  of  the  gauge 
to  be  changed.  So  far  as  having  an  efficient  transportation  machine  is 
concerned,  the  problem  would  be  solved  by  the  conversion  to  the  medium- 
gauge,  but  if  this  is  to  be  considered  seriously,  the  question  naturally 
arises  would  it  not  be  throwing  away  a  great  opportunity  to  go  farther 
and  convert  all  to  5  ft.  6-in.,  and  so  unify  the  gauge  of  all  the  lines  in 
the  Argentine  (except  certain  of  the  mountain  lines  of  light  traffic 
which  could  remain  as  narrow-gauge  feeders,  at  least  for  some  time)  ? 
The  additional  cost  of  conversion  to  the  broad-gauge  instead  of  the 
medium  would  not  be  so  very  great,  in  comparison  with  the  whole 
cost  in  a  scheme  so  large  as  this,  and  it  would  not  be  unreasonable  to 
assume  that,  to  obtain  a  result  of  such  far-reaching  benefit  to  the 
country,  the  Government  of  the  Argentine,  like  that  of  Australia, 
would  assume  a  large  share  of  the  burden. 

Although  there  can  be  little  room  to  question  the  statement  that, 
for  new  lines  in  a  country  where  construction  is  as  light  as  it  is  in 
the  Argentine,  the  additional  extra  cost  for  the  wider  gauge  is  so 
small  as  not  to  be  worth  considering,  when  compared  with  its  great 
advantages  over  the  narrow,  the  important  question  is  the  justification, 
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from  a  financial  standpoint,  of  spending  the  amount  necessarj-  for  the 
conversion  of  the  existing  lines,  which,  up  to  the  present  at  least,  have 
not  shown  such  great  deficiency  in  handling  their  business  as  would 
seem  to  warrant  the  expenditure  of  this  sum  in  improvements. 

It  must  not  be  forgotten,  however,  that,  as  pointed  out  on  page  365 
and  in  Appendix  B,  the  character  of  the  narrow-gauge  lines  is  just 
now  undergoing  a  radical  change,  from  that  of  more  or  less  small  local 
lines,  doing  a  small  local  business  without  competition,  to  that  of  a 
large  trunk-line  system,  many  of  the  lines  of  which  are  or  will  be  com- 
petitive either  with  other  broad-gauge  lines  or  with  river  transporta- 
tion, and  they  must  either  develop  into  an  efficient  transportation 
machine,  capable  of  handling  such  business  as  may  be  offered  at  rates 
and  in  a  manner  which  will  compare  favorably  with  those  elsewhere, 
or  be  eventually  crowded  to  the  wall  by  transportation  systems  which 
can  and  will  do  this. 

The  underframes  and  draft  rigging  of  the  larger  part  of  the  rolling 
stock  of  the  narrow-gauge  lines  is  so  light  as  to  prevent  its  use  in  trains 
of  any  weight  or  length.  The  strengthening  of  these,  or  the  provision 
of  adequate  strength  in  new  equipment,  will  make  the  dead  weight  rela- 
tively large  in  proportion  to  the  paying  load,  and  in  every  way  the  nar- 
row-gauge is  forever  limited  in  the  matter  of  speed,  comfort,  stability, 
and  economy  of  operation  when  compared  with  the  standard-gauge. 

If  no  great  development  or  extension  of  the  existing  system  of  rail- 
roads were  to  be  expected,  it  is  doubtful  if  the  expenditure  necessary 
for  conversion  would  be  justified,  but  if  the  future  development  of  the 
country  is  to  be  on  the  scale  which  a  knowledge  of  it  and  a  study  of  the 
general  condition  of  the  world's  food  market  seem  to  indicate,  it  is 
believed  that  it  can  be.  ,  (ror:rr'v/(t.;o 

The  possibilities  of  double-tracking  the  existing  narrow-gauge  lines 
instead  of  widening  the  gauge,  must,  of  course,  be  considered,  especially 
as  the  cost  of  this  on  the  lighter  lines  would  be  little,  if  any,  more 
than  the  cost  of  conversion,  and  double-tracking  could  be  carried  out 
as  required  and  without  disturbing  traffic  in  any  way.  It  is  doubtful, 
however,  if  a  double-track  narrow-gauge  line  has  much  greater  efficiency 
or  even  capacity  than  an  efficiently  managed  single-track  line  of 
standard-gauge  (12  000  000  tons  per  mile  of  line  per  annum,  or  a  total 
of  650  000  000  tons  per  annum,  are  handled  on  the  Bald  Eagle  Branch, 
a  single-track  line  of  the  Pennsylvania  Railroad,  54  miles  in  length), 
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and  then  the  cost  of  maintenance  of  double  track  is  practically  double 
that  of  single  track.  (See  also  page  341.)  The  cost  of  maintenance  per 
ton-mile  for  any  volume  of  traffic  which  might  reasonably  be  expected 
in  any  part  of  the  Argentine,  except  in  the  vicinity  of  the  National 
Capital,  would  probably  be  almost,  if  not  quite,  twice  as  much  for  a 
double-track  narrow-gauge  as  for  a  single-track  wide-gauge,  and  the 
possibly  somewhat  greater  ease  of  handling  trains  would  be  more 
than  offset  by  the  other  operating  economies  possible  on  the  wider 
gauge.  In  mountainous  or  even  rough  country,  of  course,  the  cost  of 
double-tracking  would  far  exceed  the  cost  of  changing  the  gauge,  and 
it  has  been  shown  that  the  narrow-gauge  offers  very  little  advantage 
in  decreased  original  first  cost  in  rough  country. 

Looking  at  the  question  from  the  broad  economic  standpoint  of 
the  future  development  of  the  Argentine,  it  seems  to  the  writer  that 
the  policy  of  continuing  the  construction  of  narrow-gauge  lines  is 
wrong,  especially  as  it  is  believed  that  it  can  be  shown  that  the  addi- 
tional cost  of  an  efficient  transportation  machine,  which  the  narrow- 
gauge  is  not,  can  be  fully  justified  from  the  financial  point  of  view, 
as  well  as  from  the  point  of  view  of  its  absolute  necessity  for  the  proper 
economic  development  of  the  country. 

Cost  of  Unification  for  Argentine  Railways  Alone. — In  calculating 
the  cost,  one  must  consider,  not  only  the  cost  of  changing  the  existing 
lines,  but  looking  farther  ahead,  estimate  the  additional  cost  of  the 
completed  system  as  broad-gauge,  over  and  above  what  it  would  cost 
to  complete  it  as  narrow-gauge.  That  is  to  say,  supposing  there  are 
10  000  km.  of  meter-gauge  to  be  changed  and  10  000  km.  more  to  be 
built;  the  actual  cost  of  changing  might  be  $8  000  per  km.,  the  cost  of 
building  as  4  ft.  8A-in.,  possibly  $1  000  or  $2  000  per  km.  more  than  if 
built  as  meter-gauge,  so  that  the  added  cost  per  kilometer  for  the  whole 
of  the  completed  system  would  be  about  $5  000  per  km. 

Taking  the  country  only  as  far  north  as  22°  South  Latitude  (the 
southern  border  of  Bolivia),  there  is,  north  of  the  line  of  the  existing 
railway  from  Sante  Fe  to  Tucuman,  a  region  comprising  some  100  000 
sq.  miles  (260  000  sq.  km.)  in  the  Argentine  alone,  and  say,  roughly, 
25  000  sq.  miles  (65  000  sq.  km.)  more  in  Paraguay  west  of  the  Para- 
guay River  at  present  served  by  only  about  1  250  km.  of  railway.  In 
other  parts  of  the  Argentine  the  length  of  railways  in  comparison 
with  the  area  (for  1909)  is  approximately  as  shown  in  Table  23. 
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TABLE  23. 


lir^iifJ   ;.''-'-  -- 

Per  100  sq.  miles. 

Federal  District .". . .'/.'v. . i\{  . .'.v. . i.'... 

'  '■'''    152.0  km 
7.2    '• 
5.0     •• 

8.0  •• 

3.1  " 

14.1     •• 

27.8     '■ 
40.0     " 
52.6     •• 

=  94.0   miles. 
—    4.5        " 

Province  of  Buenos  Aires 

"          "  Cordoba  

"  Santa  h'6 

=    3.1 

—    5  0 

"          "  Entre  Rios 

—    2  4 

Similar  units  for  other  areas  are:* 

United  States 

—    8  75 

—  17  22 

Prussian-  Hesse 

Great  Britain 

=  24.08      " 
—  32  65      '• 

''    •  *  BM^ieMn.  Bureau  of  Railway  Economics. 

It  seems  reasonable  to  assume  that  to  develop  this  northern  region 
there  should  be  at  least  5  km.  of  railway  per  100  sq.  miles,  or  a  total  of 
6  250  km.,  of  which  there  is  now  in  existence  some  1  250  km.,  leaving 
5  000  km.  yet  to  be  built. 

There  is  in  existence  at  the  present  time  in  the  whole  country  about 
9  000  km.  of  narrow-gauge  railway,  of  which  1 000  km.  are  strictly 
mountain  lines  of  light  traffic  which  need  not  be  converted  for  some 
little  time.  In  the  next  20  years  there  will  be  required,  say  4  000  km. 
of  extensions  to  the  existing  lines,  outside  of  this  northern  zone.  So 
that,  taken  altogether,  mountain  lines  and  all,  there  will  be  9  000  km.  of 
the  narrow-gauge  to  be  converted  and,  say,  9  000  km.  of  new  lines  to 
be  built. 

To  complete  the  unification  of  the  gauge  to  5  ft.  6  in.,  the  standard- 
gauge  lines  must  be  included,  of  which  there  will  be  about  2  500  km. 
to  be  converted  and  about  as  much  more  new  line  required  for  ex- 
tensions. The  total  additional  cost  of  the  final  broad-gauge  system,  as 
compared  with  narrow-gauge,  would  then  be: 

Conversion   of   9  000   km.    of   meter-gauge   to 

broad,  at  $10  000  per  km.  . .  ..f.  m,-.v,. $90  000  000 

Extra  cost  of  building,  say  9  000  km.  of  broad- 
gauge  instead  of  meter,  at  $2  500 22  500  000 

Cost  of  changing  2  500  km.  of  medium-gauge 

to  broad,  at  $6  500  per  km 16  250  000 

Extra   cost  of  building  2  500  km.  of  broad- 
gauge  instead  of  medium,  at  $1  500 375  000 


$129  125  000 
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That  is  looking  ahead,  say,  20  years,  and  not  considering  the  existing 
broad-gauge  lines.  The  average  cost  per  kilometer  of  line  then  in  exist- 
ence as  broad-gauge  would  have  cost  about  $5  000  per  km.  more  than  if 
the  existing  narrow-  and  medium-gauges  are  perpetuated. 

The  interest  on  this,  at  6%,  is  approximately  $300  per  km.  per 
annum,  so  that,  taking  into  consideration  all  the  figures  given  in  the 
previous  discussions,  and  the  several  other  undeniable  advantages 
pointed  out,  it  seems  entirely  reasonable  to  expect  that,  even  with  only 
a  fair  amount  of  business,  the  earning  capacity  of  the  broad-  over  the 
narrow-gauge  would  justify  this  expenditure,  and,  in  addition  to  this, 
it  is  believed  that  there  are  many  other  reasons,  particularly  the  narrow 
margin  of  safety  on  the  narrow-gauge,  the  necessity  of  keeping  the 
track  in  almost  perfect  condition  in  order  to  insure  the  possibility  of 
even  reasonable  speeds  and  a  fair  amount  of  comfort,  which  warrant 
the  expenditure. 

The  total  expenditure  indicated  in  the  foregoing  makes  full  allow- 
ance for  the  losses,  if  any,  which  might  be  due  to  the  change  of  rolling 
stock.  If,  as  has  been  proposed,  the  change  was  spread  over,  say,  10 
or  12  years,  quite  a  large  proportion  of  the  existing  rolling  stock  would 
be  used  up  during  that  period,  and  at  the  end  of  that  time,  in  all 
probability,  there  would  be  direct  connection  with  the  narrow-gauge 
lines  of  the  West  Coast  and  the  remainder  of  the  rolling  stock  could 
be  disposed  of  to  roads  in  those  countries,  thus  greatly  minimizing 
this  item ;  also,  the  difference  in  the  value  of  the  old  rolling  stock  and 
the  new  would  be  much  more  than  counterbalanced  by  the  economies 
possible  in  the  operation  of  the  new  rolling  stock,  all  of  standard  types 
and  of  similar  classes,  and  all  selected  in  the  light  of  the  present 
knowledge  of  the  requirements  of  the  conditions  to  be  met  and  the 
wide  range  of  types  now  available  to  meet  them. 

The  Best  Gauge  for  South  America. — The  foregoing  argument  is 
based  entirely  on  the  point  of  view  of  the  Argentine  alone,  withoiit 
considering  any  of  the  adjoining  countries  or  the  necessities  of  inter- 
national communications.  If  the  whole  of  that  part  of  South  America 
referred  to,  that  is,  the  part  shown  on  the  map,  Plate  IX,  is  considered, 
however,  the  solution  of  the  question  as  to  which  of  the  two  wider 
gauges  to  adopt,  5  ft.  6-in.  or  4  ft.  SJ-in.,  is  not  quite  so  apparent. 

The  adoption  of  the  5  ft.  6-in.  gauge  in  the  Argentine  leaves  Para- 
guay and  Uruguay  with  the  medium  (4  ft.  SA-in.),  and  it  can  hardly 
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be  expected  that  either  of  these  countries,  more  especially  the  latter, 
with  some  2  290  km,  of  line,  would  consider  a  change  from  which  it 
could  expect  no  possible  benefit.  Brazil,  because  of  the  existence  of  a 
small  quantity  of  5  ft.  3-in.  gauge,  might  possibly  be  inclined  to 
favor  the  5  ft.  6-in.,  but  there  is  not  enough  of  it  really  to  influence 
the  question  either  way.  The  5  ft,  3-in.  is  neither  one  thing  nor  the 
other,  and  it  would  be  practically  as  easy  to  change  it  to  4  ft.  SJ-in. 
as  to  5  ft.  6-in.;  therefore,  it  seems  far  more  likely  that,  if  the  change 
could  be  brought  about,  Brazil  would  prefer  to  change  to  4  ft.  Si-in.  as 
a  standard,  thus  conforming  with  Uruguay  and  Paraguay  and  the 
existing  lines  in  Entre  Kios  and  Corrientes, 

For  the  19  000  km,  of  narrow-gauge  lines  now  existing  in  Brazil  it 
would  cost  about  $40  000  000  or  $50  000  000  less  to  convert  them  to 
standard-gauge  than  to  5  ft.  6-in.  Looking  toward  the  north,  also,  the 
lines  of  Peru  are  largely  standard-gauge,  even  where  they  cross  the 
highest  passes  of  the  Andes,  and  this  really  is  the  only  logical  gauge 
to  adopt  if  an  agreement  could  be  effected  between  the  different 
countries. 

The  conversion  of  the  meter-gauge  lines  of  the  Argentine  to  standard 

4  ft.  8^-in.,  and  the  adoption  of  that  gauge  for  all  new  lines  north 
of  Santa  Fe  and  Cordoba,  and  in  the  rest  of  the  country,  except  for 
the  legitimate  extensions  of  the  existing  broad-gauge  lines,  would  be 
a  much  less  costly  proceeding  than  that  estimated  above  for  their 
conversion  to  5  ft.  6-in.  It  would  provide  an  efficient  transportation 
machine  reaching  from  Buenos  Aires  to  all  parts  of  the  country,  and 
in  harmony  with  the  network  already  existing  in  Uruguay,  Entre  Rios, 
Corrientes,  and  Paraguay,  and  it  might  not  be  unreasonable  to  expect 
that,  with  this  in  view,  Brazil  would  join  in  the  movement,  as  there 
can  be  no  question  that  such  large  areas  as  those  under  consideration 
cannot  be  efficiently  developed  by  a  transportation  machine  inferior 
to  that  which  has  achieved  such  wonderfully  successful  economic 
results  in  the  United  States,  with  which  country  this  part  of  the 
world  is  most  nearly  comparable. 

Making  the  estimate  for  the  Argentine  alone,  on  the  basis  of  a 
change  to  4  ft.  8^-in.  instead  of  5  ft.  6-in.,  and  leaving  out  the  existing 

5  ft.  6-in,  system,  the  cost  of  the  completed  system  of  standard-gauge 
roads  would  be  as  shown  in  Table  24. 
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TABLE  24. — Cost,  in  Gold  Dollars. 


Conversion    of   9  000   km.    of    meter-gauge   to    4    ft.   SJ^-in.   at,   say, 

$8  500   per  km 

Additional  cost   of  building,  say,  9  000  km.  of  4  ft.  SJ^-in.  instead  of 

meter,  at  $2  000  per  km 

Extra  cost  of  building  2  ,500  km.  of  extensions  in  Entre  Rios,  Corri- 

entes  and  Missiones 

Cost   of  changing  existing    2  500   km.  in    Entre   Rios,  Corrientes  and 

Buenos    Aires 


$76  500  000 

18  000  000 

nil. 

nil. 


Total. 


$94  500  000 


That  is,  the  standard-gauge  system  in  existence  at  the  end  of  20 
years  would  have  cost  about  $4  000  per  km.  more  than  if  the  meter- 
gauge  ha.d  been  perpetuated.  The  interest  on  this  at  6%  would  be 
about  $240  per  km.  per  annum,  which  it  is  believed  could  easily  be 
saved  by  economy  of  operation,  to  say  nothing  of  the  necessity  of 
having  an  adequate  transportation  machine. 

Next,  take  the  area  south  of  22°  South  Latitude  and  between  the 
Atlantic  Coast  and  a  line  drawn  from  Buenos  Aires  along  the  river 
to  Santa  Fe  and  passing  through  Tucuman  and  Salta  to  Sucre,  but 
omitting  the  section  north  of  Sao  Paulo  and  Rio,  already  fairly  well 
served  by  railways.  There  are  in  this  area  about  1  000  000  sq.  miles, 
served  by  only  about  12  200  km.  of  railroad  or  1.22  km.  for  every  100  sq. 
miles  of  territory. 

Of  this  area,  the  Province  of  Entre  Rios  is,  perhaps,  the  best 
served  at  present,  with  about  3.9  km.  of  railway  per  100  sq.  miles,  and 
it  is  seriously  proposed  to  double  this  mileage  within  the  next  few 
years. 

The  railway  mileage  of  the  Argentine  has  increased  three-fold  in 
the  20-year  period,  1890  to  1910,  and  it  seems  not  unreasonable  to 
expect  the  same  rate  of  increase  during  the  next  20  years  in  the  area 
under  consideration.  It  is  true  that  the  climatic  conditions  are  not 
quite  so  favorable,  but,  on  the  other  hand,  the  era  of  great  expansion 
in  North  America,  through  the  development  of  the  country  by  new  lines 
of  railway,  is  now  over,  the  world  demand  for  pastoral  and  agricultural 
products  is  increasing,  even  the  United  States  itself  is  just  entering 
into  the  class  of  consumers,  so  that  the  development  of  this  area  seems 
inevitable,  and  will  only  be  held  back,  if  at  all,  by  the  lack  of  capital. 

Assuming  that  there  will  be  25  000  km.  built  in  this  territory  during 
the  next  20  years,  which  will  give  a  density  of  3.7  km.  per  100  sq.  miles, 
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of  this,  probably,  5  000  km.  will  be  of  standard-gauge,  in  any  event. 
Then  the  cost  of  a  standard-gauge  system  throughout  the  whole  area, 
including  the  cost  of  conversion  of  all  the  existing  lines  except  those  of 
broad-gauge  of  the  Argentine,  would  be  as  shown  in  Table  25. 

TABLE  25. 


Cost  of  conversion  of  28  000  km.  of  meter-gauge  to  standard,  at 
$9  ono 

Additional  cost  of  building  20  000  km.  of  line,  4  ft.  Si^-in.  instead  of 
meter,  at,  sav,  S2  500 

Cost  of  conversion  of  500  km.  of  5  ft.  3-in.  to  4  ft.  8)4-in.,  at  SI  000.... 

4  800  km.  in  Urufjuay,  Entre  Rios,  Oorrientes,  and  Paraguay  not 
requiring  cliange 

^  000  km.  of  new  line  in  Uruguay,  etc.,  etc 


8252  COO  000 


50  000  000 
500  000 


nil. 
nil. 


Total  additional  cost. 


8302  500  000 


It  will  be  noted  that  somewhat  larger  allowances  for  conversion,  etc., 
are  made  for  this  whole  system  than  for  the  Argentine  alone. 

The  standard-gauge  system  in  existence  over  this  whole  area  at  th'^ 
end  of  20  years,  therefore,  would  cost  about  $5  000  per  km.  more  than 
if  the  meter-gauge  were  perpetuated,  this  involving  an  annual  interest 
charge  of,  say,  $300  per  km.  The  greater  cost  by  including  the  lines 
of  Brazil  is  due  to  the  much  greater  present  development  of  the  meter- 
gauge  system  there,  and  also  by  additional  allowances  to  cover  the 
additional  costs,  as  a  great  deal  of  the  topography  is  much  more  acci- 
dented  in  Brazil  than  in  the  Argentine.  On  the  other  hand,  no  account 
has  been  taken  of  the  vast  areas  in  Brazil  north  of  Latitude  20°,  in 
much  of  which,  especially  in  Eastern  Brazil,  there  is  likely  to  be  con- 
siderable development  by  new  lines,  which,  if  built  in  the  first  place  as 
standard-gauge,  would  reduce  the  average  cost  per  kilometer  of  the 
whole  system. 

It  seems  to  be  not  unreasonable  to  assume  that,  as  many  of  the 
narrow-gauge  lines  will  require  stone  ballast  at  a  cost  of  from  $1  500 
to  $2  500  per  km.,  where  the  wider  gauge  could  be  operated  just  as 
well  without,  the  completed  system  should  be  given  some  credit  on  this 
account,  which  might  easily  be  as  much  as  $1  000  per  km.  over  the 
whole  system,  thus  reducing  the  interest  charge  by  $60  per  km. 

There  is  also  the  question  of  double-tracking  many  of  the  narrow- 
gauge  lines,  which  would  not  be  necessary  if  they  were  medium-  or 
broad-gauge,  and  this  would  offset  quite  a  little  of  the  cost  of  conversion, 
though  it  is  somewhat  difficult  to  say  just  how  much.     Suppose,  how- 
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ever,  that  15%  of  the  systems  as  narrow-gauge  would  have  to  be 
double-tracked  and  half  of  this,  say  4  500  km.,  could  be  avoided  by 
the  change  of  gauge,  there  would  be  a  saving  of  about  $100  000  000  on 
this  item  alone,  or  one-third  of  the  estimated  additional  cost  of  the 
whole  system  as  standard-gauge. 

It  has  been  shown  that,  on  the  basis  of  the  most  conservative  esti- 
mates, the  saving  in  cost  of  operation  made  possible  in  only  the  one 
item  of  larger  rolling  stock,  might  easily  be  more  than  $300  per  km. 
per  annum,  and  as  it  is  considered  necessary  even  now  to  use  70-  and 
80-lb.  rails  on  the  narrow-gauge,  this  is  not  offset  by  the  necessity 
of  increasing  the  strength  of  the  track  to  take  care  of  the  heavier  roll- 
ing stock,  as  this  weight  of  rail  is  ample  to  carry  the  ordinary  standard- 
gauge  equipment  of  fairly  heavy  types,  on  which  these  estimates  are 
based. 

It  seems  almost  superfluous  to  point  out  the  advantages  of  unifica- 
tion of  the  gauge.  Besides  the  inconvenience  of  transfer  and  the 
actual  cost  of  moving  freight  from  one  car  to  another,  which  has 
been  variously  estimated  at  from  5  to  10  cents  per  ton  in  India,*  there 
is  the  actual  damage  to  many  classes  of  freight,  such  as  fruit,  etc. 
The  transhipment  of  refrigerated  products  is  impractical.  Two  cars 
are  standing  idle  while  any  transhipment  is  being  made,  there  are  the 
unavoidable  delays  in  yards  waiting  for  the  necessary  cars  of  both 
gauges  to  be  provided  and  shifted  into  position,  and,  above  all,  the  loss 
in  fluidity  of  rolling  stock,  which  would  be  especially  noticeable  in 
both  the  Argentine  and  Brazil,  where,  for  a  few  months  during  and 
after  the  harvest,  there  is  an  exceptional  demand  for  rolling  stock 
which  could  be  used  during  the  other  seasons  for  hauling  timber. 

In  the  Argentine  this  question  of  transfer  from  one  gauge  to  another 
has  not  become  acute  up  to  the  present  time,  as  most  of  the  lines  of 
each  of  the  gauges  reach  terminal  points  on  the  water-front,  to  and 
from  which  most  of  their  traffic  flows.  With  the  development  of  the 
country,  the  actual  interlocking  of  the  lines  of  the  different  gauges, 
and  the  present  tendency  to  continue  this  mixing  of  the  territories, 
this  question,  however,  is  bound  to  assume  greater  and  greater  im- 
portance, and  the  necessary  transfers  will  be  the  cause  of  more  and 
more  inconvenience  and  delay.  '  ""' 

*  Min  uteK  of  Prnceedingx,  Inst.  C.  E.,  "  The  Railway  Gauges  of  India,"  by  Sir  Frederick 
Robert  Upcott,  Vol.  CLXIV.  p.  196. 
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It  is  true  that  the  foregoing  figures  are  based  largely  on  assump- 
tions, and  may  be  varied  widely  in  many  individual  cases,  but  it  is  be- 
lieved by  the  writer  that  on  the  whole  they  represent  a  fair  average, 
and  at  least  tend  to  indicate  that  the  adoption  of  4  ft.  8^-in.  as  a 
standard,  and  the  conversion  of  the  existing  narrow-gauge  lines,  can 
be  justified  on  economic  grounds  and  approximately  so  from  the 
finaricial  viewpoint. 

It  is  hardly  to  be  expected  that  these  figures  are  definite  enough  to 
justify  private  capital  in  entering  on  an  enterprise  of  such  magni- 
tude, but,  taking  into  consideration  the  fact,  which  it  is  believed  has 
been  demonstrated,  that  the  narrow-gauge  is  absolutely  inadequate  for 
the  development  of  such  large  areas  as  those  under  consideration  in  the 
Argentine,  Eastern  Bolivia,  Brazil,  Paraguay,  and  Uruguay,  to  say 
nothing  of  the  rest  of  South  and  Central  America,  it  may  not  be 
unreasonable  to  expect  such  a  measure  of  assistance  from  the  Govern- 
ments involved,  which  would  be  justified  by  the  benefits  they  would 
derive  from  a  system  of  railways  of  uniform  gauge  covering  the  whole 
area. 

This  argument,  it  will  be  seen,  is  based  largely  on  the  supposition 
of  the  continued  and  continuous  development  of  these  countries, 
which  seems  assured,  provided  the  past  policy  of  encouragement  and 
appreciation  of  private  capital  is  continued  and  the  political  situation 
remains  as  stable  as  it  now  seems  to  be.  Without  foreign  capital,  of 
course,  this  development  will  be  tremendously  retarded,  to  the  benefit 
of  competing  countries  like  South  Africa,  Australia,  and  New  Zealand. 
It  has  been,  and  still  is,  the  policy  of  the  Governments  of  both 
Brazil  and  Argentine  to  build  as  State  enterprises  lines  of  railway  to 
connect  up  or  push  the  development  of  certain  sections  not  sufficiently 
attractive  at  the  time  in  themselves  to  private  enterprise.  Of  course, 
the  extent  to  which  this  can  be  carried  out  is  more  or  less  limited, 
as  in  all  these  newer  countries  there  is  a  demand  for  more  capital 
than  is  available;  therefore,  the  Government  lines,  after  a  while,  are 
sold  or  leased,  and  the  capital  thus  acquired  is  used  for  further  devel- 
opment elsewhere.  It  seems  to  the  writer  that,  taking  everji;hing  into 
consideration,  such  lines,  if  built  to  standard-gauge,  would  cost  little 
if  any  more  than  have  the  meter-gauge  lines,  and  there  is  no  question 
at  all  but  that  they  would  be  a  far  more  valuable  asset  because  of  their 
undoubted   greater   economy   in   operation   and   their   better   salability 
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because  of  the  wider  market  for  any  standard  article  than  for  one 
of  inferior  quality. 

The  5  ft.  6-in.  lines  of  the  Argentine  probably  will  not  consider 
the  change  for  the  present,  but,  as  they  are  fairly  well  confined  to  a 
limited  area,  it  will  do  no  harm  to  leave  them  as  they  are.  They  are 
efficient,  and  to  attempt  to  include  them  in  any  scheme  for  unification 
of  gauge  would  be  to  create  a  formidable  opposition  which  it  would  be 
difficult  to  overcome.  The  adoption  of  4  ft.  8^  in.  as  a  standard  for 
new  lines,  and  the  gradual  change  of  the  meter-  and  other  narrow- 
gauge  lines  to  the  standard,  however,  should  be  established  as  the 
policy,  if  the  requirements  of  the  future  are  to  be  met.    '" "'' 

It  must  be  borne  in  mind  that,  as  the  distance  from  the  seaboard 
increases,  the  necessity  for  cheap  transportation  becomes  more  and 
more  important,  and  as  this  section  of  the  world  must  depend  for  its 
future  prosperity  on  its  ability  to  compete  successfully  in  the  food 
markets  of  the  world,  cheap  efficient  transportation  is  a  sine  qica  non. 
The  United  States  has  achieved  results  in  this  line  which  are  far 
ahead  of  those  obtained  elsewhere,  almost  wholly  by  reason  of  the 
increase  in  train  loading.  It  is  quite  certain  that  no  narrow-gauge 
line  can  attain  anywhere  near  the  economic  results  obtained  in  the 
United  States,  and  nothing  which  falls  much  short  of  this  will  solve 
the  problem  for  the  area  imder  discussion,  which  only  needs  capital 
and  adequate  railroad  transportation  to  show  the  most  phenomenal 
development  in  the  history  of  the  world.  This  development,  however, 
will  be  tremendously  handicapped  with  anything  less  than  the  efficient, 
economical  transport  which  can  be  furnished  by  standard-gauge  rail- 
ways. 

In  closing,  the  writer  wishes  to  express  his  thanks  to  Mr.  Percival 
Farquhar,  President  of  the  Argentine  Railway  Company,  for  permission 
to  use  much  of  the  information  contained  in  a  report  made  to  that 
company  on  this  subject  by  the  writer,  to  Mr.  L.  E.  Young,  of  the 
Middletown  Car  Company,  for  data  in  regard  to  rolling  stock,  and  to 
Mr.  C.  M.  Muchnic,  of  the  American  Locomotive  Company,  for  data 
in  regard  to  locomotives  and  other  information.  It  is  believed  that 
proper  credit  has  been  given  in  the  text  for  quotations  and  assist- 
ance from  engineering  periodicals  and  other  sources,  but  inasmuch 
as  a  fairly  wide  search  of  the  literature  of  the  subject  has  been  made 
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it  is  possible  that  some  omissions  of  credit  may  have  been  made,  if  so, 
it  is  needless  to  say  it  has  been  unintentional. 

Generally  speaking,  it  is  believed  that  the  statistics  given  in  the 
paper  are  ^substantially  correct,  and  in  any  event  such  diiferences  as 
there  are  do  not  affect  the  general  argument,  so  far  as  the  gauge  ques- 
tion is  concerned.  As  with  all  figures  relating  to  railroads,  there 
are  often  diiferences  due  to  different  methods  of  calculation  or  record- 
ing, and  this  is  perhaps  especially  so  in  regard  to  South  America.  The 
writer,  therefore,  would  esteem  it  a  favor  if  those  who  may  have  more 
intimate  knowledge  of  any  facts  will  not  hesitate  to  state  them  with  a 
view  to  making  the  record  as  complete  and  accurate  to  date  as  may  be. 
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APPENDIX     A. 


History^  Experiences  of  Other  Countries,  Etc. 

The  following  notes  give  briefly  some  account  of  the  unification 
of  the  gauge  of  the  railways  in  the  United  States  and  Mexico,  the 
experience  with  lines  of  different  gauges  in  India,  Australia,  etc., 
and  Table  26  shows  the  length  of  lines  of  various  gauges  now  in  oper- 
ation in  the  different  countries  of  the  world.* 

TABLE  26.— Length  of  Eailways  of  Various  Gauges  in  Operation 
Throughout  the  World. 

All  Distances  in  Kilometers. 


Broad, 

more  than 

5  ft. 

Medium, 

4  ft.  to 

4  ft.  11  in. 

Narrow, 

3  ft.  to 

3  ft.  11  in. 

IndustriaL 
less  than  3  ft. 

4  959 
71  143 

40  017 
206  912 
447  721 
3  382 
6  663 
11650 
6  179 
5  275 

909 
23  517 
13  394 
3  .596 
37  115 
41299 
19  257 
27  843 

104 

8  264 

Central  America  and  West  Indies. . . 

153 
18  852 
43  781 
6  415 

141 
3  094 

2  618 

226 

4  039 

Totals 

145  302 

727  799 

164  930 

18  486 

Note.— The  medium-gauge  is  nearly  all  4  ft.  8i^-in. 

The  narrow-gauge  is  nearly  all  meter  or  3  ft.  6-iu. 

United  States. — The  following,  prepared  by  Mr.  George  L.  Fowler, 
of  Messrs.  Hildreth  and  Company,  gives  a  brief  statement  of  the  his- 
tory of  the  gauge  discussion  and  its  result  in  the  United  States. 

"The  narrow-gauge  mania  which  possessed  the  railroad  builders 
of  the  United  States  in  the  early  Seventies  was  born  of  the  bargain 
hunting  desire  to  get  something  far  below  its  real  value.  It  was  at 
the  time  very  difficult  if  not  impossible  to  raise  money  for  the  con- 
struction of  new  railroads  of  the  standard-gauge.  It  was  just  after 
the  civil  war,  and  hard  times  were  upon  the  country,  yet  in  spite  of 
this  fact,  the  people  over  the  whole  land  were  clamoring  for  a  more 
rapid  development  of  the  resources  than  was  taking  place,  and  this 
clamor  was  especially  loud  in  its  demand  for  an  increase  of  railroad 
construction,  but  capital  could  not  be  obtained. 

"It  then  occurred,  to  those  who  were  most  vitally  interested  in  these 
constructions,  that  if  cheaper  roads  could  be  built,  the  money  for  their 
construction  might  be  obtained.  They  immediately,  therefore,  jumped 
to  the  conclusion  that,  because  a  gauge  of  36  in.  is  only  about  three- 
fifths  of  56  in.,  a  road  of  that  gauge  could  be  built  for  a  correspondingly 
lower  price,  and  straightaway  positive  statements  were  made  to  that 

♦Compiled  from  "  Universal  Directory  of  Railway  Officials,"  1912. 
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effect,  which  were  honestly  accepted  by  a  large  number  of  men.  It 
was  assumed  that,  because  the  gauge  was  to  be  narrowed,  all  costs 
would  be  cut  down  in  a  corresponding  degree.  It  was  argued  that 
because  of  the  narrow-gauge,  the  cars  would  be  made  lighter  than 
those  which  it  had  been  found  advisable  to  use  on  the  broad-gauge, 
forgetful  of  the  fact  that  equipment  of  the  same,  or  even  lesser,  weight 
could  and  had  been  built  and  used  on  the  standard-gauge  lines,  and 
had  been  found  unsatisfactory. 

"The  whole  case  rested,  apparently,  so  far  as  the  United  States 
was  concerned,  on  the  inability  to  raise  money  for  ordinary  railroad 
construction,  and  the  narrow-gauge  seemed  to  promise  greater  divi- 
dends on  a  given  investment.  It  was  characteristic  of  the  whole  dis- 
cussion that  the  advocates  of  the  narrow-gauge  insisted  throughout 
that  their  construction  was  the  cheaper,  and  could  not  or  would  not 
see  their  opponents'  side  of  the  case,  which  was,  that  the  narrow- 
gauge  could  not  be  built  materially,  if  any,  cheaper  if  the  same  facili- 
ties and  capacity  for  the  transportation  of  freight  and  passengers 
were  to  be  afforded.  They  failed  to  see  or  acknowledge  that  a  light 
locomotive  and  car  could  be  built  for  a  broad-gauge  line. 

"The  physical  disadvantages  of  the  narrow-gauge,  such  as  crajnped 
storage  and  seating  capacity,  the  greater  instability  of  the  rolling  stock, 
and,  above  all,  the  chief  drawback  of  the  impossibility  of  interchanging 
cars  with  the  standard  lines,  with  the  consequent  extra  cost  and  delays 
in  transportation,  were  pointed  out  again  and  again,  but  in  spite  of 
all  this  the  narrow-gauge  construction  went  on  for  several  years,  and. 
until  the  money  market  eased,  made  a  great  headway. 

"Meanwhile,  the  disadvantages  of  different  gauges  were  making 
themselves  manifest,  and  it  was  also  being  realized,  with  great  rapidity, 
that  heavy  loads  meant  lesser  costs  than  when  light  ones  were  hauled, 
so  that  between  1873  and  1885  there  was  a  very  rapid  increase  in  the 
carrying  capacity  of  the  standard-gauge  cars,  rising  as  it  did  from 
10  to  30  tons.  With  this  rise  the  dead  weight  of  freight  cars  dropped 
from  a  ratio  of  1  lb.  of  dead  weight  to  1  lb.  of  paying  load  to  I  lb. 
of  dead  weight  to  1  lb.  of  paying  load. 

"When  the  necessity  of  car  interchange  drove  the  broad-gauge  lines 
to  change  to  the  standard  (4  ft.  8A-in.)  gauge,  the  narrow-gauge  lines 
were  left  in  a  state  of  greater  isolation  than  they  had  been  at  the  out- 
set of  the  movement. 

"Finally,  the  recuperation  after  the  panic  of  the  Seventies  made 
money  more  easily  procurable  for  railroad  construction,  and  the  narrow- 
gauge  roads,  which  had  been  built  and  equipped  in  the  lightest  and 
cheapest  possible  manner,  found  themselves  doubly  handicapped  by 
their  lack  of  facilities  to  do  business,  and  by  their  isolation. 

"The  result  of  all  of  it  was  that,  the  furore  past  and  the  money 
market  relieved,  the  narrow-gauge  mania  died  a  natural  death,  if  a 
death  from  lack  of  substance  can  be  called  natural.  The  result  then,  of 
the  forty  years  of  practical  experience  that  has  elapsed  since  the  battle 
of  the  gauges  was  precipitated  in  the  early  Seventies,  has  been  to  quite 
discredit  the  narrow-gauge  system.  It  has  been  proven  beyond  all 
peradventure  that  the  narrow-gauge  railway  cannot  be  operated  so 
as  to  keep  its  ton-mile  costs  down  to  the  figure  obtained  on  the 
standard-gauge  roads,  and  this  has  been  the  cause  of  its  demise. 
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"Cars  and  locomotives  of  present  capacities  are  impossible  on  a 
3-ft.  or  3  ft.  6-in.  gauge,  and  time  has  shown  that  the  contentions  of 
the  early  opponents  of  the  system  were  correct  a,nd  that  the  narrow- 
gauge  railroad  cannot  compete  with  the  broad-gauge  in  capacity, 
facilities  oifered,  or  in  cost  of  operation,  when  this  cost  is  put  upon 
the  ton-mile  basis." 

The  Denver  and  Rio  Grande  was  the  most  important  of  the  narrow- 
gauge  lines  changed  to  standard,  and  is  interesting  from  the  fact  that 
it  is  a  mountain  line,  of  steep  grades,  very  sharp  curvature,  and  heavy 
work,  crossing  as  it  does  the  mountainous  region  of  Colorado  from 
Denver  to  Salt  Lake  City. 

The  change  was  started  in  1886,  during  which  year  almost  half 
the  mileage  (1 200  miles)  was  changed,  the  rest  being  done  as  the 
finances  of  the  road  permitted,  and  less  than  6  months  ago  (September, 
1912)  it  was  decided  to  complete  the  last  section,  over  Marshall  Pass, 
a  distance  of  236  miles,  the  cost  of  which  work,  with  the  improvements 
in  the  line,  is  estimated  to  be  about  $2  000  000,  or  about  $8  500  per  mile. 

It  is  of  interest  to  note  that  on  this  line,  which  is  now  a  link  in  a 
transcontinental  route,  and  reaches  an  elevation  of  more  than  10  000 
ft.,  there  are  grades  of  3.8%  and  curves  of  150  ft.  radius  operated 
by  heavy  locomotives,  and  on  which  passenger  trains  of  standard  Pull- 
man equipment  are  operated. 

Many  other  lines  in  the  United  States  were  changed,  but  the  largest 
mileage  was  in  changing  from  4  ft.  10-in.,  4  ft.  11-in.,  and  5  ft.  0-in. 
to  the  standard  4  ft.  8i-in.,  this  involving  some  25  000  miles  of  various 
lines,  mostly  in  the  South.  The  total  mileage  of  narrow-gauge  changed 
to  standard  was  probably  about  5  000. 

Mexico. — The  principal  railways  in  Mexico  were  built  to  stand- 
ard gauge,  4  ft.  8^-in. ;  the  gauge  of  the  Mexican  National,  however — 
the  original  trunk  line  from  the  frontier  of  the  United  States  to  the  City 
of  Mexico,  1  200  miles  in  length — was  made  3  ft.  0-in.  ISTotwithstand- 
ing  that  it  had  a  much  shorter  direct  line  to  the  United  States,  it  was 
unable  to  compete  with  the  Mexican  Central  and  the  International. 
In  his  Annual  Report  in  1889  the  President  of  the  Company  said: 

"Having  been  brought  by  experience  to  a  realization  of  the  in- 
adequacy of  a  narrow-gauge  road  to  develop  a  thoroughly  satisfactory 
transportation  service  for  a  large  volume  of  business  *  *  *  induced 
your  management  to  take  up  some  time  ago  the  study  of  the  practi- 
cability and  desirability  of  changing  the  track  to  standard-gauge." 

The  line  was  changed  to  standard  gauge  between  1902  and  1904. 

India. — The  gauge  of  the  Indian  Railways  has  been  the  subject 
of  almost  endless  discussion.  Although  nearly  all  who  are  familiar 
with  the  subject  agree  that  a  difference  in  the  gauge  of  continental 
railways,  or  in  countries  as  large  as  India,  is  unfortunate,  all  the  dis- 
cussion and  the  various  reports  of  eminent  engineers  and  transporta- 
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tion  experts  have  led  nowhere,  and  lines  of  both  gauges  are  continuing 
to  be  built,  apparently,  however,  only  because  the  problem  of  conver- 
sion seems  to  be  too  big  to  handle.  A  few  quotations  from  some  of 
the  discussions  will  show  the  attitude  of  some  of  the  most  prominent 
British  engineers  who  have  studied  the  subject.  The  matter  was 
brought  up  officially  for  discussion  by  the  Institution  of  Civil  Engineers 
in  1906,  the  paper  and  discussion  at  that  time  occupying  135  pages 
of  the  Minutes  of  Proceedings,  and,  previous  to  that,  at  intervals  as 
far  back  as  1873,*  the  following,  at  that  time  far-sighted,  opinion 
was  expressed : 

"While  the  3^-it.  gauge  might  answer  for  the  carriage  of  heavy 
minerals  in  special  districts,  the  general  commerce  of  every  populous 
country  mainly  consists  of  articles  of  low  or  medium  specific  gravity, 
such  as  food,  clothing,  fuel,  etc.,  averaging  about  80  cu.  ft.  per  ton 
weight,  for  which  the  5i-ft.  gauge  is  in  every  respect  most  suitable 
as  regards  costs,  stowage,  safety,  economy,  the  intricate  elements  of 
military  defense,  and  the  power  of  adopting  single-track  lines  of  rail- 
ways for  the  accommodation  of  a  large  amount  of  traffic." 

Mr.  Thomas  Robertson  was  appointed  in  1903  as  Special  Commis- 
sioner by  the  British  Government  to  report  on  the  administration  and 
working  of  India.n  Railways,  and  in  his  report  he  pointed  out  the 
difficulties  of  working  the  two  gauges,  meter  and  broad,  as  follows : 

"It  will  generally  be  admitted  that  a  break  of  gauge  is  a  drawback 
always,  and  that  in  certain  eventualities  it  might  prove  extremely  in- 
convenient. It  necessitates  a  great  deal  of  expense  in  the  tranship- 
ment of  traffic  and  a  very  much  larger  supply  of  rolling  stock,  since 
the  unavoidable  delays  during  the  progress  of  transhipment  absorb  a 
large  quantity  of  rolling  stock  of  both  gauges. 

"The  question  is  so  full  of  difficulty  and  the  evil  is  so  far  ad- 
vanced that  it  is  not  easy  to  advise  on  it. 

"Uniformity  of  gauge  is  bound  to  be  demanded  some  day,  and 
the  longer  a  settlement  of  the  policy  to  be  pursued  is  deferred  the 
greater  will  be  the  difficulty  and  expense  of  introducing  it." 

He  discusses  the  relative  merits  of  the  two  gauges,  and  favors  the 
meter-gauge,  largely  because  of  the  greater  width  of  rolling  stock 
in  proportion  to  the  width  of  the  gauge.  (This  additional  width,  as 
is  shown  elsewhere,  is  not  an  unmixed  blessing,  as  it  is  gained  at 
the  expense  of  safety  and  stability.)  He  concludes  by  advocating 
the  unification  of  the  gauge  by  the  adoption  of  the  medium-gauge, 
4  ft.  8i-in. 

In  1906  a  jiaper  was  presented  before  the  Institution  of  Civil  En- 
gineers of  Great  Britain  by  Sir  Frederick  Robert  Upcott,  Chairman 
of  the  Indian  Railwaj^  Board,  who  pointed  out  the  facts  in  regard 
to  the  gauge  of  Indian  Railways  without  much  comment.  They  were 
stated  to  be : 

^1  *  And  in  The  Railroad  Gazette, 'November,  1872. 
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That  the  internal  communications  of  the  country  were  more  im- 
portant than  any  considerations  of  communication  with  other 
countries ; 

That  the  bulic  of  imports  and  exports  was  by  sea.; 

Large  internal  trade; 

The  attempt  to  confine  the  narrow-gauge  to  a  particular  zone  was 
useless,  as  these  lines  must  find  an  outlet  to  the  coast,  and 
this  created  a  great  confusion  at  the  ports  by  reason  of  dif- 
ference in  gauge; 

The  trouble  and  inconvenience  of  transhipment  were  considerable, 
and  would  by  no  means  be  measured  by  the  cost  of  actual 
transfer  of  articles,  but  involved  rolling  stock  standing  idle, 
lack  of  fluidity  of  rolling  stock,  etc.,  etc. 

Some  of  the  discussions  were,  briefly,  as  follows : 

Sir  Guilford  Molesworth  had  nothing  to  say  against  the  meter- 
gauge  as  a  gauge,  but  he  did  think  the  standard-gauge  (5  ft.  6-in.)  was 
better  suited  to  the  bulky  agricultural  traffic  of  India. 

Sir  George  Bruce  stated  that  when  the  discussion  of  this  question 
came  up  in  1873  he  estimated  that  the  difference  in  cost  of  construc- 
tion was  very  large,  being  based  on  the  misconception  that  the  width  of 
gauge  was  the  element  which  regulated  the  cost.  It  did  nothing  of 
the  kind.  With  a  coach  of  a  given  width,  nothing  was  gained  by 
putting  the  wheels  closer  together. 

Mr.  R.  W.  Egerton,  commenting  on  a  suggestion  to  change  broad- 
gauge  to  narrow-,  said: 

'Tt  would  be  economically  unsound  to  substitute  an  inferior  means 
of  transportation  for  a  superior  one,  at  the  same  time  increasing  the 
capital  cost  *  *  *.  The  meter  gauge,  on  account  of  the  low  limit  of 
speed  attainable,  was  an  unsuitable  gauge  for  large  trunk-lines." 

Mr.  F.  E.  Robertson  observed  that  most  discussions  on  the  gauge 
question  had  been  vitiated  by  the  implicit  assumption  that  all  the 
dimensions  were  geometrically  similar,  and,  also,  by  the  omission  to 
remember  that  speed  was  a  commodity  which  was  sometimes  worth 
money. 

The  difference  in  running  speeds  between  the  two  gauges  was  not 
really  known,  for  the  broad-gauge  (in  India)  was  in  this  respect 
usually  worked  in  such  a  leisurely  way,  that  the  meter-gauge  had  no 
difficulty  in  keeping  fairly  close  to  it. 

Sir  Frederick  Robert  Upcott,  replying  to  a  statement  that  high 
speed  was  not  required  in  India,  stated: 

"j\lr.  *  *  *  -was  incorrect  in  his  views  as  to  the  need  of  rapid 
travelling  in  India.  India,  *  *  *  was  like  every  other  country,  and 
had  progressive  ideas  of  speed,  comfort  and  safety,  and  the  Railway 
Administrations  would  have  to  meet  these  needs  for  all  classes." 
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Africa. — In  connection  with  this  same  discussion  of  the  gauge  of 
the  Indian  Railways,  there  were  the  following  expressions  of  opinion 
in  regard  to  the  gauge  of  the  African  Railways : 

The  General  Manager  of  the  Cape  Railways  wrote  (1906)  : 

"There  has  been  considerable  agitation  on  the  subject  of  the  laying 
of  light  railways  during  the  last  few  years.  I  see  no  reason  for 
changing  the  opinions  I  expressed  in  1891  and  1892  on  this  subject, 
and  I  trust  that  Parliament  will  gravely  consider  the  probable  effect 
of  the  introduction  of  a.  narrower  gauge  than  that  of  our  own  railways 
before  authorizing  such  a  breach  of  gauge.  If  the  gauge  originally 
adopted,  4''-8i",  had  been  continued  ini^tead  of  changing  to  3'-6"  the 
journey  from  Capetown  to  Johannesburg  would  be  performed  in  about 
half  the  present  time.  The  effect  of  such  saving  of  time  in  the  pas- 
senger traffic  would  have  been  enormous,  but  if  the  present  gauge  is 
to  be  still  further  reduced,  what  will  posterity  think  of  the  foresight, 
or  want  of  foresight,  in  adopting  a  standard  that  limits  the  speed  and 
carrj-ing  capacity  of  the  trains?  When  the  traffic  is  not  expected 
to  be  heavy  I  see  no  reason  why  railways  should  not  be  constructed 
with  less  ballast  than  a  standard  line.  When  the  traffic  improves,  the 
line  could  be  better  ballasted  and  prepared  for  quicker  speeds  and 
heavier  loads." 

C.  O.  Burge.  "The  line  from  the  Zambesi  river  through  to  Cairo 
had  been  projected  on  a  miserable  3'-6"  gauge.  It  would  be  found 
that  the  steamship  companies,  who  were  progressing  faster  than  the 
railway  projectors,  would  carry  passengers  from  North  to  South  Africa 
much  more  quickly  by  steamer  than  the  railway  could  on  a  line  of  3'-6"." 

Japan. — Japan,  after  a  most  careful  examination  of  the  question, 
has  decided  to  change  the  gauge  of  its  railways  to  4  ft.  8^-in.  The 
3  ft.  6-in.  lines  of  that  country  were  found  to  be  entirely  inadequate 
for  the  transport  of  troops  and  war  material  during  the  Russo-Japanese 
war,  and,  after  a  most  careful  consideration  of  the  whole  question,  it 
has  now  been  decided  to  make  the  change,  the  estimated  cost  of  which 
is  said  to  be  about  $150  000  000  for  the  5  000  miles  of  line. 

The  South  Manchurian  Railway  was  originally  5  ft.  0-in.  gauge 
and  during  the  Russo-Japanese  war  was  converted  by  the  Japanese  to 
3  ft.  6-in.,  this  being  chosen  because  only  rolling  stock  of  that  gauge 
was  available.  After  operating  it  as  a  narrow-gauge  road  for  2  years, 
however,  it  was  changed  to  4  ft.  8^-in.,  corresponding  with  the  gauge 
of  the  Korean  Railways,  and  it  has  been  stated  that  the  Japanese 
have  felt  that  they  owed  a  debt  of  gratitude  to  the  American  engineers 
who  built  the  first  Korean  railway  and  thus  established  a  gauge  which 
was  of  great  service  to  them  during  the  war,  the  3  ft.  6-in.  gauge  which 
they  were  obliged  to  adopt  temporarily  for  the  South  Manchurian 
Railway  having  been  found  entirely  inadequate. 

Australia. — The  situation  in  Australia  is  described  in  the  following 
quotation:* 

*  Enqineering  Record,  September  28th,  1912. 
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"By  some  unfortunate  misunderstanding,  each  now  laying  the  blame 
on  the  other,  New  South  Wales  and  Victoria  started  railways  in 
the  Fifties  on  different  systems,  the  first  on  the  standard,  or  4  ft.  8^-in., 
and  the  latter  on  the  5  ft.  3-in.  gauge,  and,  notwithstanding  the  advice 
of  the  engineers  of  the  day,  persisted,  until  now  we  have  two  great 
groups  of  over  3  500  miles  each  *  *  *.  The  slight  difference  of 
6  in.  stands  much  in  the  way  of  even  the  very  inadequate  remedy 
of  a  mixed  gauge,  owing  to  the  difficulty  and  expenses  connected  with 
the  construction  and  working  of  the  switches  and  frogs  in  such  a  case. 

"Subsequently,  Queensland  and  Western  Australia,  attracted  by  the 
expected  but  exaggerated  economies  in  the  construction  and  working 
of  narrow-gauge  lines,  which  were  too  hastily  assumed  to  be  synony- 
mous with  light  lines,  adopted  3  ft.  6  in.,  and  South  Australia,  after 
most  of  its  main  lines  had  been  made  to  correspond  with  the  width 
[5  ft.  6  in.]  of  those  of  its  neighbor  Victoria,  introduced  a  local 
diversity  by  making  its  extensions  and  branches  on  the  smaller, 
3  ft.  6-in.,  basis. 

"Unlike  the  United  States  and  Canada  who  repented  comparatively 
early  in  this  matter,  but  at  a  cost  of  a  large  amount  of  money,  Australia 
has  done  nothing  but  talk  about  it,  and,  owing  to  the  enormous  ex- 
tension of  each  gauge  in  recent  years,  it  is  quite  out  of  the  question 
now  to  think  of  universal  conversion,  which  might  cost  anything  up 
to  $60  000  000." 

Finally,  after  the  federation,  it  was  decided  to  build  a  transcon- 
tinental line  to  unite  the  extreme  easterly  and  westerly  States  of  the 
Commonwealth,  and,  of  course,  the  question  of  the  most  suitable  gauge 
came  to  the  front  at  once.  After  long  debate  and  after  calling  to  its 
aid  the  most  expert  advice,  both  engineering  and  other,  that  it  was 
possible  to  obtain,  the  4  ft.  82-in.  was  adopted. 

There  still  remained  in  abeyance  the  question  of  the  gauges  of  the 
existing  lines,  but  it  has  just  recently  been  announced*  that  it  has 
been  decided  to  unify  the  gauges  of  all  the  lines,  adopting  4  ft.  8^ -in. 
as  a  standard  and,  in  view  of  the  general  benefit  of  this  to  the  whole 
country,  the  greater  part  of  the  burden  of  this  change,  estimated  to 
cost  about  $175  000  000,  will  be  borne  by  the  Commonwealth  as  a  whole. 

As  an  example  of  the  misleading  statements  often  made  in  dis- 
cussing the  relative  value  of  the  gauge,  the  following  is  worthy  of 
notice  because  it  is  so  recent,  and  made  by  what  one  would  suppose 
might  be  a  competent  authority. 

In  Decembei,  1912,  speaking  at  the  Royal  Colonial  Institute  in 
London,  Sir  Thomas  Robinson,  Agent  General  of  Queensland,  in 
describing  the  3  ft.  6-in.  railways  of  that  part  of  Australia,  made  the 
statement  that  "Queensland  had  constructed  4  266  miles  of  railways 
of  this  gauge  at  practically  half  the  cost  of  3  807  miles  of  4  ft.  8|-in. 
gauge  in  New  South  Wales."  He  omitted,  however,  to  mention  the 
fact  that  the  total  net  earnings  of  the  latter  were  more  than  double 

*  Railway  Age  Gazette,  July  11th,  1913. 
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those  of  the  former.  He  also  stated  that  "in  the  working  of  the 
railway  the  comparatively  light  weight  of  the  rolling  stock  gave  it  a 
great  economic  advantage  over  railways  constructed  on  the  wider 
gauge,"  yet  said  later,  "Coming  to  rolling  stock,  the  lighter  engines 
and  cars  of  the  early  days  ran  on  lighter  sections  of  rails,  but  the 
increased  weight  and  power  of  the  engines  had  necessitated  the  relaying 
of  the  permanent  way  with  far  heavier  rails,  *  *  *  and  the  use  of 
this  heavier  rail  was  steadily  and  surely  extending  from  one  end  of 
the  State  to  the  other."  He  claimed  that  break  of  gauge  has  few 
disadvantages,  yet  stated  that  a  new  route  has  been  laid  out  to  the 
border  of  New  South  Wales  on  which  "all  the  stations,  tunnels,  etc., 
had  been  built  sufficiently  wide  so  as  to  run  the  New  South  Wales 
trains  (4  ft.  8^  in.)  right  through". 

The  consensus  of  all  these  opinions,  from  a  wide  range  of  territory 
and  a  very  large  number  of  prominent  men,  covering  practically  the 
whole  of  the  railway  systems  in  the  English-speaking  parts  of  the 
world,  is  decidedly  against  the  adoption  of  lines  of  different  gauges 
in  the  same  country,  and  almost  entirely  in  favor  of  the  broad 
(4  ft.  SJ-in.  or  5  ft.  6-in.)  as  compared  with  the  narrow  (3-ft.  to 
3  ft.  6-in.). 
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APPENDIX    B. 


General  Description  of  the  Topography,  Physical  Characteristics 
AND  Business  Conditions  of  Southern  South  America;  The  De- 
velopment and  Present  Situation  of  its  Railways. 
In  the  following,  the   Argentine  is  referred  to  perhaps  more  par- 
ticularly than  any  of  the  other  countries,  but  this  only  because  the 
writer  is  more  intimately  familiar  with  it,  and  the  data  he  has  avail- 
able relate  principally  to  the  railways  of  that  country.     The  conditions 
there,  however,  are  quite  generally  similar  to  those  elsewhere  in  this 
south  temperate  zone,  and  may  be  assumed  to  be  applicable  through- 
out most  of  this  area  and  to  its  railways. 

The  northern  limit  of  this  section  for  convenience  may  be  as- 
sumed to  be  about  Lat.  20°  S.,  that  is  to  say,  approximately  equal  to 
that  of  the  southern  coast  of  Cuba  and  the  City  of  Mexico ;  its  southern 
limit  will  be  taken  as  the  City  of  Bahia  Blanca,  Lat.  39°  S.,  which  is 
equivalent  to  that  of  Baltimore.  The  latitudes  of  some  of  the  more  im- 
portant cities  may  be  compared  with  some  of  those  of  the  northern 
hemisphere,  as  follows : 

Rio  de  Janeiro,  Havana. 

Santos  and  Sao  Paulo,  Key  West. 

Antofagasta,  Key  West. 

Asuncion,  Cape  Sable,  Florida. 

Valparaiso  and  Santiago,  Chile,     Atlanta,  Ga. 

Buenos  Aires  and  Montevideo,       Memphis,  Los  Angeles. 

Bahia  Blanca,  Baltimore,   Denver. 

It  should  not  be  inferred  from  this  that  there  is  no  development 
in  that  part  of  the  Argentine  south  of  Bahia  Blanca  and  Neuquen, 
and  including  Patagonia. 

The  railway  development  in  this  section,  however,  is  not  large, 
and  is  most  likely  to  be  dominated,  as  far  as  gauge  is  concerned,  by 
that  of  the  four  important  lines  in  the  Province  of  Buenos  Aires,  which 
are  5  ft.  (3-in. 

The  principal  topographical  features  are  the  main  range  of  the 
Andes  and  the  River  Parana,  with  its  tributary  the  Paraguay,  and 
the  River  Uruguay.  The  Andes  occupy  a  comparatively  narrow  strip 
along  the  Pacific  Coast,  some  150  to  200  miles  wide,  broadening  out 
at  the  northern  end  of  Chile  and  in  Bolivia.  Between  this  range  and 
the  Par.ina  and  Paraguay  Rivers  is  the  vast  almost  level  plain  reaching 
from  considerably  south  of  Bahia  Blanca  to  well  up  into  Bolivia,  which 
comprises  nearly  the  whole  of  the  Argentine.  Uruguay,  Paraguay,  the 
two  western  provinces  of  the  Argentine,  Entre  Rios  and  Corrientes, 
and  the  territory  of  Missiones,  are  considerably  rolling  to  hilly.  In 
Brazil  the  land  rises  abruptly  from  the  coast  line  to  elevations  of  2  000 


404  THE   GAUGE   OF  RAILWAYS 

ft.  and  more,  and  then  slopes  generally  toward  the  Rivers  Uruguay 
and  Paraguay,  the  intervening  country  being  mostly  rolling  and  in 
some  parts  rather  broken  and  accidented. 

In  the  Argentine  there  are  few,  if  any,  rivers  of  importance  be- 
tween the  Parana  and  the  Andes,  the  drainage  from  the  easterly  slopes 
of  the  latter,  which  is  considerable,  disappearing  in  the  sandy  soil 
before  it  has  traversed  the  plain  for  any  considerable  distance.  Toward 
the  north,  above  the  confluence  of  the  Paraguay  and  Alto  Parana, 
there  are  two  important  tributaries,  the  Bermejo  and  the  Pilcomayo, 
the  latter  forming  the  northern  boundary  of  the  Argentine  and  dividing 
it  from  Paraguay  and  Bolivia.  East  of  the  Parana  and  Paraguay 
the  country  is  generally  well  watered  and  the  bridging  of  the  rivers 
is  an  important  item. 

Lest  the  foregoing  should  convey  the  idea  that  much  of  the  area 
of  the  Argentine  is  arid,  it  may  be  well  to  note  further  the  peculiar 
geographical  formation  of  this  plain.  The  top  covering  of  soil,  which 
is  of  the  richest  character,  and  similar  in  appearance  to  that  of  the 
so-called  "black  waxey"  belt  of  Northern  Texas,  at  the  Parana  River 
and  for  some  distance  back  from  it,  changes  to  a  more  friable  and 
at  times  almost  sandy  loam  farther  back,  and  is  underlaid  by  the  so- 
called  Pampean  mud  or  "Tosca",  a  hard,  indurated  clay,  almost  shale. 
The  water  from  the  mountain  finds  its  way  between  the  top  soil  layer 
and  the  "Tosca"  and  between  the  successive  layers  of  this  latter,  and 
is  found  almost  everywhere  by  comparatively  shallow  borings.  Nearly 
all  of  this  is  good  or  at  least  fair  drinking  water,  but  some  is  alkaline 
or  slightly  saline,  and,  therefore,  bad  for  locomotive  uses. 

The  railroad  development  of  the  Argentine,  therefore,  has  gone 
ahead  under  the  most  favorable  conditions,  as  far  as  facility  of  con- 
struction is  concerned,  and  there  has  been  practically  no  excuse  at  all 
for  the  adoption  of  the  narrow-gauge.  Some  of  the  Government  lines, 
notably  that  running  from  Tucuman  north  to  La  Quiaca,  on  the 
border  of  Bolivia,  are  in  a  mountainous  country,  but  the  proportion  of 
the  total  is  very  small,  and  may  be  imagined  when  it  is  stated  that  more 
than  90%  of  the  alignment  is  tangent. 

Perhaps  the  most  important  physical  characteristics  which  affect 
railway  construction  and  operation  are  the  scarcity  of  stone  or  gravel 
and  the  high  cost  of  fuel.  The  coal  that  is  used  has  to  be  imported 
from  Europe.  The  scarcity  of  stone  makes  the  question  of  ballast 
important,  as  the  broad-  and  medium-gauge  lines  stand  up  much  better 
with  only  earth  ballast  than  do  the  narrow-gauge  lines,  and  in  com- 
paring the  quality  of  the  track,  the  experience  of  the  writer  with  the 
railways  of  the  Argentine,  leads  him  to  think  that  it  is  almost  fair 
to  say  that  a  fair  stone-ballasted  narrow-gauge  track  is  no  better 
than  a  good  earth-ballasted  wide-gauge. 

The  Argentine,  as  is  perhaps  well  known,  derives  its  wealth  from 
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its  pastoral  and  agricultural  products.  There  are  no  manufactures 
of  importance,  as  there  is  an  almost  entire  lack  of  minerals  and  fuel, 
except  wood.  That  part  of  the  Argentine  which,  thus  far,  is  developed 
most,  as  may  be  seen  by  the  density  of  the  railway  lines,  is  in  the 
Province  of  Buenos  Aires  and  the  southern  parts  of  the  Provinces  of 
Cordoba  and  Santa  Fe.  This  is  an  almost  treeless  plain,  formerly 
devoted  to  little  else  than  cattle  raising,  but  now  gradually  being  con- 
verted to  agricultural  uses,  and  the  raising  of  the  finer  grades  of  cattle 
and  horses,  alfalfa  replacing  to  a  large  extent  the  original  native 
grasses.  Wheat  is  cultivated  mostly  in  the  southern  part  of  the 
Province  of  Buenos  Aires  and  in  the  vicinity  of  Bahia  Blanca,  and  ex- 
ported largely  from  that  port.  Maize  and  linseed  are  the  important 
crops  farther  north  and  in  Entre  Rios.  The  principal  refrigerating 
and  packing  plants  are  on  the  Rio  de  la  Plata  and  the  River  Parana 
between  La  Plata  and  Rosario.  Quebracho  comes  from  north  of  the 
City  of  Santa  Fe,  and  nearly  all  the  exports  of  it  are  from  that  port. 

With  the  great  valorization  of  the  lands  in  this  section,  due  to 
its  agricultural  development,  the  cattle  industry  is  being  pushed  toward 
the  north,  and  there  seems  to  be  little  doubt  that  the  world  will  soon 
have  to  look  to  this  section  for  much  of  its  meat  supply,  for  the  pro- 
duction of  which  there  are  vast  areas  of  grass  lands  available  in  that 
part  of  the  Argentine  north  of  Santa  Fe  and  reaching  up  into  Bolivia 
and  Paraguay,  in  many  parts  of  this  latter  country,  in  Uruguay,  and 
in  Southern  Brazil. 

Up  to  the  present  time,  nearly  all  the  structural  timber  used  in 
the  Argentine  has  been  brought  from  Europe  and  the  United  States, 
but  it  is  now  known  that  there  are  large  forests  of  pine  and  cedar  in  the 
States  of  Parana  and  Sta.  Catharina,  in  Brazil  and  in  the  Territory 
of  Missiones.  In  Paraguay  there  are  forests  of  important  hardwoods 
which  will  now  be  made  commercially  available,  as  there  has  just  been 
opened  up  through  railway  communication  between  Asuncion,  through 
Corrientes  and  Entre  Rios,  to  Buenos  Aires,  and  a  new  line  is  under 
construction  from  Villa  Rica  on  the  Paraguay  Central  toward  the 
east  which  will  probably  open  up  important  timber  industries  and 
reach  the  forests  where  much  of  the  yerba  mate  grows. 

At  Tucuman,  and  farther  north  between  Salta  and  Embarcacion, 
there  are  important  sugar  industries,  and  the  business  of  raising  early 
fruits  and  vegetables  for  the  markets  of  Buenos  Aires,  Rosario,  Monte- 
video, etc.,  is  already  assuming  considerable  proportions.  Mendoza  and 
San  Juan  are  the  centers  of  quite  important  grape  and  wine  industries, 
producing  annually  some  3  000  000  hectoliters  (66  000  000  gal.)  of  wine, 
in  addition  to  the  grapes  which  are  shipped  in  very  large  quantities 
during  the  season  all  over  the  country  and  even  to  Europe  and  the 
United  States. 

The  great  and  important  product  of  the  so-called  Gran  Chaco,  which 
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embraces  in  the  Argentine  practically  all  that  territory  in  the  triangle 
with  Santa  Fe  as  its  apex  and  the  Pilcomayo  River  as  its  base,  is 
quebracho.  These  trees  are  not  unlike  scrub  oak  in  appearance  and 
are  generally  too  twisted  and  crooked  to  be  of  use  for  structural 
timber.  The  wood  is  very  hard  and  durable,  and  is  used  for  railroad 
ties,  fence  posts,  and  telegraph  poles,  the  trimmings,  roots,  etc.,  for 
firewood,  and  the  smaller  branches  for  charcoal.  It  is  very  rich  in 
tannin,  and  the  whole  logs  and  the  extract  are  shipped  in  large  quanti- 
ties to  Germany  for  tanning  purposes.  The  whole  area  of  the  triangle 
referred  to,  so  far  as  known-^and  quite  a  little  of  it  has  not  yet  been 
explored — comprises  large  areas  of  forests  with  much  quebracho  inter- 
spersing the  open  spaces  where  the  rich  grasses  provide  excellent 
grazing  for  cattle.  There  are  some  parts  which  are  alkaline,  some 
swampy,  some  waterless,  but,  on  the  whole,  it  is  believed  that  the 
greater  part  of  it  is  useful  especially  as  a  cattle  country  and  where  maize 
— for  feeding  on  the  spot  if  not  for  export — linseed,  cotton,  tobaccco, 
sugar  cane,  etc.,  can  be  grown.  The  quebracho  forms  the  bulk  of  the 
freight  for  the  Santa  Fe  Railway  and  the  southerly  end  of  the  Govern- 
ment lines,  and  this  is  a  product  which  demands  rolling  stock  of  large 
capacity  for  its  transportation.  It  is  of  considerable  importance,  as 
it  provides  paying  freight  for  new  lines  from  the  beginning,  while 
the  country  is  being  developed  pastorally  and  agriculturally. 

Buenos  Aires  is  by  far  the  most  important  city  in  the  Argentine. 
It  is  both  the  National  Capital  and  the  commercial  center,  its  popula- 
tion, 1  300  000,  is  one-fifth  of  the  total  of  the  country;  it  receives  80% 
of  the  imports,  and  the  exports  passing  through  it  are  60%  of  the  total. 

The  principal  other  ports  are  Rosario,  the  second  most  important 
city,  with  a  population  of  about  100  000,  La  Plata,  the  capital  of  the 
Province  of  Buenos  Aires,  Bahia  Blanca,  and  Santa  Fe.  The  imports 
which  come  to  these  places  are  mostly  coal  and  lumber,  but  cereals  are 
exported  from  all  of  them  as  well  as  from  quite  a  number  of  smaller 
places  along  the  rivers  where  ocean-going  steamers  can  lie  alongside 
the  bank  and  load,  being  served  by  short  spurs  of  the  railroads  tapping 
the  districts  adjoining.  The  Port  of  Buenos  Aires  is  served  by  a  Port 
Railway  of  5  ft.  6-in.  gauge  operated  by  the  Government,  with  a  strong 
feeling  against  admitting  any  other  gauge.  The  Port  of  Bahia  Blanca 
has  been  developed  by  the  railroads,  is  served  by  three  broad-gauge 
railways  over  their  own  lines,  and  has  had  a  very  rapid  development. 
The  Ports  at  La  Plata,  Rosario,  and  Santa  Fe,  have  mixed  gauge  (5  ft. 
6-in.  and  meter),  the  first  and  last  operated  by  the  Government,  and 
Rosario  by  a  French  Corporation  under  a  concession  for  its  exploitation. 

Most  of  the  merchandise  is  imi)orted  through  Buenos  Aires  and 
distributed  from  that  city  throughout  the  country,  the  imports  passing 
through  this  port  being  about  6  500  000  tons  for  1910,  and  the 
exports  about  2  000  000  tons.     A  small  proportion  of  the  imports,  about 
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25%  of  the  total  tonnage,  and  consisting  principally  of  lumber  and 
coal,  comes  directly  to  Rosario,  and  in  much  lesser  quantities  to 
Bahia  Blanea,  La  Plata,  and  Santa  Fe,  with  a  scattering  to  some  of 
the  smaller  ports. 

The  cereals  are  exported  principally  from  Rosario  and  Buenos 
Aires  in  about  equal  quantities,  with  Bahia  Blanea  the  next  in  im- 
portance, and  then  a  scattering  from  a  considerable  number  of  smaller 
ports  along  the  Parana  and  a  few  on  the  Uruguay.  The  cereals  flow 
naturally  to  the  nearest  seaport,  ocean-going  steamers  reaching  as  far 
as  the  City  of  Santa  Fe  on  the  River  Parana  and  Concepcion  del 
Uruguay  on  the  Uruguay  River. 

Cattle  (live)  are  shipped  from  all  over  the  country  (see  Fig.  5) 
for  distribution  to  the  packing  plants  on  the  river  between  La  Plata 
and  Rosario.  The  cattle  from  Corrientes  and  parts  of  Entre  Rios  go 
to  the  plants  along  the  Uruguay  River  which  take,  principally,  the 
inferior  grades  for  extracts,  dried  beef,  etc.  There  is  also  a  consider- 
able movement  of  cattle  from  one  section  to  another  for  growing,  fat- 
tening, etc.,  and  for  shipment  to  the  west  coast  by  driving  across  the 
mountains  in  summer. 

There  is  good  passenger  business  on  nearly  all  lines,  sleeping  and 
dining  car.s  being  in  general  use. 

,  The  conspicuous  feature  of  the  freight  traffic,  of  course,  is  the 
cereals.  There  is  a  heavy  demand  for  cars  during  the  shipping  season, 
February  to  June,  and  in  this  period  quite  a  large  proportion  of  cars 
are  returned  empty,  this  unbalancing  of  the  traffic  being  noticeable  on 
nearly  all  the  lines. 

Li  Brazil,  of  course,  the  most  important  products  are  coffee  and 
rubber,  the  former  coming  from  that  section  of  the  country  to  the 
north  of  Sao  Paulo  and  Rio.  This  territory,  as  will  be  seen  by  Plate  IX, 
is  served  by  a  fairly  dense  network  of  railways  which,  however,  are  of 
two  different  gauges. 

The  following  table  shows  the  quantities  of  the  principal  items  of 
export  for  1906.  The  cotton,  sugar,  cocoa,  and  tobacco,  are  mostly 
from  Pernambuco  and  Bahia  to  the  northeast  of  Rio;  rubber,  of 
course,  comes  from  the  Amazon,  and  the  other  products  from  the 
States  to  the  south  of  Rio.     The  quantities  are  long  tons. 

Sugar 85  000  tons. 

Cotton  and  cotton  seed 35  000  " 

Rubber    62  200  " 

Cocoa    25  000  " 

Tobacco    23  600  " 

Coffee    840  000  " 

Mate    57  800  " 

Flour  and  bran 31  500  " 

Hides  27  500  " 
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Cattle    21 
Sheep    99 


Fig.  5. 
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The  principal  products  of  the  three  southerly  States  of  Brazil, 
namely :  Parana,  Sta.  Catharina,  and  Eio  Grande  do  Sul,  are  timber, 
some  agricultural  products,  and  the  yerba  mate,  of  which  latter 
thousands  of  tons  are  gathered  annually  and  shipped  to  points  all  over 
the  southern  part  of  Brazil,  Uruguay,  and  the  Argentine.  The  devel- 
opment of  this  section  will  probably  be  largely  along  agricultural  and 
pastoral  lines,  together  with  the  exploitation  of  the  forests  of  timber  in 
the  western  sections. 

Uruguay  is  likely  to  remain  an  almost  entirely  pastoral  country, 
with  some  agriculture,  and,  as  it  is  served  by  a  fairly  efficient  system 
of  standard-gauge  railways  which  shows  a  healthy  normal  growth,  it 
does  not  call  for  much  detailed  consideration  in  the  present  discussion, 
except  perhaps  to  call  attention  again  to  the  fact  that  this  section, 
Uruguay,  the  Provinces  of  Entre  Eibs  and  Corrientes,  and  above  them 
Paraguay,  forming  a  connected  area  as  shown  by  the  map,  is  served 
exclusively  by  medium-gauge  lines. 

Chile,  although  one  of  the  most  important  countries  in  South 
America,  has  little  influence  on  the  present  discussion,  inasmuch  as  it 
is  cut  off  from  the  vast  areas  to  the  east  by  the  high  cordillera  of  the 
Andes.  Its  railway  development  was  originally  that  of  a  series  of  lines 
from  the  mountains  to  the  coast,  and  more  or  less  perpendicular  to  the 
latter,  although  in  recent  years,  under  the  influence  partly  of  the 
scheme  for  a  Pan-American  railroad  and  partly  for  the  development 
of  its  internal  communications  by  a  means  independent  of  the  coast- 
wise steamers,  it  has  put  under  construction  the  so-called  "Longi- 
tudinal" railway,  traversing  the  narrow  strip  along  the  foot-hills 
through  the  length  of  the  country.  The  existing  and  proposed  inter- 
national connections  of  the  Chilean  Railroads  are  noted  later. 

Bolivia  has  been  little  developed,  except  for  the  exploitation  of  its 
mineral  resources,  and  what  development  there  is  has  been  principally 
in  the  high  mountain  plateau  to  the  south  of  La  Paz.  This  has  been 
reached  from  the  south  by  the  2  ft.  6-in.  line  from  Antofagasta,  which, 
at  its  highest  point  (on  a  branch)  reaches  an  elevation  of  15  809  ft., 
the  highest  railway  in  the  world,  and  from  the  north  by  the  Southern 
Peruvian  line  (4  ft.  SJ-in.  gauge)  from  Mollendo  and  Cuzco,  Within 
the  past  year  the  Arica-La  Paz  line  (meter-gauge)  has  been  completed, 
giving  Bolivia  an  additional  outlet  to  the  Pacific,  but  all  three  of  these 
lines  have  very  steep  gradients,  and  summit  elevations  of  15  000  ft.  or 
more,  so  that  they  have  only  a  limited  capacity.  It  is  expected  that 
eventually  there  will  be  a  considerable  development  of  the  eastern  side 
of  Bolivia,  on  the  lower  slopes  of  the  mountains,  and  on  the  vast  well- 
watered  plains  between  them  and  the  State  of  Matto  Grosso  in  Brazil, 
and  the  outlet  from  this  section  of  the  country  must  inevitably  be 
toward  the  Atlantic  seaboard,  either  south  through  the  Argentine, 
which,  if  longer,  is  through  much  easier  country,  eastward  through  Para- 
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guay  and  Brazil  to  Rio  de  Janeiro  and  Santos,  or  northward  through 
the  Valley  of  the  Amazon. 

All  this  vast  section  seems  to  be  entering  on  an  era  of  develop- 
ment fostered  by  an  ever-increasing  tide  of  emigration  from  Europe, 
comparable  only  to  that  of  the  United  States,  and  when  it  is  consid- 
ered— to  take  only  one  example — that  the  commerce  of  the  City  of 
Buenos  Aires  is  growing  at  a  rate  at  which  it  will  probably  be  doubled 
in  less  than  10  years  (the  commerce  of  New  York  is  doubled  in  about 
20  years)  it  will  be  seen  that  the  question  of  the  policy  of  the  future 
development  of  the  railways  is  one  of  great  importance.  Figs.  6  and  7 
show  the  increase  in  trade,  exports,  and  imports,  and  the  areas  under 
cultivation  for  the  three  most  important  cereals. 
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Immigration  in  the  Argentine  has  increased  from  abo\it  100  000 
per  annum  in  1903  to  300  000  in  1910,  by  far  the  larger  proportion 
being  from  Italy,  Spain,  and  France,  in  the  order  named.  The  prog- 
ress of  railway  construction  is  shown  by  Fig.  8.  As  will  be  noted,  it 
has  been  rapid  and  steady,  except  for  the  setback  following  the  crisis 
of  1890. 

The  latest  official  statistics  of  the  Argentine  Railways  published 
are  those  for  1909,  but  Table  27,  showing  the  length  in  operation,  capi- 
talization, earnings,  etc.,  of  the  various  lines  for  the  year  ending 
December  31st,  1912,  is  approximately  correct. 

The  four  broad-gauge  lines  are  by  far  the  most  important.  They 
have  been  built,  and  are  controlled,  by  British  interests.  These  lines 
radiate  from  the  City  of  Buenos  Aires,  and  have  been  most  influential 
in  the  development  of  the  country.     They  are  so  strongly  intrenched 
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that  they  are  a  most  important  factor  to  be  kept  carefully  in  mind  in 
any  consideration  of  the  question  of  gauge,  as  it  seems  entirely  im- 
probable that  their  owners  and  managers  can  be  shown  that  there 
would  be  any  benefit  in  changing. 

The  narrow-gauge  lines  of  the  Argentine  have  been  principally 
developed  in  the  section  north  of  Rosario  and  Cordoba,  and,  until 
within  comparatively  recent  times,  partook  more  of  the  character  of 
small  local  lines  than  of  a  connected  system  of  trunk  lines,  none  of 
them  having  reached  the  National  Capital. 

INCREASE  IN  CULTIVATED  AREA 

FOR  THE  THREE  MOST 
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In  190S,  however,  some  French  capitalists  built  a  narrow-gauge 
line  from  Buenos  Aires  to  Rosario  and  there  connected  with  the  lines 
of  the  much  older  French  company  operating  the  Province  of  Santa 
Fe  Railway  reaching  to  Resisteneia  at  the  confluence  of  the  Paraguay 
and  Alto  Parana,  and  connecting  at  Santa  Fe  with  the  Government 
lines  through  Tucuman  to  La  Quiaca.  on  the  Bolivian  border. 

The  Central  Cordoba  system,  which  had  been  formed  by  uniting 
some  three  or  four  small  lines  between  Rosario,  Cordoba,  and  Tucu- 
man, with  headquarters  at  Cordoba,  decided  about  this  same  time  to 
build  an  extension  to  Buenos  Aires  from  Rosario,  and  thus  connect 
its  system  with  the  National  Capital,  this  line  being  opened  to  public 
service  only  about  a  year  ago,  and  the  headquarters  of  the  system  trans- 
ferred to  Buenos  Aires.  The  Central  Cordoba  connects  with  the  other 
part  of  the  Government  system,  the  Argentino  del  Norte,  and  also 
with  the  Central  Norte  at  Tucuman. 

The  narrow-gauge  lines  are  thus  divided  now  into  three  groups : 
The  French  lines  radiating  in  three  directions  from  Buenos  Aires  and 
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extending  north  along  the  Parana  up  to  Resisteneia;  the  Central 
Cordoba  starting  from  Buenos  x^ires  and  passing  through  Rosario  and 
Cordoba  to  Tucuman,  and  the  Government  lines  reaching  all  the 
capitals  of  the  northern  and  Andean  provinces  and  scattered  along  the 
foot-hills  of  the  mountains  between  San  Juan  and  Bolivia,  connecting 
at  Cordoba  and  Santa  Fe  with  the  other  lines  and  thus  having  through 
communication  with  Buenos  Aires. 


1854  1S57  ISOO 


Fig.  8. 


These  conditions  on  the  narrow-gauge  lines  must  be  kept  well  in 
mind,  as  they  are  just  now  emerging  from  a  status  as  more  or  less 
isolated  lines,  doing  a  small  local  business,  to  that  of  a  more  or  less 
coherent  group  of  systems  of  trunk  lines  connecting  the  National 
Capital  with  the  northern  section  of  the  eoimtry,  and  reaching  nearly 
all  the  provincial  capitals.  As  local  lines  doing  a  small  business,  the 
gauge  in   itself  mattered  little,   but  now,   with   the  greatly    increased 
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business  that  is  coming  to  them,  and  the  growing  necessity  of  run- 
ning through  express  trains  at  fairly  good  speeds,  they  find  themselves 
handicapped  by  reason  of  this  very  increase  in  business,  because  they 
have  not  tlie  facilities  for  doing  it  properly. 

TABLE  27. 


Length, 

in 

kilometers. 


Capitalization. 


Earnings. 


Gross. 


Net. 


Broad-Gauge. 


5  608 
2  669 
5  342 
4  751 
794 

$220  5()3  600 

101  959  200 

216  086  900 

197  276  600 

30  957  100 

$27  127  561 

12  225  441 

24  405  713 

26  360  005 

553  575 

$11  311  439 
5  474  275 

Western 

Pacific 

9  185  113 

11  481  579 

903  958 

Totals 

19  164 

$766  783  400 

$90  672  295 

$38  356  364 

Medium-Gauge. 


Entre  Rios 

North  East  Argentine. . 
Central  of  Buenos  Aires 

Totals 


1  175 

1  074 

269 


2  518 


$30  391  700 

29  538  100 

8  94a  800 


$2  379  390 

1  609  335 

977  091 


$4  965  816 


$908  096 
622  090 
305  389 


$1  835  575 


Narrow-Gauge. 


Government  lines 

Central  Cordoba 

Santa  F6 

Province  of  Buenos  Aires 
Transandine 

Totals 


4  018 
1  935 
1  709 
1  267 
185 


9  114 


$121  872  900 

70  525  000 

43  131  700 

39  399  300 

8  902  800 


$282  831  700 


$6  293  069 

8  220  351 

5  787  433 

2  497  010 

676  6U5 


$23  473  468 


$359  428 

2  253  352 

2  085  278 

527  847 

125  299 


$5  383  204 


It  will  be  noted  that  the  broad-gauge  railways  have  through  lines 
from  Buenos  Aires  to  Rosario,  Cordoba,  Santa  Fe,  and  Tucuman,  and, 
by  reason  of  their  long  establishment,  better  track,  and  more  comfort- 
able, because  easier-riding,  rolling  stock,  have  up  to  the  present  monopo- 
lized the  through  passenger  business  to  and  from  these  points.  In 
order,  therefore,  to  get  their  share  of  this  business,  the  narrow-gauge 
lines  will  be  forced  to  make  considerable  improvements  in  their  serv- 
ice, starting  with  the  physical  condition  of  their  roadbed  and  track, 
and  working  up,  and  even  then,  of  course,  can  never  compete  on  even 
terms. 
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It  is  often  pointed  out,  in  discussing  the  gauge,  that  these  narrow- 
gauge  lines  have  done  very  well,  that  their  capitalization  is  small  and, 
therefore,  there  is  no  reason  to  change,  but,  as  will  be  shown  later,  it 
seems  to  the  writer  that  they  must  look  forward  to  the  groAvth  of  the 
country  and  be  prepared  to  meet  it  by  modern  economic  means  of 
transport  or  be  crowded  out.  By  the  time  they  have  provided  adequate 
terminal  facilities  in  the  large  cities,  their  capital  expenditures  will 
not  be  so  much  less  than  that  of  the  broad-gauge  lines,  and  they  can 
never,  of  course,  handle  the  same  amount  of  business. 

To  convey  some  idea  of  the  importance  of  the  broad-gauge  lines, 
Figs.  9,  10,  and  11  show  parts  of  the  lines  of  the  Southern,  Pacific-, 
and  Central  Argentine  Railways,  where  they  enter  the  City  of  Buenos 
Aires  over  expensive  steel  and  masonry  viaducts.  They  have  extensive 
and  expensive  terminals,  both  passenger  and  freight;  the  Southern 
has  four  tracks  for  some  distance  out  of  the  city.  Fig.  12  shows  the 
Southern  Railway  Passenger  Station.  The  Central  Argentine  has 
nearly  completed  its  second  track  to  Rosario;  the  Central  Argentine 
and  Western  have  plans  under  way  for  the  electrification  of  their 
suburban  zones;  the  Central  Argentine  is  building  an  extensive  new 
terminal  and  station;  the  Western  is  building  a  tunnel  connection  to 
the  Port  Railway  through  the  heart  of  the  City  of  Buenos  Aires,  and 
nearly  all  have  a  considerable  portion  of  their  main  lines  stone-ballasted 
with  stone  at  $2  to  $3  (gold)  per  eu.  ni.,  f.  o.  b.  cars  ($1.50  to  $2.50 
per  cu.  yd.). 

The  Provinces  of  Entre  Rios  and  Corrientes.  within  the  confines  of 
which  are  located  the  two  principal  medium-gauge  railways,  are  almost 
entirely  surrounded  by  the  Rivers  Parana  and  Uruguay.  They  are 
thus  practically  cut  off  entirely  from  communication  with  the  rest  of 
the  Argentine,  or  indeed  with  any  other  part  of  the  world,  except  by 
water  transportation.  Their  isolated  position,  therefore,  has  rather 
retarded  their  development,  in  spite  of  the  richness  of  the  lands  in 
many  parts,  and  the  railways  have  been  merely  local  lines  from  the 
interior  to  the  small  ports  along  the  rivers. 

About  1906,  however,  it  was  decided  to  effect  a  connection  with  the 
City  of  Buenos  Aires  by  an  extension  of  the  line  to  Ibicuy  and  a  car 
ferry  across  the  delta  of  the  Parana  River  to  Zarate,  a  small  town  in 
the  Province  of  Buenos  Aires.  Here  connection  was  made  with  the 
Central  of  Buenos  Aires  Railway,  then  a  rural  steam  tramway  of 
medium-gauge,  over  which  running  rights  were  obtained  into  the 
City  of  Buenos  Aires,  though  at  a  point  a  fairly  long  distance  out 
from  the  center.  This  through  line  was  opened  to  public  service  only 
about  4  years  ago. 

At  about  the  same  time,  also,  the  Central  Railroad  of  Paraguay, 
which  at  that  time  was  a  broad-gauge  line  running  from  xlsuncion. 
the  capital  of  that  country,  to  Villa  Rica  in  the  interior,  was  changed 


Fig.   9. — Old  Steel  Viaduct,  Central  Argentine  Railway, 
Entering  Buenos  Aires. 


Fig.   10. — Masonry  Viaduct,  Pacific  Railway,  Entering  Buenos  Aires. 


Fig.   H. — Steel  Bridge  a2*d  Masonry  Viaduct,  Central  Argentine  Railway. 
Entering  Buenos  Aires. 


P^G.   12. — Southern  Railway  Passenger  Terminal  Station,   Buenos  Aires. 
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to  medium-gauge  and  extended  to  Encarnacion,  opposite  Posadas  in 
Corrientes,  and  another  car  ferry  established  there,  so  that  by  these 
two  car  ferries,  through  train  service  between  the  City  of  Buenos 
Aires  and  Asuncion,  through  the  Provinces  of  Entre  Rios  and  Cor- 
rientes is  now  possible,  thus  putting  all  this  section  in  close  touch 
with  Buenos  Aires  and  the  outside  world. 

It  will  be  seen,  therefore,  that  the  whole  railroad  situation  in  the 
Argentine  has  undergone  a  radical  change  during  the  past  5  years 
or  so.  Previous  to  that  time,  the  four  large  broad-gauge  systems  con- 
trolled by  British  interests,  which  in  many  respects  were  identical, 
dominated  almost  exclusively  the  transportation  of  the  country,  and 
the  lines  of  other  gauges  were  of  little  importance.  Now  the  medium- 
gauge  lines  are  not  only  linked  together,  but  are  all  (except  the  Cen- 
tral of  Buenos  Aires)  controlled  by  mutually  friendly  interests  with 
a  through  route  some  900  miles  long  from  Buenos  Aires  to  Asuncion. 
The  narrow-gauge  lines  are  linked  up  into  not  more  than  three 
systems,  all  of  which  are  working  together  in  harmony  and  may  come 
under  a  single  control.  They  reach  the  northern  section  of  the  country 
and  the  one  in  which  the  great  development  of  the  next  20  years  is  tO' 
take  place.  The  question  is,  shall  this  development  be  by  means  of  a 
system  of  narrow-gauge  lines,  can  such  a  system  offer  adequate  trans- 
portation facilities,  and  can  it  offer  competition  to  the  broad-gauge 
lines,  should  they  decide  to  extend  their  lines  into  this  section,  andl 
with  river  transportation  on  the  Parana  ? 

There  is  also  to  be  considered  the  question  of  international  connec- 
tions, and  the  present  and  rapidly  increasing  interest  in  South  America, 
both  by  Europe  and  ISTorth  America,  makes  this  important.  To  the 
writer  the  idea  of  a  Pan-American  Railroad  as  a  continuous  trunk 
line  for  the  transportation  of  through  freight  and  passengers  from  the 
United  States  and  Canada  to  the  extreme  south,  has  always  seemed 
almost  chimerical.  The  variation  in  gauges,  as  will  be  seen,  is  an  im- 
portant obstacle,  and  such  a  line  can  never  hope  to  compete  for  long- 
distance transportation  through  a  tropical  climate  and  across  the  vast 
and  lengthy  stretches  of  the  most  rugged  mountains  in  the  world, 
with  the  facilities  offered  by  ocean  steamers. 

It  is  easy,  of  course,  to  foresee  that  at  some  time  in  the  future, 
which  seems  now  not  a  little  distant,  the  various  lines  of  railway  will 
be  linked  together,  and  that  there  will  be  continuous  connections. 
This,  however,  will  not  be,  at  least  in  the  writer's  estimation,  until 
there  is  a  local  demand  and  local  business  sufficient  to  warrant  the  con- 
struction of  the  various  constituent  parts.  It  is  also  entirely  probable 
that  such  a  line  will  be  useful  and  will  be  used  for  international 
communications,  between  any  two  or  more  countries  within  reasonable 
limits,  and  for  this  reason  uniformity  of  gauge  should  be  advocated 
throughout   the    continent   and   through   the    Central    American   zone. 
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this  question  being  one  -which  should  be  most  energetically  pressed  at 
any  further  Pan-American  Congresses  and  by  the  representatives  of 
the  Pan-American  Union. 

It  has  been  previously  pointed  out  how,  in  the  Argentine,  the  four 
big  broad-gauge  systems  radiating  from  Buenos  Aires  dominated  the 
situation  up  to  within  5  or  6  years  ago,  and  how,  since  then,  the 
other  systems  have  formed  coherent  groups  with  connections  to  the 
National  Capital.  During  the  same  period,  also,  an  international 
syndicate  of  bankers  has  acquired  control  of  the  railway  lines  in  the 
three  States  of  Southern  Brazil,  and  a  substantial  interest  in  those  in 
the  southerly  half  of  the  State  of  Sao  Paulo.  This  same  syndicate 
also  has  operating  control  over  three  lines  in  the  Argentine,  the  Rosario 
a  Puerto  Belgrano,  5  ft.  6-in.  gauge,  the  Central  Cordoba,  meter- 
gauge,  and  the  Entre  Eios,  medium-gauge,  it  has  established  a  com- 
munity of  interest  with  the  North  East  Argentine  Railway,  which  con- 
nects the  Entre  Rios  Railway  with  the  Paraguay  Central  Railway, 
which  latter  it  also  controls.  It  has  also  a  substantial  interest  in  the 
Antofagasta  Railway,  in  Chile  and  Bolivia.  In  addition  to  its  rail- 
ways, this  syndicate  is  taking  great  interest  in  the  exploration,  exploi- 
tation, and  development  of  the  countries  served  by  its  lines  and  those 
beyond  into  which  they  may  be  extended. 

One  of  the  lines  controlled  by  these  interests  has  already  been 
pushed  across  the  State  of  Sao  Paulo,  crossing  the  Alto  Parana  nearly 
1  500  miles  above  its  mouth,  and,  eventually,  without  doubt,  will  be 
pushed  ahead  through  the  State  of  Matto  Grosso  into  Eastern  Bolivia 
and  to  Sucre  on  the  headwaters  of  the  Amazon.  Another  line  is  pro- 
jected along  the  boundary  line  between  the  States  of  Parana  and  Sta. 
Catharina,  following  the  Valley  of  the  Iguazu  to  its  confluence  with 
the  Alto  Parana,  crossing  the  latter  at  a  point  some  500  miles  below 
that  of  the  line  into  Matto  Grosso,  just  referred  to,  and  connecting 
with  the  line  now  under  construction  eastward  from  Villa  Rica  on  the 
Paraguay  Central.  This  will  give  a  through  route  from  Rio,  Sao 
Paulo,  and  all  points  in  Southern  Brazil  to  Asuncion,  the  capital  of 
Paraguay,  though  there  will  be  a  break  of  gauge  at  the  border.  From 
Asuncion  this  line  will  probably  be  extended  northwestward  between 
the  Pilcomayo  and  Paraguay  Rivers  toward  Sucre. 

There  is  another  east  and  west  line  still  farther  south  in  Brazil 
from  Porto  Alegre  to  Uruguayana,  a  point  on  the  River  Uruguay 
opposite  Paso  de  los  Libres  on  the  North  East  Argentine  Railway, 
where  connection  can  be  made  either  to  Santa  Fe  or  Resistencia  on 
the  west  side  of  the  Parana,  and  from  these  latter  places  to  all  points 
in  the  northern  section  of  the  Argentine  and  to  Bolivia.  This  latter 
route  at  present  involves  more  or  less  delay,  steamer  transportation 
across  the  two  rivers,  and  two  breaks  of  gauge,  but  eventually  this 
will  be  developed  into  a  through  route. 
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There  is  already  through  rail  connection  between  Rio  and  Monte- 
video, with  breaks  of  gauge,  however,  at  Sao  Paulo  and  at  the  border 
of  TJrugnay  and  Brazil.  At  least  two  schemes  have  been  proposed  for 
a  short  through  line  from  Colonia,  a  point  in  Uruguay  opposite  Buenos 
Aires,  to  Rio,  over  which  passengers  can  be  carried  in  express  trains  at 
reasonably  fast  speeds,  and  thus  shorten  the  length  of  the  sea  trip 
between  the  Argentine  and  Europe,  and  the  time  between  Buenos 
Aires  and  Rio  by  nearly  half.  This,  if  it  is  ever  realized,  means  a 
standard-gauge  line  through  Southern  Brazil,  as  the  Uruguayan  gauge 
is  fixed  and  it  would  be  out  of  the  question  to  get  the  necessary  degree 
of  speed  and  comfort  on  any  lesser  gauge  to  compete  with  the  fast, 
luxurious  ocean  steamers  in  which  the  trip  can  now  be  made  and 
which  are  being  improved  every  day.  Perhaps  present  conditions 
hardly  warrant  the  construction  of  this  line  as  yet,  but  that  it  is  a 
development  of  the  not  far  distant  future  is  hardly  open  to  question. 

There  is,  as  is  perhaps  well  known,  one  line  which  now  crosses  the 
Andes,  giving  direct  rail  connection  between  Buenos  Aires  and  Val- 
paraiso. This,  however,  involves  a  change  at  the  break  of  gauge  at 
Mendoza  in  the  Argentine  and  at  Los  Andes  in  Chile,  the  Buenos 
Aires  and  Pacific  is  5  ft.  6-in.  gauge,  the  Transandine  in  the  Argentine 
and  Chile  is  meter-gauge,  and  the  Chilean  lines  with  which  it  connects 
are  5  ft.  6-in,  Another  connection  is  proposed  in  the  south  by  the 
extension  of  the  Southern  Railway's  (5  ft.  6-in.)  line  from  Neuquen, 
and  there  is  a  proposal  (which,  however,  it  does  not  seem  will  be  car- 
ried through  in  the  immediate  future)  to  build  a  line  from  Salta  in 
the  Argentine  to  Mejillones  in  Chile.  Farther  north,  the  Antofa- 
gasta  Railway  has  been  building  an  extension  southeastward  from 
Uyuni  toward  Tupiza,  and  probably  before  long  it  will  be  connected 
with  the  lines  of  the  Argentine  Government  (meter-gauge)  at  La 
Quiaca. 

Turning  now  to  the  Argentine:  The  area  west  and  south  of  Bahia 
Blanca,  it  seems,  must  inevitably  be  developed  by  the  Southern  and 
Western  Railways,  that  is,  by  the  5  ft.  6-in.  gauge,  and  the  country 
north  of  Santa  Fe  and  Cordoba  is  the  part  in  which  may  be  expected 
the  most  important  developments  of  the  future  which  will  be  of  inter- 
est to  this  discussion. 

The  line  of  the  Central  Cordoba  Railway  from  Cordoba  to  Tucu- 
man,  and  the  Government  line  from  Tucuman  by  Salta  to  Embarca- 
cion  may  be  taken  as  marking  the  dividing  line  between  the  mountains 
and  the  vast  Argentine  plain.  Between  Santa  Fe  and  Tucuman  there 
are  two  lines,  the  more  southerly  being  the  Central  Argentine  broad- 
gauge,  and  the  more  northerly  the  Central  ITorte,  meter-gauge,  oper- 
ated by  the  Government.  It  is  the  area  north  of  this  latter  line  and 
east  of  the  line  from  Tucuman  to  Embarcacion,  and  known  generally 
as  the  Gran  Chaco,  in  which  the  development  of  new  territory  by  new 
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lines  will  probably  be  most  active  in  the  Argentine.  The  topography 
of  this  region  is  almost  as  blank  as  the  space  shown  on  the  map,  and 
its  character  does  not  change  for  at  least  some  distance  north  of  the 
Pilcomayo  in  Paraguay  and  Bolivia.  The  distance  from  Santa  Fe 
to  the  northerly  border  of  this  region  is  about  750  miles,  and  from 
Asuncion  to  Tucuman  about  550  miles,  and  it  is  probably  safe  to  as- 
sume that  railways  may  be  built  at  a  minimum  cost  and  in  practically 
straight  lines  over  almost  any  portion  of  it. 

Santa  Fe  is  a  port  at  present  available  at  lowest  river  stages  for 
ocean-going  steamers  drawing  18  ft.  of  water,  and  this  depth  will  prob- 
ably be  increased  in  the  near  future.  It  seems  to  the  writer  improbable 
that  there  will  be  a  port  for  ocean-going  steamers  established  north 
of  this  point,  so  that  the  commerce  of  this  vast  region  must  come  to 
Santa  Fe.  It  is  true  that  there  may  be  some  competition  by  way  of 
the  rivers,  but  experience  elsewhere  has  shown  that  this  will  not  be  a 
serious  matter  for  properly  equipped  railroads,  though  it  might  be 
for  lines  any  less  efficient  than  those  designed  in  the  light  of  the  best 
present  knowledge  of  the  art.  This  area  must  be  served  by  railroads 
of  some  sort,  they  must  be  efficient  if  they  are  to  pay  and  be  able  to 
compete  with  water  transport. 

The  Argentine  Government  has  commenced  the  development  of 
this  region  by  lines  running  more  or  less  westward  from  points  on 
the  Parana  River  at  Resistencia  and  Formosa,  apparently  with  the 
idea,  of  bringing  the  products  from  the  interior  to  the  river  and  thence 
by  fluvial  transportation  to  the  coast,  the  merchandise  and  supplies 
returning  the  same  way.  This,  the  writer  believes  to  be  fundamentally 
wrong,  and  that  this  area  might  better  be  developed  by  a  series  of  north 
and  south  Imes  from  Santa  Fe  and  points  on  the  existing  lines  be- 
tween Santa  Fe  and  Tucuman,  which  will  reach  up  into  the  north 
beyond  the  Pilcomayo  and  bring  all  this  vast  region  in  touch  with 
Buenos  Aires.  Here  it  may  perhaps  be  well  to  refer  again  to  the 
importance  of  the  City  of  Buenos  Aires  as  a.  distributing  point  for 
all  merchandise,  its  dominating  influence  over  the  whole  country  as 
the  seat  of  the  national  government,  and  the  absolute  importance  of 
proper  and  adequate  means  of  transportation  to  reach  it  from  all  parts 
of  the  country. 

A  certain  number  of  east  and  west  lines  between  Brazil  and  the 
north,  along  the  lines  already  being  developed,  and  as  already  indi- 
cated, will  be  necessary  of  course  for  the  interchange  of  products  and 
for  communication  between  the  large  populations  which  will,  in  all 
probability,  occupy  this  area  before  another  quarter  of  a  century  has 
passed,  but  the  line  of  least  resistance  to  and  from  the  southern  part 
of  eastern  Bolivia.,  western  Paraguay,  and  the  Chaco  is  by  the  most 
direct  north  and  south  routes  between  this  section  and  Buenos  Aires. 
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The  exact  details  of  the  lines  along  which  the  future  development 
of  this  area  may  proceed,  however,  are  not  of  pa.rticular  importance 
in  this  discussion.  The  outline  of  the  general  scheme  which  has  been 
presented  will  at  least  tend  to  show  its  close  resemblance  to  that  of 
the  United  States  during  the  time  our  great  West  was  being  opened 
up  to  agricultural  developments.  Knowing  as  we  do  the  important 
role  played  by  the  railroads  in  this  era,  it  seems  obrious  that  a  system 
of  transporation  less  efficient  than  our  own  in  moving  bulk  freight 
long  distances  at  low  cost  would  handicap  the  development  of  the 
great  area  in  the  Southern  Hemisphere. 
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DISCUS  SION 


Mr.  Philip  W.  Henry,*  M.  Am.  Soc.  C.  E. — This  paper  contains  a  great 

^°'^^'  deal  of  valuable  information,  particularly  for  those  interested  in  the  con- 
struction and  operation  of  railways  in  Latin  America,  and  the  author 
is  to  be  congratulated  on  the  exhaustive  and  intelligent  manner  in 
vphich  he  has  treated  this  important  subject.  Of  special  value  is  his 
emphasis  on  the  distinction  between  a  "narrow-gauge  railway"  and  a 
"light  railway",  which  are  often  used  as  synonymous  terms,  although, 
as  the  author  points  out,  a  "light  railway"  may  be  of  any  gauge. 

The  speaker  agrees  with  Mr.  Lavis  that  the  difference  in  the  con- 
struction cost  between  a  narrow-gauge  and  a  standard-gauge  railway 
is  generally  exaggerated.  In  a  country  the  traffic  of  which  does  not 
admit  of  the  construction  of  an  expensive  railway,  and  where  the  pre- 
vailing gauge  is  4  ft.  8i  in.  or  greater,  the  speaker  believes  that 
it  is  better  to  cut  the  construction  cost  by  raising  the  maximum 
grade  and  curvature  rather  than  by  lessening  the  gauge  of  the  railway. 
Though  the  author  treats  of  railways  chiefly  in  the  southern  part  of 
South  America,  more  particularly  Argentina  and  Southern  Brazil,  both 
lying  within  the  temperate  zone,  where  conditions  are  quite  similar 
to  those  in  the  Central  Western  States,  and  where  traffic  will  follow  rail- 
way construction  almost  as  rapidly  as  it  did  in  those  States,  it  must  be 
remembered  that  in  tropical  South  America  and  in  Central  America 
traffic  does  not  follow  with  the  same  rapidity,  and,  therefore,  the  type 
of  railways  for  those  countries  may  be  quite  different  from  that  suitable 
to  Argentina  and  Southern  Brazil.  Broadly  speaking,  it  is  safe  to 
assume  that  in  Central  America,  the  West  Indies,  and  in  tropical  South 
America,  the  gross  earnings  of  a  new  railway  for  the  first  few  years 
will  not  be  much  greater  than  operating  expenses,  let  alone  interest 
on  the  capital  invested,  and  that  the  development  of  traffic  will  be  very 
slow,  unless  the  parties  building  the  railway  undertake  at  the  same 
time  to  develop  traffic.  Even  in  a  highly  fertile  tropical  country,  it 
is  seldom  that  the  natives,  who  are  well  satisfied  with  their  existing 
life,  will  make  any  effort  to  develop  traffic  on  any  considerable  scale. 
The  development  of  tropical  agricultural  traffic  in  most  cases  demands 
both  capital  and  skill.  This  applies  particularly  to  the  raising  of 
bananas  and  sugar  cane,  two  of  the  most  profitable  tropical  products. 

If  the  railway  is  built  in  the  high  altitudes  of  Peru  or  Bolivia, 
not  susceptible  of  agricultural  development,  it  is  essential  that  mineral 
traffic  be  developed,  which,  again,  requires  large  investment  of  capital. 
In  some  cases,  the  building  of  a  railway  may  be  followed  by  the 
investment,  on  the  part  of  outside  capitalists,  in  the  agricultural  or 
mineral  resources  of  the  region  traversed  by  the  railway;  but,  gener- 
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ally  speaking,  if  the  parties  building  the  railway  are  also  its  operators,  Mr. 
it  is  essential  for  best  results  that,  at  the  same  time  they  acquire  the  ^°^^' 
concession  for  building  the  railway,  they  should  take  steps  for  the 
development  of  traffic — a  point  which  is  generally  overlooked.  The 
Governments  often  recognize  this  slow  development  of  traffic,  either 
by  guaranteeing  the  bonds  of  the  railway  or  by  paying  a  cash  subsidy 
approximating,  if  not  equalling,  the  cost  of  construction. 

The  speaker  believes  that  the  author  has  over-estimated,  if  anything, 
the  additional  cost  of  constructing  a  standard-gauge  railway  (4  ft. 
8^-in.)  over  that  of  a  meter-gauge,  especially  where  he  adds  an  extra 
cost  for  "Contingencies,  Expenses  of  Promotion,  and  Interest  during 
Construction",  amounting  in  all  to  15%,  which,  according  to  his 
figures,  equals  $249  per  mile  on  roads  of  light  earthwork  and  bridging, 
$430  per  mile  on  roads  of  medium  earthwork  and  bridging,  and  $1  359 
per  mile  on  roads  of  heavy  earthwork  and  bridging.  It  appears  to  the 
speaker  that  this  item  of  general  expense  is  the  same,  regardless  of 
the  gauge  of  the  railway.  In  other  respects,  the  speaker  believes  that 
the  author's  estimates  are,  if  anything,  more  than  ample.  The  extra 
cost  of  standard-gauge,  given  by  him  in  detail  for  the  three  classes  of 
railways,  neglecting  the  15%  for  general  items  as  above,  is  as  shown 
in  Table  28. 

TABLE  28. 


Light  earthwork 
and  bridging. 

Medium  earthwork 
and  bridging. 

Heavy  earthwork 
and  bridging. 

pio 

150 

150 
770 
100 
170 
10 

»980 
500 
300 
770 
100 
170 
10 

$5  010 

2  000 

1000 

Ties 

770 

100 

170 

Cattle  guards,  fences,  etc 

10 

Total  for  construction 

Less  saving  in  equipment 

$1660 
100 

$2  830 
100 

$9  060 
100 

Net  Total 

$1  560 

$2  730 

$8  960 

To  confirm  these  figures,  it  is  interesting  to  compare  the  actual  cost 
of  building  a  railway  of  light  earthwork  and  bridging  in  Bolivia,  from 
Viacha.  to  Oruro,  127  miles  in  length,  with  which  the  speaker  was  con- 
nected in  1906-09.  This  railway  was  of  meter-gauge,  roadbed  of  5 
m.,  the  average  cross-section  for  the  entire  length  showing  excavation 
actually  paid  for,  both  in  cuts  and  borrow-pits,  amounting  to  an  aver- 
age depth  of  3.7  ft.  Assuming  that  the  railway  had  been  of  standard- 
gauge,  instead  of  meter-gauge,  it  would  have  been  necessary  to  handle 
64%   additional  earthwork.     It  is   assumed  that  the   cost   of  bridges, 
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trestles,  and  culverts,  and  of  tracklaying  and  surfacing,  would  also 
have  been  increased  by  6^%,  certainly  a  liberal  estimate.  The  ties, 
California  redwood,  costing  about  $2,  delivered  on  the  work,  were  7  ft. 
in  length,  instead  of  8  ft.,  if  standard-gauge  had  been  adopted,  making 
an  additional  cost  of  14|%  for  ties.  Table  29  shows  the  actual  cost 
per  mile  of  the  different  items  affected — in  the  speaker's  opinion — by 
the  change  in  gauge,  and  the  additional  cost  for  each  item  in  case 
standard-gauge  had  been  adopted. 

TABLE  29. 


Actual  cost, 
meter-gauge. 

Estimated 
additional  cost, 
standard-gauge. 

Total 
estimated  cost, 
standard-gauge. 

Grade 

$4  200 
2  600 
1600 
5  100 

$272 
168 
97 
737 

$4  472 

2  768 

Tracklaying  and  surfacing 

1  697 

Ties 

5  837 

S13  500 

$1  274 

$14  774 

This  shows  an  estimated  additional  cost  of  standard-  over  meter- 
gauge  for  a  railway  of  light  earthwork  and  bridging  of  $1  274,  as  com- 
pared with  the  author's  estimate  of  $1  560,  neglecting  general  expenses. 

The  question  of  gauge,  except  perhaps  in  Argentina  and  Southern 
Brazil,  is  not  likely  to  arise  on  railways  of  medium  or  heavy  earth- 
work and  bridging,  but  it  is  more  likely  to  arise  on  those  railways  built 
in  districts  of  light  traffic,  where  it  is  necessary  to  cut  down  the  ex- 
pense of  construction  to  the  lowest  possible  limit.  As  stated  before,  the 
speaker  prefers  to  do  this  by  building  a  railway  of  the  gauge  standard 
to  the  district,  with  high  maximum  grades  and  curvatures,  say,  3^  or 
4%,  and  25°  curves,  intelligent  discrimination  being  used  in  the  appli- 
cation of  these  maxima.  By  using  the  Shay  or  a  similar  type  of 
locomotive,  the  maximum  grade  may  be  run  up  to  8  per  cent. 
As  one  train  each  way  per  day — sometimes  only  two  or  three 
trains  per  week — will  take  care  of  all  the  traffic,  it  is  evident 
that  the  cost  of  conducting  transportation  is  a  small  item  when 
compared  with  the  cost  of  maintenance  of  way  and  with  the 
interest  on  the  cost  of  construction.  Therefore,  under  such 
conditions  of  light  initial  traffic  and  slow  development  of  traffic,  the 
first  cost  of  construction,  with  due  regard  to  maintenance  of  way, 
should  be  the  controlling  factor.  At  first  sight,  this  would  indicate  a 
narrow-gauge  railway,  which  admittedly  can  be  built  at  from  $1  000  to 
$1  500  per  mile  lower  cost  than  standard-gauge,  the  interest  on  which 
at  7%  is  from  $70  to  $105  per  mile  per  year,  quite  an  item  for  a  rail- 
way the  gross  earnings  of  which  may  run  from  $1  000  to  $1  500  per 
mile  per  year.     Still,  other  considerations  must  be  taken  into  account. 
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such  as  gauge  of  connecting  railways  or  of  railways  likely  to  be  con-  Mr. 
structed.  In  Bolivia  the  gauge  of  the  railway  from  Viacha  to  Oruro,  *^°'"^- 
127  miles,  was  fixed  at  1  m.,  as  it  was  intended  eventually  to  connect 
it  with  the  Argentine  Railway  on  the  frontier,  425  miles  distant,  which 
is  of  meter-gauge,  thus  furnishing  a  through  route  from  La  Paz.  the 
capital  of  Bolivia,  to  Buenos  Aires.  In  Haiti  and  Santo  Domingo, 
where  the  largest  mileage  of  railways  is  of  42-in.  gauge,  that  gauge  will 
naturally  be  adopted  for  future  railways  in  that  island.  In  a  country, 
however,  where  standard-gauge  now  prevails,  or  is  likely  to  prevail, 
the  building  of  a  narrow-gauge  railway  is  of  doubtful  expediency,  and 
the  speaker  would  prefer  reducing  the  first  cost  by  high  maximum 
grade  and  curvature. 

James  J.  Hill,*  F.  Am.  Soc.  C.  E.  (by  letter). — In  the  development  Mr. 
of  much  of  the  territory  of  the  United  States,  the  original  cost  of  con- 
struction of  the  4  ft.  8i-in.  gauge  was  all  that  (and  in  many  cases  more 
than)  the  country  could  bear,  though  the  writer  has  long  felt  that  it 
is  not  certain  but  that,  for  very  heavy  traffic,  a  5  ft.  6-in.  gauge  would 
have  been  better.  The  difference  in  the  dead  weight  of  the  car  would 
not  be  great,  and  the  center  of  gravity  would  be  nearer  the  rail. 

T.  A.  CoRRY,t  M.  Am.  Soc.  C.  E.  (by  letter).— Mr.  Lavis'  figures  Mr. 
show  that  more  than  60%  of  the  Argentine  Railways  are  broad- 
gauge,  and  only  about  8%  are  standard.  This  fact,  taken  in  con- 
nection with  the  lack  of  ballast  and  consequent  difficulty  in  keeping 
the  track  in  good  surface,  proves  unquestionably  that  if  only  one 
gauge  is  to  be  adopted,  the  broad-gauge  is  the  proper  one  for  the 
Argentine,  for  Mr.  Lavis  is  quite  right  in  his  remarks  on  the  rela- 
tive  stability   of   broad-   and   narrow-gauges. 

For  such  mountainous  countries  as  Bolivia,  Peru,  Ecuador,  Colom- 
bia, and  Venezuela,  the  advantages  of  the  standard  gauge  over  the 
meter-gauge  may  be  questioned  for  three  reasons: 

First.  With  the  meter-gauge  the  capacity  of  95%  of  the  rail- 
ways required,  for  the  last  30  years  and  the  next  30  years, 
to  handle  the  available  traffic  would  be  quite  ample. 
Second.  Sharper  curves  can  be  used  on  narrow-gauge  than  on 
wide-gauge  for  the  simple  reason  that  the  rigid  wheel  base 
is  shorter  on  both  cars  and  locomotives  for  the  narrower 
gauge,  and  the  possibility  of  using  sharper  curves  very 
greatly  reduces  the  graduation  item — a  heavy  one  in  travers- 
ing the  slopes  of  the  Andes,  on  either  the  west  or  east  side, 
in  the  countries  mentioned. 
Third.  It  is  good  business  to  use  a  small  gun  and  small  shot 
for  small  game,  especially  when  expenses  are  reduced  thereby. 


*  St.  PauL  Minn, 
t  Arequipa,  Peru. 
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Mr.  It  is  axiomatic,   of  course,   that  a   considerable  amount   of   traffic, 

'^  ^ '  even    in    a    mountainous    counti-y,    can    be    handled    at    less    cost    per 

ton   per   mile   on    a   standard-gauge   than   on   either   of   the   narrower 

gauges,   and   the   standard   is   the  more   economical,   even   if   it   does 

cost   more   to    construct. 

As  to  speed  on  curves  of  100  m.  radius  (328  ft.),  the  safe  limit 
is  about  28  miles  per  hour,  with  the  practical  elevation  slope  of  6°, 
and  this  speed  can  be  made  without  difficulty  on  either  3-ft.  or  meter- 
gauge.  To  refer  to  a  concrete  example,  take  the  section  of  the 
Peruvian  Southern  Railway  from  Mollendo,  on  the  Pacific,  to  Puno, 
on  Lake  Titicaca  (Plate  X).  This  road  is  of  standard  gauge,  326 
miles  in  length,  and  was  built  in  1868-73,  at  a  cost  of  42  000  000  soles 
(at  that  time  the  sol  was  worth  48  pence,  or,  say,  97  cents).  The 
maximum  gradient  was  4%,  and  the  minimum  radius  of  curve  100  m. 
(328  ft.),  and  the  minimum  was  used  very  frequently. 

The  Mollendo  Division  is  172  km.,  or  107  miles,  in  length,  and 
cost  12  000  000  soles.  Besides  numerous  short  tangents,  it  has  six 
of  from  2  to  7  miles  in  length,  aggregating  25  miles.  On  the  remaining 
82  miles  there  are  421  curves,  an  average  of  5  curves  per  mile. 
More  than  half  these  curves  are  of  only  100  m.  radius  with  an 
angle  per  mile  of  more  than  250  degrees. 

The  Puno  Division  is  352  km.  (219  miles)  in  length,  and  cost 
30  000  000  soles.  It  has  twelve  tangents  varying  in  length  from  2 
to  12  miles,  comprising  46  miles,  exclusive  of  those  of  less  than 
2  miles  in  length.  The  curve  section  is  173  miles  in  length  and  has 
783  curves,  an  average  of  4^  curves  per  mile,  the  larger  number 
of  which  are  on  rough  ground,  and  principally  solid  rock. 

The  total  daily  average  tonnage,  both  ways,  has  never  exceeded 
600  in  any  of  the  41  years  of  the  road's  existence.  The  average 
haul  is  large,  being  some  200  miles. 

Whether  it  might  have  been  advisable  to  have  built  this  road 
with  a  3-ft.  gauge,  using  curves  of  only  80  m.,  is  debatable  on  the 
ground  of  smaller  first  cost. 

To  give  another  illustration :  A  few  years  ago  the  writer  was 
instructed  to  make  a  survey  from  a  point  on  this  road  to  a  river 
of  the  Amazon  Valley,  less  than  300  miles  in  length.  The  bases 
given  were:  maximum  gradient,  3%;  minimum  radius  of  curve,  120  m. ; 
and  gauge,  3  ft.  On  these  bases,  the  estimated  cost  reached  the 
sum  of  $12  500  000,  which  was  a  prohibitive  one  for  the  traffic  and 
advantages  expected. 

A  resurvey  of  the  roughest  part  (60  miles),  using  a  gauge  of 
30  in.  instead  of  3  ft.,  with  a  minimum  radius  of  curves  of  50  m. 
and  a  gradient  of  5%  (for  use  with  Shay  locomotives),  resulted  in 
a    reduction    of    $3  500  000,    or    nearly    30    per    cent.      The    principal 
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reduction  was  due  to  the  sharper  curves,  by  which  much  heavy  work     Mr. 
and  all  the  tunnels  were  avoided.     The  expected  traffic  would  hardly    ^^^^' 
reach  300  tons  per  day  for  the  next  20  years. 

The  Antofagasta  and  Bolivia  Railway  Company  is  changing  its 
80-in.  gauge  to  1  m.,  so  that  now  there  are  in  Bolivia  somewhat  more 
than  800  miles  of  railways — all  of  1  m.  gauge. 

In  1912,  the  total  tonnage  handled,  including  company  material, 
was  1  600  710,  or  nearly  4  400  per  day,  the  average  distance  hauled 
being  about  130  miles.  In  view  of  the  great  expense  being  incurred 
by  this  road  in  changing  its  gauge  to  1  m.,  it  is  to  be  presumed 
that  the  relative  merits  of  meter-  and  standard-gauge  have  been  care- 
fully considered. 

Although  the  writer  is  not  an  advocate  of  narrow-gauge  railways, 
it  must  be  admitted  that  there  are  still  some  mountainous  districts 
where  their  use,  especially  as  feeders,  is  advisable,  even  if  it  should 
prove  necessary  after  a  number  of  years  to  widen  the  gauge,  and 
possibly  at  the  same  time  make  other  improvements  in  the  matter 
of  alignment,  gradients,  etc.  To  put  it  another  way,  it  may  often  be 
inadvisable  to  build  now,  for  traffic  to  be  handled,  say,  40  years  hence. 

Frank  Foster,*  M.  Am.  Soc.  C.  E.  (by  letter). — In  his  able  paper    Mr. 

Foster 
on  railway  gauges  in   South  America,  Mr,  Lavis  puts  too  lightly  to 

one  side  what  appears  to  the  writer  to  be  the  principal  advantage  of 

the  narrower  gauges. 

The  Argentine  broad-gauge  (5  ft.  6-in.)  will  not  allow  of  shunting 
with  main-line  engines  on  curves  of  200  ft.  radius,  and  requires  turn- 
outs with  curves  of  600  ft.  radius  for  goods  trains;  and  curves  well 
maintained  of  less  than  1  600  ft.  radius  are  rough  for  main-line 
running. 

In  comparison,  the  meter-gauge  stock  can  circulate  on  curves  of 
120  ft.  radius,  can  use  turn-outs  with  curves  of  250  ft.  radius  for 
goods  service,  and  curves  well  maintained  of  1  000  ft.  radius  can  be 
taken  comfortably  at  full  speed  on  the  main  line. 

The  writer  does  not  wish  to  imply  that  broad-gauge  stock  could 
not  be  constructed  to  circulate  under  these  conditions,  for  they  cer- 
tainly could,  but  always  at  the  sacrifice  of  velocity, 

Mr.  Lavis  quite  correctly  points  out  that  the  broad  and  standard 
gauges  have  enormous  advantages  in  speed  over  the  narrow  gauges, 
but,  in  fairness,  this  principal  advantage  of  the  narrow-gauge,  namely, 
normal  velocity  on  curves  of  smaller  radius,  should  be  equally  extolled. 
As  this  is,  in  the  writer's  opinion,  the  unique  advantage  of  the  nar- 
row gauges,  their  use  in  the  Argentine  is  only  justified  in  mountain- 
ous districts,  and  is  to  be  deplored  in  the  plains,  for,  without  any 
financial  or  physical  advantages,  they  have  bred  costly  transhipment 
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Mr.  which  can  only  be  avoided  by  a  duplication  of  expenditure,  frequently 
''°"'«''-  unjustifiable. 

Unfortunately,  the  original  railways  in  the  Argentine  were  con- 
structed of  the  5  ft.  6-in.  gauge  in  preference  to  the  standard  4  ft. 
S^-in.;  and  although  any  idea  of  correcting  this  error  now  or  in  the 
future  would  be  financially  unsound,  as  the  advantages  could  in  no 
way  compensate  the  outlay,  yet  the  writer  is  of  the  opinion  that  Mr. 
Lavis  in  no  way  exaggerates  the  advantages  of  the  standard-gauge  as 
compared  with  those  of  the  broad-gauge. 

An  examination  of  the  minimum  construction  and  maximum  roll- 
ing-stock gauges  of  the  broad-gauge  of  the  Argentine  (Fig.  3)  shows 
them  to  be  very  similar  in  dimensions  to  those  of  the  standard-gauge 
in  the  United  States,  which  indicates  that  in  the  Argentine  no  use 
is  made  of  the  wider  gauge. 

On  several  occasions  the  advisability  of  enlarging  the  rolling-stock 
gauge  has  been  under  discussion  between  the  officials  of  the  railways 
and  the  Argentine  Government  Railway  Board,  but  it  has  been  re- 
solved, for  the  reasons  given  by  Mr.  Lavis,  that  there  was  not  sulficient 
advantage,  either  in  locomotives,  coach,  or  wagon  stock,  even  though 
the  cost  of  increasing  the  construction  gauge  was  not  prohibitive.  For 
instance,  the  broad-gauge  lines  of  the  Argentine  at  that  time  had 
no  tunnels,  and  there  are  very  few  over-bridges. 

^^ Argentine  Broad  Gauge56 >4 

^ 1  ^         ^ 

H d'o" ^ 

Fig.  13. 

The  carrying  capacities  of  the  Argentine  broad-gauge  and  the 
United  States  standard-gauge  are  in  reality  the  same,  the  only  appre- 
ciable difference  between  them  being  the  position  of  the  rails,  that 
is,  the  gauge. 

The  rail  position  of  the  Argentine  5  ft.  6-in.  gauge,  on  9-ft.  sleepers. 
Fig.  13,  represents  a  very  distinct  disadvantage  to  maintenance,  as 
the  length  of  the  sleepers  outside  the  rails  is  not  sufficient  for  ade- 
quate support;  theoretically,  the  maximum  pressure  transmitted  by 
these  sleepers  is  at  their  extremities  instead  of  under  the  rails,  as  is 
the  case  with  standard-gauge  and  9-ft.  sleepers,  and  is  at  that  point 
35%  in  excess  of  the  average  pressure,  instead  of  10  per  cent.  These 
disadvantages  exist,  to  the  writer's  practical  knowledge,  and,  in  earth 
ballast,  cause  excessive  pumping  at  the  extremities  after  rains,  and 
frequent  breakage  of  the  sleepers  at  the  center. 

In  this  respect  the  Argentine  meter-gauge  tracks,  with  6-ft.,  and 
in  some  cases  6  ft.  8-in.,  sleepers,  have  better  proportions,  but  the  over- 
hang of  the  rolling  stock,  shown  by  Fig.  3,  is  out  of  proportion — for 
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good  maintenance  on  earth  ballast — both  to  the  gauge  and  to  the 
sleeper  length.  This  practically  results  in  greater  expenditure  in 
maintenance,  rougher  riding,  and  reduced  velocity,  as  compared  with 
the  broad  gauge.  Owing  to  the  general  absence  of  stone  in  the  plains, 
the  majority  of  the  railways  in  the  Argentine  are  earth-ballasted,  except 
where  the  traffic  is  dense  or  in  the  few  districts  where  stone  exists. 

The  ratios  between  the  rolling-stock  gauge,  length  of  sleepers,  and 
gauge  of  track  are  given  in  Table  30. 

The  sleepers  used  in  the  Argentine  are  of  a  specially  hard  native 
timber  (Quebracho  Colorado),  of  a  density  of  80  lb.  per  cu.  ft.,  which 
permits  the  use  of  a  dog-spike  connection.  These  sleepers  have  a  life 
equal  to  that  of  the  rails  they  carry,  in  many  cases  exceeding  35  years. 

Dense  forests  of  these  trees  grow  in  the  Northern  Provinces  of 
the  country,  and  the  soundest  timber  for  sleepers  is  obtained  from  the 
branches  sawn  in  two.  The  sawn  side  is  laid  downward  for  the  bearing 
on  the  ballast  and  the  upper  side  is  adzed,  as  they  are  rough  in 
section  and  all  the  sap-wood  rots  away  entirely  within  a  couple  of  years. 
A  tji^ical  section  of  one  of  these  sleepers, 
after  the  loss  of  the  sapwood,  is  shown  in 
Fig.  14. 

Sleepers  can  be  obtained  square  sawn 
from  the  main  tree  trunk,  but  are  not  to  be 
preferred,  as  they  frequently  split  on  ex- 
posure or  spiking.  Consequently,  up  to 
certain  lengths,  the  cost  per  cubic  foot 
is  more  or  less  constant,  but  for  a  length  of  more  than  9  ft.  the  cost 
increases  considerably. 

As  there  are  no  native  timbers  other  than  the  quebracho  and  similar 
hardwoods  available  in  the  Argentine,  apart  from  the  fact  that  legis- 
lation actually  calls  for  the  use  of  the  timber  of  the  country,  every- 
thing is  in  favor  of  the  use  of  quebracho  in  preference  to  any  other 
timber  on  these  railways. 

TABLE  30. — Eatios  Between  the  Rolling   Stock,  Gauge,  Length 
OF  Sleepers,  and  Gauge  of  Track. 


Mr. 
Foster. 


—0.24  m. 

Fig.    14. 


Argentine  :  Broad-gauge 

Argentine  :  Narrow-gauge 

United  States  :  Standard-gauge. . 
United  Kingdom :  Standard-gauge 


H  Sao 


5  ft.  6  in. 

3  ft.  3%  in. 

4  ft.  81/2  in. 
4  ft.  SVs  in. 


9  ft.Oin. 
6  ft.  0  in. 

8  ft.  6  in. 

9  ft.Oin. 


■5  ^ 

o 


11  ft.  2  in. 
10  ft.  6  in. 
10  ft.  3  in. 
9  ft.  0  in. 


Ml 
o  a<  o  u 


1.63 
1.83 
1.80 
1.91 


1  sc-i: 


2.03 
3.20 

2.18 
1.91 


1.24 
1.75 
1.21 
1.00 
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Mr.  Therefore,  the  Argentine  broad-gauge  lines  will  probably  continue 

°^  ^'^'  to  use  sleepers  of  this  lenprth  despite  the  serious  disadvantage  to  main- 
tenance indicated  by  the  ratios  given  in  Table  30. 

On  the  level  plains  of  the  Argentine,  curvature  has  not  caused 
serious  inconvenience  thus  far,  but  the  waste  of  space  in  valuable 
terminals  by  the  length  of  one-in-eight  turn-outs  (85  ft.)  is  an  addi- 
tional serious  defect  in  the  broader  gauge,  whereas,  in  the  writer's 
opinion,  there  are  no  advantages  of  any  kind  in  the  use  of  the  5  ft. 
6-in.  gauge  in  the  Argentine,  as  compared  with  those  of  the  4  ft. 
8i-in.  gauge. 

^-  The  writer  has  not  entered  into  the  qu&stion  of  methods  of  trans- 
portation, but  would  point  out  that  on  the  Buenos  Aires  Western  Rail- 
way it  is  usual  to  run  trains  of  more  than  2  000  tons  gross  weight  with 
locomotives  weighing  more  than  100  tons.  These  trains  at  times 
attain  a  length  of  2  500  ft.  On  that  railway,  wagons  with  carrying 
capacities  of  from  40  to  45  tons  represent  more  than  80%  of  the  total 
carrying  capacity  of  those  in  service. 

Mr.  H.  Deane,  Esq.*  (by  letter). — The  writer  has  been  much  interested 

in  following  the  arguments  set  forth  by  the  author,  and  believes  that 
he  has  arrived  at  the  right  conclusion  when  recommending  for  adoption 
what  has  practically  become  the  standard  and  world  gauge.  The  con- 
ditions pertaining  to  the  problem  in  Australia  differ  somewhat  from 
those  in  South  America,  in  that  the  interests  of  the  Australian  States 
are  really  the  same,  and  there  is  a  tendency  toward  one  or  at  least  a 
similar  kind  of  control  in  all  matters.  In  the  case  of  the  railways 
there  have  taken  place,  for  many  years  past,  annual  meetings  of  the 
officers  and  Commissioners  who  have  charge  in  each  State,  and  the 
desire  always  has  been  to  work  for  one  common  object,  the  good  of  all. 
In  South  America  there  are  many  independent  States,  the  Governments 
of  which  are  not  actuated  by  any  desire  for  the  common  good;  at 
the  same  time,  it  must  be  felt  that  individual  interests  would 
best  be  served  if  there  were  one  gauge  common  to  the  whole  country, 
for  when  the  railways  meet  on  the  borders,  interchange  would  thereby 
be  facilitated. 

In  spite  of  what  has  been  said  in  a  few  quarters  as  to  the 
inadequacy  of  the  4  ft.  B^-in.  gauge  to  meet  all  conditions  of  crowded 
traffic,  it  must  be  recognized  that  a  medium  gauge  suitable  for 
the  vastly  preponderating  ordinary  conditions  should  be  adopted — 
one  that  is  not  so  wide  as  to  be  prohibitive  in  cost  when  used  in  a 
country  where  the  population  is  sparse  and  traffic  is  light.  The 
4  ft.  8J-in.  gauge  has  been  proved  to  meet  all  requirements  fairly, 
and  it  is  doubtful  whether  much  more  could  be  done  with  any  much 
wider  gauge  than  is  achieved  in  the  United  States  on  the  4  ft.  8i-in., 

*  Recently  Engineer-in-Chief  for  Commonwealth  Railways,  Melbourne,  Australia. 


DISCUSSION   ON  THE   GAUGE   OF   RAILWAYS  433 

seeing  that  to  get  the  full  theoretical  advantage  of  very  much  wider    Mr. 
gauges,  rolling  stock  would  have  to  be  built  of  very  unwieldy  dimensions,     ^^°®' 
and  this  very  unwieldiness  would  tend  to  reduce  its  economic  value. 

The  ease  of  India  seems  to  show  that  a  gauge  much  wider  than 
4  ft.  8J  in.  would  sooner  or  later  prove  a  mistake.  Railway  con- 
struction was  commenced  in  that  country  on  a  5  ft.  6-in.  gauge,  but 
after  a  time  that  gauge  seems  to  have  been  found  to  be  inconveniently 
wide,  and  recourse  was  had  to  the  meter-gauge  for  large  extensions. 
The  mileage  of  the  railways  on  this  gauge  seems  to  be  about  40% 
of  the  whole  system.  Had  the  4  ft.  8^-in.  gauge  been  adopted  at  the 
outset,  there  would  probably  have  been  no  meter  lines.  Mr.  Lavis  has 
shown  that,  where  the  meter-gauge  was  thought  necessary,  the  4  ft. 
8i-in.  gauge  meets  the  conditions  quite  as  well.  The  writer  proved 
that  himself  when  constructing  the  Wolgan  Valley  Railway  in  New 
South  Wales,  and  this  has  been  mentioned  by  the  author. 

In  selecting  a  gauge  as  a  standard  in  any  country,  it  should  of 
course  be  borne  in  mind,  that  sooner  or  later  connections  will  be 
made  with  outside  countries,  when  all  the  evils  of  breaks  of  gauge 
will  be  experienced   if  the  matter  has  not  been  previously   adjusted. 

There  is  one  argument  in  favor  of  the  4  ft.  8J-in.  gauge  which 
should  not  be  lost  sight  of.  The  present  tendency  is  to  adopt  the 
same  standards  for  mechanical  details  throughout  the  world,  so  that 
when  an  article  is  ordered  from  a  distance  there  may  be  a  certainty  that 
it  will  fit  into  its  place.  The  chief  manufacturing  countries — United 
States,  Canada,  Great  Britain,  and  those  of  the  continent  of  Europe — 
are  engaged  in  building  locomotives  and  other  rolling  stock  to  the 
4  ft.  8^-in.  gauge,  and  it  is  clear  that  if,  in  a  certain  country,  there 
is  a.  sudden  demand  for  rolling  stock  which  cannot  be  met  out  of 
its  own  resources,  orders  placed  in  any  of  the  countries  mentioned 
could  be  much  more  promptly  met  if  the  country  ordering  uses  the 
same  gauge;  whereas,  with  a  different  gauge,  there  would  necessarily 
be  special  designs,  special  patterns  would  have  to  be  made,  and  so  on. 

G.  F.  F.  Osborne,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — The  Mr. 
writer  has  been  connected  with  the  administration  of  a  railway  com- 
prising a  section  of  5  ft.  6-in.  gauge  adjacent  to  a  large  port,  and  a 
meter-gauge  section,  farther  away,  built  as  an  extension  of  and  as  a 
feeder  to  the  5  ft.  6-in,  section.  Although  the  accounts  and  statistics 
of  the  two  gauges  were  kept  separately,  both  were  worked  as  one  system 
by  one  establishment  of  administrative  and  executive  officers,  and 
members  of  the  staff  in  all  grades  were  transferred,  as  occasion  arose, 
without  reference  to  the  section  on  which  they  were  serving  or  to 
serve.  The  results,  therefore,  afford  a  very  fair  basis  for  judging  the 
relative  operating  merits  of  broad-  and  narrow-gauge  for  the  con- 
ditions there  obtaining. 

*  Lucknow,  India. 
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Mr.  Both  lines  are  built  over  flat  country  intersected  with  waterways, 

me.  'pjjgj.g  ^ygg  ygj^y  \[ii[q  cuttiug  (ppactically  none)  on  either  system.  The 
area  served  by  the  broad-gaug'e  is  densely  populated ;  that  served  by 
the  narrow-gauge  more  sparsely  so.  In  both  cases  the  individual  in- 
habitant has  a  very  small  traffic  value,  either  by  his  personal  journeys 
or  as  a  producer  or  consumer. 

Before  these  lines  were  built,  the  country  was  served  by  a  well- 
organized  system  of  water  carriage,  which  still  exists;  and  competi- 
tion is  severe.  The  system  has  arrived  at  its  present  state  partly 
by  direct  construction,  but  partly  by  the  absorption,  by  purchase, 
of  other  lines;  and  their  purchase  price  is  now  shown  in  the 
capital  accounts  as  a  lump  sum.  The  broad-gauge  section  bears 
the  brunt  of  the  expenses  due  to  terminals,  has  a  heavy  suburban 
traffic,  and  is  generally  constructed  on  a  higher  standard  than 
the  meter-gauge.  On  the  other  hand,  the  possible  extension  of  the 
broad-gauge  to  replace  the  meter-gauge  (now  in  progress  over  some 
60  or  70  miles)  has  led  to  the  construction  of  bridges  having  spans 
of  60  ft.  and  greater  on  the  broad-gauge  standard,  and  the  expense  (a 
considerable  item)  is  charged  to  the  meter-gauge.  Another  broad-gauge 
railway  reaches  the  port  by  running  powers  over  the  quadruple  portion 
of  the  broad-gauge  section  and  two  of  the  four  tracks  are  necessitated 
by  this  traffic  (which  has  not  been  here  considered).  The  meter-gauge 
stops  about  125  miles  from  the  port,  and  all  through  traffic  is  tran- 
shipped at  the  point  where  the  gauge  changes. 

The  system  is  a  network  rather  than  a  line,  and  has  many  branches. 
The  longest  distance  run  by  a  through  train  is  150  miles  on  the  broad- 
gauge  and  335  miles  on  the  meter-gauge.  Over  the  whole  system  the 
average  haul  of  a  passenger  is  23  miles;  of  freight,  192  miles.  Prac- 
tically the  whole  staff  is  housed  in  buildings  belonging  to  the  admin- 
istration and  charged  to  the  capital  of  the  undertaking.  Station  build- 
ings, houses,  platforms,  and  similar  structures  are  of  masonry.  The 
system   is   soundly   built,   well   equipped,   and   adequately   maintained. 

Practically  all  the  passenger  stock  is  fitted  with  automatic  brakes, 
but  this  is  true  of  only  a  small  percentage  of  the  freight  stock.  The 
busier  parts  of  both  sections  are  worked  on  the  block  system,  with  token 
instruments;  the  remainder  is  worked  on  the  written  "line  clear, 
authority  to  proceed"  system.     Signaling  is  normal  danger. 

The  statistics  in  the  tables  are  for  1912,  and  are  derived  from  the 
half-yearly  analysis  of  working  the  system;  the  sum  or  mean  of  the 
figures  for  the  two  half-years  being  taken.  The  error  (if  any)  thus 
caused  is  not  sufficient  to  affect  the  comparative  value  of  the  figures. 

Before  considering  the  operation  statistics,  it  may  be  stated  that 
the  meter-gauge  is  being  extended  through  country  where  the  line 
is  not  expected  to  pay  in  itself  for  some  time  after  opening,  and  profits 
have  to  be  looked  for  in  the  increase  in  traffic  brought  thereby  to  exist- 
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ing  portions   of  the  system.     The  character  of  the  traffic  carried  is       Mr. 
shown  by  Table  32.  o^'^^"""- 

-,•.■■>•>:.      -vvr...    ,.  TABLE  31.  .,-.-..^..- 


Physical  Characteristics. 


Mileage 

Of  which  is  Single-track 

Double-track 

Quadruple-track 

Ruling  gradient 

Sharpest  curve  :  Radius,  in  feet 

Actual  capital,  cost  per  mile  of  line 

Of  which  approximately  is  due  to  : 
Preliminary  expenses  and  general  charges.. . 

Rolling  stock 

Track,  works  and  structures 

Maximum  weight  of  rail 

Width  of  formation 

Maximum  permitted  v/eight  per  axle  of  locomo 

tives,  in  long  tons 

Minimum  seating  space  per  passenger  : 

Width 

Floor  space 

Capacity 

Standard  ballast  (stone)  per  foot  of  track 

Cost  per  tie , 

Number  of  locomotives 

Number  of  passenger  vehicles 

Number  of  freight  vehicles 

Number  of  stations  on  the   line  (including  block 

cabins  outside  station  limits) 

Number  of  stations  interlocked  (including  block 
cabins  outside  station  limits) 


5  ft.  6-in.  section. 


512 
397 

94 

21 

1:300 

1  000 
5  90  000 

2  250 
21  750 
66  000 

90  1b. 
20  ft. 

22^2 

19y,  in. 
SVo  sq.  ft, 
25  cu.  ft, 
6  cu.  ft 
$1.46 
253 
7.50 
5  498 

152 


3  ft. 


&-in.  section. 


I  117 
1  117 


1:200 

500 

535  500 

2  350 

6  725 

26  425 

50  1b. 

16  ft. 

10 

191/2  in. 

3y2  sq.  ft. 
25  cu.  ft. 

3  cu.  ft. 

$0.56 
238 

844 
722 


4' 


209 


TABLE    32. — Passengers    and   Principal    Commodities    Carried    per 
Year.     (Statistics  are  not  kept  Separately  for  e.\ch  Section.) 

Tons  are  long  tons  of  2  240  lb. 


Number  of  passengers ; 

Fibers,  raw  (mostly  loose  or  not  fully  pressed),  in  long  tons 

Coal,  stone,  etc 

Grain  (including  flour) and  seeds 

Miscellaneous  and  general  merchandise 

Oils,  drugs,  chemicals,  and  spices 

Metals  and  their  ores 

Fodder 

Timber,  wrought  and  unwrought 

Salt 

Sugar 

Fibers,  spun  or  woven 

Railway  material 


32  975  300 

1  136  000 

1  107  000 

570  000 

580  000 

338  000 

128  000 

114  01)0 

113  000 

106  000 

84  000 

80  000 

72  000 


The  writer  considers  that  the  figures  in  Tables  32,  33,  and  34  prove 
conclusively  that  the  statement  that  a  narrow-gauge  line  is  more 
expensive  to  work  than  a  broad-gauge  is  not  of  general  application, 
but  needs  qualification,  depending  on  the  circumstances  obtaining  in 
each  case.  The  writer  admits  the  inferiority  of  a  narrow-gauge  to 
broader  gauges  in  one  particular  only:  "Lack  of  speed."  Lf  the  speed 
on  the  narrow-gauge  be  sufficiently  reduced  below  that  on  the  broader 
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Mr. 
Osborne. 


TABLE  38. — Operating  Statistics. 


Passenger  Services. 

5  ft.  6-in.  section. 

3  ft.  3?^-in.  section. 

Passenger  train-miles  per  year  per  mile  of  line 

Earuings  per  passenger  train  per  mile  (includes 

5  139 

2  284 

mail  and  express) 

$0.99 

0.58 

0.0045 

0.0026 

184 

264^4 
58 

21^ 
35 

$0.85 
0.42 

Cost   of  working  a  passenger  train    1    mile  (in- 
cludes mail  and  expre.ss) 

Receipts  per  passenger-mile 

0.0043 

Expenses  per  passenger-mile 

0  0021 

Average  number  of  passengers  in  a  train         

168 

Average  weight  of  a  passenger  train,  in  long  tons.. 

Coal  per  passenger  engine  per  mile,  in  pounds 

Average  speed  of  passenger  trains,  including  stops, 

1741^ 

17% 
25 

Maximum  speed  of  any  passenger  train,  including 
stops,  in  miles  per  hour 

Freight  Services. 


Freight  train-miles  per  year  per  mile  of  line 

3  482 
$2.10 
1.22 
0.0101 

0.0064 
183 

5511^ 
87^ 

14 

34.440/0 

1  583 

$1.35 
0.821^ 
0.0107 

0.0065 
1211^ 

35214 
62ji 

12% 
84.35% 

Cost  of  working  a  freight  train  1  mile 

Receipts  per  freight  ton-mile,  in  long  tons 

Cost   of    carrying  1  ton  of  freight  1  mile,  in  long 

Average  load  of  freight  in  a  train,  in  long  tons 

Average  gross  weight  of  a  freight  train,  in  long 

Coal  per  freight  engine  per  mile,  in  pounds 

Average  through  speed  of  a  freight  train,  in  miles 
per  hour 

Ratio  of  paying  freight  to  total  capacity  hauled 

Note.— The  writer  submits  these  figures  for  the  purposes  of  comparison  only,  and  not 
as  the  best  results  obtainable  on  either  a  broad-gauge  or  a  meter-gauge. 


TABLE  34. — General  Statistics. 


Cost  of  maintenance  of  track,  works,  and  stations, 

per  year  per  mile  of  track 

Cost  of  mamtenance  of  track,  works,  and  stations, 

per  year  per  train- mile 

Fuel  and  all  locomotive  expenses  (including  wages 

and  renewals),  per  train-mile 

Car  expenses,  renewals,  cleaning,  oiling,    etc.,  per 

train-mile 

All  other  operating  expenses,  including  station  staff, 

per  train-mile 

Average  cost  per  long  ton  of  coal  at  engine  shed 

General  charges:    Audit,  stores,  ]  ( 

medical,  police,  etc.,  per  train- 1  |    $0,055 

mile 1        not       I 

Taxes,    legal   expenses,  claims,  (  separated  1 

payments  to  other  lines,  etc.,  |     5.85%' 

ratio  to  gross  earnings J 

Average  miles  run  per  engine  per  day.. . . 
Ratio  of  working  expenses  to  gross  earnings 
Ratio  of  net  earnings  to  total  investment 


5  ft.  6-in.  section, 


072 

0.211 

0.198 

0.076 

0.194 
1.85 


73^ 
60^ 


3  ft.  3%-in.  section. 


0.140 
0.174 
0.58 

0.116 

2.87 


67% 
56^ 


Note.— The  writer  submits  these  figures  for  purposes  of  comparison  only,  and  not 
as  the  best  results  obtainable  on  either  a  broad-gauge  or  a  meter-gauge. 
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gauge,  all  ill  effects  of  curvature,  stability,  track  stresses,  maintenance,  Mr. 
etc.,  are  reduced  to  the  level  of  the  broader  gauge,  but  it  follows,  partly  ^  °'^°®" 
as  a  result  of  this  lack  of  speed,  that  increasing  traffic  will  overtop 
the  capacity  of  a  narrow-gauge,  single  line,  and  demand  further  capital 
expenditure  on  doubling,  conversion,  or  other  means  to  increase  its 
capacity,  sooner  than  it  will  in  the  case  of  a  single  line  of  the  broader 
gauge. 

In  the  particular  case  with  reference  to  which  the  writer  has  given 
statistics,  he  considers  that  extensions  on  the  meter-gauge  were  a  mis'-, 
take,  not  on  account  of  any  inherent  defect  of  the  meter-gauge  itself, 
but  because  of  the  difficulties  arising  from  the  break  of  gauge. 
The  cost  of  extending  on  the  broad-gauge  would  probably  not  have 
involved  an  additional  expenditure  of  more  than  $2  500  per  mile, 
against  which  would  have  been  the  saving  in  rolling  stock  detained 
at  transhipment  junctions  and  the  cost  of  transhipment  terminals, 
probably  sufficient  in  themselves  to  wipe  out  the  whole  $2  500  and  leave 
the  system  to  the  good,  as  an  operating  proposition,  by  the  absence 
of  transhipment  costs  and  the  restriction  to  the  development  of  traffic 
resulting  from  delay,  loss,  and  damage  to  goods  at  the  transhipment 
junctions. 

If  the  system  in  question  had  been  isolated,  the  meter-gauge  over 
the  whole  system  would  probably  have  been  as  advantageous  as  the 
broad-gauge    over    the    whole    system ;    nor    is    it    improbable    that    a 

4  ft.  8^-in.  gauge,  with  standards  of  construction  similar  to  those  of 
the  existing  gauges,  would  have  obtained  similar  results.  However, 
the  question  of  the  extensions  and  their  gauge  did  not  arise  until  the 
broad-gauge  section  adjacent  to  the  port  had  been  in  operation  many 
years,  and  the  acceptance  of  the  meter-gauge  for  the  whole  system 
was  impossible  for  the  following  reasons : 

1. — The  lines  which  now  comprise  the  system  had  not  been  brought 
under  one  agency  at  the  time  the  meter-gauge  was  commenced,  and 
the  then  diverse  interests  rendered  impossible  a  complete  system  on 
that  gauge. 

2. — The  broad-gauge  was  in  existence,  and  its  conversion  would 
have  been  an  unjustifiable  expense. 

3. — The  port  authorities  have  always  very  rightly  opposed  the  en- 
trance of  mixed  gauges  to  their  docks,  jetties,  and  warehouses. 

This  case  is  in  some  respects  similar  to  the  problem  the  author 
describes  in  the  Argentine,  and  the  writer  holds  that  the  correct 
solution  would  have  been  extension  by  lines  of  light  construction  on 
the  5  ft.  6-in.  gauge,  and  is  so  far  in  agreement  with  the  author's 
solution    for    the    Argentine    alone,    namely,    gradual    conversion    to 

5  ft.  6-in. 
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Mr.  There  is  considerable  difference,  however,  between  the  selection  of 

gauge  for  new  lines  and  the  question  of  converting  existing  lines  to 
that  gauge.  In  the  first  case,  the  extra  expense  amounts  to  little;  in 
the  second,  it  is  a  very  important  factor,  and  there  must  be  considerable 
saving  in  the  cost  of  operation  to  justify  it.  To  the  writer  the  solution 
appears  to  be :  first,  the  construction  of  all  future  lines  to  the  5  ft.  6-in. 
gauge,  then  the  conversion  to  broad-gauge  of  the  more  important 
narrow-gauge  main  lines,  and  afterward  the  gradual  conversion  of 
the  less  important  narrow-gauge  branch  lines. 

The  writer,  however,  is  not  in  accord  with  the  author  in  his 
selection  of  the  4  ft.  S^-in.  gauge  for  all  lines  in  South  America  other 
than  existing  broad-gauge  lines  in  the  Argentine,  which  are  to  be  left 
as  they  are. 

It  is  not  conceivable  to  the  writer  that  the  efficient,  important,  and 
financially  strong  broad-gauge  companies  of  the  Argentine,  bound  to- 
gether with  mutually  friendly  interests,  will  consent  to  remain  as  they 
are,  and  inactive,  while  they  are  being  isolated  and  attacked  by  the 
4  ft.  8i-in.  gauge,  and  thus  forced  to  convert  to  that  gauge.  It  is 
much  more  likely  that  they  will  successfully  seek  to  preserve  their 
integrity  by  extensions  opening  up  new  territory,  and  then,  on  the 
Argentine  will  be  thrown  all  the  disablements  of  a  mixed  gauge  which, 
in  the  writer's  experience,  is  much  more  detrimental  to  the  working 
of  a  railroad  system  as  an  efficient  transportation  machine  than  is 
the  mere  question  of  gauge,  provided  the  same  gauge  be  adhered  to 
throughout.  If  the  possibility  (which  the  writer  doubts)  of  a  single 
gauge  for  South  America  be  admitted,  it  should  be  either  5  ft.  6-in. 
or  3  ft.  3i-in.,  as  the  majority  of  the  existing  mileage  is  of  those 
gauges. 

The  author's  selection  of  a  4  ft.  S^-in,  gauge  for  the  whole  of  South 
America  appears  to  be  a  compromise  between  the  existing  broad  and 
narrow  gauges,  and  based  largely  on  the  assumptions  that  the  results 
obtained  on  the  4  ft.  8i-in.  gauge  of  the  United  States  and  Canada 
show  their  railway  systems  to  be  the  most  efficient  in  existence,  and 
that  this  efficiency  is  due,  largely,  if  not  entirely,  to  their  gauge. 

The  writer,  being  familiar  with  the  working  of  two  large  systems: 
one  a  5  ft.  6-in.  system  which  carries  200  long  tons  of  freight  1  mile 
at  a  charge  of  $1.00  and  pays  10%  on  the  investment,  the  other  a 
meter-gauge  system,  with  only  one-sixth  the  freight  traffic  density  of 
the  former  line,  which  carries  111  long  tons  of  freight  1  mile  at  a 
charge  of  $1.00  and  pays  8^%  on  the  investment,  is  inclined  to  question 
the  first  assumption,  and,  as  to  the  second,  without  disparagement  to 
those  of  faith  and  vision  who  found  in  a  railway  of  4  ft.  S^-in.  (the 
then  narrow)  gauge  an  instrument  for  opening  up  the  interior  of 
the  North  American  continent,  or  to  those  whose  energj'  and  resource- 
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fulness  have  enabled  this  gauge  to  cope  with  present  traffic  conditions  Mr. 
and  give  the  results  to-day  obtained,  the  writer's  experience  is  that, 
under  conditions  now  obtaining  in  this  portion  of  North  America,  the 
4  ft.  8J-in.  gauge  is  a  mistake,  and  that  if  the  gauge  were  5  ft.  6-in. 
the  country  would  now  be  better  served,  and  for  reasons  similar  to 
those  given  by  the  author  in  casting  the  narrow  gauge  in  favor  of 
a  broader  one. 

The  forces  which  have  impelled  the  4  ft.  S^-in.  gauge  in  North 
America  to  economize  by  increasing  the  train  load  and  so  allowing 
revenue-ton-miles  to  increase  while  reducing  revenue-train-miles  are 
world  wide,  and  where  the  5  ft.  6-in.,  meter-,  and  other  gauges  have  a 
live  management,  they  affect  them  in  the  same  way  as  they  have  affected 
the  North  American  4  ft.  8i-in.  gauge,  and  South  America  will  gain 
nothing  that  she  would  not  otherwise  receive  along  these  lines  by 
tearing  up  her  existing  5  ft.  6-in.  and  3  ft,  3|-in.  gauges  to  replace  them 
by  4  ft.  8J-in. 

If  the  conditions  and  density  of  traffic  in  the  area  under  discussion 
(Bahia  Blanca  to  north  of  Rio)  are  ever  likely  to  approach  the  con- 
ditions and  density  of  traffic  of  the  railways  of  the  United  States  and 
Canada,  then  the  extension  of  the  Argentine  5  ft.  6-in.  is  undoubtedly 
the  gauge  that  should  be  made  universal. 

The  writer  doubts  whether  such  will  ever  be  the  case.  There  may 
be  considerable  similarity  between  conditions  in  the  southern  part  of 
the  United  States  and  the  southern  part  of  this  area,  but  at  their 
northern  extremities  one  is  in  the  Tropical  and  the  other  is  in  the 
North  Temperate  Zone.  So  far  as  the  writer's  experience  goes,  the 
inhabitants  of  a  tropical  climate  do  not  develop  the  vigor  and  capacity 
for  intense  effort  that  lead  one  to  suppose  they  will  ever  develop  a 
commerce  sufficient  to  require  and  justify  the  railway  facilities  given 
in  Northern  Europe  and  the  northern  part  of  North  America.  The 
development  of  the  meter-gauge  in  the  tropical  and  the  broad-gauge 
in  the  temperate  portion  of  the  area  under  consideration  is  not 
improbably  an  adjustment  to  the  economic  needs  of  each  area,  and  the 
writer  is  inclined  to  look  for  the  economic  and  economical  development 
of  these  areas  and  their  railways  along  the  existing  majority  gauges, 
and  would  endeavor  to  consolidate  the  northern  lines  on  the  meter- 
and  the  southern  lines,  with  the  Argentine  lines,  on  the  broad-gauge, 
the  dividing  line  between  the  gauges,  in  the  absence  of  political  and 
military  considerations,  being  the  traffic-shed  between  areas  tributary 
to  the  ports  of  Buenos  Aires  and  Rio,  across  which  but  little  traffic 
would  pass. 

The  writer's  experience  is  that  all  gauges  are  good  and  capable  of 
efficient  operation  where  the  standard  to  which  the  line  is  constructed 
is  suitable  to  the  character  of  the  traffic  to  be  moved,  but  that  mixed 
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Mr.  gauges  and  breaks  of  gauge  are  an  unmitigated  evil.  In  the  situation 
■  disclosed  by  the  author,  the  needs  would  be  met  by  preserving  both 
the  5  ft.  6-in.  and  3  ft.  Sf-in.  gauges,  which  comprise  about  80% 
of  the  existing  railway  mileage,  as  each  gauge  could  be  confined  to 
a  definite  area  where  the  disabilities  which  arise  from  a  break  of 
gauge  on  a  line  of  large  through  trafiic  would  not  occur. 

Mr.  James  Alexander   Smith,*   Esq.    (by   letter). — The  matter  of   the 

Smith.  p       M  .        P  T        .  •       »  T         -r     ■, 

gauge  01   railways  is  oi  peculiar  interest  m  Australia,     it  has  been 

claimed,  as  an  argument  in  favor  of  the  4  ft.  8J-in.  gauge,  that 
Australia  has  adopted  this  width,  but  this  is  not  so.  Some  misun- 
derstanding may  have  been  caused  by  official  publications  issued  by 
the  Commonwealth  Railway  offices.  These  publications  have  been  the 
subject  of  a  Parliamentary  enquiry,  and  it  has  been  shown  that  they 
are  inaccurate,  and  that  the  signatures  of  State  Engineers,  who  have 
been  consulted,  are  appended  to  matters  in  respect  to  which  they  did 
not  concur,  and  that  their  protests  were  suppressed. 

The  writer  suggests  that,  in  the  interests  of  accuracy,  it  be  recorded 
that  Australia  has  not,  either  in  respect  to  the  several  States  or  the 
Federal  Government,  adopted  the  4  ft.  S^-in.  or  any  other  uniform 
gauge.     The  facts,  at  the  present  date,  are  as  follows: 

Early  in  1914  a  conference  of  the  Premiers  of  the  several  States 
— which  control  all  the  Australian  railways  in  operation — and  of  the 
Commonwealth  Prime  Minister,  was  convened  and  held,  to  deal  finally 
with  the  question  of  a  uniform  gauge  for  Australia. 

Several  of  the  States  favored  the  appointment  of  an  independent 
commission  of  railway  experts,  representing  Great  Britain,  Europe 
and  America. 

The  Prime  Minister  advocated  the  remission  of  the  question  to  a 
lay  "Interstate  Commission,"  recently  appointed  to  advise  regarding 
trade  and  fiscal  matters  affecting  more  than  one  State.  This  was  agreed 
to,  and  the  conference  disbanded. 

Some  months  later,  when  interrogated  in  the  Federal  House,  the 
Prime  Minister  stated  that  he  had  found  that,  under  the  Constitution, 
the  Commission  had  no  jurisdiction  unless  specially  authorized  by  a 
vote  of  the  House,  therefore  that  the  action  just  mentioned  had  been 
ultra  vires.  He  also  stated  that  he  did  not  propose  to  seek  the  authority 
of  the  House,  which  has  since  been  dissolved. 

In  the  interim  the  Commonwealth  Government  has  decided  to 
reticulate  the  whole  of  the  great  "Northern  Territory"  with  railways  of 
3  ft.  6-in.  gauge.  That  is  also  to  be  adopted  for  the  North  to 
South  Trans-Continental.  Commitments  on  that  basis  are  being 
entered  into. 

Simultaneously,  the  Commonwealth  is  constructing  the  East  to 
West  Trans-Continental  on  a  4  ft.  S^-in.  gauge.  This  road  connects,  to 
•  Melbourne,  Victoria,  Australia. 
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the  East,  with  the  5  ft.  3-in.  system  of  South  Australia  and  Victoria;     Mr. 
and,  on  the  West,  in  default  of  a  specific  arrangement  by  the  Common- 
wealth as  to  gauge  and  financial  support.  Western  Australia  is  prepar- 
ing to  construct  its  great  extension  of  the  Trans-Continental  to  the 
Coast  on  the  3  ft.  6-in.  gauge. 

The  position  is  most  deplorable,  and  indicates  that  unity  of  gauge  is 
anything  but  an  accomplished  fact  in  Australia. 

F.  Lavis,*  M.  Am.  Soc.  C.  E.  (by  letter). — Some  surprise  has  been  Mr. 
expressed  to  the  writer  by  certain  engineers,  who  have  had  much 
experience  in  railroad  construction,  as  to  the  necessity  for  any  such 
elaborate  discussion  of  the  gauge  question  at  this  late  day,  and,  even 
supposing  the  question  to  be  of  interest  elsewhere,  why  the  matter 
should  be  thought  of  sufficient  interest  to  warrant  the  publication  of 
such  an  elaborate  paper  by  this  Society. 

Of  course,  the  latter  criticism  needs  no  argument  for  its  defence, 
the  Society  is  too  large  and  important  to  confine  its  activities  neces- 
sarily to  matters  of  concern  only  to  the  United  States,  and  the  great 
interest  which  has  been  developed  by  the  citizens  of  this  country  in 
South  America  since  the  presentation  of  the  paper  is  ample  justifica- 
tion, if  any  be  needed,  for  the  publication  of  any  matter  of  interest  in 
regard  to  the  development  of  this  vast  area,  in  which  the  United 
States,  and  incidentally  the  engineers  of  this  country,  are  bound  to 
play  an  important  part. 

In  regard  to  the  first  criticism,  the  writer  admits  that  it  must  seem 
strange  to  American  engineers,  or  to  any  others  with  knowledge  of 
American  railway  methods,  that  it  was  considered  necessary  to  go 
into  so  much  detail  in  regard  to  many  things  which  in  the  United 
States  are  accepted  as  axiomatic.  A  study,  however,  of  the  voluminous 
discussions  of  the  past  ten  years  and  up  to  the  present,  in  regard  to  the 
gauge  question  in  India  and  Australia,  two  countries  where  the  matter 
is  now  of  vital  interest,  will  show  that  most  of  the  fallacies  in  regard 
to  gauge — if  not  all — which  we  believed  long  ago  disproved,  are  still  held 
by  many  engineers  as  well  as  laymen  by  no  means  obscure.  The 
persistence  of  the  curve  fallacy,  as  shown  by  some  of  the  discussions, 
in  spite  of  the  concrete  examples  given  in  the  paper,  is  only  one  instance 
of  this. 

The  present  status  of  the  gauge  question  in  Australia  is  shown  by 
Mr.  Smith's  discussion,  which  apparently  indicates  that,  in  spite  of  a 
former  decision  to  do  all  that  was  possible  to  \mify  the  gauges,  feverish 
activity  seems  to  have  developed  in  just  the  opposite  direction,  namely, 
to  build  as  many  lines  as  possible  of  different  gauge. 

Almost  coincidently  with  the  presentation  of  this  paper,  Sir  Guil- 
ford L.  Molesworth,  one  of  the  most  prominent  engineers  connected 

•  New  York  City. 
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Mr.  with  the  administration  of  Indian  railways,  read  a  paper*  urging  the 
^"*'  importance  of  the  immediate  consideration  of  some  measures  looking 
to  the  ultimate  unification  of  the  gauges  of  that  country,  but  com- 
plicated by  this  question  of  gauge. 

The  present  temporary  stagnation  of  railway  construction  in  South 
America  is  bound  to  be  followed  sooner  or  later  by  an  era  of  activity. 
It  seems  to  be  probable  that  North  American  engineers  will  have  a 
larger  voice  in  these  matters  than  they  have  had  hitherto,  and  this  seems 
especially  appropriate  inasmuch  as  the  problems  to  be  overcome  are 
largely  those  which  they  have  had  to  solve  in  the  United  States  and 
Canada. 

The  writer  is  quite  willing  to  admit  that  the  criticism  advanced  by 
Mr.  Henry  is  to  some  extent  well  taken,  and  that  the  estimates  used  in 
the  paper  of  the  difference  in  cost  of  construction  of  new  lines  due 
solely  to  difference  of  gauge,  are  "liberal"  in  so  far  as  they  exaggerate, 
if  anything,  the  relatively  higher  cost  of  the  wider  gauge;  but,  inas- 
much as  these  estimates  were  made  with  a  view  of  their  probable 
application  to  actual  construction  in  a  foreign  country,  it  was  hardly 
thought  desirable  to  afford  opportunity  for  criticism  on  the  opposite 
side. 

The  problem  of  deciding  between  the  narrow-gauge  and  4  ft.  8^-in., 
or  wider,  does  not  seem  to  the  writer  to  admit  of  much  further  discussion 
or  doubt,  but  the  matter  of  deciding  between  the  4  ft.  8i-in.  and  the 
5  ft.  6-in.,  is  one  of  considerable  difficulty. 

If  the  Argentine  alone  is  considered,  of  course,  it  seems  desirable 
for  many  reasons  to  adopt  the  5  ft.  6-in.,  not  because  it  has  any  greater 
capacity,  but  because  it  is  established,  and,  for  new  extensions,  its 
additional  cost  over  the  4  ft.  8^-in.  would  be  comparatively  little. 
Mr.  Hill's  opinion  in  regard  to  this  is  worth  noting;  though  a  lowered 
center  of  gravity,  as  has  been  shown  by  the  effect  on  track  of  some 
of  the  electric  locomotives  first  designed,  with  very  low  centers  of 
gravity,  is  not  an  unmixed  blessing. 

The  writer's  study  of  the  possibility  of  applying  some  scheme  of 
unification  of  gauge  to  the  whole  of  that  portion  of  South  America 
south  of  the  Valley  of  the  Amazon  (or  even  including  part  of  its 
southern  water-shed),  on  account  of  the  political  subdivisions  and  the 
apparent  difficulty  of  coming  to  any  agreement  between  so  many  diverse 
interests,  may  be  considered  rather  fanciful.  The  fact,  however,  that 
as  long  ago  as  1890,  a  commission  headed  by  as  eminent  an  engineer 
and  railroad  man  as  the  late  Alexander  J.  Cassatt,  and  working  under 
an  agreement  participated  in  by  practically  every  country  in  the  West- 
ern Hemisphere,  investigated  the  possibilities  of  constructing  a  line, 
or  series  of  lines,  of  railway,  linking  up  at  least  all  the  capital  cities, 

*  "The  Battle  of  the  Gauges  in  India,"  Journal,  East  India  Assoc,  London, 
England,  April,   1914. 
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shows  that  there  has  been  for  many  years,  in  the  minds  of  far-seeing  Mr. 
men,  a  vision  of  a  system  of  railroads  covering  the  two  continents,  ^^^* 
which  will  permit  rapid  and  easy  inter-communication  between  all 
parts.  Considering,  therefore,  this  vast  area  south  of  the  Amazon 
and  east  of  the  Cordilleras  as  a  single  geographical  unit  to  be  covered 
by  a  network  of  railways,  all  of  the  same  gauge  and  suited  to  modern 
conditions  of  transportation,  such  a  project  can  hardly  be  regarded 
as  entirely  visionary. 

Whether  it  be  possible  finally  to  reach  an  agreement  for  this  purpose 
is  difficult  to  determine,  but  the  writer  believes  that  if  it  may  be,  that, 
for  reasons  given,  the  4  ft.  S^-in.  gauge,  as  Mr.  Hill  states  was  true 
of  the  United  States,  is  all  that  the  "traffic  of  the  country  could  bear". 
The  idea  that  the  owners  of  the  broad-gauge  lines  of  the  Argentine 
would  not  sit  passively  by  without  attempting  to  throw  out  extensions 
toward  the  north  is  one  of  course  to  be  considered.  The  broad-gauge 
lines  of  the  Argentine  are  to-day  the  most  important  group  of  trans- 
portation lines  south  of  the  United  States,  but  this  is  only  one  item 
in  a  very  complex  problem  which  would  have  to  be  worked  out  to 
accomplish  a  desirable  result,  and,  though  not  impossible  of  solution, 
it  will  require  more  than  the  efforts  of  any  one  man.  The  writer  can 
only  hope  to  have  called  attention  to  the  problem  and  to  some  of  the 
factors  which  will  have  to  be  considered  in  its  solution,  if  a  solution 
is  ever  desired. 

The  discussion  by  Mr.  Corry  is  interesting  in  view  of  his  long 
experience  with  the  operation  of  the  standard-gauge  mountain  roads 
of  Southern  Peru.  Of  course,  it  is  true  that  railways  should  be  built — 
as  E.  H.  McHenry,  M.  Am.  Soc.  C.  E.,  put  it  a  long  time  ago — in  such 
a  way  that  the  dollars  spent  for  their  construction  will  earn  the  most 
interest,  and  it  is  easily  conceivable,  and  is  admitted  in  the  paper, 
that  there  are  many  mountain  districts  where  narrow-gauge  lines  to 
be  used  as  feeders  may  be  built  to  advantage. 

Mr.  Corry  shows  that,  on  the  standard-gauge  lines  of  the  Southern 
Peruvian  Eailway,  curves  of  328  ft.  radius  are  successfully  operated, 
and  states  that  it  is  debatable  whether  it  would  have  been  advisable  to 
have  built  the  line  with  a  gauge  of  3  ft.,  using  curves  of  265  ft.  radius. 
He  states  that  it  is  axiomatic  "that  a  considerable  amount  of  traffic, 
even  in  a  mountainous  country,  can  be  handled  at  less  cost  per  ton 
per  mile  on  a  standard  gauge  than  on  either  of  the  narrower  gauges, 
and  the  standard  is  the  more  economical  even  if  it  does  cost  more  to 
construct." 

Yet  Mr.  Corry  questions  the  advantages  of  the  standard-gauge  for 
mountainous  regions,  for  the  reason  that  sharper  curves  can  be  used 
and  thus  the  gTaduation  item  can  be  reduced.  This,  in  spite  of  the 
fact,  as  stated  in  the  paper,  that  locomotives  weighing  850  000  lb.  are 
operated  on  the  standard-gauge  line  of  the  main  line  of  the  Atchison, 
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Mr.     Topeka  and   Santa  Fe  Railroad  on  curves  of  357  ft.   (109  m.)   radius, 


Lavis 


and  the  citation  of  the  traffic  handled  on  curves  of  100  ft.  radius  on  the 
rapid  transit  lines  of  New  York  City.  For  regions  which  may  be  served 
by  lines  of  less  than  meter-gauge,  the  possibility  of  the  use  of  exces- 
sively sharp  curvature  may  perhaps  be  at  times  a  controlling  feature, 
but  such  lines  can  hardly  ever  be  considered  as  main  lines  of  trans- 
portation, and  though  they  have  their  uses,  and  the  Antofagasta  is  an 
excellent  example  of  the  value  of  2  ft.  6-in.  gauge,  though  it  is  now 
being  forced  to  widen  it,  and  will  eventually  be  forced  to  widen  again 
or  double-track,  they  hardly  enter  into  the  consideration  of  the  devel- 
opment of  the  transportation  system  of  a  continent. 

Mr.  Corry's  illustration  of  the  difference  in  cost  between  a  line  of 
3-ft.  gauge  with  3%  grades  and  curves  of  120  m.  radius,  and  one  of 
2  ft.  6-in.  gauge  with  5%  grades  and  curves  of  50  m.  radius,  can  hardly 
be  considered  as  having  any  bearing  on  the  question  of  the  difference  in 
gauge,  even  as  between  2  ft.  6-in.  and  3-ft.,  inasmuch  as  the  difference 
between  the  3%  and  5%  grades  might  easily  have  caused  all  the 
difference  in  estimated  cost. 

It  would  be  extremely  foolish,  of  course,  to  say  that  standard-gauge, 
either  4  ft.  8^-in.,  or  5  ft.  6-in.,  should  be  used  everywhere,  and  under 
every  conceivable  condition,  and  there  is  no  question  at  all  that 
Mr.  Corry  is  right  in  pointing  out  that  there  are  some  places  where  it 
may  be  advisable  to  use  a  narrower  gauge;  but,  as  he  also  intimates, 
there  is  often  an  ultimate  economy,  by  reason  of  the  reduced  operating 
expense  of  the  wider  gauge,  even  (and  the  writer  believes,  often  more 
especially)  on  mountain  lines. 

Mr.  Foster  also  seems  to  believe,  at  least  to  some  extent,  in  the 
benefits  to  be  derived  from  the  possibilities  of  using  sharper  curves  for 
narrow-gauge.  This,  perhaps,  is  due  to  some  extent  to  the  limitations 
imposed  on  the  5  ft.  6-in.  lines  of  the  Argentine,  by  reason  of  the 
construction  of  their  rolling  stock,  as  well  as  by  Government  regula- 
tions. Perhaps,  however,  when  opportunity  permits  the  further  consid- 
eration, by  the  Government  and  the  railways  of  the  Argentine,  of  the 
desirability  and  necessity  of  the  use  of  automatic  couplers,  this  will 
eventually  require  the  abolition  of  the  side-buffers  and  the  use  of  a 
coupling  which  will — as  it  does  in  the  United  States — permit  the  opera- 
tion of  much  heavier  rolling  stock  over  quite  as  sharp  curvature  as  that 
in  use  on  the  meter-gauge  lines  of  the  Argentine.  It  is  true  that,  on 
the  meter-gauge,  well-maintained  curves  of  3  300  ft.  radius  can  be 
taken  comfortably  at  full  speed,  but  this  is  also  true  of  the  4  ft.  8i-in. 
gauge,  and  at  much  higher  speeds,  as  shown  by  actual  practice,  and 
the  writer  believes  that  it  would  be  equally  true  of  the  5  ft.  6-in.  gauge, 
with  rolling  stock  of  the  type  in  general  use  in  the  United  States. 
In  regard  to  turn-outs  for  the  use  of  main-line  trains,  and  for  general 
use  in  yards  occupied  by  passenger  trains,  there  has  been  a  general 
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trend  in  the  United  States  toward  the  use  of  No.  8  frogs  (or  1  in  8)    Mr. 
as  a  standard,  in  preference  to  those  of  greater  angle. 

Mr.  Osborne  evidently  has  not  read  the  paper  carefully  if  he  under- 
stands, as  he  states,  that  the  writer  claims  that  the  efficiency  of  the 
railways  of  the  United  States  is  due  entirely  to  the  adoption  of  the 
4  ft.  S^-in.  gauge. 

The  mere  fact  that  the  writer  suggests  the  adoption  of  the  5  ft. 
6-in.  gauge,  when  considering  the  Argentine  alone,  is  sufficient  to  show 
that  he  considers  efficiency  with  this  gauge  entirely  possible  and  prac- 
tical. All  that  is  said  in  the  paper,  indeed,  is  that  the  5  ft.  6-in., 
though  costing  more  to  build,  offers  no  advantages  as  a  transportation 
machine  that  the  4  ft.  SJ-in.  does  not  possess,  nor  does  it  permit  of 
cheaper  operation.  There  are  doubtless  many  individual  cases  of  rail- 
roads on  which  traffic  is  handled  at  a  cost  even  lower  than  the  average 
of  the  United  States,  but,  speaking  generally,  it  is  true  that,  taking  the 
country  as  a  whole  and  considering  the  volume  of  traffic  handled,  the 
transportation  of  bulk  freight  is  done  at  a  lower  cost  here  than  else- 
where. If  Mr.  Osborne  will  read  the  paper  carefully,  however,  he  will 
note  that  it  is  claimed  that  this  is  due  principally  to  the  ability  to 
handle  very  heavy  trains,  and  has  been  brought  about  very  largely  by 
the  increase  in  average  train  loading,  in  spite  of  great  increases  in  cost 
of  wages,  etc.  There  is  no  claim  in  the  paper  that  this  economy,  or 
perhaps  more,  might  not  have  been  attained  on  the  5  ft.  6-in.  gauge, 
though,  most  assuredly,  it  could  not  have  been  attained  on  the  meter- 
gauge.  The  claim  is,  however,  that  the  extra  cost  of  the  5  ft.  6-in.  is 
not  warranted,  as  it  is  not  compensated  for  by  any  decrease  in  operating 
cost  or  any  advantage  over  the  4  ft.  8i-in. 

Mr.  Osborne  is  quite  mistaken  in  assuming  that  the  area  south  of 
the  water-shed  of  the  Amazon  is  to  any  large  degree  within  the  tropics. 
Rio,  which  is  taken  as  approximately  the  northern  limit  at  the  coast 
line,  is  just  within  the  tropics,  and  though  the  interior  part  of  the  area 
under  consideration  runs  somewhat  farther  north  (that  is,  toward  the 
equator),  it  is  at  an  elevation  of  2  000  ft.  or  more,  and  has  a  salubrious 
climate. 

It  is  entirely  improbable,  as  Mr.  Osborne  states,  that  the  traffic  of 
this  vast  area  will  ever  approach  the  density  of  that  of  the  United 
States,  inasmuch  as  it  is  improbable  that  manufactured  articles  will  be 
produced  in  it  in  any  quantity,  but  nearly  all  the  traffic  is  bulky  and 
can  only  be  hauled  long  distances  cheaply — and  it  must  be  handled 
cheaply  to  move  it— in  cars  of  large  capacity  in  comparatively  heavy 
trains.  The  bulky  agricultural  traffic  of  India  has  been  given  by  more 
than  one  prominent  engineer  and  railway  official  as  the  reason  for  the 
adoption  of  the  5  ft.  6-in.  gauge  there,  and  though  undoubtedly  it  is 
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Mr.  possible  to  handle  heavier  equipment  and  trains  on  the  5  ft.  6-in. 
than  on  the  4  ft.  8i-in.,  it  is  a  fact  that  it  is  not  done,  so  that  it  is 
considered  that  the  4  ft.  8i-in.  is  sufficient  for  these  countries,  and  there 
is  nothing  to  be  gained  by  using  the  5  ft.  6-in. 

Time  and  time  again  the  engineers  and  military  authorities  of 
India  have  advocated  vphat  Mr.  Osborne  does,  that  if  it  is  not  possible 
to  unify  the  gauge,  each  gauge  should  be  confined  to  a  definite  area ; 
this  has  always  been  the  cry,  but  it  has  never  proved  practical  to  do  it, 
and  the  meter-gauge  lines  of  Northern  India  are  to-day  agitating  the 
matter  of  obtaining  their  own  outlet  to  the  coast,  and  Mr.  Smith's  testi- 
mony shows  the  effect  in  Australia.  It  is  quite  possible,  of  course,  to 
admit — with  Mr.  Osborne — that  under  certain  conditions  all  gauges  are 
good  and  capable  of  efficient  operation,  but  it  is  undoubtedly  the  con- 
sensus of  opinion,  of  railway  operators  as  well  as  of  enginecn-s,  that 
the  broad-gauge  is  a  far  more  efficient  transportation  machine  than  the 
narrow-gauge,  and  enough  more  so  in  almost  every  instance  to  com- 
pensate for  the  comparatively  very  slight  additional  cost  of  construc- 
tion, and  as  between  the  4  ft.  8^-in,  and  5  ft.  6-in.  gauges,  there  is  no 
particle  of  evidence  to  show  that  the  former  is  not  as  efficient  as  the 
latter. 

It  is  a  fact  that  the  4  ft.  8^-in.  gauge  has  served  its  purpose  admir- 
ably, the  effect  of  the  introduction  of  a  wider  gauge  anywhere  has  almost 
invariably  been  the  subsequent  introduction  of  the  narrow-gauge,  there- 
fore, the  writer  feels  that  he  is  not  only  following  well-established 
precedent  in  advocating  the  4  ft.  8i-in.  as  the  standard,  if  it  be  possible 
to  unify  the  gauges  of  Southern  South  America,  but  also  that  this 
precedent  is  founded  on  wide  practical  experience. 
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E.  Fisher,  H.  L.  Coburn,  William  H.  Cushman,  V.  H.  Hewes, 
Lazarus  White,  Frederic  V.  Abbot,  J.  F.  Ramsbotham,  Harrison 
SouDER,  Charles  H.  Paul,  and  Harold  A.  Rands. 


Early  in  1912,  the  Portland  Railway,  Light  and  Power  Company, 
which  is  the  principal  public  service  corporation  of  Portland,  Ore., 
completed  what  is  known  as  the  Estacada  Hydro-Electric  Develop- 
ment. This  work,  which  includes  an  Ambursen  dam,  90  ft.  high,  with 
power-house  and  transmission  line,  has  already  been  described  in  sev- 
eral technical  journals,  and  to  redescribe  these  features  is  not  the 
object  of  this  paper.  Inasmuch,  however,  as  the  treatment  of  the 
foundation  material  by  the  grouting  process  is  the  greatest  thus  far 
attempted,  it  is  believed  that  a  setting  forth  of  this  particular  feature 
of  the  work  will  prove  of  interest  to  many  engineers. 

The  location  of  the  Estacada  or  River  Mill  plant,  as  it  is  some- 
times called,  is  some  25  miles  southeast  from  Portland,  in  the  extreme 
western  foot-hills  of  the  Cascade  Range,  at  the  point  where  the  Clacka- 
mas River,  issuing  from  its  long  and  tortuous  canyon,  begins  its  course 
through  a  rolling  alluvial  plain.  The  water-shed  above  the  dam  is 
approximately  800  sq.  miles,  and  though  the  minimum  flow  for  a  short 
time  in  the  dry  months  of  August  and    September  may  fall  to   700 
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sec-ft.,  the  average,  of  course,  is  much  higher,  and  at  times  of  extreme 
flood,  like  that  of  November,  1909,  may  rise  to  40  000  sec-ft. 

Previous  Experience. — The  Company  was  not  without  experience 
in  construction  work  in  these  regions.  For  years  it  had  operated  a 
hydro-electric  plant  at  Oregon  City,  where  the  Willamette  River  drops 
over  a  basaltic  ledge  with  a  fall  of  40  ft.  In  1906  it  completed  the 
Cazadero  Station,  3  miles  above  the  new  Estacada  plant.  The  operat- 
ing head  at  this  station  is  130  ft.,  but  the  dam,  which  is  If  miles  up 
the  river  from  the  plant,  raises  the  water  only  45  ft.,  the  remainder 
being  obtained  by  the  flume,  ditch,  and  dike  by  which  the  water  is 
conveyed  to  the  forebay.  This  dam  is  of  logs,  and  though  there  is 
some  seepage  passing  through  and  around  it,  this  never  has  been  ex- 
cessive, and  Mr.  T.  W.  Sullivan,  Hydraulic  Engineer  for  the  Com- 
pany, who  completed  the  work  after  it  had  been  acquired  in  an  in- 
completed state  from  other  interests,  states  that  no  springs  have  at 
any  time  appeared,  either  in  the  bed  of  the  river  or  in  the  vertical 
sides  of  the  gorge,  as  a  result  of  the  dam. 

In  1907  the  Company  began  work  preliminary  to  the  construction 
of  a  dam  about  1.50  ft.  high  at  the  head  of  slack  water  2  miles  above 
the  Cazadero  Dam.  Here,  under  the  supervision  of  S.  C.  Hulse,  Assoc. 
M.  Am,  Soc.  C.  E.,  extensive  borings  were  put  down  and  tests  of 
various  kinds  were  made  to  determine  the  feasibility  of  erecting  so 
high  a  structure  on  the  formation  found.  These  borings  disclosed 
rock  of  so  porous  a  nature  that  even  a  moderate  pressure  applied 
to  the  casings  of  the  drill  holes  produced  a  leakage  of  many  gallons 
per  minute.  Pressure  applied  to  one  hole  would  also  cause  the  water 
to  rise  in  other  holes  some  distance  away.  The  engineers  had  the  bene- 
fit of  the  knowledge  gained  by  the  above  construction  and  experience 
when  in  1909  the  Estacada  site  became  the  property  of  the  Company. 

Preliminary  Borings. — At  the  site  proper  the  river  flows  through 
a  gorge  of  la"^a  conglomerate,  the  sides  of  which  are  nearly  vertical 
and  from  50  to  70  ft.  high.  They  are  capped  with  a  sloping  over-burden 
of  gravel,  small  boulders,  and  clay  from  2  to  20  ft.  deep.  Preliminary 
borings,  ranging  in  depth  from  60  to  250  ft.  aad  aggregating  2  500  ft. 
of  drilling,  were  put  down  on  both  sides  of  the  river  for  a  distance 
of  several  hundred  feet  up  and  down  stream,  as  well  as  on  the  island 
which  later  became  a  part  of  the  dam. 
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That  the  general  condition  of  the  Estacada  site  would  be  similar 
to  that  at  the  site  of  the  proposed  150-ft.  dam  previously  mentioned 
was  to  be  anticipated  by  one  having  a  general  knowledge  of  this  region, 
of  its  geology,  and  of  the  great  lava  flow  which  now  covers  it.  Con- 
cerning this  flow  the  following  is  quoted  from  the  Encyclopedia 
Britannica : 

"This  is  probably  the  grandest  lava-flow  known  to  geology,  covering 
as  it  does  an  area  of  about  200  000  square  miles.  Commencing  in  mid- 
dle California  as  separate  streams,  in  northern  California  it  becomes  a 
flood,  completely  mantling  the  smaller  and  flowing  around  the  greater 
inequalities.  In  northern  Oregon  and  Washington  it  becomes  an  abso- 
lutely universal  flood,  beneath  which  the  whole  original  face  of  the 
country,  with  its  hills  and  dales,  mountains  and  valleys,  lies  buried 
several  thousand  feet.  It  covers  the  greater  portion  of  northern  Cali- 
fornia and  north-western  Nevada,  nearly  the  whole  of  Oregon,  Wash- 
ington, and  Idaho,  and  runs  far  into  British  Columbia  on  the  north. 
The  average  thickness  is  probably  not  far  from  2  000  feet,  and  the 
greatest  (shown  where  the  Columbia,  Des  Chutes,  Snake,  Salmon,  and 
other  rivers  cut  through  it)  about  4  000  feet.  To  produce  this  many 
successive  flows  took  place,  and  a  very  long  period  of  time  must  have 
elapsed  during  which  the  volcanic  actions  were  going  on." 

•.i ).  Notwithstanding  the  universality  of  this  great  flood,  the  formations 
along  those  streams  flowing  westward  from  the  Cascade  Range  with 
a  rapid  descent  to  the  sea,  as  a  rule,  present  less  secure  banks  than 
do  those  traversing  the  high  undulating  plateau  to  the  east,  as  even 
a  casual  observer  who  is  familiar  with  the  Snake  or  Des  Chutes  River 
Canyons,  with  their  rim  rock  and  columnar-like  structure,  may  have 
noted.  Concerning  this  western  slope  formation.  Professor  J.  S.  Diller, 
of  the  U.  S.  Geological  Survey,  in  a  report  made  in  1909  covering  the 
site  of  the  proposed  150-ft.,  Clackamas  River  Dam,  expressed  himself 
as  follows : 

"The  rocks  of  the  canyon  walls  are  of  four  forms,  volcanic  breccias, 
lava  sheets,  volcanic  dikes  and  terrace  gravels,  the  volcanic  breccias 
being  most  abundant. 

"The  conditions  that  confront  the  engineer  along  the  Clackamas 
River  in  the  volcanic  breccia  plain  region  are  very  much  the  same  as 
will  be  found  all  along  the  western  foot  of  the  Cascade  Range  from  the 
Columbia  River  in  Oregon  to  the  Feather  River  in  California — one 
of  the  most  important  water-power  belts  in  the  United  States — and  the 
successful  solution  of  the  problem  it  presents  at  one  point  will  greatly 
facilitate  the  work  elsewhere." 
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To  the  foregoing,  and  possibly  of  greater  interest  to  the  engineer, 
■may  be  added  a  statement  from  one,  who,  from  an  engineering  stand- 
point, has  probably  a  first-hand  knowledge  of  the  entire  region  second 
to  no  one.  Certainly,  in  terseness  of  language  and  clearness  of  expres- 
sion it  leaves  nothing  to  be  desired.  John  F.  Stevens,  M.  Am.  See. 
C.  E.,  in  a  report  on  the  Estacada  Dam  Site,  expressed  himself  as 
follows : 

"The  site  of  the  proposed  works  lies  in  the  west  slope  of  the 
Cascade  Range,  and  this  range  is  well  known  to  be,  geologically  taken, 
as  of  volcanic  origin.  Go  where  we  may,  for  hundreds  of  miles  North 
or  South,  we  will  find  the  upper  valleys,  canyons  and  river  beds  filled 
with  what  we  call  volcanic  debris.  Sometimes  this  volcanic  matter 
appears  as  the  hardest  kind  of  basalt,  sometimes  as  loose  and  friable  as 
garden  soil  and  generally  occurs  in  every  imaginable  character  and 
degree  of  solidity  between  the  two,  and  it  is  not  probable  that  nature 
has  made  any  exception  in  this  particular  case.  The  limited  number 
of  test  pits  and  borings  which  have  been  made  show  clearly  that  as 
far  as  the  area  they  cover  no  well-defined,  extremely  hard  masses  of 
rock  exist— that  the  rock  is  soft  and  shades  away  into  clay,  the  latter 
appearing  under  superficial  examination  much  like  a  half  burned 
brick.  The  whole  formation  to  the  non-geologically  scientific  man 
seems  to  be  a  mass  of  soft  conglomerate,  and  this  description  is  borne 
out  in  striking  manner  by  the  appearance  of  the  nearly  vertical  walls 
of  the  canyon  at  the  site  of  the  dam  and  immediately  adjacent." 

Fig.  1,  showing  the  left  channel  and  vertical  face  of  the  island  in 
the  natural  state,  gives  a  good  idea  of  the  appearance  of  the  rock.  The 
pitted  and  scarred  surface  of  the  weathered  breccia,  with  its  hard  irreg- 
ular fragments  embedded  in  the  weakly  cemented  matrix  of  indifferent 
sand,  is  well  shown.  In  some  holes  the  formation,  as  shown  by  the 
preliminary  borings,  seemed  to  be  much  the  same  down  to  the  bottom, 
and  in  others  ledges  of  hard  rock,  from  5  to  20  ft.  thick,  were  pene- 
trated; in  some  the  sandy  matrix,  most  common  in  surface  croppings, 
would  change  with  depth  to  an  even-textured  clay,  sufficiently  compact 
to  give  a  fair  percentage  of  core;  in  several  holes,  though  not  among 
those  put  down  on  the  site  finally  selected  for  the  dam,  this  clay  at 
considerable  depth  deteriorated  to  such  a  consistency  that  for  many 
feet  the  diamond  bit  was  replaced  with  a  star  bit,  with  which,  rotating 
as  did  the  diamond  bit,  very  rapid  progress  was  made  for  many  con- 
secutive feet. 

The  sandy  matrix  and,  to  a  lesser  degree,  the  clay-like  matrix  were 
ground  away  by  the  attrition  of  the  drills  and  the  harder  fragments  of 


Fig.   1. — Left  Channel.    Weathered  Beeccla  in  Natural  State. 


Pig.  2. — Dam,   with  Poweb-House  nearing  Completion. 
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rock  so  that  an  average  for  the  diamond  bit,  using  the  single-tube 
core  barrel  for  the  Sullivan  diamond  drill,  operated  by  that  Company's 
expert  runners,  was  slightly  less  than  50  per  cent.  The  double-tube 
barrel  as  used  on  part  of  the  work  gave  core  amounting  to  slightly  less 
than  80  per  cent.  In  these  borings  fragments  of  wood  were  passed 
through  at  different  depths,  and  in  subsequent  excavation  several 
stumps,  one  about  30  in.  in  diameter,  and  portions  of  logs  in  part  petri- 
fied and  in  part  in  a  semi-decayed  state  were  encountered,  so  that  alto- 
gether the  term  "debris"  seems  most  fittingly  to  describe  the  material. 

The  Island  Location. — A  question  constantly  being  asked  by  visit- 
ing engineers  during  construction  was :  Why  was  the  dam  located 
at  the  island  rather  than  in  the  narrow  gorge  some  few  hundred  feet 
up  stream  ?     The  reply  to  this  query  is  as  follows : 

In  the  beginning,  three  sites  were  under  consideration,  Site  A  at 
the  railroad  bridge.  Site  B,  200  ft.  below  Site  A,  and  Site  C,  at  the 
island.  These  are  shown  on  Fig.  3.  The  reasons  which  led  to  the 
selection  of  Site  C  seem  to  have  been: 

(1)  The  soft  clay  encountered  in  the  preliminary  borings  already 
mentioned ; 

(2)  The  great  length  of  spillway  which  was  essential,  as  the  crest 
of  the  new  dam  was  to  be  at  the  same  elevation  as  the  low^ 
water  tail-race  discharge  of  the  Cazadero  plant  above; 

(3)  Ease  in  handling  the  water  during  construction. 

At  the  time  of  making  the  decision  it  was  believed  that  the  dam 
in  the  right  and  left  channels  could  with  safety  be  made  to  abut 
against  the  island.  Later,  this  was  deemed  to  be  taking  chances  which 
amounted  to  gambling  with  fate,  so  that  over  the  up-stream  side  of  the 
island,  cut  to  the  slope  of  the  dam,  an  Ambursen  deck,  minus  most 
of  the  steel,  was  extended.  The  down-stream  slope  was  also  carpeted 
for  a  considerable  distance,  so  that  as  it  stands  the  island  is  incor- 
porated in  the  dam,  and  this  portion  of  the  structure  is  unique  in  being 
"a  hollow  dam"  filled  with  island.  ■r,    ,-,,jt. 

The  plan  for  grouting  the  foundation  originated  with  Messrs. 
Sellers  and  Rippey,  of  Philadelphia,  Consulting  Engineers  on  the 
work.  Their  conception  of  the  problem  and  what  they  hoped  to  ac- 
complish is  well  set  forth  in  a  paper  by  H.  V.  Schreiber,  M.  Am.  Soc. 
C.    E.,    a    member,  of    the    above    :firfli,, ,  ..Tiis,  paper    was    presented 
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at   the   Eighth    Annual    Convention    of    the    National    Association    of 
Cement  Users.     Mr.  Schreiber  in  part  said:* 

"After  a  careful  study  of  the  conditions  disclosed  by  the  investiga- 
tion it  was  decided  that  in  order  to  secure  an  impermeable  foundation 
it  was  necessary  to  practically  provide  for  actually  changing  the 
structural  character  of  the  underlying  formation.  To  do  this  Mr.  S. 
Howard  Rippey,  chief  engineer  of  Messrs.  Sellers  and  Rippey,  en- 
gineers on  the  work,  recommended  that  the  most  promising  method 
would  be  the  solidification  of  the  porous  material  by  the  introduction 
of  cement  grout  under  pressure,  but  that  the  success  of  the  work 
must  be  susceptible  of  demonstration  by  actual  test  before  the  super- 
structures should  be  started.  Thorough  inquiry  failed  to  disclose  any 
precedent  for  the  use  of  grout  for  the  general  treatment  of  founda- 
tions, although  it  was  found  that  cavities  in  limestone  rock  under  the 
New  Croton  Dam  had  been  filled  with  grout,  much  as  a  dentist  would 
fill  a  cavity  in  a  tooth.  The  grouting  method  had  also  been  used  in 
filling  back  of  lining  walls  in  tunnels,  etc.  Notwithstanding  the 
absence  of  precedent,  it  was  decided  to  proceed  with  a  grouting  scheme 
and  a  program  was  outlined  for  preventing  leakage  of  water  from  the 
reservoir  created  by  the  dam,  under  or  around  the  dam,  to  the  low 
tail  water  level  below  the  dam  and  the  experiments  which  should  be 
made  to  properly  demonstrate  the  efficacy  of  the  method  before  the 
complete  development  should  be  undertaken  were  prescribed.  The  gen- 
eral idea  provided  for  drilling  a  double  line  of  holes  of  an  average 
depth  of  50  ft.  imder  the  heel  of  the  dam  across  the  entire  valley  to 
and  under  the  shore  abutments  and  the  subsequent  forcing  into  each 
of  these  holes  of  grout  of  such  .consistency  as  to  percolate  through  the 
entire  substructure. 

"It  was  recognized  that  experiments  would  be  necessary  to  de- 
termine the  proper  spacing  of  the  grout  holes  and  their  depth,  which 
would  insure  sufiicient  diffusion  of  the  grout  through  the  varying  ma- 
terial encountered  to  create  a  continuous  impermeable  barrier  to 
prevent  seepage  of  water  from  the  reservoir  under  the  hydrostatic 
head  which  would  be  created  by  the  dam.  After  drilling  the  double 
line  of  holes,  the  program  contemplated  the  test  of  each  hole  with  water 
pressure,  a  record  being  kept  of  the  quantity  escaping  and  the  pres- 
sure applied  to  each  hole.  Upon  the  completion  of  the  tests,  the 
cement  grout  was  to  be  pumped  into  the  holes  under  pressure  and 
after  allowing  time  for  hardening,  a  third  line  of  holes  was  to  be 
drilled  midway  between  the  first  two  or  outer  lines  and  tested  with 
water  pressure.  The  idea  was  that  if  water  pressure  applied  to  the 
centre  holes  at  or  slightly  above  the  hydrostatic  pressure  to  which  the 
rock  would  be  subjected  by  the  water  in  the  reservoir  after  completion 
of  the  dam  and  no  appreciable  leakage  occurred,  it  would  be  rea- 
*  Engineering  Record,  March  23d,  1912,  p.  314.  '""     ' 
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sonably  certain  that  the  cement  grout  had  proven  effective  in  making 
the  entire  foundation  impermeable." 

The  drilling  for  the  grouting  included  555  holes,  aggregating  34  038 
lin.  ft.  For  a  short  time  the  Sullivan  diamond  drills,  operated  by 
steam,  and  also  the  Davis-Calyx  shot  drills,  operated  by  electric  power, 
were  used.  The  diamond  drills,  being  required  at  the  site  of  the  pro- 
posed 150-ft.  dam,  were  released  after  putting  down  1 119  lin.  ft., 
and  from  that  time  to  the  end  the  shot  drills  were  used  exclusively. 
These  drills  are  made  by  the  Ingersoll-Rand  Company,  and  those  used 
on  this  work,  with  one  exception,  were  the  small  "Class  G-0"  machine. 
These  may  be  operated  by  hand  if  speed  is  of  secondary  consideration, 
but  on  this  work  each  was  driven  by  a  5-h.p.  direct-current  motor  which 

ESTACADA  DAM 

PROFILE  ALONG  CUT-OFF  BORJNaS 
LOOKING  DOWN-STREAM 


Pig.  4. 
gave  the  bit  a  speed  of  187   rev.   per  min.      The  bit  had   an  outside 
diameter  of  2|  in.  and  gave  a  1^-in.  core.     Seven  of  these  drills  were 
purchased,  but  only  for  a  short  time  were  all  working;  the  average  for 
the  32  919  ft.  put  down  by  them  was  13  ft.  per  10-hour  shift. 

Grouting. — The  grouting  was  done  with  a  Canniff  air-stirring 
grouting  machine,  made  by  the  Tide  Water  Iron  Works,  Hoboken,  N.  J. 
This  wonderfully  complete  and  self-contained  machine,  in  w'hich  the 
air  does  the  mixing  and  discharging  with  very  little  outside  work, 
having  been  used  in  the  grouting  of  tunnels  and  similar  work,  is  now 
too  well  known  to  require  description  here.*  As  used  on  the  Estacada 
Dam,   air  was   supplied   at   a  pressure  of   250  lb.  per  sq.   in.,   and  in 

*  One  of  these  machines  was  sold  later  to  the  U.  S.  Reclamation  Service,  and  used 
in  grouting  the  Lahontan  Dam  of  the  Truck ee-Carson  Project.  An  excellent  description  of 
the  machine,  with  drawings,  will  be  found  in  an  article  by  D.  W.  Cole.  M.  Am.  Soc.  C.  E.,  in 
Engineering  News.  April  3d.  191.S,  p.  647. 
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grouting  it  was  customary  to  start  each  hole  at  a  pressure  of  25  lb., 
or  whatever  was  required  to  start  the  discharge,  and  as  the  hole  tight- 
ened to  increase  the  pressure,  finally  ending  when  at  200  lb.  no  more 
grout  could  be  forced  in.  On  this  work  only  neat  cement  was  used. 
The  mixture  varied  from  1  part  cement  and  1^  parts  water,  by  volume, 
to  1  part  cement  and  15  parts  water,  the  best  results  seeming  to  be 
with  1  part  cement  and  3,  4,  or  5  parts  water.  In  order  to  prevent 
the  choking  of  the  holes,  the  scheme  was  tried  of  discharging  the 
grout  at  the  bottom  of  the  hole  through  an  inner  pipe  passing  through 
the  cap  which  sealed  the  top  of  the  main  casing.  This  method,  after 
a  thorough  trial,  was  found  of  no  benefit,  and  was  discontinued. 

Arrangement  of  the  Holes. — The  plan  for  the  grouting,  as  proposed 
by  W.  L.  Fitzgerald,  Assoc.  M.  Am.  Soc.  C  E.,  Designing  Engineer 
for  the  firm  of  Sellers  and  Rippey,  was  that  of  two  lines  of  holes,  6 
ft.  apart  with  6  ft.  between  holes  in  the  same  line. 

These  were  known  as  primary  holes.  To  test  the  effect  of  the 
grouting  of  these  primary  holes  it  was  proposed  that,  after  allowing 
a  reasonable  time  for  the  cement  in  the  primary  holes  to  set,  a  proving 
hole  should  be  put  down  in  the  center  of  each  square  formed  by  the 
four  primary  holes.  If  this  tested  tight  or  reasonably  so,  that  square 
would  be  complete.  If  it  did  not,  additional  proving  holes  would  be 
put  down,  first  on  one  side  and  then  on  the  other  of  the  first,  so  that 
if  all  were  required  in  the  end  there  would  be  four  primary  and  three 
proving  holes  in  each  group. 

The  Left  Channel. 

The  first  grouting  done  was  in  the  left  channel  in  September,  1910. 
Across  this  channel  a  low  coffer-dam,  designated  on  Fig.  3  as  Coffer- 
dam No.  1,  had  been  placed.  Back  of  this  a  cut-off  trench  from  8  to 
9  ft.  deep  had  been  excavated,  and  through  3-in.  casings  set  with 
cement  4  ft.  in  the  bottom  of  this  trench,  holes  were  drilled  46  ft.  or 
to  a  total  depth  of  50  ft.  from  the  bottom  of  the  cut-off. 

The  head  against  the  coffer-dam  was  seldom  more  than  2  ft.,  and 
at  times  of  minimum  load  at  the  Cazadero  plant,  the  water  receded 
to  the  deep-water  channel  indicated  on  Fig.  3.  Insignificant  as  this 
head  was,  so  porous  was  the  ground  that  it  sufficed  to  cause  many 
of  the  casings  to  flow  continuously  as  Artesian  wells.  Conversely,  when 
pressure  was  applied  to  the  casings  of  a  number  of  the  holes,  leakage 
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was  observed  at  several  points  in  the  river  bed,  which  here  was  con- 
glomerate bare  of  gravel,  nearly  out  to  the  deep-water  channel. 

Unfortunately,  for  purposes  of  comparison,  these  first  holes  were 
tested  by  a  pump  taking  water  from  a  tank  provided  with  a  gauge 
reading  in  gallons  direct.  The  pressure  gauge  was  attached  to  the 
elbow  connecting  the  water  line  to  the  casing  of  the  hole,  and  the 
pressures  as  registered  by  this  and  the  water  taken  from  the  tank 
were  recorded  at  intervals  of  1  min.  Tests  were  made  at  one-half  depth 
and  at  full  depth  for  each  hole.  This  method  of  testing  was  found  to  be 
unsatisfactory,  and  subsequent  tests  were  made  by  gravity  pressure 
from  an  elevated  tank  also  provided  with  a  gauge  reading  in  gallons. 

The  first  attempt  to  grout  was  made  with  the  bottom  of  the  cut-off 
trench  bare,  but  so  great  was  the  loss  of  pressure  and  the  escape  of 
grout  through  seams  in  the  rock  that  operations  were  suspended  until 
the  bottom  had  been  protected  with  a  mat  of  concrete  from  2  to  3  ft. 
thick.  At  the  time  of  beginning  the  grouting,  though  the  drills  were 
still  working  at  that  point,  there  had  been  put  down  some  twebty 
testing  or  primary  holes.  So  free  was  the  communication  that  in  grout- 
ing one  hole  it  was  necessary  to  cap  the  neighboring  ungrouted  holes 
for  some  distance  in  each  direction,  though  it  was  customary  to  leave 
the  caps  of  these  holes  slightly  loose  until  the  air  and  clear  water  first 
forced  up  gave  place  to  the  grout. 

Twenty-five  holes  grouted  at  this  time  show  results  as  follows: 
Average  pressure,  19.4  lb.;  average  leakage,  85.7  gal.  per  min.;  total 
cement,  167.25  bbl. ;  average  per  hole,  6.69  bbl. ;  most  cement  in  any 
hole,  40  bbl. 

As  soon  as  the  grouting  was  done  across  the  bottom  of  the  left 
channel,  the  urgency  of  getting  to  work  on  the  power-house  and  other 
construction  in  the  right  channel  made  it  necessary  to  blow  up  the 
coffer-dam,  thus  for  a  time  ending  operations  at  this  point.  This,  too, 
was  unfortunate,  for,  though  it  was  not  known  at  the  time,  operations 
had  been  commenced  in  the  worst  and  most  porous  material  encoun- 
tered on  the  entire  job,  and,  as  future  developments  were  to  show,  it 
had  to  be  left  but  slightly  better,  apparently,  for  these  efforts. 

The  Right  Channel. 

That  the  construction  of  the  dam  proper  might  proceed  with  the 
least   possible   hindrance   from    the   drills,    William    H.    Cushman,    M. 
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PRIMARY  HOLES  GROUTED 

BEFORE  CONCRETING 

Hole  No. 

711 

712 

713     1      714 

715 

710     1     717 

718     1     719 

720 

Test  Date 

4/20'll 

4;20'11 

4/20'll 

4/2C'll 

4/20 '11 

4/20'll[4/20'll 

4/6'U  1  4l6'll 

4|6'n 

Gall's  per  Min 

41 

100 

76 

78 

96 

47      1      40 

75 

40 

15 

Grout  Date 

4|30'11 

4(30'11 

4/30'll 

4/30'll 

4/30'll 

4/30'll 

4/30'll 

4/10'll 

Jlivn 

4/24'll 

BblB.  Cement 

7.75 

5 

1.26 

25 

6.25 

6.25 

9.25 

2.5 

1.25 

10 

Hole  No. 

721 

722 

723 

724 

725 

720 

727 

723 

729 

730 

Average 

Test  Dote 

4/6'll 

3/l8'll 

3/18*11 

3/l8'll 

No 

3/18'll 

:i/18'll 

3/l8'll 

3/l8'll 

3/13'll 

Gall'a  per  Min 

35 

75 

7 

94 

Test 

4 

1 

15 

30 

9 

46.2 

Grout  Date 

4/21 '11 

4/ll'll 

4/l0'll 

4/21 '11 

4;i2'll 

3/l9'll 

4/l0'll 

4/10'll 

l3/20'11 

3/20-11 

BhlB.  Cement 

.■i.25 

1 

3 

2 

3.75 

1 

2.75 

3.5 

1.75 

0.26 

5.14 

Hole  No. 

611 

512 

613 

614 

615 

M6 

517 

518 

510 

620 

Test  Date 

l/21'll 

4/20'll 

4/20'll 

4/20'H 

4/20'll 

4/20 'U 

4/20'll 

4/6'll 

4/6'll 

4/6'H 

Gall's  per  Min:      80 

81 

90 

69 

95 

4D 

48 

55 

79 

20 

Grout  Date 

4/30'll 

4/30'll 

4/30'll 

4/30'll 

4/30'U 

4/20'll 

4/30'll 

4/l0'll 

4/l7'll 

4/24*11 

Bbls.  Cement 

4.25 

1 

1 

,       1 

5 

2.25 

4 

3.75 

4.5 

1.75 

Hole  No. 

621 

622 

623 

624 

525 

52G 

527 

628, 

529 

530 

Average 

Test  Date 

4/6'll 

3/'lS'll 

3/18U1 

s/is'ii 

S^S'll 

8/l8'll 
93 

3/lS'll 

37l8'li1  3/18'll 

3/18*11 

Gttll'9  per  Min 

40 

01 

93 

34 

20 

80 

83            13 

5 

00.75 

Grout  Date 

4/24'll 

3/21'H 

4/21'll 

4/21'll 

8/l9'll 

4/l2'll 

3/20'll 

3/20'll   3/19"ll 

3/l9'll 

Bbls.  Cement 

5.5 

6.5 

2 

2.5 

1.25 

3              1 

2            3.75 

1 

2.86 

INTERMEDIATE 

PRIMARY 

HOLES  GROUTED  AFTER  CONCRETING 

Hole  No. 

711a 

712a 

714a 

715a    i    718a  '    719a  1  720a    1    721a    i  722a 

Test  Date 

6/7'll 

6/9'll 

6/1311 

6/9'll 

6/l0'll!  O/il'll  o/lO'll  lo/lO'll  !o/20'll 

GaU's  per  Min 

22 

2 

2.5 

2 

1 

£.7     ■      20      1      40       !      10 

Grout  Date 

O/7'll 

6/9'll 

6/13*11 

0/9*11 

0/15*11 

'^/iS-ll   0/l7'll  lO/lS'U   C/20-11 

Bbls.  Cement 

11.26 

1 

1 

16.75 

1.5 

1.25    1        1      1    1.75 

1.25 

Hole  No. 

724  a 

725  a 

726  a 

727  a 

527  a 

728  a 

528  a   :  729  a 

529  a 

Average 

Test  Date 

C/10'11 

G/21'11 

C/2e'll 

6/10 '11 

7/2*11 

6/21-11 

7/6-11  ;6/17-ll 

6/28-11 

Gall's  per  Min 

2.7 

1.2 

1.8 

3.5 

2.5 

4.5 

1 

63 

46 

13.0 

Grout  Date 

6/17 '11 

6/23'll 

6/28-11 

6/17-11 

7/2-11 

6/23-11 

7/0-11 

6/23-11 

7/2-U 

BbjB.  Cement 

1.5 

1 

1.25 

1.26 

1 

1 

1.26 

1 

3 

2.72 

PROVING  HOLES 

Hole  No.      1    9116 

913  6 

915  6 

910  6 

9186 

919  6       9216    [923  6       9256   ]  927  6       9286   j    929  6 

Average 

Test  Date 

0/25*11 

0/9*11 

O/7'II 

8/16*11 

7/17*11 

0/20*11   6/25*11  i6/20'll'  7/5*11  '  7/^*11    7/13*11,  7/3*11 

Gall's  i«r  Min 

2.5 

2 

4.2 

2.1 

1.3 

14.0           4 

3.5 

1.2 

3           12.5 

44.5 

7.95 

Grout  Date 

8/12*11 

8/12*11 

8/12*11 

8/17*11 

8/12*11 

8/12*11    8/1*11 

7/14*11 

l7/14*11 

7/l3'lll  7/13*11 

7/13*11 

BIdB   Cement 

4.5 

0.76 

4      1     1.26 

0.75 

1.75        1.50 

1 

1.25 

1.25  -  1    1.25 

1.5 

1.73 

|3S»r  12     S 

The 

100 
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Am.  Soc.  C.  E.,  representing  the  consulting  engineers,  directed 
that  the  holes  be  put  down,  not  through  the  heel  of  the  dam,  as  in 
the  left  channel,  but  so  as  to  form  a  supplementary  cut-off  inunediately 
up  stream  therefrom,  the  plan  being  to  set  the  casings  in  the  bare 
conglomerate  of  the  river  bottom  just  back  of  the  cut-ofi  proper,  and 
later,  after  the  grouting  and  proving  were  done,  to  hand-pick  a  trench 
to  the  depth  of  the  casings,  namely,  3  ft.  or  a  little  deeper.  The 
breccia  encountered  was  sufficiently  soft,  where  speed  was  not  of  first 
consideration,  to  be  removed  in  this  way.  This  supplementary  trench 
would  then  be  filled  with  concrete  which,  bonding  with  the  heel  of  the 
dam  on  one  side  and  with  its  bottom  resting  on  the  curtain-wall 
supposed  to  be  formed  by  the  grout,  would  effectually  prevent  seepage 
under  the  dam. 

The  first  grouting  was  done  through  casings  set  in  accordance  with 
this  plan.  However,  as  in  the  left  channel,  the  surface  material  was 
so  lacking  in  solidity  that  this  method  of  procedure  was  not  found  to  be 
satisfactory,  and  the  plan  was  modified  to  the  extent  of  excavating  and 
filling  the  supplementary  cut-off  trench  before  drilling,  which  waa 
then  done  through  casings  set  in  the  concrete.  It  is  apparent  that, 
for  purposes  of  comparison,  it  is  improper  to  consider  the  holes  tested 
through  casings  set  in  the  river  bottom  with  those  set  in  the  concrete, 
as  in  that  case  it  is  impossible  to  determine  how  much  of  the  tighten- 
ing is  due  to  the  concreting  and  how  much  to  the  grouting. 

The  leakage  from  the  holes  in  which  the  casings  were  set  in  the 
conglomerate  was  so  great  that  Mr.  F.  R.  Fisher,  of  Philadelphia,  the 
Resident  Engineer  on  the  work,  decided  to  put  down  additional  pri- 
mary holes  intermediate  between  those  first  drilled.  By  this  time,  too, 
it  was  found  to  be  poor  practice  to  have  a  large  number  of  holes  down 
and  ungrouted  at  the  same  time.  From  this  time  on,  the  drills  were 
separated  as  much  as  circumstances  would  permit,  and  each  hole  was 
tested  and  grouted  as  soon  as  drilled,  after  which  several  days  were 
allowed  to  pass  before  the  drilling  of  any  nearby  hole  was  attempted. 

Considering  a  portion  of  this  right  channel  cut-off,  114  ft.  long, 
in  which  there  were  put  down  and  tested  thirty-nine  primary  holes 
with  casings  set  in  the  river  bed,  eighteen  primary  holes,  and  twelve 
proving  holes  with  casings  set  in  the  concrete,  the  following  results 
are  noted: 
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Gallons  per  Minute. 
Maximum.  Minimum.    Average. 

39  First  primary  holes,  cas- 
ings set  in  river  bed....     100  1.0         53.7 

18  Second  primary  holes,  cas- 
ings  set   in   concrete 63  1.0         13.0 

12  Proving  holes,  casings  set 

in    the    concrete 44.5  1.2  7.95 

The  39  holes  first  noted,  it  should  be  stated,  were  tested  from  a 
tank  at  Elevation  430,  or  46  ft.  above  the  crest  of  the  spillvpay,  and 
giving  a  mean  head  of  182  ft.  on  the  bottom  of  the  hole;  the  other  tests 
in  this,  and  in  the  Island  and  Left  Channel  Sections  following,  were 
made  from  a  tank  at  Elevation  394,  or  7  ft.  above  the  spillway  crest, 
and  giving  a  mean  head  of  146  ft.  on  the  bottom  of  the  hole. 

How  much  of  the  tightening,  from  an  average  of  54  gal.  per  min. 

for  the  39  holes  drilled  and  tested  before  the  concrete  was  placed,  to 

an  average  of  12.7  gal.  per  min.  for  the  18  holes  drilled  and  tested 

after  the  concrete  was  placed,  was  due  to  the  concrete  can  never  be 

known.     An  idea  of  the  relative  effect  of  the  concrete  and  the  grout 

may  be  deduced  by  considering  an  adjoining  though  somewhat  tighter 

section  in  which  all  drilling  and  testing  followed  the  placing  of  the 

concrete.     The  report  for  this  54-ft.  section  is  as  follows: 

Gallons  per  Minute. 
Maximum.  Minimum.    Ayerage. 

18  Primary  holes,  casings  set 

in  the  concrete 17  0.6  4.4 

4  Proving  holes,  casings  set 

in  the  concrete 2.8  0.8  2.2 

A  comparison  of  the  two  tables  indicates  that  but  a  small  percent- 
age of  the  tightening  from  54  to  12.7  gal.  per  min.  in  the  case  of  the 
114-ft.  section  was  due  to  the  grouting. 

Seepage   Test.    ' ic 


During  construction  in  the  right  channel  the  water  above  Coffer- 
dam No.  2  stood  at  a  mean  elevation  of  317  ft.;  behind  the  coffer-dam, 
by  using  pumps,  it  was  held  at  Elevation  295. 

Near  the  middle  of  this  channel  a  depression  some  30  ft.  wide  was 
found  in  the  conglomerate  rock.     On  the  cut-off  line  this  was  15  ft. 
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PRIMARY 

HOLES 

Hole  No. 

699 

499 

700 

500 

701 

501 

702 

703 

.503 

Test  Date 

6/4'll 

6/26' U 

6/2' 11 

5/26' 11 

5/3' U 

6/13*11 

5/28' 11 

5/31'  11 

.V25*ll 

GaH's  per  Min. 

4.4 

4.7 

2.5 

11.9 

5.8 

3.2 

4.3 

1.2 

2.5 

Grout  Date 

6/4'  11 

6/26' 11 

6/2' 11 

5/27"  11 

.5/31' 11 

6/ 13' 11 

5/29' U 

5/31' 11 

5/27*11 

Bbls.  Cement 

0.75 

1.25 

1 

10.5 

2.75 

1.75 

1.25 

0.75 

4 

Hole  No. 

701 

705 

505 

70(i 

506 

707 

507 

708 

508 

Averase 

Test  Date 

5/27'll 

5/30' 11 

5/28' 11 

5/24*11 

5/26' 11 

6/5' 11 

6/22*11 

6/6*11 

6/25*11 

Gall's  per  Min, 

0.6 

3.2 

3.6 

17 

1.7 

3.3 

4 

1.7 

3 

4.4 

Grout  Dat« 

5/27' 11 

5/30' 11 

5/29' 11 

5/25' 11 

5/26'  11 

6/5' 11 

6/22" 11 

6/7'll 

6/25*11 

Bbls.  Cement 

1 

0.75 

3.75 

7.5 

1 

1 

1.25 

1 

3.5 

2.486 

PROVING    HOLES 


Hole  No. 

900  6  1  '.mb 

905  b 

907  6 

Averasre 

Test  Date 

6/20*11 

6/20' U 

6/12' 11 

f/29'11 

Gall's  per  Min. 

2.5 

2.8 

.8 

2.7 

2.2 

Grout  Date 

8/24' 11 

8/13'  11 

S/I3'll 

8/13' 11 

Bbls.  Cement 

1 

1 

1 

1.75 

1.187 

The  ordinates  of  the  line  at  any  point  in  the  case  of  the  primary  holes  is  the  mean 
of  the  leakage  and  Cement  for  the  Up  and  Do wn-sti-eam  holes  at  that  point 

>IJ  '     699  700  701  702  703  704  705  706  W?  708 

r  ••••••••• 

9006  9036  905*  9076 
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-^^'^       *  •  •  •  •  •  • 


ESTACADA  DAM 

PORTION  OF  RIGHT  CHANNEL 

GROUTED  CUT-OFF 


Fig.  6. 
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deep,  measured  from  the  average  level  of  the  surrounding  rock,  but 
on  the  center  line  of  the  dam,  80  ft.  down  stream,  this  depth  had  in- 
creased to  35  ft.  At  some  earlier  age  this  depression  had  been  worn 
smooth  by  the  current,  but   at  the  time  of  building  the  dam   it  was 


CROSS-SECnON  OF  DEPRESSION 
3'DOWN-STREAM   FROM   C.L.  OF  DAM 


Fig. 


filled  with  loose  sand,  gravel,  and  hard  boulders.  This  accumulation 
was  removed,  and,  as  a  foundation  for  the  buttresses  at  this  point, 
mass  concrete  to  a  depth  of  several  feet  was  placed  over  the  entire 
bottom. 
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■t.  On  May  9th,  1911,  at  which  time  the  concrete  had  been  placed 
in  this  gorge  to  a  point  3  ft.  below  the  center  line  of  the  dam,  and 
when  no  drilling  and  grouting  had  been  done  along  the  cut-off  line 
across  the  head  of  the  same,  the  pumps  were  stopped  and  the  water 
was  allowed  to  come  to  Elevation  308,  at  which  point  it  stood  for  6| 
hours.  This  increased  the  hydrostatic  head  between  the  heel  of  the 
dam  and  the  bottom  of  the  depression  from  30  to  43  ft.  Prior  to  this 
"seepage  test",  no  leakage  was  observed  through  seams  in  the  bed- 
rock, and  during  the  test,  there  was  very  little,  if  any.  It  was  raining 
at  the  time  and  the  rain  water  running  into  the  hole  precluded  making 
any  quantitative  measurements.  Mr.  Fisher,  who  made  very  careful 
personal  observations  during  the  test,  stated  in  his  report  that  2  gal. 
per  min.  would  be  a  liberal  estimate  of  the  total  seepage. 

Notwithstanding  the  small  seepage  shown  by  this  test,  the  material 
was  judged  to  be  so  erratic  that  it  was  decided  to  continue  the  drilling 
and  grouting  across  the  head  of  the  depression.  The  report  in  detail 
of  the  holes  put  down  across  the  head  of  this  depression  will  be  found 
on  Fig.  6  and  summarized  in  the  tabular  statement  covering  the  54-ft. 
section.  From  these  it  will  be  seen  that  these  holes  were,  as  the  seepage 
test  would  indicate  they  should  be,  comparatively  tight. 

The  Island  Section. 
That  portion  of  the  Island  Section  next  to  the  left  channel  showed 
considerable  leakage,  though  the  portion  next  to  the  right  channel 
was  comparatively  tight.  Here  the  conglomerate  was  fairly  firm,  and 
it  was  possible  to  grout  through  casings  set  therein.  So  smaU  was 
the  leakage  that  it  was  not  deemed  necessary  to  hand-pick  the  supple- 
mentary cut-off,  but  the  casings,  after  grouting,  were  filled  with  thick 
grout  and  left  as  shown  by  the  cross-section.  It  will  be  noted  that 
in  cutting  the  island  to  the  slope  of  the  deck  nearly  50  ft.  of  the  rock 
in  height  had  been  taken  away,  which  accounts  for  the  material  being 
somewhat  more  solid  than  at  other  points.  Twenty-three  outside  and 
six  proving  holes  put  down  in  this  portion  show  leakage  as  follows : 

Gallons  per  Minute. 
Maximum.  Minimum.  Average. 

14  First    primary 8.5  1.4  4.1 

9  Second    primary 6.6  0.7  2.4 

6  Proving   2.3  0.9  1.2 
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FIRST  PRIMARY 


Hole  No. 

0G6 

4G6 

667         467 

668 

46S 

6G9 

Test  Date 

■l/lOUl 

5/l3'll 

5/l5'll 

5/8'll 

5/21'll 

5/ 17*11 

5/9*11 

Gall's  per  Min. 

■2 

1.4 

4.2 

4 

4 

1.6 

2.5 

Grout  Date 

5/U'll 

5/l4'll 

5/15' 11 

5/9'll 

5/21 '11 

5/17*11 

5/12*11 

Bbls.  Cement 

1 

0.5 

1.5 

50.25 

1 

1.25 

1.25 

Hole  No. 

469 

670 

470 

671 

471 

672 

472 

Average 

Test  Date 

5/13' U 

5/16' U 

5/15' 11 

5/9'll 

5/9*11 

5/13' 11 

5/l3'll 

Gall's  per  Min. 

3.5 

6.5 

3.5 

8.5 

5 

4     , 

7 

4.1 

Grout  Date 

5/H'll 

5/16'Xl 

5/ 15' 11 

5/14' 11 

5/l3'll 

5/14' 11 

5/13*11 

Bbls.  Cement 

1.25 

10 

2.6 

3.5 

1 

2 

19 

6.85 

J  i»  J  5  a  -•  t » 


SECOND 

PRIMARY 

Hole  No- 

666a 

466  0 

667  a 

467  a     46»  a  1  670  a 

470  a 

671  a     471  a 

Average 

Test  Date 

5/9*11 

5/ 20' 11 

5  24*11 

5/22 '11 

5/19*11 

5/20' 11 

5/18*11 

5/16*11 

5/18*11 

Gall's  per  Min. 

0.7 

o.y 

1.5 

1.5 

5.5 

1.5 

l.G 

6.6 

1.7 

2.4 

Grout  Date 

5/19' 1 1 

5/21*11 

.5/24*11 

5/22'll 

.5/19*11 

5/20' 11 

5/'l8*  11 

5/16*11 

5/18'U 

Bbls.  Cement 

1 

1.25    1     1-5 

1.25   1       1 

1.5 

1.25 

1-25 

1.277 

PROVING   HOLES 


Hole  No. 

866 1) 

867  6 

868  6 

869  6 

870  6 

8716 

Average 

Test  Date 

6/5*11 

6/5*11 

6/8*11 

6/8*11 

6/12*11 

6/l2'll 

Gall's  per  Min. 

0.9 

0.9 

1 

1 

1.3 

2.3 

1.2 

Grout  Date 

8/31*11 

9/5*11 

8,/31'll 

S/31*U 

8/30*11 

8/28' 11 

Bbls.  Cement 

1 

1 

1 

1 

1 

1.25 

1.04 

666         6660     667 

SGfib 


T* 


667  a     668 


8686 


669 


869  6 


670 


670  a 

8706 

.  •■■■1 


671 


671a 
8716 


672 


466 


^ou  466u    467  467a  4G8  468a       4G9  470  470«      471  4a« 

The  ordinateB  ol  tUe  line  at  any  point  in  the  case  of  the  primary  lioles  is  the  mean  of 
^    ^the  leakage  of  the  Up  and  Down-stream  holes  at  that  point 
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The  same  holes  took  the  following  quantities  of  cement: 

Barrels  of  Cement. 
Maxinium.  Minimum.  Average. 

14  First    primary 50.25        1  6.85 

9  Second    primary 1.50        1  1.27 

6  Proving    1.25        1  1.05 

Return  to  the  Left  Chanxel. 

In  the  spring  of  1911  several  proving  holes  put  down  in  the  left 
channel  and  tested  with  the  pump,  as  had  been  the  original  holes,  not- 
withstanding the  great  quantity  of  cement  that  had  been  forced 
in,  showed  leakage  and  intercommunication  between  holes  practically 
the  same  as  for  the  holes  put  down  before  any  grouting  was  done. 
When  this  was  discovered,  Mr.  Fisher  decided  to  put  down  new  primary 
holes  between  those  drilled  the  previous  fall.  These  were  tested  every 
10  ft.  as  drilled.  These  tests  were  so  remarkable  that  the  result  of 
the  work  at  this  point  will  be  discussed  in  detail. 

By  referring  to  the  profile  it  will  be  seen  that  at  depths  varying 
from  12  to  40  ft.  below  the  concrete,  the  normal  conglomerate  gave 
place  to  a  water-bearing  stratum.  Through  this  the  drills  made  good 
progress,  but  obtained  a  very  small  percentage  of  core.  The  washings 
from  the  drills,  which  were  saved  in  great  quantities,  appeared  as  a 
fine  sand  of  the  color  of  brick  or  garnet.  There  was  little  caving, 
and  the  holes  remained  open  after  being  drilled. 

Disregarding  the  holes  put  down  in  1910  and  tested  with  a  pump, 
and  confining  our  attention  to  the  holes  put  down  in  1911,  it  will  be  no- 
ticed from  the  record  sheet  that  the  primary  holes  on  the  down-stream 
line,  with  one  exception,  were  grouted  before  any  testing  was  done 
on  the  up-stream  line.  The  up-stream  line,  then,  had  the  advantage 
of  the  grouting  of  the  down-stream  line.  Consider,  further,  a  group 
as  made  up  of  four  of  these  new  primary  holes.  It  will  be  seen  that 
the  proving  holes  in  each  group  would  have  the  benefit  of  the  grouting 
of  the  four  primary  holes;  the  second  proving  hole  would  have  the 
benefit  of  the  grouting  of  the  four  primary  holes  plus  the  one  prov- 
ing hole;  and  the  last  proving  hole  would  have  the  benefit  of  the 
grouting  of  the  four  primary,  plus  two  proving  holes.  The  fact  that 
the  first  primary  holes  were  staggered,  and  those  put  down  later  were 
placed  opposite,  lends  some  confusion  to  the  grouping,  but,  in  effect, 
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still  disregarding  the  holes  put  down  in  1910,  the  drills  were  passed 
over  the  ground  five  times.  This  being  the  case,  the  holes  drilled  in 
each  successive  passage  should  show  decreased  leakage.  That  this 
progressive  tightening  did  not  follow  and  that  the  results  were  some- 
what complicated  and  disappointing  is  shown  graphically  by  the 
curves  of  Figs.  9  and  10.     Tabulated,  the  averages  appear  as  follows: 


Average  Leakage  of  Holes,  in  Gallons  per 
Minute,  at  Depths  of  : 


Down-stream  primary 
Up-stream 

First  provine 

Second    •"       

Final       '•       


10  ft. 


10.3 
8.05 
1.4 
1.6 
2.0 


15.0 
4.3 
3.9 
5.1 
3.8 


30  ft. 


29.9 
14.7 
15.5 
13.7 
6.5 


3.S.2 

47.2 
50.7 
22.1 
15.0 


50  ft. 


47.3 
56.9 
63.6 
31.7 
35.6 


Cement  was  forced  into  these  holes  as  follows  : 


Totals. 


Averages. 


14  Down-stream  primary 
13  Up  stream  '' 

11  First  proving 

13  Second    "        

17  Final        "        

67  Holes  in  all 


117.75  bbl. 

79.25 

21.50 

20.25 

26.50 
364.75 


8.38  bbl. 

6.09 

1.95 

1.84 

1.55 

3.95 


If  to  the  above  are  added  the  28  holes  put  down  in  1910,  taking 
172.5  bbl.  of  cement,  and  the  7  proving  holes  put  down  in  the  spring 
of  1911,  tested  with  pump,  and  not  in  the  above,  taking  17.75  bbl.  of 
cement,  we  have  for  this  84-ft.  stretch  of  cut-off  a  total  of  102  holes, 
aggregating  5  050  ft.  of  drilling,  and  into  which  was  forced  455  bbl. 
of  cement. 

The  average  leakage  of  the  final  proving  holes  at  each  different 
depth,  as  shown  by  the  foregoing  table,  expressed  as  percentages  of 
the  average  leakage  of  the  down-stream  primary  holes  at  the  same 
depth  appears  as  follows:  At  10  ft.,  20%;  at  20  ft.,  25.3%;  at  30  ft., 
21.7%;  at  40  ft..  45.1%;  at  50  ft,  75.2  per  cent. 

Back-Flow. 

More  strange,  possibly,  than  the  persistence  with  which  the  leak- 
age continued,  in  spite  of  all  the  cement  forced  in,  was  the  fact  that 
with  nearly  all  these  holes,  as  with  those  put  down  in  1910,  a   very 


468 


GROUTED  CUT-OFF   FOR  THE   ESTACADA   DAM 


DOWN-STREAM  PRIMARY 


Hole  No. 

037  « 

038  a  1  039  a 

C4()a 

041  a      042  a 

043  a 

044  a 

045  a 

046  a 

047  a 

043  a  1  049  a 

COU  a 

Average 

Test  Dote 

9/«'ll 

'.•:  20'11 

9  lO'll 

8  20-11 

»;22-ii  8/2'j'n 

9/rll 

8/l»'ll 

8/30'll 

K  -M'n 

8,30'11 

8;'ii'll  8/29'll 

e,20'u 

Onll's  ])»  Min 

B 

111 

0 

127         30.9 

58.3 

145 

89.5 

45.5 

30 

30          a-,.5 

35.5 

47.3 

Grout  Date 

9/10'n 

Wiii-n 

9/jO'll 

()/2C'll 

8/23'll  8/2'J'n 

9;2'11 

8/19'll 

8/30'll 

8/24 'U 

8/30'll 

8;23'11 

8y29:ii 

8/21-11 

Bbls.  Cement 

2      1     1.5 

1.25 

27 

18.75 

28 

5 

6.5 

6.25 

5 

8.75 

1.25 

1 

5 

8.375 

UP-STREAM  PRIMARY 


Hole  No. 

433  <. 

439  a 

440  a 

441  a 

442  o 

443  a 

444a 

445  a 

440a 

448  o 

440  a 

450  a  1  450  6 

Average 

Test  Date 

iry2'll 

9/29'll 

9;2'11 

9/7'll 

9/4-11 

8/25-11 

9/6-11 

9/3-11 

0/7-11 

9;3'11 

9/5-11 

9/1-11  9/23-11 

Gall'a  per  Min 

.    30.8 

29 

11.0 

31 

40.2 

35.3 

44.5 

75 

137 

102 

1:J5 

16.8        45.5 

51.0 

Qiout  Date 

10/2-11 

9/-29'll 

9/2'll 

9/7 '11 

9/4'll 

8;25-ll 

9/0-11 

9/4'll 

9/9-11 

9/3-11 

9/G'll 

9/1-11  9/23-11 

Bbls.  Cement 

1.75 

1.75 

22 

2.75 

3      1       3 

2.5 

6.25 

.3.75 

10 

4.25 

10.-J5          2 

0.09 

FIRST 

PROVING 

Hole  No. 

839  6 

8  10  a 

841a 

842  a 

843  a 

843  6 

844  6 

845  6 

847  c 

848  c 

850  a' 

Average 

Test  Date 

10, 7 '11 

lo/OU 

<i;i4-ii 

y/u-u 

9/22-11 

9/27-11 

9/15-11 

8/12-11 

9/0-11 

9/12-11 

9.'ll-ll 

Gall-s  per  Min 

4.7 

41 

26 

45.5 

135 

10.9 

89 

135 

59 

08.7 

121.5 

07.0 

Grout  Date 

10/7-11 

lo/o-u 

9/20-11 

9/1 1-11 

9/23-11 

9/-27-U 

9/20 '11 

9/13-11  9/19-11 

9/13-11 

9,11-11 

Bbls.  Cement 

1.5     1     1.75 

2 

2 

2.5 

1.75 

2 

1           2.5 

2.5            2 

1.95 

SECOND   PROVING 


839  a       840  6 


lO/5'll   lO/3'll 


BblB.  Cement 


lO'i'll    10/3-11 


9/25-11 


9/30-11  lO/O'll 


9/30-11  10/6-11 


10/3-11 


10/.3'11 


9/24-11 


9/24-11 


9/22-11 


9/27'llllO/4-ll  10/4-11 


30.5 


lO/4'll  10/4ni 


FINAL  PROVING 


Hole  No. 

837  6  1   63S  c 

839  c       640  c 

841  c 

842  a' 

842  0 

S43  a'       844  a 

Test  Date 

^O/U'll 

10/l3'H 

10/12-Ili0/12-H 

10/11 '11 

lO/13'll 

lo/ll'll 

lO/13'll  lO/lO'U 

Gall-s  per  Mm 

5.5 

8.5 

2'J.3 

37.5 

33 

45.5 

40.5 

30.7          00.5 

Grout  Date 

10/13-11 

10/15-11 

10/15-11 

lO/15'll 

10/15-11 

lO/16'll 

10/15-11 

lO/lO'll  10/1 J-11 

Bbls.  Cement 

2 

l.'-'5 

1.25 

1.25 

3 

2.75 

1.5 

1           1.75 

Hole  No. 

845  a 

845  b' 

340  a' 

847  a 

848  6 

848  6' 

849  6 

850  c     Average 

Test  Date 

10/10-11 

10/14-11 

lo/m-ii 

li  1/10-11 

lo/u'll 

Di/15'11 

lo/ll'll 

lojii'l 

Gall's  per  Min 

35.5 

34 

32.9 

33 

9.5 

73 

70 

21.8          35.0 

Grout  Date 

10/15-11 

10,10-11 

lojic'ii 

lO/lO'll 

io/:o'ii 

lOjlO'Il 

10/10-11 

lo/io-il 

Bbls.  Cement 

1 

l.--'5 

1.75 

1.25 

1.5 

1.5 

1.5 

1      1      1.55 

•„  -     '^3,8  ^^^'^  '^^^  'J39a  040  040a  04X  041a  042042a  043  043a  044  044a  045  040a  040  040a  047  047a  048  049019a050  050a  051 

33!  833  839  840  84,     842ai  3^  843a43^3  ^^  8to6i       .|4oa'    g,.  043a^^.3485;,,       .^Oa' 
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Fig.  10. 
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insignificant  head  produced  a  back-flow  from  the  river.  At  this  time 
the  construction  of  the  dam  had  completely  blocked  the  right  channel, 
so  that  operations  were  carried  on  in  the  left,  behind  coffer-dams 
which  blocked  off  first  one  and  then  the  other  half  of  this  channel, 
and  from  these  resulted  the  head  which   produced   the  flow. 

The  average  depth  at  which  the  back-flow  commenced  in  the  case 
of  the  down-stream  primary  holes  was  27.2  ft.;  the  up-stream  primary, 
32.0  ft.;  the  first  proving,  27.7  ft.;  the  second  proving,  32.5  ft.,  and  the 
final  proving,  35.0  ft. 


ESTACADA  DAM 
RATE  CURVES  OF  DRILLING  AND  LEAKAGE 
HOLE  844  C. 


Time,  irLHours 


Fig.   11. 

The  depth  below  the  bottom  of  the  concrete  cut-off  at  which  this 
flow  commenced,  the  head  producing  it,  and  the  gallons  per  minute 
for  14  of  the  final  proving  holes,  are  given  in  Table  1. 

In  Table  1,  under  head,  is  given  the  vertical  distance  that  the 
top  of  the  casing  is  below  the  level  of  the  water  against  the  coffer-dam. 
This  small  head,  averaging  only  4.4  ft.  for  these  14  holes,  produced  a 
back-flow  averaging  12.7  gal.  per  min.,  or  one-third  of  the  average 
leakage  for  the  same  holes  when  tested  from  a  tank  some  70  ft.  above 
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the  level  of  the  water  against  the  cofier-dam.  In  one  hole,  845a,  the 
back-flow,  under  a  head  of  7.7  ft.,  was  30  gal.  per  min..  though  the 
same  hole,  under  test,  leaked  only  35.5  gal.  per  min. 


TABLE  1. 

Hole  No. 

Depth  at  which  back- 
flow  commenced. 

Head. 

Gallons  per  minute 
at  full  depth. 

8376 

0.0 

838c 

40 

2.0 

4.0 

839c 

35 

5.6 

13.0 

840c 

35 

5.8 

15.0 

841c 

32 

2.9 

11.0 

843c 

30 

4.0 

14.5 

844a 

30 

6.7 

17.0 

845a 

42 

7.7 

30.0 

847a 

33 

7.2 

22.0 

8486 

46 

6.6 

1.8 

8496 

28 

1.0 

8.0 

850c 

40 

1.0 

-19.0 

843a' 

30 

4.0 

18.0 

846a' 

42 

6.7 

4.0 

Average 

33 

4.4 

12.7 

Not  only  did  the  leakage  continue  and  the  back-flow  persist,  but 
the  communication  between  holes  was  present  even  to  the  17  final 
proving  holes.  In  fact,  by  a  system  of  piping,  13  of  these  final  holes 
were  connected  and  tested  at  one  time.  This,  as  well  as  other  com- 
bination or  multiple  tests  at  other  points  of  the  cut-off,  showed  much 
less  average  leakage  per  hole  than  the  average  of  the  same  holes  tested 
singly.  However,  the  fact  that  17  holes  put  down  along  a  stretch  of 
cut-off  84  ft.  long,  in  which  84  holes  before  them  had  taken  427.5  bbl. 
of  cement,  could  communicate  so  freely  that  pressure  from  a  tank 
on  the  crest  of  the  dam  applied  to  any  of  them  would  cause  water 
to  flow  from  the  other  16  was  poorly  offset  by  the  fact  that  13  of 
these  same  holes  when  tested  in  combination  showed  an  average  leakage 
of  17.5  gal.  per  min.  as  against  an  average  of  34.4  gal.  when  tested 
individually.  This  reduced  leakage  in  the  cases  of  the  combination 
tests  was  interpreted  as  indicating  that  several  holes  intercepted  the 
same  seam  or  seams. 

Grout  in  the  Cores. 

At  one  point,  where  a  trench  was  excavated  subsequent  to  the 
grouting,  the  cement  could  be  traced  as  a  white  thread  completely 
filling  a  seam  i  in.  wide  for  38  ft.     This,  of  course,  was  only  a  few 
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feet  beneath  the  surface.  At  greater  depths  the  only  evidence  of  the 
diffusion,  aside  from  the  decreased  leakage  in  testing,  would  be  the 
cement  brought  up  as  core  or  in  the  cement  flakes  in  the  wash  from 
the  drills.  The  grayish  color  of  the  wash,  indicating  that  the  drill 
was  penetrating  grout,  was  of  much  more  frequent  occurrence  than 
the  finding  of  solid  grout  in  the  cores.  Of  course,  where  the  drilling 
of  the  proving  holes  followed  in  a  few  days  or  weeks  the  drilling 
of  the  primary  holes,  it  was  to  be  anticipated  that  the  cement  would 
be  ground  up  by  the  attrition  of  the  bits,  the  shot,  and  the  harder 
particles  of  rock.  After  a  lapse  of  several  months,  cement  core  might 
be  obtained,  but  even  then  it  would  be  best  to  use  a  double-tube  core 
barrel.  However,  all  cores  were  carefully  inspected  for  any  traces  of 
cement,  and,  though  some  bona  fide  samples  were  found,  they  were  very 
rare. 

The  words  "bona  fide"  are  used  advisedly.  At  one  time,  owing  to 
the  poor  showing  being  made  by  the  grouting,  there  was  serious  thought 
of  discontinuing  it  altogether.  At  this  juncture,  as  the  writer  dis- 
covered later,  at  least  one  driller,  moved  by  a  commendable  desire  to 
see  his  job  continue,  joined  short  pieces  of  core  with  cement,  which 
sample,  deposited  in  the  core  box,  was  later  seized  on  and  carried 
up  to  the  office  as  conclusive  evidence  of  the  diffusion  of  the  grout. 

Tests  After  Completion  of  Dam.  - 

For  a  period  of  nearly  2  weeks  after  the  pond  had  been  allowed  to 
fill,  to  admit  of  completing  the  excavation  of  the  tail-race,  the  sluice- 
gates would  be  opened  at  night  and  closed  during  the  day  until  such 
time  as  the  water  was  nearing  the  crest.  This,  save  for  pools  and  pot- 
holes, left  the  left  channel  dry  for  several  hours  each  day,  and  during 
these  intervals  careful  daily  inspections  were  made  to  detect  any 
springs  resulting  from  the  80  to  90-ft.  depth  of  water  above  the  dam. 
None  was  found,  and  the  only  seepage  of  any  kind  was  very  small 
in  quantity,  coming  from  well  up  on  the  left  slope.  The  dam  was  com- 
pleted at  the  time  the  fall  rains  set  in,  and  this  very  insignificant 
seepage  was  believed  to  be  due  to  the  filling  of  the  swales  and  de- 
pressions which  occurred  at  intervals  in  the  nearly  level  bench  top- 
ping the  left  bank  at  the  site  of  the  dam. 

When  the  water  was  flowing  over  the  crest,  a  core  drill  was  taken 
inside  the  dam  and  two  holes  put  down.     The  first  of  these  was  next 


Fig.   12. — View  from  Left  Bank.     Island  Being  Cut  to  Slope  of  Dam. 


Fig.   13. — View  from  Left  Bank.     Deck  Being  Extended  to  Incorporate 
Island  in  Dam. 
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the  left  channel  on  what  had  originally  been  the  island,  and  at  a 
point  35  ft.  down  stream  from  the  lower  side  of  the  grouted  cut-oflE. 
Table  2,  which  is  an  abridgment  of  one  appearing  in  Mr.  Fisher's  re- 
port to  the  owners  of  the  plant,  shows  that  water  commenced  to  flow 
when  the  drill  had  penetrated  the  rock  to  a  depth  of  28.5  ft. 

TABLE  2.— Hole  No.  1  000. 

Elevation,  top  of  casing 328.2 

"  of  bottom  of  rock   at  hole 325.0 

"           bottom  of  concrete  ci;t-off  opposite  hole.  .306 
"  grouted  cut-ofi  opposite  hole 248 


Elevation,  bottom  of  hole. 

Elevation,  water  in  pond. 

Flow  over  top  of  casing, 
in  gallons  per  minute. 

29H.5 
289.5 
280.5 
270.5 
260.5 
240.0 
245.5 

375 
.S76 

387. 
:iS7 
387 
3S7 
387 

First  trace  of  flow. 
0.9 
2.2 
5.4 
5.4 
6.6 
7.5 

The  head,  or  difference  of  level,  between  the  top  of  the  casing  and 
the  water  in  the  pond,  with  the  exception  of  the  first  two  determina- 
tions, is  constant,  and  amounts  to  59  ft. 

A  few  days  later,  when  the  water  in  the  pond  stood  at  Elevation 
388.4,  the  casing  was  extended  upward  with  l|-in.  pipe,  great  care 
being  taken  to  have  all  joints  tight.  When  the  water  finally  came 
to  rest  it  was  found  to  be  at  Elevation  364.2  or  24.2  ft.  lower  than  the 
water  passing  over  the  crest  above. 

The  other  hole  was  put  down  directly  in  the  left  channel,  and  op- 
posite that  point  in  which  the  leakage  had  been  most  serious  and  the 
rock  most  refractive  to  tightening  by  the  grouting  process.  This  hole, 
No.  1  001,  was  opposite  Ilole  No.  644a  and  30  ft.  down  stream  from 
the  lower  line  of  the  cut-off.  The  first  trace  of  flow  from  this  hole 
was  at  a  depth  of  22.9  ft.  in  the  rock. 

In  this  hole  the  casing  was  extended  and  the  height  to  which  the 
water  would  rise  was  determined  at  intervals  as  the  drilling  progressed. 

In  this  case  the  difference  between  the  top  of  the  casing,  the  point 
at  which  the  flow  was  measured,  and  the  elevation  of  the  pond  was 
nearlv  constant,  and  amounted  to  79.5  ft. 
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TABLE  3.— Hole   No.   1001. 

Elevation  top  of  casing 315.1 

"  of  rock   at  hole 308 

"  bottom  of  concrete  cut-off  opposite 302 

"  "         "    grouted  "  "         248 


Elevation,  bottom 

Elevation,  water 

Flow,  in  gallons 

Elevation  at  which 

of  hole. 

in  pond. 

per  minute. 

water  came  to  rest. 

285.1 

First  trace  of  flow. 

315.1 

283.1 

387.5 

0.7 

368.0 

281.6 

387.1 

16.9 

369.4 

270.1 

887.8 

26.0 

369.6 

255.1 

387.5 

32.9 

369.7 

250.1 

387.1 

46.0 

373.1 

247.1 

387.1 

53.8 

374.0 

In  this  hole,  when  the  bottom  was  at  Elevation  282.6,  or  2.5.4  ft. 
in  bed-rock,  the  drill  suddenly  dropped  2  in.  and  the  water  came  up 
in  greatly  increased  force  and  volume. 

TABLE  4.— Cost  Data. 


Quantities  : 

Total  drilled,  555  holes 

Average  per  drill  per  10-hour  shift. 

Average  shot  per  drill  per  shift 

Primary  or  outside  holes,  grouted. 
Proving  or  middle  holes,  grouted... 

Tight  holes  filled 

Holes  lost 

Setting  casings,  etc 


Total 

Most  cement  in  any  one  hole 

Average  for  535  holes  taking  grout. 


875  taking 

160 

12 
8        V     ■. 


555  taking 
....50bbl. 
....  3.37.  bbl. 


34  038    lin.  ft. 
18.2  "    " 
1.11b. 
1  526.50  bbl.  cement. 
275.25 
15.00 


125.25 


1  942.00  bbl.  cement. 


Cost: 


Labor,  drilling 

Labor,  grouting 

Cement,  at  S2-20  per  bbl.  at  cut-off... 

Repair.s,  oil,  waste,  shot,  etc 

Depreciation  on  grouting  plant,  50%. 


Total  direct 

Other  charges  were  prorated  as  follows  : 


$19  842.60 
6  285.32 

4  272.40 

5  908.35 
5  116.70 


General  plant,  camp,  etc 

Coffer-dams  and  pumping: 

Engineering  and  superintendence. 


Total  cost. 


425.37 


$15  304.63 

5  121.68 

6  414.91 


$68  266.54 


$0.59  per  lin.  ft. 
0.18 
0.12 
0.17 
0.15 

$1.21  per  lin.  ft. 

$0.45  per  lin.  ft. 
0.15 
0.19 

$2.00  per  lin.  ft. 


Conclusions. 

In  a  piece  of  work  of  this  character  and  magnitude,  where  much 
is  experimental,  nothing  would  be  gained  in   attempting  to  present  a 
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review  or  an  epitome  of  the  work  as  a  whole,  such,  for  example,  as 
giving  the  average  leakage  of  all  the  primary  holes  and  contrasting 
this  with  the  average  for  all  the  proving  holes.  Such  a  marshaling 
would  impart,  not  information,  but  misinformation.  One  of  the  rea- 
sons for  this  is  that  any  hole  put  down  near  one  already  grouted  is 
in  a  sense  a  proving  hole,  whether  in  the  middle  or  in  an  outside 
line  of  holes.  Other  reasons  are:  that  the  testing  was  done  in  part 
by  pump  and  in  part  by  gravity;  in  part  from  a  tank  at  one  elevation 
and  in  part  from  a  tank  at  a  dilferent  elevation ;  in  part  through  casings 
set  in  the  conglomerate  before  the  cut-off  trench  was  concreted  and 
in  part  through  casings  set  in  the  concrete  with  which  the  trench  was 
filled.  For  these  reasons,  it  seems  best  to  rest  the  case  with  the  con- 
sideration of  the  several  portions  of  the  work  taken  up  in  the  pre- 
ceding pages.  These  cover  portions  of  the  cut-off  where  the  maiterial 
was  best  as  well  as  where  it  was  poorest;  where  the  grouting  was 
most  effective  as  well  as  where  its  benefits  were  least  marked. 

Several  engineers  from  different  parts  of  the  country,  who  visited 
the  work  during  the  closing  days  of  construction,  attached  consider- 
able importance  to  the  great  flow  from  the  two  holes  put  down  inside 
the  dam,  and  to  the  fact  that  the  pressure  encountered  was  sufiicient 
to  raise  the  water  to  within  a  few  feet  of  the  crest  of  the  dam.  The 
opinion  seemed  to  be  that  the  pressure  and  flow  proved  the  failure  of 
the  grouting  process.  To  the  writer,  they  mean  merely  that  the  water 
passing  through  the  grouted  cut-off  at  a  depth  of  25  to  30  ft.  is  stopped 
or  greatly  checked  in  its  flow  by  the  denseness  of  the  rock  in  front, 
and  is  held  down  by  the  denseness  of  the  rock  above.  The  pressure 
and  flow,  in  view  of  this,  seem  to  indicate,  rather,  that  the  grouting 
was  not  needed,  though  this  is  assuming  that  the  tightness  of  the 
surface  rock  is  in  no  degree  due  to  the  grouting. 

The  writer  is  of  the  opinion  that  most  engineers  who  have  followed 
this  description  will  have  concluded,  in  so  far  as  this  job  is  concerned, 
that  over  a  portion  of  the  cut-off  no  grouting  was  needed,  and  that 
over  those  parts  where  it  was  needed  it  did  little  good.  The  initial 
tightness  over  a  part  of  the  right  channel  and  island  sections,  as  shown 
by  the  seepage  test  and  pressure  tests,  and  the  great  leakage,  com- 
munication, and  back-flow  of  the  final  holes  in  the  left  channel  afford 
ample  basis  for  such  an  opinion.  However,  calculating  for  a  head 
of  80  ft.   and  assuming  an  efficiency  of  50%   for  power  delivered  to 
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the  customer,  it  is  found  that,  at  $33  per  kw-year,  a  saving  of  26 
sec-ft.  would  pay  7%  on  the  $41  000  representing  the  direct  cost  of 
the  grouting.  Whether  or  not  this  quantity  of  water  has  been  saved, 
no  one  can  say.  Even  had  the  first  primary  holes  shown  very  free 
leakage  and  the  final  proving  holes  tested  absolutely  tight,  it  would 
not  have  been  known,  so  diiferent  are  the  conditions  when  water  is 
forced  through  a  casing  into  a  hole  50  ft,  in  the  rock  from  those  when 
the  pond  is  filled  and  there  is  no  such  penetration  to  the  interior  rock. 

In  rock  having  continuous  seams,  the  grouting  process  would  prob- 
ably be  much  more  effective  than  in  the  "volcanic  debris"  of  the 
Clackamas  Canyon,  In  this,  though  the  grout  will  fill  the  larger  cavi- 
ties and  interstices,  it  cannot  be  called  a  success,  in  so  far  as  its  being 
an  agent  for  providing  means  for  actually  changing  the  structural 
character  of  the  formation,  as  was  hoped  when  beginning  the  work. 

The  knowledge  gained  by  the  experience  at  Estacada  may  be 
summed  up  as  follows : 

(1)  Do    all    drilling,    testing,    and    grouting   through    casings    set 
in  the  concrete  cut-off. 

(2)  Do  all  testing  from  elevated  tanks,  and  not  by  pump. 

(3)  Test  and  grout  each  hole  as  soon   as  drilled,  and  for  a  few 
days  thereafter  keep  the  drills  away  from  the  probable  zone 

-'    ■  of  diffusion. 

■  (4)  In  grouting,  especially  at  high  pressures,  it  is  best  to  close 
the  valve  before  the  tank  is  entirely  empty,  as  the  air  follow- 
ing the  grout  into  the  hole  is  apt  to  make  trouble. 
(5)  Begin  with  a  comparatively  thin  grouting  mixture  and,  if 
taken  freely,  thicken  until  each  succeeding  batch  requires 
either  an  increased  time  for  discharging  or  an  increased 
pressure.  To  force  charge  after  charge  of  thin  grout  into  a 
hole  probably  means  in  a  great  measure  the  wasting  of 
cement. 

The  writer's  opinion,  now,  is  that  either  a  single  row  of  holes  with 
close  spacing  or  two  rows  of  holes  very  close  together  in  an  up-and- 
down-stream  direction,  with  casings  staggered,  is  preferable  to  the 
triple  line  used  at  Estacada,  At  the  Lahontan  Dam,  of  the  Truckee- 
Carson  Project,*  two  rows  of  casings  were  put  down,  the  distance  be- 

*  Engineering  Kecord.  Mareh  29th,  1913,  p.  340  ;  and  Engineering  News.  April  3d,  1913,  p.  647. 
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tween  the  rows  was  only  2  ft.,  and  the  distance  between  the  holes  of 
each  row,  3  ft.  As  the  casings  in  the  two  rows  were  staggered,  it 
virtually  amounted  to  a  casing  every  IS  in.  Over  one  section  of  this 
work,  every  fourth  hole  in  the  up-stream  line  of  casings  was  first  drilled, 
tested,  and  grouted.  When  the  end  of  the  cut-off  was  reached,  the  drills 
were  returned  to  the  beginning  and  the  middle  hole  in  each  space  was 
drilled,  tested,  and  grouted,  after  which  the  drills  were  returned  a 
third  and  a  fourth  time,  drilling  the  remaining  holes.  This  made  every 
hole  after  the  first,  a  proving  hole,  and  as  practical  tightness  was 
secured  with  the  drilling  of  the  up-stream  line,  the  casings  of  the 
down-stream  line  were  not  needed,  and  were  drilled  through  in  only 
four  or  five  instances  as  final  proving  holes. 

The  experience  at  Estacada  indicates  that  the  grouting  should  in 
no  case  be  relied  on  in  lieu  of  the  usual  concrete  cut-off.  There  are 
two  reasons  for  this : 

(1)  The  efficiency  of  grout  as  a  curtain-wall  cannot  be  foretold. 

(2)  The  proper  diffusion  of  the  grout  can  be  secured  only  when 
the  concrete  of  the  cut-off  closes  the  surface  seams  and  con- 
fines the  pressure  to  a  depth  at  which  it  may  be  effective  in 
tightening  the  underlying  material. 

Where  very  porous  material  is  encountered  below  the  practicable 
limit  of  depth  for  a  concrete  cut-off  which,  as  in  the  case  of  the  left 
channel  at  Estacada,  proves  refractive  to  the  tightening  by  the  grout- 
ing of  isolated  holes,  the  desired  end  might  be  secured  by  drilling  a 
great  number  of  holes  close  together  and  by  springing  the  rock  with 
small  charges  of  powder  from  the  bottom  up  to  the  top  of  the  water- 
bearing stratum,  thus  shattering  and  loosening  up  the  intervening 
material  so  that  the  grout  would  then  form  an  impervious  barrier. 

As  already  stated,  the  pressure  testing,  though  affording  one  means 
of  measuring  the  effect  of  the  grout,  by  no  means  proves  it  to  be 
necessary. 

In  the  case  of  a  storage  dam,  the  best  plan  would  seem  to  be  to  set 
the  casings  in  an  offset  cut-off  just  up-stream  from  the  heel  of  the  dam, 
as  was  done  along  part  of  the  dam  at  Estacada.  Through  these  casings 
a  hole  could  be  put  down  every  12  to  16  ft.  to  make  sure  that  there 
were  no  large  crevices.  These  casings  should  be  tested  and  grouted 
and  the  need  for  further  drilling  and  grouting  left  to  be  determined 
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by  the  filling  of  the  pond.  II'  the  leakage  were  excessive  and  the  seams 
did  not  tighten  by  the  natural  silting  processes,  the  pond,  at  time  of 
minimum  storage,  could  be  entirely  emptied  and  the  grouting  con- 
tinued. In  this  case  it  would  be  necessary  to  grout  only  at  those  points 
where  seepage  showed  it  to  be  needed,  and,  if  tightness  were  secured, 
the  engineer  would  have  absolute  proof  of  the  efficiency  of  the  process. 
Of  course,  with  an  earth  dam  like  that  at  Lahontan,  already  mentioned, 
this  method  is  impossible,  and  grouting  must  precede  the  construction 
of  the  dam  proper. 

In  the  case  of  a  power  dam,  the  same  plan  might  be  followed,  and 
drilling  and  grouting  done  by  drawing  off  the  water  at  the  time  of 
minimum  flow.  Whether  to  do  this  or  to  carry  the  grouting  along 
with  the  building  of  the  dam,  as  was  done  at  Estacada,  is  a  problem 
the  solution  of  which  depends  on  what  the  minimum  flow  power  is 
worth  and  whether  the  load  might,  without  any  great  inconvenience, 
be  transferred  to  other  plants  for  a  short  time. 

The  considting  engineers  on  this  work  were  Messrs.  Sellers  and 
Rippey,  of  Philadelphia.  They  were  represented  at  various  times  and 
in  various  capacities  on  this  and  other  projects  of  the  Companj-,  in- 
cluding the  proposed  150-ft.  dam  on  the  Clackamas  River,  by  Messrs. 
William  II.  Cushman,  H.  V.  Schreiber,  and  S.  C.  Hulse,  Members, 
Am.  Soc.  C.  E.,  and  W.  L.  Fitzgerald,  Assoc.  M.  Am.  Soc.  C.  E. 

A.  Gardner,  Assoc.  M.  Am.  Soc.  C.  E.,  represented  the  Ambursen 
Hydraulic  Construction  Company,  of  Boston,  owners  of  the  hollow- 
dam  patents  under  which  the  dam  was  built,  and  L.  I.  Fletcher,  Assoc. 
Am.  Soc.  C.  E..  was  Superintendent  for  the  contractors,  the  Puget 
Sound  Bridge  and  Dredging  Company. 

Mr.  T.  W.  Sullivan  is  Chief  Hydraulic  Engineer  of  the  Portland 
Railway,  Light  and  Power  Company,  owners  of  the  plant,  and  Mr. 
F.  R.  Fisher  was  the  Resident  Engineer  on  the  dam.  The  writer  was 
Assistant  Engineer  of  the  same  Company,  and  was  connected  with  the 
work  from  the  time  of  making  the  survey  to  the  delivery  of  power. 
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DISCTJSSIOISr 


S.  Howard  Rippey  *  M.  Am.  Soc.  C.  E.  (by  letter).— The  deep  in-  ^Mr^ 
terest  in  the  subject  of  grouting  dam  foundations,  as  shown  by  numer-  'P^*"^' 
ous  private  inquiries  from  engineers  in  America  and  abroad  concern- 
ing the  Clackamas  River  experiments,  renders  it  certain  that  this  paper 
will  be  generally  appreciated  by  the  Profession,  and  it  is  to  be  hoped 
will  develop  a  broad  discussion  of  the  general  subject  of  dam  founda- 
tion treatment.  Although  this  subject  is  always  of  interest  to  those 
engaged  in  hydraulic  work,  its  seriousness  is  from  time  to  time  given 
added  significance  by  such  unfortunate  occurrences  as  the  failures  of 
the  Austin  and  Stony  River  Dams,  as  well  as  of  other  less  conspicuous 
structures,  showing  that  perfectly  well  designed  and  constructed  con- 
crete dams  of  any  type  may  be  wrecked  as  a  result  of  inadequate  prep- 
aration of  their  foundations. 

The  detailed  information  given  by  Mr.  Rands  concerning  the  prac- 
tical execution  of  the  grouting  programme  at  Estacada  should  be  of 
value  to  others  facing  similar  problems,  but  the  writer  fears  that  some 
of  the  conclusions  reached  by  the  author  and  the  personal  opinions 
expressed,  may  tend  to  indicate  to  others  undue  difficulties  and  limita- 
tions in  the  general  applicability  of  the  grouting  method  to  dam  prob- 
lems, and  to  that  extent  discourage  the  use  of  a  method  which  in  many 
instances  may  represent  the  only  economically  practicable  solution 
of  a  development  project. 

In  order,  therefore,  that  the  results  obtained  at  Estacada,  and  the 
conclusions  drawn  therefrom  by  Mr.  Rands,  may  be  properly  appraised 
by  others  interested  in  the  treatment  of  deficient  foundations,  it  is-, 
proper  to  outline,  as  briefly  as  possible,  sufficient  of  the  history  of  that 
project  to  indicate  the  unfavorable  character  of  the  governing  condi- 
tions under  which  the  work  was  executed. 

As  indicated  by  Mr.  Rands,  the  use  of  grout  at  Estacada  was  pre- 
scribed by  the  writer,  following  thorough  study  of  the  foundation  re- 
quirements at  the  site  of  a  proposed  large  reservoir  and  power  dam  on 
Clackamas  River,  some  5  or  6  miles  above  Estacada  (known  as  the 
Upper  "Clackamas"  or  "Second  Clackamas"  project).  At  this  site  a 
mass  concrete  dam  about  150  ft.  high  was  found  to  be  desirable  as  part 
of  the  most  efficient  plan  of  power  development  and  flow  equalization, 
but  the  character  of  the  foundations  (similar  to  those  found  later  at 
Estacada),  was  such  that  the  writer  felt  that  the  construction  of  such 
a  dam  on  them  would  not  be  in  accordance  with  any  known  precedent,, 
good  judgment,  or  the  dictates  of  good  practice,  unless  the  objections 
could  be  overcome.  It  thus  became  necessary  to  decide  whether  to. 
modify  the  development  scheme  so  as  to  avoid  the  necessity  for  a  high 
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R-PPey  '^^"^  ^t^'  ^""'^  instance,  by  a  low  dam  and  a  long  flume  to  create  the  de- 
sired head),  or  undertake  to  improve  the  character  of  the  foundations 
so  as  to  justify  the  execution  of  the  more  efficient  and  satisfactory 
plan  of  development. 

_  At  this  juncture  the  writer  decided  that  the  use  of  cement  grout, 
injected  under  pressure,  offered  a  possible  solution  of  the  problem  of 
foundation  treatment,  and  probably  represented  the  only  practicable 
method  of  treating  this  remarkably  heterogeneous  formation,  so  as 
to  justify  the  construction  of  a  high  masonry  dam  on  it.  Test-pit  and 
core-drill  investigations  in  progress  indicated  the  absolute  need  for 
novel  measures  in  order  to  render  the  foundations  fit  for  the  proposed 
construction,  and  the  formations  encountered  were  such  as  to  make 
the  writer  believe  that  the  grouting  method  could  be  applied  success- 
fully. 

In  order  to  acquire  a  more  comprehensive  idea  of  the  possible  range 
of  geological  conditions  to  be  encountered  than  was  feasible  through  the 
local  borings  in  progress  and  by  superficial  examination  of  the  canyon 
in  this  locality,  the  writer,  fortunately,  was  able  at  this  time  to  secure 
a  very  thorough  geological  report  from  Professor  J.  S.  Diller,  of  the 
U.  S.  Geological  Survey,  who  made  a  personal  examination  and  study 
of  the  canyon  for  the  purpose.  In  view  of  the  questions  raised  by  Mr. 
Rands,  the  following  abstract  of  Professor  Diller's  report  is  consid- 
ered pertinent  to  the  discussion : 

"The  rocks  of  the  canyon  walls  are  of  four  forms,  volcanic  brec- 
cias, lava  sheets,  volcanic  dikes  and  terrace  gravels.  *  *  *  The  volcanic 
breccia  (bed-rock)  is  made  up  of  unassorted  angular  fragments  of  lava, 
andesite  and  basalt  of  various  colors,  ranging  in  size  from  dust  parti- 
cles and  grains  of  sand  to  large  rock  fragments  many  feet  in  diameter. 
*  *  *  Sheets  of  solid  non-fragmental  lava  forming  part  of  the  bed- 
rock and  outcropping  on  the  slopes  of  the  canyon  occur  within  and 
between  the  great  sheets  of  volcanic  breccia.  Some  of  the  lava  sheets 
are  basalt  *  *  *  generally  very  porous.  *  *  *  Nearly  vertical  dikes 
of  basalt  cut  up  through  the  sheets  of  volcanic  breccia  and  lava, 
and  their  outcrops  on  the  surface  have  the  direction  of  N.  65°  W. 
approximately  parallel  to  the  general  course  of  the  canyon.  *  *  * 
There  is  a  set  of  parallel  joints,  the  open  cracks  of  which  cut 
up  through  the  volcanic  breccias  and  sheets  of  lava  about  ver- 
tically in  a  direction  approximately  parallel  to  the  course  of 
the  canyon.  *  *  *  Such  joints  may  be  of  considerable  extent  and  form 
important  openings  for  the  circulation  of  water.  Well  developed  joint 
cracks  of  this  system  were  not  seen  in  the  exposed  bed-rock  of  the  dam 
site,  but  they  may  be  expected,  and  should  be  carefully  looked  for 
where  the  bed-rock  is  covered  with  soil  or  gravel.  It  is  especially  sig- 
nificant that  the  dikes  are  approximately  parallel  to  these  joint  cracks 
and  suggest  that  these  joint  cracks  may  extend  to  great  deptlis.  *  *  * 
Prom  the  nature  of  the  volcanic  breccia,  which  forms  by  far  the  greater 
part  of  the  canyon  walls,  it  is  evident  that  the  drill  cores  wilf  differ 
from  one  another  very  much  when  compared.     Where  the  drill  goes 
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through  a  sheet  of  lava  or  a  large  solid  fragment  it  will  yield  a  good  Mr. 
core,  but  where  it  penetrates  the  finer  material  (the  volcanic  ashes,  in  ^^vv^y- 
which  the  fragments  of  all  sizes  are  imbedded),  the  core  fails,  the  ma- 
terial is  pulverized  by  the  drill  and  washed  away,  and  yet  the  extent 
of  this  material  that  is  washed  away  is  of  the  greatest  importance,  for 
it  is  the  weakest  element  in  the  structure  and  the  one  which  when 
saturated  with  water  under  pressure  is  most  likely  to  become  Engineers' 
'soapstone'.  Soapstone,  properly  so-called,  does  not  occur  in  that  re- 
gion at  all,  but  decomposed  lava,  volcanic  ashes,  and  clay,  all  of  which 
when  saturated  with  water  may  become  slippery  and  would  be  called 
'soapstone'  by  Engineers,  occur  locally  in  the  volcanic  breccia.  Large 
caverns  and  cavities,  or  pockets  of  loose  earth  and  stones,  are  not  to 
be  expected  in  the  volcanic  breccia,  but,  owing  to  the  manner  of  accu- 
mulation, there  may  be  small  openings,  and  the  porosity  of  the  rock 
is  high.  It  is  pervious  to  water,  and  for  this  reason  similar  material  is 
used  for  making  water  coolers.  The  crushing  strength  of  the  vol- 
canic breccia  is,  of  course,  small  as  compared  with  granite,  limestone, 
and  most  other  rocks,  and  this,  taken  in  connection  with  its  porosity 
and  the  possible  existence  of  undiscovered  joint  cracks,  seems  to  make 
a  large  reinforcement  with  concrete  necessary,  in  order  to  furnish 
strength  and  prevent  seepage  as  well  as  erosion. 

"The  conditions  that  confront  the  engineer  along  the  Clackamas 
River  in  the  volcanic  breccia  plain  region  are  very  much  the  same  as 
will  be  found  all  along  the  western  foot  of  the  Cascade  Range  from 
the  Columbia  River  in  Oregon  to  the  Feaxher  River  in  California — one 
of  the  most  important  water-power  belts  in  the  United  States — and  the 
successful  solution  of  the  problem  it  presents  at  one  point  will  greatly 
facilitate  the  work  elsewhere." 

At  this  time  only  one  of  the  core-drill  holes  had  been  subjected  to 
water  pressure  as  part  of  the  original  programme  of  studying  the 
porosity  of  the  foundations.  In  a  report  to  his  clients,  covering  in- 
structions to  the  Field  Engineer,  Shirley  C.  Hulse,  M.  Am.  Soc. 
C.  E.,  the  writer  said  at  this  time: 

"The  result  of  this  test  shows  that  25  gal.  per  min.,  at  a  pressure 
of  175  lb.,  have  been  pumped  into  this  hole  for  several  consecutive 
hours,  and,  while  coloring  matter  was  used,  no  points  of  escape  were 
noted  and  the  behavior  of  the  water  surface  in  the  surrounding  holes 
has  been  so  small  and  erratic  as  to  be  negligible.  It  has  been  evident 
since  the  first  holes  were  drilled  that  we  are  dealing  with  a  very  porous 
and  permeable  foundation  condition  which  will  require  special  treat- 
ment to  render  it  suitable  for  the  construction  proposed,  and  the  pur- 
pose of  the  pressure  tests  outlined  was  to  indicate  the  extent  of  per- 
meability and  the  general  lines  of  leakage,  so  that  we  might  best  plan 
to  make  the  foundation  of  the  dam  impermeable.  *  *  * 

"In  the  Middle  West,  where  a  number  of  masonry  structures  are 
built  on  sand  or  earth  foundations,  it  is  customary  to  cover  the  river 
bottom  for  some  distance  up  stream  with  a  layer  of  clay  and  depend 
on  the  silt  in  the  river  closing  up  all  the  fissures  and  paths  of  seepage, 
but  it  would  be  very  unwise  to  depend  on  this  method_  in  such  a  con- 
struction  as  we   have   under   consideration.  *  *  *  It   is   necessary   to 
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Mr.  solidify  and  render  impermeable  the  formation  immediately  beneath 
R'ppey.  Qur  proposed  dam  before  we  are  justified  in  building  a  dam  at  this  site. 

"It  is  evident  that  impermeable  foundations  are  desirable:  (a)  to 
minimize  the  possibility  of  upward  pressure  under  the  base  of  the 
dam  superstructure  (this  being  a  solid  concrete  dam)  ;  (b)  to  prevent 
percolation  under  the  dam  which  might  lead  to  sufficient  erosion  to  in- 
volve undermining  the  structure;  (c)  to  overcome  any  structural  weak- 
ness due  to  the  original  geological  formation,  and  properly  provide  a 
support  for  the  superimposed  load;  and  (d)  to  avoid  waste  of  water 
(the  chief  power  asset  of  the  Company)  from  the  reservoir,  through, 
under,  or  around  the  dam,  instead  of  through  the  turbines  where  it 
creates  K.  W,  H.  available  for  sale. 

"It  is  *  *  *  evident  that  we  cannot  afford  to  build  the  plant  and 
find  out  afterward  whether  we  can  make  the  foundations  impermeable, 
but  that  we  should  adopt  a  programme  whereby  we  may  hope  absolutely 
to  demonstrate  our  ability  to  render  the  foundations  impermeable  be- 
fore the  superstructures  are  built.  *  *  *  The  general  idea  involves 
drilling  a  double  line  of  holes  under  the  heel  of  the  dam  and  forcing 
into  each  hole  grout  of  such  consistency  as  to  percolate  through  the 
permeable  substructure  and  solidify  it  absolutely  throughout  the  entire 
length  of  the  superstructure,  thus  making  the  foundations  absolutely 
solid  and  also  providing  the  equivalent  of  an  absolute  cut-off  wall.  *  *  * 
Cement  grout  should  be  pumped  into  these  holes  and  after  time  has 
been  allowed  for  hardening,  a  third  line  of  holes  should  be  drilled 
midway  between  the  first  two  lines  and  tested  under  water  pressure. 
If  water  pressure  is  applied  at  or  slightly  above  the  hydrostatic  pres- 
sure to  which  this  rock  would  be  subjected  by  the  water  in  the  reservoir 
after  the  completion  of  the  dam,  and  it  is  found  impossible  to  force 
any  amount  of  water  through  the  holes,  we  may  feel  reasonably  certain 
that  the  cement  grout  has  pi-oven  effective  in  making  the  entire  founda- 
tion impermeable.  *  *  *  The  test  *  *  *  may  show  a  very  large 
quantity  of  leakage,  and  this  will  simplj^  mean  that  more  holes  would 
have  to  be  drilled  and  pumped  full  of  grout.  *  *  *  The  programme  to 
be  followed  will  be  necessarily  indicated  to  a  considerable  extent  by 
the  experience  obtained  as  the  work  progresses.  *  *  *  In  order  to  avoid 
the  uncertainties  consequent  upon  an  arbitrary  determination  of  the 
spacing  *  *  *  of  these  grout  holes,  as  well  as  of  their  depth,  it  appears 
expedient  to  select  a  convenient  site  where  the  cores  indicate  as  difficult 
a  formation  to  make  tight  as  any  on  the  job  and  to  use  this  site  as  an 
experimental  laboratory.  *  *  *  It  seems  probable,  however,  that  this 
experiment  may  be  made  as  part  of  the  preparation  of  dam  foundations, 
and  the  total  cost  of  the  work  thus  kept  at  the  minimum.  *  *  *  We 
still  regard  it  as  essential  that  our  ability  to  make  the  foundations 
tight  be  absolutely  demonstrated  before  the  work  is  started  on  the  dam. 
and  the  experimental  programme  outlined  provides  for  such  demonstra- 
tion." 

This  report  included  detailed  descriptions  and  sketches  unnecessary 
to  reproduce  here. 

At  about  this  time  the  company  acquired  from  other  interests  the 
"River  Mill"  property,  below  Estacada,   and  for  business  reasons  de- 
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cided  to  push  a  development  there  to  early  completion.  The  programme  Mr. 
adopted  by  the  owners  of  the  properties  provided  that  the  detailed  sur-  'PP®^' 
veys,  foundation  tests,  and  preparation  of  detailed  plans  be  made  by 
the  local  organization  and  submitted  to  the  writer,  as  Consulting  En- 
gineer, for  his  criticism  and  approval.  The  instructions  issued  speci- 
fied :  "This  particularly  applies  to  the  foundation,  as  no  chance  or  risk 
must  be  taken  of  locating  a  dam  upon  unsuitable  foundations". 

The  general  character  of  development  adopted  was  similar  to  that 
already  planned  for  the  higher-head,  upper  project,  except  that  the 
hollow  reinforced  concrete  type  of  dam,  which  the  writer  had  selected 
for  two  earlier  successful  developments  in  New  England,  was  adopted 
on  his  recommendation,  and  the  grouted  preparation  of  founda- 
tions on  the  general  plan  in  progress  at  the  upper  site  was  prescribed. 

The  programme  adopted  in  the  interest  of  saving  time,  with  the 
writer's  hearty  approval,  was  soon  violated  in  many  respects  by  the 
local  organization  (the  personnel  of  which  has  since  changed).  The 
construction  programme  being  followed  was  found  to  be  such  as  the 
writer  could  not  approve,  and  he,  therefore,  advised  his  clients  that 
the  modifications  locally  made  in  the  foundation  treatment  were  "be- 
yond the  limits  of  the  precautions  which  should  be  taken  in  such  an  un- 
dertaking, and  while  no  one  can  claim  with  any  assurance  that  failure 
will  result,  I  cannot  conscientiously  approve  the  programme  adopted, 
nor  assume  any  responsibility  in  connection  with  it." 
The  writer  also  stated,  in  another  communication : 

"The  successful  treatment  of  the  foundations  is  dependent  to  a 
large  extent  upon  the  detailed  metliods  adopted,  but  it  is  also  depend- 
ent upon  the  spirit  with  which  this  work  is  carried  out.  Your  organi- 
zation has  already  expi-essed  the  opinion  that  detailed  studies  and 
grouting  are  unnecessary,  and,  further,  that  detailed  programmes  pre- 
pared in  advance  of  actual  exposure  of  foundations  are  useless. 

"We  therefore  feel  that,  aside  from  the  engineering  questions  in- 
volved, your  organization  has  not  a  proper  appreciation  of  the  subject; 
and  further,  any  programme  that  may  be  insisted  upon  which  is  not 
in  accord  with  their  ideas  would  not  be  carried  out  in  the  proper 
spirit." 

The  foundation  work  had  been  held  up  for  several  months  because 
of  the  writer's  inability  to  approve  what  was  proposed  and  the  unwill- 
ingness of  the  local  organization  to  follow  the  programme  ordered, 
when  the  President  of  the  Company  suggested  that  John  F.  Stevens, 
M.  Am.  Soc.  C.  E.,  late  Chief  Engineer  of  the  Panama  Canal,  be 
asked  to  pass  upon  the  questions  at  issue.  As  a  result  of  the  opinions 
expressed  by  Mr.  Stevens*  (who  was  practically  an  arbitrator  selected 

*By  the  time  the  situation  was  formulated  for  presentation  to  Mr.  Stevens,  the 
local  organization  had  developed  a  programme  for  the  drilling,  testing,  and  grout- 
ing of  foundations,  coincidently  with  or  subsequent  to  the  construction  of  the  dam 
and  other  superstructures,  instead  of  prior  thereto,  and  his  formal  report,  there- 
fore,   related    largely   to    a   comparison  of  the   methods  of   execution,    rather   than    to 
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Ri?pey.  ^^  ^^'  l^^^l  Pf  t[^«);  the  owners  of  the  property  were  confirmed  in 
heir  support  of  the  judgment  of  the  writer,  and  insisted  on  the  work 
being  properly  executed.  So  much  time  had  been  wasted,  however 
and  the  urgent  need  for  power  was  so  great,  that  it  became  necessar^^ 
to  carry  along  the  grouting  work  in  connection  with  actual  construc- 
tion of  the  superstructures  in  the  best  possible  manner  under  the  cir- 
cumstances, and  the  conditions  were  not  ideal  for  the  development  of 
the  lull  possibilities  of  the  use  of  grout. 

The  reversal  of  the  local  authorities  and  their  reluctant  acceptance 
ot  the  ordered  programme  produced  an  attitude  which  resulted  in  un- 
necessary difficulties,  obstructions,  and  personal  controversies  on  the 
ground,  finally  leading  to  another  change  of  Resident  Engineers  for 
purely  personal  reasons.  Under  aJl  the  circumstances,  it  reflects  great 
credit  on  the  ability  and  adaptability  of  all  the  engineers  engaged  on 
the  work  that  they  were  able  to  attain  as  good  results  as  those  described 
by  Mr.  Rands  m  the  face  of  aggressive  lack  of  sympathy  displayed  by 
the  local  organization  toward  the  foundation  programme. 

As  his  clients  loyally  supported  the  writer's  judgment  in  these 
matters,  he  regrets  the  necessity  for  discussing  them  in  this  connection 
and  at  this  late  day.  The  Profession,  however,  is  entitled  to  a  knowl- 
edge of  the  actual  conditions  of  the  execution  of  the  work,  in  order 
that  other  engineers  may  not  be  misguided  by  the  results  and  by  the 
opinions  expressed.  Moreover,  as  the  writer's  connection  with  the  un- 
dertaking has  been  thus  publicly  recorded  by  Mr.  Rands,  the  foregoing 
explanations  properly  become  part  of  the  record. 

It  must  be  understood  that  although  the  writer  in  1910  declined  to 
be  considered  responsible  for  results,  in  view  of  the  conditions  developed 
through  the  continued  disobedience  of  governing  instructions,  he  has 
no  reason  to  question  the  safety  of  the  final  construction,  which  was 

ex?ra^c*ts^from  hT.'^rf.!f^V°^''^'''^^.  ^"'^  g'-°""°g  the  foundations.  The  following 
tinl    rrfn^.  report,   however,   indicate  clearly  his   attitude  on   the   larger  aues- 

"Tb^   H!^ut^^'"''"^K°°   °/  5^^   importance   of   foundation    treatment  :  ^ 

clear?v  fh.t  ^«  f°r"°'''^''  °^  test  pits  and  borings  which  have  been  made  shows 
WH  L  '    ^^    ^^^  """^   pncerns   the   area   they   covered,    no   well-defined     extremelv 

Kr  i"''^'  °^  rock  exist— that  the  rock  is  soft  and  shaderaway  into  clav  the 
^tter  appearing  under  superficial  examination  much  like  a  half-burned  brick 
o7fofrconVomrte°°'  »^°  .^'^% --^-logically    scientific   man,  ^see'i^L^  to^^^ a 'i^'ats 

dow7''''*  ^*'^^l  regards  It  as  unfortunate  that  more  test  holes  were  not  put 
down.  *  *  *  Enough  testing,  however,  has  been  done  to  establish  the  fact 
that  seams,  or  fissures,  or  cavities,  do  exist  where  certain  of  the  holes  were  put 
waldone  iX'c'°'tL'nn?  °°i^  '''''  to  assume  that  they  exist  where  nrtesting 
the  formation  hiVttrf^h'^^  ^^^"^  assumption  is  that  they  exist  all  over  and  through 
ine  lormation,  but  to  what  sizes  and  shapes  no  one  can  say  There  is  no  doiiht 
m  the  mind  of  the  writer  that  all  such  seams  or  cavities  can  be  filled  and  seaW 
to   exclude   water   by   the   proper   introduction   of   cement   grout       *      «'     *  ^  „  'f„'-'t^ 

ITlTcan^nt  ^n^ -l""-  P'""'-'"'"."  .1^°°°*  *'*'  ""''■'"  '"to  the  material,  the  water  under 
t^  t  L.  ^  find  Its  way,  and  the  writer  concurs  in  such  opinion.  *  *  *  Qrout 
U)    be    forced    m    by    compressed    air    under    200    lb     pressure     the    flow    to    hp    rm, 

be^rmeth'C?  '^"'*  ''*''^l'''-  7'^  ^^f-  ^''''l  ''^"-^^  to'brthrmosrpracticll  'and 
rZVf  5  ;^     '  ^^^    writer   believes    that   the    material    is     over    the    ereater 

for^^f  *^®  area  porous  enough  so  that  under  the  heavy  pressure  the  grout  would 
form  a  practically  continuous  body,  or  curtain,  from  12  to  15  ft  if  th  ckness 
it  is  placed  "     ^"""^  '°''°   '''°  guarantee  the   absolute  success  of  the   grouting  whin 
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nominally   completed   along  the   ordered   lines,   although   under  many  ^  Mn 
handicaps. 

While  the.Estacada  work  was  in  progress,  the  company  acquired 
other  partly  developed  power  properties,  and  the  Upper  Clackamas  de- 
velopment was  therefore  postponed  before  any  conclusive  results  had 
been  reached  in  the  grouting  experiments  at  that  site. 

About  2  years  ago,  in  discussing  the  Estacada  Dam  in  relation  to 
the  original  experiment,  the  writer  stated: 

"It  will  be  evident  that  the  question  of  uplift  pressure  under  a  dam 
of  this  type  is  practically  negligible,  and,  as  the  static  head  created  is 
only  about  83  ft.,  the  other  risks  incident  to  a  permeable  foundation 
become  proportionately  smaller.  As  an  indication  of  the  porosity  of 
the  foundation  material,  it  was  found  that  the  average  leakage  through 
43  holes  each  50  ft.  deep  (individually  tested)  was  at  the  rate  of  82^ 
gal.  per  min.  under  an  average  pressure  of  only  17.7  lb.  per  sq.  in.  The 
problem  here  becomes  that  of  reducing  the  permeability  to  reasonable 
limits  to  overcome  any  structural  weaknesses,  prevent  objectionable 
erosion  and  limit  waste  of  water,  without  insisting  upon  the  degree  of 
tightness  which  would  be  necessary  if  the  upward  pressure  under  the 
dam  base  were  a  factor.  The  work  was  very  urgent  and  the  con- 
struction programme  was  modified  in  numerous  respects  to  meet  the 
exigencies  which  developed,  but  the  dam  was  completed  in  November, 
1911,  and  the  foundation  treatment  appears  to  have  met  the  practical 
requirements,  although  it  was  not  pursued  to  the  extent  required  to 
entirely  eliminate  upward  pressure  (had  a  solid  dam  been  adopted). 

"The  holes  were  not  uniformly  spaced  throughout  the  foundation, 
being  located  as  experimental  tests  and  the  related  construction  work 
indicated  best  under  the  circumstances,  and  while  the  dam^  has  been 
successfully  completed  and  the  plant  is  in  regular  operation,  it  is  prob- 
able that  the  foundation  treatment  could  be  more  thoroughly  and 
economically  effected  in  another  case  if  taken  up  vigorously  during 
the  preliminary  stages  of  a  development  so  as  to  be  independent  of  con- 
struction complications.  Moreover,  the  practical  experience  obtained 
should  greatly  facilitate  adapting  this  method  to  another  development. 
It  will  be  quite  obvious,  however,  that  each  site  will  have  its  own 
peculiarities,  and  radically  different  treatment  may  be  required." 

Although  the  writer  thus  recognized  the  incompleteness  of  the 
grouting  results  attained  as  a  result  of  the  conditions  described,  and 
the  degree  of  subordination  of  the  grout  work  to  the  construction  pro- 
gramme which  existed,  it  does  not  appear  that  the  results  were  as 
negative  as  might  be  inferred  from  some  of  the  personal  conclusions 
reached  by  Mr.  Eands.  The  very  large  quantity  of  cement  introduced 
into  the  foundations  necessarily  represents  an  improvement  in  the  for- 
mation to  that  extent,  aside  from  any  interpretation  of  pressure-test 
results,  and,  as  Mr.  Eands  states,  tests  made  after  completion  disclosed 
no  leakage  of  water  past  the  cut-off  as  the  result  of  a  hydrostatic 
head  of  from  80  to  90  ft.  above  the  dam. 
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Mr.  Althouprh  the  final  official  report  of  Mr.  Frank  R.  Fisher,  who  was 

ippey.  Resident  Engineer  in  oharg-e  (hiring:  the  period  of  completion  of  the 
development,  indicates  clearly  that  the  grout  did  not  produce  imperme- 
ability over  certain  limited  areas,  it  shows  very  definitely  the  practical 
sufficiency,  for  the  purpose,  of  the  results  attained,  as  indicated  by 
the  following  quotations  therefrom  : 

"The  excavation  of  the  trench  for  the  supplementary  cut-off  wall, 
in  the  locality  where  grouting  had  previously  been  done,  afforded  an 
excellent  opportunity  for  observing  its  effects,  as  many  seams  were 
exposed,  and  all  of  them  proved  to  be  well  caulked  with  cement.  None 
of  any  magnitude  were  observed,  the  largest  ones  averaging  about  i  in., 
and  varying  from  that  down  to  yV  i"-*  the  smaller  ones  also  having 
taken  the  grout  freely, 

"There  was  a  total  of  29  proving  holes  put  down  on  this  [the  right 
channel]  section,  and,  discarding  the  tests  on  two  of  them  that  repre- 
sented excessive  leakage  that  was  only  local,  the  average  for  the  re- 
maining 27  was  3.6  gal.  per  hole.  In  material  of  this  kind  this  was 
not  considered  excessive,  and  it  is  reasonable  to  assume  that  for  all 
practical  purposes  the  cut-off  is  effective  on  the  right  channel  section. 

"Conclusions. — The  final  conclusions  to  be  drawn  *  *  *  may  be 
stated  as  follows: 

"1. — It  is  not  feasible  to  accomplish  an  absolutely  impervious  cut-off 
by  this  method,  in  foundation  material  of  the  character  that  exists 
in  this  region.  The  method  apparently  is  effective  in  closing  up  seams 
and  crevices  of  appreciable  size,  as  all  such  exposed  by  the  excavations 
made  subsequent  to  the  grouting  were  tightly  caulked  with  cement. 

"Where  seepage  occurs  through  a  more  or  less  porous  formation, 
or  through  veins  of  compact  broken  rock  mixed  with  sand  or  a.  certain 
kind  of  clay  rock,  very  much  seamed,  but  with  the  joint  or  cleavage 
faces  in  close  contact,  all  of  which  have  been  observed  to  exist  over  very 
limited  areas  in  this  locality,  the  grout  has  but  slight  effect  in  bene- 
fiting the  condition.  Material  of  this  character  acts  as  a  filter,  the 
cement  remaining  in  the  hole,  and  it  cannot  be  diffused  throughout  the 
surrounding  mass. 

"2. — While  the  grouting  did  not  result  in  an  impervious  cut-off, 
the  amount  of  possible  seepage  through  the  foundations  was  very  much 
reduced  thereby  and  it  may  be  considered  tight  to  the  extent  that 
erosion  and  appreciable  waste  of  water  would  not  occur. 

"S. — The  tests  on  the  two  holes  put  down  inside  of  the  dam,  after 
the  filling  of  the  pond,  indicate  the  presence  of  some  upward  pressure 
in  the  foundations.  It  is  questionable,  however,  whether  this  could 
be  prevented,  even  with  an  impervious  cut-off  50  ft.  in  depth,  for  the 
indications  are  that  the  material  in  this  particular  locality  is  such 
that  water  would  travel  downward  and  pass  under  any  depth  of  cut-off 
that  it  would  be  practicable  to  accomplish. 

"Jf. — As  it  has  been  proven  that  the  foundations  cannot  be  grouted 
absolutely  tight,  it  is  obvious  that  but  little  good  is  accomplished  in 
attempting  to  reduce  still  further  what  might  be  termed  a  reasonable 
rate  of  seepage  by  the  introduction  of  additional  holes." 
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The  interest  manifested  in  the  Clackamas  grouting  experiments  Mr. 
and  the  successful  adoption  of  similar  methods  elsewhere  clearly  demon-  'pp*"^- 
strate  the  fundamental  merit  of  this  method  of  treating  deficient  foun- 
dations. Indeed,  in  some  cases  it  appears  to  the  writer  to  afford  the 
only  practicable  means  of  rendering  certain  formations  satisfactory 
for  the  construction  of  high  solid  masonry  or  concrete  dams.  The 
problem  of  eliminating  upward  pressure  under  the  base  of  solid  dams, 
the  significance  of  which  was  emphasized  in  the  discussion  of  a  paper* 
by  the  late  C.  L.  Harrison,  M.  Am.  Soc.  C.  E.,  is  peculiarly  susceptible 
of  solution  by  the  grouting  method  in  certain  formations.  In  the 
course  of  the  discussion  on  that  paper,  Arthur  P.  Davis,  M.  Am.  Soc. 
C.  E.,  said: 

"Recent  experience  has  shown  the  feasibility  and  efiicacy,  in  some 
cases,  of  closing  the  crevices  in  the  foundations  wholly  or  partly  by 
grouting  them  under  pressure.  This  was  accomplished  successfully 
at  moderate  cost  on  the  Ashokan  Dam,  and  on  several  others  of  recent 
construction.  The  most  striking  instance  of  this  kind  wliich  has  come 
to  the  writer's  attention  is  the  Clackamas  Dam,  in  Oregon,  which  was 
built  on  a  foundation  of  semi-indurated  volcanic  ash,  which  was 
checkered  in  all  directions  by  innumerable  fissures,  and,  furthermore, 
was  so  soft  that  percolation  was  likely  to  cause  destructive  erosion. 
A  triple  line  of  holes  was  grouted  along  the  up-stream  toe  of  this 
dam,  and  recent  information  is  that,  since  the  dam  has  been  in  use, 
no  perceptible  percolation  has  taken  place. 

"The  effect  of  such  grouting  is  not  easy  to  foretell,  and,  like  all 
other  underground  conditions,  must  be  estimated  with  extreme  caution." 

Incidentally,  it  was  the  failure  of  the  local  organization  to  recog- 
nize the  necessity  for  this  extreme  caution,  as  emphasized  by  so  ex- 
perienced an  authority  as  the  Chief  Engineer  of  the  U.  S.  Reclama- 
tion Service  and  insisted  on  by  the  writer,  in  connection  with  the 
Clackamas  work,  which  led  to  the  unfortunate  lack  of  sympathetic 
co-operation  at  Estacada. 

A  private  letter  from  certain  foreign  engineers  who  had  inquired 
about  the  Clackamas  grouting  experiments,  from  which  the  writer 
does  not  feel  at  liberty  to  quote  directly  without  permission,  reported 
the  complete  success  of  grouting  to  create  an  impermeable  mass  of  a 
defective  formation  through  which  water  freely  escaped  from  a  reser- 
voir. It  appears  that  the  greatest  success  was  secured  by  using  a  very 
dilute  grout  mixture,  starting  with  quite  low  pressure,  and  finishing 
with  pumped  injection,  whereby  a  certain  amount  of  shock  was  ap- 
plied which  tended  to  overcome  any  temporary  obstruction.  It  was 
demonstrated  that  the  grout,  which  set  well,  traveled  more  than  100 
ft.,  in  plan,  and  the  results  appeared  satisfactory  in  the  highest  degree. 

*  "  Provisions  for  Uplift  and  Ice  Pressure  in  Designing  Masonry  Dams,"  Transactions, 
Am.  Soc.  C.  E.,  Vol.  LXXV,  p.  142. 
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Mr.  In  a   recent  article  in  a  technical  journal*  D.  W.   Cole,  M.   Am. 

ippey.  g^^^  ^  -g ^  Project  Engineer,  TJ.  S.  Eeclamation  Service,  describes  the 
application  of  the  grouting  method  to  the  foundations  of  the  Lahontan 
Dam  of  the  Truckee-Carson  Project.  The  writer  understands  that  Mr. 
Rands  was  in  direct  charge  of  the  grouting  work  (following  the  com- 
pletion of  the  Estacada  work),  and  Mr.  Cole  describes  the  results  as 
"excellent",  evidently  considering,  in  advance  of  the  completion  and 
filling  of  the  reservoir,  that  they  were  successful  in  accomplishing  their 
purpose.  He  refers  to  the  fact  that  it  was  proven  that  the  grout 
hardened  in  place  and  gives  evidence  of  the  effectual  sealing  of  fissures 
and  seams  and  the  solidification  of  the  foundations  adjoining  the 
grouted  holes. 

Another  article,  in  the  same  journahf  describes  the  grouting  work 
done  on  the  foundations  of  the  Olive  Bridge  Dam  of  the  Ashokan 
Reservoir,  part  of  the  Catskill  water  supply  project  for  New  York 
City.  Two  definite  planes  of  slight  seepage,  40  and  60  ft.,  respectively, 
below  the  creek  bed,  were  found.  It  appeaxs  that  1  439  cu.  ft.  of  thick 
grout  were  injected  (under  comparatively  low  pressure),  of  which  it 
was  estimated  that  1 100  cu.  ft.  entered  the  seams.  No  proving  tests 
seem  to  have  been  made. 

Ample  evidence  exists  to  demonstrate  the  broad  possibilities  of 
the  grouting  method  in  its  application  to  the  solidification  of  defective 
foundations,  and  it  remains  for  the  engineer  in  each  case  to  adapt 
it  to  local  requirements.  Of  course,  no  general  engineering  method 
or  formula  can  eliminate  the  need  for  experienced  judgment  in  its 
detailed  application,  and,  in  work  of  this  character,  sympathetic  co- 
operation is  necessary,  dovm  to  the  humblest  participant  in  its 
execution. 

The  writer  believes  that  the  grouting  method  affords  many  economi- 
cal possibilities  in  water  conservation  and  power  development.  It  may 
permit  the  creation  of  an  operating  head  entirely  by  a  high  dam. 
instead  of  by  a  low  dam  and  a  long,  and  perhaps  leaky,  flume;  it  may 
permit  the  selection  of  a  site  for  a  dam  where  the  topography  is 
favorable  but  where  the  natural  foundation  is  impossible  or  not  as 
satisfactory  as  at  some  poorer  power  location  on  the  stream;  and  in 
many  ways  may  be  developed  to  render  reservoir  and  power  problems 
more  flexible. 

Even  where  the  security  of  the  construction  may  not  be  in  ques- 
tion, the  prevention  of  waste  by  percolation  may  amply  justify  the 
grout  treatment  to  secure  impermeability.  At  the  Upper  Clackamas, 
for  instance,  it  wa-s  estimated  that  a  saving  of  only  26  sec-ft.  would 
justify  an   expenditure  of  $80  000,   aside   from   any   of  the  collateral 

*  Engineering  Record,   March  29th,  1913.  . 

■\  Engineering  Record,  April  Sth,  1911. 
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advantages    (there   real   necessities)    of  preventing  the  flow   of   water     Mr. 
under  the  dam.  'ppey- 

It  is  difficult  to  imagine  any  alternative  method  of  foundation 
treatment  in  which  the  range  of  possibilities  is  as  great  as  in  grout- 
ing. 

It  will  be  observed  that  an  essential  feature  of  the  grouting  pro- 
gramme proposed  by  the  writer  is  the  ability  to  demonstrate  by  test, 
before  building  the  superstructure,  that  the  solidification  of  the  porous 
material  to  a  satisfactory  degree  of  impermeability  has  been  effected. 
The  holes  drilled  by  rotary  drills  for  securing  core  specimens,  and  thus 
studying  the  foundations,  were  utilized  later  for  the  hydrostatic  pres- 
sure testing,  for  washing  out  loose  and  soluble  material,  and  for  the 
introduction  of  grout  under  pressure.  In  the  peculiar  and  exceedingly 
variable  material  encountered,  it  was  found  that  in  some  cases  com- 
munication existed  between  holes  as  far  apart  as  70  ft.,  and  in  other 
cases  grout  could  not  be  made  to  permeate  the  material  sufficiently 
unless  the  holes  were  very  close  together.  The  result  was  that  a  greater 
number  of  grout  holes  were  required  than  was  tentatively  assumed 
without  any  experimental  knowledge  whatever,  and  a  greater  number 
than  were  required  for  core  studies  alone.  This  fact  suggests  that,  in 
other  applications  of  this  method  to  large  undertakings,  only  sufficient 
core  holes  be  drilled  by  rotary  drills  to  permit  proper  studies  of  the 
geological  formation  and  general  foundation  structure,  and  that  the 
remaining  holes  be  sunk  purely  for  grouting  and  testing  purposes  by 
apparatus  which  will  perform  the  work  more  rapidly  and  economically. 

The  nature  of  the  operation  involved  in  securing  cores  is  such  as 
to  necessitate  slow  progress  and  relatively  high  cost  per  foot  of  drill- 
ing, and  when  the  writer  reached  a  point  on  the  original  work  where 
he  was  not  specially  interested  in  securing  additional  core  samples, 
and  where  the  results  showed  the  need  for  closer  spacing  of  grout 
holes  than  was  thought  from  the  general  appearance  of  the  rock  and 
its  permeability  to  clear  water  would  be  necessary,  he  considered  the 
use  of  drills  which  would  perform  the  remainder  of  the  work  more 
expeditiously  and  at  less  cost  than  was  possible  with  rotary  drills  made 
primarily  for  securing  cores. 

The  average  rate  of  progress  with  the  core  drills  was  about  13  ft. 
per  10-hour  shift,  and  it  was  evident  that  if  the  further  work  was 
confined  to  plain  drilling  it  could  be  done  much  more  rapidly.  It 
appeared  that  the  future  drilling  might  best  be  done  with  percussion 
drills  with  guided  rods  arranged  so  as  to  drill  holes  6  in.  in  diameter 
and  about  50  ft.  deep,  approximately  plumb,  at  a  high  rate  of  speed. 
A  number  of  drills  were  found  on  the  market  which  could  be  mounted 
to  accomplish  this  work,  but  there  was  great  difference  of  opinion 
among  the  maniifacturers  as  to  the  possible  rate  of  drilling  in  this 
material,  estimates  running  from  25  to  150  ft.  per  10-hour  shift.     At 
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Mr.     this  juncture  the  development  was  postponed,  for  the  business  reasons 
ippey.  gta^g(]^  ^j^^j  ^j^^  subject  was  not  pursued  further,  but  there  is  evidently 

opportunity  for  ^eat  saving  along  these  lines. 

The  costs  of  drilling  and  grouting  at  the  Estacada  Dam,  as  given 

by  Mr.  Fisher  in  his  final  report,  and  by  Mr.  Eands,  on  a  somewhat 

different  basis,  in  his  paper,  and  the  cost  of  grouting  given  by  Mr. 

Cole  for  the  Lahontan  Dam,  all  reduced  to  a  unit  basis,  are  given  in 

Table  5. 

TABLE    5. — Cost    of    Drilling    and    Grouting    at    Estacada    and 
Lahontan  Dams,  per  Linear  Foot  of  Complicated  Work. 


Labor  and  materials 

Estacada  Dam. 

Lahontan 
Dam. 

Fisher. 

Rands. 

Cole. 

Labor,  drilling 

$0.58 
0.18 
0.12 
0.17 
0.30 

$0.59 
0.18 
0.12 

o.ir 

$0.93 
0.29 
0.31 
0.23 

Labor,  grouting 

Cement 

Repairs  and  supplies 

Plant 

Plant  depreciation 

0.15 

0.35 
0  03 

Power 

0.05 

Other   items 

0  94 

$1.40 
0.17 

$1.21 

Salvage  on  plant,  Credit 

Direct  cost 

$1.23 

$1.21 

Total  field  cost 

$3.08 
0  12 

General  plant,  etc 

6.32 

0.45 
0.15 
0.19 

Coffers  and  pumping 

Engineering  and  superintendence 

0  27 

Clerical  and  office 

0  10 

Total  cost  per  foot 

$1.55 

$2.00 

$3.57 

It  is  of  interest  to  note  that  the  cost  of  cement  per  foot  of  hole  at 
Lahontan  was  more  than  2^  times  that  at  Estacada;  examination  of 
the  data,  however,  indicates  that  cement  cost  about  $2.77  per  bbl.  at 
Lahontan  and  only  $2.20  at  Estacada.  The  actual  quantity  of  cement 
used  per  foot  of  drilled  hole  appears  to  have  been  as  follows : 

Estacada.— 34  038  ft.  of  holes :  1  942  bbl.  =  0.057  bbl.  per  ft. 
Lahontan.— 2  593  ft.  of  holes ;  1 174  sacks,  say,  294  bbl.  =  0.113  bbl. 
per  ft. 

In  his  final  Estacada  report,  Mr.  Fisher  says :  "The  holes  put  down 
with  the  diamond  drills  cost  about  one-third  more  per  foot  than  with 
the  shot  drills." 

The  average  rate  of  drilling  at  Estacada  was  1.3  ft.  per  hour  and  at 
Lahontan  about  0.75  ft.  per  hour. 
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The  use  of  percussion  drills  for  grout  holes  after  all  necessary  cores     Mr. 
are  taken,  as  has  been  suggested,  should  materially  reduce  the  total     'P^^^* 
drilling  cost  on  a  large  job,  and  should  also  reduce  the  time  element, 
which  is  of  prime  importance  in  most  river  work. 

The  writer  has  information  concerning  other  successful  grouting 
in  dam  foundations  in  a  foreign  development,  but,  unfortunately,  is 
not  at  liberty  to  communicate  it  at  this  time.  Although  the  method 
described  has  inherent  possibilities  possessed  by  no  other  system,  cases 
may  arise  wherein  the  impregnation  of  an  extended  rock  mass  with 
grout  is  not  necessary,  but  where  a  definite  and  absolute  sub-surface 
cut-off  is  required.  There  are  many  difficulties  and  limitations  inci- 
dent to  the  construction  of  a  cut-off  wall  in  an  excavated  trench  for 
this  purpose,  especially  for  work  under  a  high  head  where  the  desired 
depth  is  great,  and,  in  connection  with  the  consideration  of  the  grout- 
ing scheme,  certain  alternatives  for  such  limited  applications  have  been 
developed.  No  opportunity  has  occurred  for  testing  these,  but  some 
suggestions  concerning  them  appear  to  be  pertinent  to  this  discussion, 
and  may  lead  to  the  further  development  of  foundation  treatment 
methods. 

Fig.  16  illustrates  the  general  features  of  a  suggested  cut-off;  this 
plan  contemplates  drilling  a  single  line  of  6-in.  holes  on  9-in.  centers, 
broaching  the  intervening  webs  so  as  to  form  a  continuous  slot,  intro- 
ducing interlocking  steel  piling  to  ensure  a  water-tight  barrier  to  the 
passage  of  water,  and  firmly  securing  this  steel  curtain  in  place  and 
backing  it  by  concrete,  in  the  manner  shown.  The  introduction  of  this 
curtain  would  afford  the  assurance  of  a  positive  stop  to  the  percolation 
of  water,  but  would  not  provide  for  the  solidification  of  the  mass  of 
the  foundation  so  as  to  increase  its  bearing  value.  For  this  reason 
this  method  might  be  specially  applicable  to  a  stratified  foundation 
where  approximately  horizontal  seams  or  bedding  planes  containing 
clay  or  soft  material  constitute  a  source  of  danger  only  when  sub- 
jected to  erosion. 

In  considering  the  proposed  method  of  constructing  an  effective 
cut-off  barrier  of  this  type,  the  details  of  execution  remain  to  be  studied. 
There  appears  to  be  no  doubt  that  any  one  of  several  makes  of  per- 
cussion drills  is  capable  of  drilling  6-in.  holes  50  ft.  deep  at  relatively 
high  rates  of  speed,  but  in  ordinary  work  the  question  as  to  whether 
such  holes  are  straight  and  truly  plumb  has  been  given  little  considera- 
tion. In  the  proposed  scheme,  the  necessity  for  inter-connecting  the 
drilled  holes  by  broaching  or  blasting  out  the  intervening  webs  to  form 
a  continuous  slot,  necessitates  a  certain  degree  of  parallelism  of  the 
adjacent  holes,  and,  as  such  drilling  is  without  precedent  for  holes  of 
this  depth,  the  drill  manufacturers  have  naturally  been  unable  to  make 
any  guaranties  as  to  performance  in  this  respect,  but  there  appears  to 
be  no  doubt  as  to  the  possibility  of  working  out  this  feature  of  the 
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problem.    Incidentally,  the  manufacturers  have  nothing  to  offer  in  the      Mr. 
way  of  a  machine  for  directly  channeling  such  a  slot  as  required,  and     'PP^^- 
the  slot  seems  to  be  physically,  as  well  as  in  the  conception  of  method,  the 
natural  development  of  a  series  of  holes  drilled  reasonably  close  together. 


Sfcond  Opeiatiou 


Holes  6  dia.  ou  9  c's 


SKETCH  4 
Fig.   17. 

As  alternatives  to  the  plan  proposed,  wherein  the  steel  curtain 
provides  the  absolute  cut-off  within  the  limits  of  its  depth,  two  modified 
schemes  have  been  considered : 

(a)  Drilling  a  row  of  6-in.  holes,  A,  B,  C,  etc.,  on  9-in.  centers,  as 
shown  by  Fig.  17,  Sketch  1,  filling  these  holes  solid  with  cement  mortar 
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Mr.      or  grout,  and,  after  setting,  drilling  intermediate  holes,  1,  2,  3,  etc.. 

'PPey-  which  in  turn  would  be  grouted,  thus  forming  a  continuous  concrete 
wall  of  6-in.  maximum  thickness,  if  the  holes  are  all  plumb  and 
parallel.  There  would  be  no  way  of  determining,  however,  to  what 
extent  the  concrete  fills  the  spaces,  and  the  degree  of  its  impermeability 
when  set,  so  that  there  would  be  no  proof  of  having  accomplished  the 
desired  results. 

(b)  Drilling  a  single  line  of  6-in.  holes.  A,  B,  C,  etc.,  as  before 
and  forcing  grout  into  them,  which  would  be  expected  to  permeate 
fully  the  intervening  rock,  as  indicated  on  Fig.  17,  Sketch  2. 

The  assurance  of  impermeability  with  this  procedure  would  be  even 
less  than  in  plan  (a),  and  both  ideas  were  discarded  as  in.suffieient. 

Inasmuch  as  the  creation  of  a  continuous  slot  .50  ft.  deep  is  a  novel 
proposition,  the  execution  of  the  programme  would  require  the  most 
careful  supervision,  in  order  that  detailed  methods  might  be  devised 
which  would  insure  the  complete  realization  of  expectations  at  mini- 
mum cost.  In  the  first  place,  the  drill  should  be  mounted  on  a  frame 
constructed  so  as  to  be  easily  and  quickly  moved  from  hole  to  hole 
and  maintained  plumb  under  the  powerful  high-speed  stroke  con- 
templated, to  the  end  that  the  holes  should  be  as  true  and  plumb  as 
is  practicable.  When  the  holes  in  a  given  section  are  completed,  the 
broaching  of  the  intervening  webs  of  rock  may  be  effected  by  re- 
placing the  6-in.  drilling  bit  with  a  broaching  bit  and  disconnecting 
the  rotating  devices  used  for  driving  round  holes,  so  that  the  bit 
may  be  partly  rotated  by  hand,  as  required  by  the  varj'ing  conditions 
encountered.  It  seems  possible  that  in  some  instances  the  original 
holes  might  deviate  from  the  theoretical  lines  sufficiently  to  warrant 
drilling  additional  intermediate  holes  in  places  to  facilitate  the  broach- 
ing, and  it  also  appears  possible  that  a  limited  amount  of  blasting 
might  be  justified  in  order  to  break  out  irregular  webs  into  the  con- 
tinuous slot;  these,  however,  are  details  to  be  worked  out  in  the  field 
during  the  progress  of  the  work. 

In  drilling  the  original  holes  there  should  be  no  difficulty  in  wash- 
ing the  cuttings  to  the  surface  in  the  usual  manner,  so  that  each  hole 
on  completion  should  be  practically  clean.  There  is  opportunity  for 
some  ingenuity  in  experimenting  with  the  broaching  process,  both 
as  to  the  cutting  and  the  removal  of  the  cuttings,  and  it  is  obviously 
important  to  be  assured  that  these  cuttings  are  removed  so  as  to 
interpose  no  obstacle  to  the  introduction  of  piling  or  the  complete 
filling  of  the  slot  by  solid  concrete.  This  cleaning  out  of  the  broach- 
ings  may  require  some  experimentation  to  secure  the  best  results,  but 
one  method  which  suggests  itself  is  illustrated  in  Fig.  17,  Sketch  3. 
Two  standard  wrought-iron  pipes,  having  an  outside  diameter  of  5fV 
in.  and  perhaps  5  ft.  long,  are  indicated,  with  the  lower  ends  covered 
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by  a  close-meshed  wire  netting  which  will  pass  water,  but  not  cuttings.  Mr. 
These  tubular  buckets,  supported  by  chains  with  their  tops  just  below  '^^^■ 
the  lower  limit  of  stroke  of  the  broaching  bit,  would  collect  almost 
all  the  cuttings,  being  raised  and  emptied  when  full.  This  would 
leave  about  5  ft.  at  the  bottom  of  the  holes  which  could  not  be  treated 
in  this  manner,  but  a  shorter  pair  of  buckets  might  be  used  at  the 
bottom,  and  the  final  cuttings  might  be  washed  out  as  completely  as 
possible. 


Fig.  18. 
Another  method  considered,  although  probably  more  expensive  and 
less  favorable  for  the  rapid  action  of  the  broaching  bit,  is  illustrated 
in  Fig.  17,  Sketch  4.  This  involves  placing  temporary  pipe  casings  in 
two  adjacent  drilled  holes  to  guide  the  broaching  tool  and  prevent  its 
cuttings  from  dropping  into  the  clean,  drilled  holes.  In  this  plan  the 
broachings  from  the  web  would  be  washed  to  the  surface  by  a  water 
jet  in  the  same  manner  as  in  the  drilled  holes;  a  few  trials  should 
determine  the  most  effective  method. 

As  indicated,  a  limited  amount  of  blasting  in  the  slot  may  be 
found  expedient,  and  there  is  also  a  possibility  that  a  heavy  rectangular 
tool  might  be  used  finally,  in  pile-driver  fashion,  to  break  out  any 
remaining  projections  and  establish  the  required  width  of  continuous 
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Hulse 


Rippev   ^^''*   *^  *^'^   bottom.      Tlie   general   scheme    of   mounting   the   drill   is 
^^  ■    shown  by  Fig.  18. 

Although  there  has  been  no  opportunity  to  develop  the  curtain 
cut-off,  no  insurmountable  difficulties  appear,  and  it  should  be  en- 
tirely practicable  to  perfect  apparatus  for  creating  the  deep  slot  re- 
quired. This  should  assist  materiaUy  in  the  solution  of  the  problem 
of  providing  an  effective  cut-off  in  general  practice;  and  convenient 
commercial  apparatus  of  the  character  required  might  thus  greatly 
facilitate  the  development  of  certain  classes  of  water-power  properties. 

In  all  work  of  this  nature  the  most  faithful  attention  to  every 
detail  of  its  execution  is  essential  to  complete  success.  It  is  hoped 
that  discussion  of  this  paper  will  be  general,  as  the  subject  is  of  con- 
siderable current  interest. 

S.  C.  Hulse,*  M.  Am.  Soc.  C.  E.  (by  letter).— The  solidifying 
of  dam  foundations  by  the  introduction  of  cement  grout  under  pressure, 
through  drill  holes,  is  a  rather  large  problem,  which  has  hardly,  as  yet,' 
been  thoroughly  tested.  This  statement  applies  particularly  to  the  vol- 
canic formation  encountered  in  the  Cascade  Eange  and  dealt  with  at 
Estacada  in  the  work  so  ably  described  by  Mr.  Eands. 

Inasmuch  as  S.  Howard  Rippey,  M.  Am.  Soc.  C.  E.,  who  is  properly 
accredited  by  Mr.  Eands  as  the  originator  of  the  plan  to  grout  a 
cut-off  curtain  across  the  (Second  Clackamas)  site  several  miles  above 
Estacada,  will  doubtless  take  part  in  the  discussion  of  this  paper,  the 
writer  will  confine  himself  rather  to  certain  practical  aspects  of  the 
grouting  problem. 

When  the  writer  went  to   Oregon  for  Mr.   Rippey  in   the  fall  of 
1909,  he  had  been  given  clearly  to  understand  that  his  work   at  the 
Second  Clackamas  was  to  be  very  largely  of  an  experimental  nature. 
Mr.  Rippey  dwelt  at  length  on  the  fact  that  his  ideas    (as  generally 
expressed  in  the  extract  from  the  paper  by  Mr.  Schreiber  on  page  454) 
dealt  with  something  yet  to  be  proven,  and  he,  in  spite  of  his  strong 
belief   in   the   ultimate   result,   insisted   that  his    own   attitude  toward 
the  results  of  the  experiments  to  be  made,  would  be  most  conservative. 
The   experiments    at   the    Second    Clackamas   were   halted    (by   the 
postponement  of  the  work  for  business   reasons)   before   any  positive 
results   were   obtained,    as    regards    the   actual   efficiency   of   grouting. 
Somewhat  more  than  5  000  lin.  ft.  of  core-drill  holes  were  put  down 
and  these  ranged  from  40  to  250  ft.  in  depth.     Many  and  exhaustive 
pressure   tests   were   made   in   these   holes,    and   they   ranged,   from    a 
few   which   were   absolutely   tight   against   200   lb.   pressure   of   water, 
to  those  which  took  water  freely  at  almost  no  pressure.     Often   the 
holes   were  intercommunicating  and  sometimes  the  water  showed   on 
the   surface  "of  the   adjoining  territory— although  this   did   not   often 
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occur.     In  many  cases  it  was  impossible  to  discover  what  became  of    Mr. 
the  water  that   some   of  the   looser  holes   took  freely,   although   very 
great  eifort  was  made  to  trace  it. 

After  many  delays  and  disappointments,  a  grouting  machine  was 
lajided  on  the  work,  and  experiments  were  begun,  but,  before  these 
had  proceeded  to  any  very  definite  result,  the  machine  was  ordered  to 
Estacada  where  things  were  going  with  such  a  rush  as  to  overshadow 
the  necessity  for  further  investigation  at  the  upper  site. 

About  all  that  was  learned  at  the  Second  Cla.ckamas,  as  regards 
actual  grouting  operations  in  breccia,  was  that  a  hurried  introduc- 
tion of  grout,  in  the  proportions  of  from  1  of  cement  to  1^  to  7  parts 
of  water,  did  not  penetrate  the  breccia  sufficiently  to  make  a  properly 
tight  job. 

It  was  also  demonstrated  that  air-mixed  grout  is  very  deceptive, 
and  that  the  appearance  of  smoothness  which  it  speedily  assumes, 
while  the  air  bubbles  up  through  it,  is  quite  likely  to  be  a  cloak  for 
innumerable  balls  of  dry  cement  of  varying  sizes,  which  have  formed 
as  the  cement  struck  the  water  and  are  not  broken  up  by  the  air  in 
any  reasonable  length  of  time,  as  would  be  done  by  the  mechanical 
action  of  a  paddle  mixer. 

The  openings  in  breccia  range  from  the  tiniest  of  pores  into  which 
cement  may  only  be  forced,  if  at  all,  with  the  greatest  care,  but  through 
which  water  under  high  pressure  will  find  its  way,  to  cracks  and 
cavities  of  considerable  size.  Any  one  who  has  had  experience  in 
cleaning  the  valves  of  a  grout  machine  which  has  become  plugged 
with  a  ball  of  dry  cement  under  pressure  may  readily  realize  the 
facility  with  which  badly  mixed  grout  may  close  entrances  to  openings 
and  thus  prevent  them  from  being  properly  filled. 

The  writer's  experience  with  surface  leaks  at  the  upper  site  had 
not  been  encouraging,  up  to  the  time  the  experiments  were  discon- 
tinued, but,  on  subsequent  work,  he  has  learned  how  to  handle  these, 
as  will  be  detailed  later. 

To  proceed  to  the  conclusions  arrived  at  on  page  480: 

(1)  The  advisability  of  a  concrete  cut-off  wall  under  the  foundation 
of  a  dam  is  open  to  serious  question,  and  the  writer  has  heard  more 
than  one  able  and  experienced  engineer  declare  against  the  practice. 
To  put  in  such  a  cut-off,  a  trench  must  first  be  opened.  If  this  is 
done  by  hand,  in  any  material  capable  of  bearing  a  great  dam,  the 
work  is  likely  to  be  slow  and  costly.  If  it  is  done  by  blasting,  and 
particularly  in  breccia,  where  the  use  of  a  channeler  is  said  to  be 
impracticable  because  of  the  nature  of  the  material,  there  is  great 
danger  of  doing  almost  irreparable  damage  to  the  surroimding  ma- 
terial, and  this  is  exactly  what  happened  in  the  left  channel  at 
Estacada,  where  the  breccia  adjoining  the  heel-trench  was  shaken  and 
cracked  in   all   directions   by  the  blasting.     The  writer  believes   that 
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Mr.     groutinfr,  properly  done,  may  be  used  as  a  satisfactory  substitute  for  a 
concrete  cut-off,  and  to  the  top  of  the  foundation  rock. 

(2)  The  testing  of  drill  holes  is  such  a  fascinating  pursuit  (and 
the  writer  speaks  from  experience)  that  it  may  easily  be  carried  beyond 
the  limits  of  practical  usefulness.  However,  the  tank  method  is  quite 
preferable  where  much  testing  is  to  be  done. 

(3)  This  method  of  procedure  might  readily  entail  an  almost  pro- 
hibitive amount  of  shifting  about,  and,  if  carried  to  its  logical  con- 
clusion, might  even  lead  to  a  complete  and  wholly  unwarranted  inter- 
ruption of  the  grout  and  drill  work.  More  will  be  said  about  this  in 
connection  with  Conclusion  (5). 

(4)  This  conclusion  is  very  true,  and  emphasizes  the  desirability 
of  a  grouting  machine  which  may  be  operated  by  water  pressure  instead 
of  by  air.  The  following  of  water  into  the  hole,  behind  the  grout, 
would  not  be  objectionable,  whereas  the  air  is  a  nuisance,  and  has 
to  be  closely  watched,  in  this  respect.  The  writer  has  hopes  of  devel- 
oping such  a  grouting  machine. 

(5)  and  (3)  There  are  two  sorts  of  grouting  which  may  be  accom- 
plished: plugging,  and  sedimentation  or  silting.  There  are  several 
ways  of  going  after  subterranean  territory,  through  the  medium  of  a 
drill  hole,  in  the  hope  of  making  that  territory  impervious  to  the 
passage  of  water  under  pressure,  and  the  writer  wishes  now  to  present 
the  method  which  seems  to  him  best  suited  to  the  penetration  of  every 
opening  of  sufficient  size  to  admit  cement  particles  in  the  form  of 
grout.  This  method  is  practically  irrespective  of  the  nature  of  the 
rock  to  be  grouted. 

The  first  necessity  is  a  reliable  driller,  who  realizes  his  responsi- 
bilities and  will  enter  into  the  spirit  of  things.  Fortunately,  such 
drillers  are  not  the  exception,  although  one  does  occasionally  meet  with 
an  experience  such  as  has  been  mentioned  by  Mr.  Rands  in  connection 
with  his  search  for  cement  in  the  cores. 

Casings  should  be  set  beyond  the  possibility  of  their  coming  loose. 
If  this  is  impossible — as  is  sometimes  the  case  in  soft  breccia. — a  mat 
of  concrete,  preferably  to  be  incorporated  later  in  the  main  structure, 
may  be  laid  on  top  of  and  well  bonded  to  the  rock  surface,  at  or  near 
the  heel  line,  and  the  casings  set  in  this  mat.  The  mat  should  be  as 
narrow  as  possible,  so  that  it  will  not  close  any  more  surface  leaks 
than  necessary. 

If  a  core  drill  is  used,  the  loss  of  drill  water  or  the  striking  of  a 
seam  or  crevice  is  the  best  indication  of  the  time  to  test  the  hole. 
If  a  percussion  drill  is  used,  it  may  be  well  to  test  at  stated  depths — 
say,  every  10  ft. — because  the  evidence  of  what  is  encountered  by  a 
percussion  drill  is  not  nearly  so  reliable  as  in  the  case  of  a  core  drill. 

The  point  is  that  leaks  should  be  grouted  as  soon  as  encountered. 
This  is  for  the  purpose  of  closing  openings  which  would  let  the  pressure 
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out  of  the  lower  portions  of  the  hole  (yet  to  be  drilled)  were  they  not    Mr. 
closed.     In   the    absence   of    special   equipment    for    testing   purposes,     ^  ^' 
charges    of   air   or    water    blown    through    the    gi'outing   machine    will 
answer  perfectly  well  to  indicate  how  freely  the  hole  may  be  expected 
to  take  grout,  and  to  show  up  any  leaks  on  the  surface. 

The  first  grout  introduced  should  be  quite  thin — say,  1  part  of 
cement  to  30  parts  of  water — and  it  should  be  absolutely  free  from 
lumps  of  any  sort.  Pressure  should  be  applied  gradually,  and  the 
instant  a  surface  leak  shows,  the  pressure  should  be  dropped  to  such 
a  point  that  only  water  (perhaps  colored  with  cement)  flows  from 
the  leak.  This  is  the  starting  point  for  a  successful  closure  of  that 
leak  by  a  process  of  sedimentation,  as  contrasted  with  the  possibility  of 
plugging  it  immediately  by  using  thick  or  lumpy  grout.  From  this 
lime  forward  it  is  a  matter  of  patience  and  of  judgment  in  the 
application  of  pressure  and  the  thickening  of  the  mixture,  and  a 
great  deal  of  patience  is  worth  a  very  little  thickening,  as  judged 
by  the  final  results.  Cement  is  never  wasted  by  this  process  of  "slow 
grouting"  as  long  as  it  does  not  appear  at  the  surface,  and  a  careful 
nursing  of  the  pressure  will  deposit  the  cement  underground  where 
it  is  wanted.  In  time — sometimes  very  quickly — the  leak  fills,  and, 
as  the  resistance  increases,  more  pressure  is  applied,  until  finally  the 
hole  refuses  at  the  maximum  pressure  available.  An  exploration  of 
many  surface  leaks  thus  "slow  grouted"  under  the  writer's  direction, 
has  disclosed  the  fact  that  they  had  been  tightly  filled  with  cement, 
and  so  very  tightly  as  to  preclude  any  subsequent  opening  due  to 
shrinkage,  as  w^ould  have  been  the  case  had  they  been  merely  filled 
with  the  thickest  grout  that  could  have  been  run  through  them. 

There  is  nothing  in  this  sort  of  treatment  to  preclude  the  almost 
immediate  washing  out  of  the  drill  hole  (after  refusal)  and  the  con- 
tinuance of  the  drilling  to  the  next  point  where  grouting  may  seem 
advisable.  Holes  grouted  with  thick  grout  will  frequently  take  more 
grout,  if  re-tested  within  a  few  hours  after  the  first  refusal  at  maxi- 
mum pressure,  but  it  is  very  exceptional  when  one  succeeds  in  making 
any  impression  whatsoever  in  re-testing  a  hole  which  has  been  '"slow 
grouted"  as  just  set  forth.  In  the  first  case,  the  openings  are  plugged 
with  a  mixture  which  subsequently  shrinks;  in  the  second  case,  they 
are  silted  full  so  tightly  as  to  preclude  shrinkage. 

As  an  illustration  of  the  results  to  be  gained  by  patience,  the 
writer  once  grouted  for  eight  continuous  days  and  nights  on  a  hole 
that  took  somewhat  more  than  200  tons  of  cement.  For  several  days, 
thin  grout  was  literally  poured  into  that  hole — much  of  it  by  gravity — 
and  the  grout  was  kept  thin  until  the  hole  showed  signs  of  closing  up. 
Had  Conclusion  (5),  as  stated  by  the  author,  been  followed,  the  opera- 
tion would  doubtless  have  ended  much  sooner,  but  the  result  (the  hole, 
thus  far,  has  proved  to  be  tight  against  a  head  of  130  ft.)  might  have 
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Huise  ''^'^"  '^"'^''  different.    Incidentally,  of  the  more  than  200  tons  of  cement 
•  used,    perhaps   a    dozen    sacks    were   wasted   through   the   leaks   which 
developed— surely  not  a  high  price  to  pay   for  placing  where  it  was 
wanted  the  rest  of  the  quantity  used. 

There  is  good  evidence  tha't  Portland  cement  sets  very  slowly— 
if  at  all— after  it  has  been  introduced  underground  in  this  fashion, 
but,  should  the  process  of  grouting  necessarily  entail  an  assumption 
of  the  necessity  for  the  setting  of  the  cement  used?  Rather  should 
it  not  be  looked  on  as  an  enforced  closing  of  openings  or  passages 
by  the  silting  or  sedimentation  of  an  insoluble  material,  introduced 
under  an  ultimate  pressure  greater  than  any  which  might  subsequently 
tend  to  dislodge  it  ?    If  the  cement  does  set  up,  so  much  the  better. 

If  the  suggestion  of  the  author,  in  connection  with   the  grouting 
done  at  Estacada,  that:  "*    *     *     so  far  as  this  job  is  concerned,  that 
over  a  portion  of  the  cut-off  no  grouting  was  needed,  and  that  over 
those  parts  where  it  was  needed  it  did  little  good",  is  to  be  sustained, 
wha.t  of  the  1  920  bbl.  of  cement  that  were  used  ?     It  is  hardly  to  be 
assumed  that  all  this  cement  went  to  close  the  cracks  opened  by  the 
blasting  of  the  heel-trench  and  to  waste  in  dealing  with  surface  leaks. 
That   portion   of   the    1920   bbl.   which   was    not    used   for   these    two 
purposes    must    have    gone    somewhere    in    the    foundation    and    have 
closed  openings  which  would  much  better  be  closed  than  left  open- 
else,  why  grout,  or  why  bother  about  cut-offs  ?     The  action  of  the  two 
test  holes  which  were  drilled  inside  the  dam  and  flowed  water,  as  set 
forth  by  the  author,  indicate  obviously  enough  that  the  grout  as  applied 
did  not  close  the  breccia  tightly,  or,  that  the  water  passed  under  the 
curtain    and   then    rose;    and   the   writer    is    strongly    inclined   to   the 
former  view  of  the  matter,  but  does  not  feel  that  the  evidence  in  the 
case  is  to  be  viewed  as  damaging  to  the  grouting  system  of  tighten- 
ing foundations.     Rather,   he  believes  that  the  Estacada  work   shows 
remarkable   results   in   favor   of   the   system.      We   have   here,    in   the 
beginning,  a  case  of  a  conservatively  worked  out  scheme  which  is  to 
be  based  on   experiment   and   subject  to   experimental  proof.     Before 
anything  much  has  been  learned  from  the  experiments,  they  are  inter- 
rupted and  a  practical  application  is  made,  and  under  circumstances 
by  no  means  favorable  to  a  fair  trial.     Aside  from  the  blast-shattered 
area  which  complicated  the  situation,  the  grouting  work  at  Estacada 
was  continually  interfered  with  and  hustled  about,  and  hurried  beyond 
the  possibility  of  proper  conduct,  by  the  exigencies  of  rush  construc- 
tion;  and,   in  the  opinion   of  the  writer,  the  engineers  in   charge   of 
the  grouting  did  remarkably  good  work  under  the  circumstances.     If, 
as  the  author  states,  no  leaks  of  consequence  have  been  observed  below 
the  Estacada  Dam,  may  not  a  certain  amount  of  credit  be  given   to 
that  part  of  the  1  920  bbl.  of  cement  which  was  not  wasted  in  handling 
surface  leaks,  and  is  it  not  conceivable  that,  had  the  work  been  less 
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rushed,  and  had  greater  care  with  the  grouting  been  possible,  the  flow    Mr. 
in  the  test  holes  inside  the  dam  might  have  been  less? 

Grout  work  is  likely  to  be  at  a  disadvantage  when  brought  into 
conflict  with  the  man  whose  sole  idea  of  the  conduct  of  work  is  to 
set  a  new  record  for  depositing  a  given  quantity  of  concrete  in  the 
shortest  possible  time.  For  the  grouting,  there  is  little  in  evidence  but 
a  few  small  pipes — which  may  or  may  not  connect  with  an  under- 
ground opening  which  might,  later,  imperil  the  integrity  of  the  con- 
crete man's  work,  when  the  reservoir  fills — and  these  small,  insig- 
nificant pipes  may  even  get  in  the  road  of  the  concrete  man's  buckets, 
and  otherwise  become  very  much  of  a  nuisance. 

If,  therefore,  it  is  possible  to  do  the  grouting  and  get  the  pipes 
out  of  the  way  before  the  beginning  of  actual  construction,  so  much 
the  better.  If  the  grouting  and  construction  miist  be  carried  on  simul- 
taneously, every  effort  should  be  made  to  keep  them  from  interfering 
with  each  other;  but,  in  case  they  must  conflict,  it  seems  rather 
superfluous  to  point  out  that,  inasmuch  as  the  integrity  of  the  whole 
job  will  depend  to  a  very  great  extent  on  the  success  of  the  grout 
work,  the  latter  should  be  given  at  least  "an  even  break"  in  the  matter 
of  precedence.  An  open  cut-off  trench,  by  its  very  presence,  compels 
respect  and  consideration,  but  a  line  of  2-in.  grout  pipes,  which  may 
be  expected  to  accomplish  cheaper  and  better  results  than  the  cut-off 
trench,  must  frequently  be  aggressively  guarded  by  the  man  in  charge 
of  them. 

In  any  case,  it  is  desirable  that  provision  be  made  for  drilling  and 
grouting  after  the  completion  of  the  work,  should  later  developments 
show  the  need  for  this  later  work.  Usually,  this  may  be  done  more 
at  the  cost  of  foresight  than  at  the  cost  of  trouble  and  expense. 

The  author's  suggestion  about  the  drilling  of  a  row  of  holes  close 
together  and  then  broaching  them  into  an  open  slot  which  may  then 
be  grouted,  is  open  to  the  objections  against  blasting  in  the  founda- 
tion material  under  the  heel  of  a  dam  to  be.  If,  however,  this  might 
be  accomplished  without  damage,  the  writer  would  suggest  that,  before 
the  holes  are  broached,  they  should  first  be  carefully  grouted  so  as 
to  silt  up  the  adjoining  territory,  and  thus  reinforce  the  thin  solid 
cut-off  to  be  made  by  filling  the  slot.  Further,  it  would  be  most  desir- 
able, in  filling  the  slot,  to  do  so  by  introducing  the  grout  at  or  near  the 
bottom  of  the  slot,  and  forcing  it  to  rise  slowly  toward  the  surface.  A 
succession  of  such  operations,  to  be  accomplished  in  a  deep  slot,  by  a 
gradual  raising  of  the  grouting  pipes,  would  probably  insure  the 
tightest  filling  of  the  slot  with  the  least  chance  of  subsequent  shrink- 
age and  cracking  of  the  material  deposited  therein.  Without  some 
reinforcement,  which  might  be  very  diflScult  to  place  in  a  thin  wall 
like  this,  the  writer  would  not  consider  the  scheme  except  in  connec- 
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Hul^e  *!°''  ''''*^'  ^  careful  silting  up  of  adjoining  territory  by  first  grouting 
■  the  holes,  as  has  been  stated. 

As  a  general  proposition,  the  writer  believes  that  the  silting  up 
of  a  foundation  by  grouting  and  by  the  action  of  the  water  impounded 
behind  the  dam,  offers  possibilities  distinctly  preferable  to  those  of  the 
conventional  cut-off  wall.  In  the  case  of  a  clear  stream,  like  the 
Clackamas,  it  is  usually  practicable  to  make  the  water  muddy  by 
dumping  or  sluicing  into  it  material  from  the  banks,  while  the  reser- 
voir is  filling,  and  thus  close  many  or  all  of  the  openings  missed  by, 
or  too  fine  for,  the  grout.  The  practice  of  shooting  into  foundation 
material  under  the  heel  of  a  dam  is  more  than  likely  to  make  a  lot 
of  trouble— witness  the  left  channel  at  Estacada— and  the  penetrating 
qualities  of  cement  grout,  properly  handled,  are  very  great.  If  the 
rock  is  good,  why  replace  it  with  a  concrete  cut-off?  If  the  rock  is 
bad,  and  yet  so  solid  as  to  necessitate  blasting  for  its  removal,  how 
much  better  to  silt  it  tight  and  leave  it  undisturbed? 

Fisher.  FraxXk  R.  Fisher,*  Esq.  (by  letter).— In  the  writer's  final  report,  as 
Eesident  Engineer  in  charge  of  the  construction  of  the  Estacada  Dam. 
he  stated,  in  discussing  the  grouting  of  foundations,  that  an  impervious 
cut-off  was  not  accomplished,  that  is,  to  the  absolute  degree  had  in  view 
when  the  method  was  adopted.  The  varying  and  erratic  nature  of  the 
formation  made  the  solution  of  the  problem  largely  experimental  and 
one  that  could  only  be  worked  out  by  a  thorough  trial  and  without 
any  positive  assurance  as  to  what  the  final  outcome  would  be. 

The  writer  does  not  consider  that  the  method  should  be  con- 
demned or  judged  by  the  failure  to  obtain  absolute  tightness  in  the 
very  peculiar  material  with  which  the  engineers  had  to  deal,  but 
rather  that  credit  should  be  given  them  for  reducing  the  possibility 
of  seepage  to  the  extent  that  practically  no  uncertainty  regarding  the 
safety  of  the  foundations  in  that  respect  would  remain.  That  this 
was  accomplished,  and  the  foundation  material  benefited  by  the  treat- 
ment, he  believes  an  analysis  of  the  results,  as  stated  in  his  report, 
will  show. 

Mr.  Rands  arrives  at  the  following  conclusion :  "that  over  a  portion 
of  the  cut-off  no  grouting  was  needed,  and  that  over  other  parts  where 
it  was  needed  it  did  little  good."  The  first  part  of  his  statement  is 
correct,  in  that  over  a  considerable  portion  of  the  right  channel  and 
island  sections,  the  average  formation  was  found  to  be  in  good  con- 
dition, not  absolutely  tight,  but  developing  only  a  low  rate  of  seepage 
under  test.  Naturally,  this  evidence  was  not  apparent  until  it  was 
disclosed  eventually  by  the  progress  of  the  work,  and  then,  in  view 
of  the  ever-present  uncertainty,  due  to  the  fact  that  occasional  points 
would  develop  unexpected  weakness,  it  was  deemed  advisable  to  fol- 
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low  out  the  original  plan  to  completion.     In  the  light  of  final  knowl-     Mr. 
edge   acquired  from  the  complete  data  obtained,   it  was  evident  that  ^'^^®'"- 
the  grouting  could  have  been  omitted  over  certain  stretches,  and  the 
number  of  holes  on  these  sections  materially  reduced. 

The  remaining  section,  that  across  the  left  channel,  is  evidently 
what  Mr.  Eands  refers  to  as:  "other  parts  where  it  was  needed  it  did 
little  good".  There  was  no  question  as  to  the  need  of  some  kind  of 
treatment  in  this  particular  locality,  as  the  material,  from  the  stand- 
point of  permeability,  was  the  worst  met  with  on  the  site  of  the  dam. 
The  water-pressure  tests  gave  high  rates  of  seepage,  communication 
existed  between  holes  located  over  a  considerable  distance,  and  also 
with  the  surface  as  many  as  70  ft.  from  the  point  of  testing.  The 
holes  took  grout  freely  and,  in  the  aggregate,  several  hundred  barrels 
of  cement  were  forced  into  the  seams  and  crevices  existing  throughout 
the  rock.  As  the  individual  seams  were  apparently-  of  little  width, 
the  large  quantity  of  grout  taken  would  seem  to  indicate  that  it 
v.'as  diffused  over  a  wide  area. 

Although  the  tests  on  the  final  proving  holes,  at  the  full  depth 
of  50  ft.,  developed  considerable  seepage,  it  was  very  much  less  than 
the  original.  The  most  encouraging  feature,  however,  was  the  very 
satisfactory  results  obtained  for  the  first  30  ft.  Over  a  length  of  cut- 
off of  70  ft.,  the  aggregate  of  the  seepage  through  thirteen  holes, 
spaced  approximately  6  ft.  apart,  when  tested  under  a  hydrostatic  head 
slightly  in  excess  of  that  created  by  the  dam,  was  only  0.2  sec-ft., 
and  it  should  be  noted  that  this  seepage  was  obtained  by  boring  into 
the  vitals  of  the  foundations,  and  opening  up  and  subjecting  to 
direct  pressure  all  points  of  weakness  intercepted  by  the  thirteen 
holes.  It  should  also  be  kept  in  mind  that  this  test  was  made  on 
what  was  originally  the  weakest  section  of  the  entire  cut-off. 

It  is  also  obvious  that  the  test  conditions  were  much  more  severe 
than  could  occur  normally  from  the  pond  pressure,  and,  therefore,  it 
is  reasonable  to  conclude  that  the  grouted  cut-off  is  effective  for  a 
depth  of  30  ft.,  and  as  this  is  reckoned  from  the  bottom  of  an  over- 
lying 10-ft.  concrete  wall,  the  total  effective  cut-off  is  40  ft. 

As  to  the  choice  between  a  concrete  and  grouted  cut-off  for  this 
depth,  it  is  only  necessary  to  point  out  that  the  high  cost,  difficulties 
of  construction,  and  the  element  of  time  required — of  vital  importance 
in  this  case — would  practically  prohibit  the  use  of  concrete. 

Evidence  of  the  satisfactory  final  condition  of  the  foundations 
was  furnished  subsequent  to  the  completion  of  the  dam  and  the  filling 
of  the  pond  by  a  thorough  examination  of  the  surface  of  the  rock 
inside  the  dam,  and  the  unwatered  bed  of  the  river  immediately  down 
stream.  No  springs  or  seepage  could  be  observed,  with  the  exception 
of  a  few  very  sliglit  indications  along  the  side  of  the  left  bank,  and 
It  is  more  than  likely  that  these  were  from  surface  drainage. 


508      Discussiox:  grouted  cut-off  for  the  estacada  dam 

Mr.  The  foregoino:  facts  may  not  offer  indisputable  proof  that  the  final 

■  satisfactory  condition  of  the  foundations  was  entirely  due  to  the  merits 
of  the  grouting  treatment,  but  the  evidence  is  in  its  favor,  and  it  is 
entitled  to  all  the  credit  that  the  results  seem  to  warrant. 

^  Mr.  H.  L.  CoBURX  *  M.  Am.  Soc.  C.  E.  (by  letter).— Mr.  Eands  is  to  be 

■  congratulated  on  the  thorough  manner  in  which  he  has  presented  the 
problem  and  attempted  solution  in  the  matter  of  the  cut-off  under  the 
Estacada  Dam.  The  information  contained  in  this  paper  will  be  of 
great  interest  to  the  Profession.  There  is  little  which  can  be  added 
to  Mr.  Rands'  statements,  and  the  writer  thoroughly  agrees  with  his 
conclusions  as  to  this  particular  structure. 

In  such  a  foundation  as  was  found  in  Estacada  it  seems  that  the 
only  reason  for  making  extraordinary  efforts  to  secure  an  impervious 
cut-off  at  great  depth  would  be  for  the  purpose  of  saving  water,  and 
that  it  was  not  at  all  necessary  to  prevent  undermining,  as  the  rate 
of  flow  through  this  foundation  was  so  slow  as  to  be  negligible.  If, 
however,  some  further  protection  was  deemed  necessary,  the  writer 
believes  that  the  concrete  cut-off  could  have  been  carried  very  con- 
siderably deeper  than  was  done  for  a  lesser  sum  than  was  expended 
on  the  grouting,  and  with  much  more  definite  assurance  of  success. 
If,  in  addition  to  this  concrete  cut-off,  a  carpet  of  fine  silt,  either  of 
clay  or  volcanic  ash  or  other  fine  material— which  is  present  in  large 
quantities — had  been  sluiced  into  the  river  bed  and  against  the  dam 
and  extending  several  hundred  feet  up  stream,  it  would  appear  certain 
that  a  very  satisfactory  seal  would  have  been  obtained.  Indeed,  the 
writer  is  confident  that  the  natural  deposit  of  silt  which  is  inevitable 
in  such  a  pond  will  seal  this  structure  very  completely,  and  in  a 
comparatively  short  time. 

Mr.  William  H.  Cushmax,!  M.  Am.  Soc.  C.  E.  (by  letter). — The  gen- 

eral scheme  had  been  adopted  and  some  of  the  earlier  drilling  accom- 
plished at  the  time  the  writer  took  general  charge  of  the  project. 
The  execution  of  this  portion  of  the  work,  as  already  determined, 
became  a  duty,  regardless  of  an  individual  lack  of  confidence  in  the 
ultimate  successful  accomplishment  of  the  end  in  view. 

That  the  foundation  material  was  sufficiently  good  to  carry  all  the 
pressure  to  which  it  could  possibly  be  subjected,  will  be  conceded 
by  all  engineers  familiar  with  the  designs  for  the  dam  and  the  founda- 
tion material. 

Although  the  breccia  was  porous,  it  was  substantially  free  from 
open  cracks,  and  it  was  scarcely  to  be  considered  a  case  where  the 
percolation  of  water  through  the  foundation  material  would  result 
in  undermining  the  dam. 


Cushman. 
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Admitting  these  two  propositions  to  be  true,   it  would  seem  that       Mr. 
the  only  practical  consideration  would  be  the  one  mentioned  on  pages      ^  ^  '^• 
479  and  480,  that  is.  whether  the  water  lost  by  percolation  would  be 
valuable  enough  to  justify  the  cost  of  the  grouting  work. 

Although  the  Clackamas  is  a  clear-water  stream,  undoubtedly  some 
silt  depositing  could  be  depended  on,  and  possibly  selected  materials 
could  have  been  deposited  in  the  pool  above  the  dam  to  assist  to  a  large 
extent  in  silting  up  the  porous  rock,  etc. 

Throughout  the  paper  (as  mentioned  on  page  464,  the  seepage  test 
detailed  on  page  466,  and  again  on  page  472,  where  serious  thought 
of  discontinuing  grouting  was  entertained),  considerable  skepticism 
is  expressed  as  to  the  effectiveness  of  the  method  of  treatment.  The 
quoted  opinion  of  the  author,  that  "Over  those  parts  where  it  was 
needed  it  did  little  good",  will  be  coinmonly  agreed  with,  and  cause 
little  surprise  to  those  who  have  had  similar  problems  to  solve. 

The  suggestion  mentioned  on  page  481,  that  the  rock  between  the 
rows  of  drill  holes  be  shattered  with  small  charges  of  powder,  orig- 
inated with  the  writer,  and  it  still  seems  that  such  shattering  might 
have  facilitated  the  flow  of  "thickened  grout"  and  made  it  possible 
to  restrict  the  treated  area  to  the  immediate  vicinity  of  the  cut-off 
wall,  rather  than  diffuse  it  to  remote  points  by  subjecting  it  to  the 
heavier  pressure  required  to  force  it  through  small  openings. 

It  would  be  interesting  to  know  whether  an  attempt  has  ever  been 
made  to  shatter  a  trench  through  rock,  to  a  depth  of  as  much  as  50  ft., 
and  then  introduce  grout  or  thin  mortar  (fed  through  pipes  from 
the  bottom  and  flowing  upward  or  otherwise)  in  such  manner  as  to 
produce,  in  effect,  a  concrete  wall  to  the  depth  stated.  It  would  not 
seem  impracticable  to  accomplish  this,  and  do  away  with  surface 
capping  with  concrete  and  the  use  of  excessive  pressure. 

Considerable  thought  and  investigation  were  given  by  Messrs.  Eip- 
pey,  Fitzgerald,  Schreiber,  and  the  writer,  to  various  methods  of  cut- 
ting an  open  trench  or  seam  through  the  rock  to  the  required  depth, 
in  order  that  an  impervious  curtain  could  be  introduced.  Special 
channeling  machines,  drill  holes  closely  spaced  and  then  broaching 
out  the  material  between  holes,  and  even  open  cut,  were  considered. 
It  would  be  of  interest  to  hear  from  engineers  who  have  accom- 
plished something  along  these  or  similar  lines. 

Mr.  Rands  is  to  be  commended  for  the  painstaking  manner  in 
which  he  has  presented  this  interesting  subject,  and,  though  it  be 
admitted  that  the  procedure  was,  to  a  large  extent,  futile,  neverthe- 
less, his  subsequent  work  has  proven  the  value  of  this  first  experiment. 

V.  H.  Hewes,*  M.  Am.  Soc.  C.  E. — The  speaker  would  be  glad  if    jir. 
some  member  of  the  Board  of  Water  Supply,  who  is  familiar  with  the  ^''^®^- 
grouting  work  iised  in  the  siphons  on  the  line  of  the  Catskill  Water 
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Mr.     Supply  for  New  York  City  to  check  the  excessive  inflow  of  water  dur- 
®^®^'  ing  coi:kstruction,  would  describe  the  method  used  in  that  work. 

The  speaker  was  granted  the  privilege  of  visiting  the  inverted  siphon 
under  the  Hudson  River  where  a  heavy  inflow  was  encountered,  which 
threatened  to  drown  out  the  pumps,  although  extra  pumping  facilities 
had  been  provided  to  care  for  such  an  emergency.  A  bulkhead  was 
placed  in  the  drift  near  the  heading;  pipes  were  introduced  through  the 
bulkhead,  and  grout  was  pumped  through  them,  thus  effectually  reduc- 
ing the  inflow.  After  the  bulkhead  was  removed  and  the  work  of  drift- 
ing was  continued,  it  was  found  that  the  cement  had  filled  the  rock 
seams  both  laterally  and  longitudinally.  A  sample  of  porous  rock  was 
shown  which  had  been  taken  from  another  siphon  on  the  line,  where  the 
grouting  method  was  used  to  check  the  inflow.  This  sample  seemed  to 
be  thoroughly  impregnated  with  cement. 

A  description  of  the  method  used  to  relieve  the  water  pressure  on 
the  outside  of  the  concrete  lining  until  the  concrete  had  thoroughly 
set  at  points  where  there  were  small  seams  in  the  rock  walls,  and  the 
subsequent  grouting  of  these  seams,  would  be  exceedingly  interesting. 
Mr.  Lazarus  White,*  Assoc.  M.  Am.  Soc.  C.  E. — It  is  interesting  to  com- 

^^"®-  pare  the  results  at  the  Estacada  Dam  with  those  obtained  on  the  Cats- 
kill  Aqueduct.  The  Ashokan  and  Kensico  Dams  have  very  deep  con- 
crete cut-offs.  Some  grouting  was  done  below  these  cut-offs,  but  only 
as  a  secondary  matter.  In  the  sinking  of  the  shafts  there  was  consid- 
erable grouting,  which  afforded  a  good  opportunity  to  see  what  it  would 
do,  because,  in  sinking  a  shaft,  the  portion  grouted  is  subsequently 
excavated.  The  grouting  of  tunnels  during  driving  also  gives  very 
definite  information.  The  grouting  work  on  the  Catskill  Aqueduct 
has  been  going  on  for  5  or  6  years,  and  has  been  watched  for  this  en- 
tire period,  so  that  observing  engineers  have  come  to  some  conclusions 
as  to  its  results.  These  conclusions  are  remarkably  similar  to  those 
expressed  in  this  paper,  which  is  exceptionally  instructive. 

The  lack  of  success  of  a  portion  of  the  Estacada  grouting  is 
frankly  admitted.  It  seems  that  in  the  last  few  years  grouting  has 
been  made  a  sort  of  fetish ;  that  is,  people  have  been  expecting  too 
much  from  it.  At  best  it  is  an  uncertain  proposition,  and  should  be 
secondary  to  the  customary  work.  The  same  applies  to  the  excavation 
of  tunnels.  More  water  is  cut  off  by  the  concrete  lining  than  by  the 
grouting.  Grouting  at  times  is  wonderfully  successful,  but  the  con- 
ditions then  are  rather  favorable;  where  the  rock  is  hard,  with  definite 
splits  and  channels,  the  grout  can  be  forced  into  it  readily,  but  where 
it  resembles  the  volcanic  rock  described  by  Mr.  Rands  the  grout  can- 
not be  forced  in  thoroughly,  but  takes  its  own  channels.  It  may  run 
a  long  way  from  the  part  to  be  grouted,  and  on  excavating  this  part, 
very  little  of  it  will  be  found.     No  one  knows  where  it  went— all  that 
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is  known  is  that  one  has  paid  for  it.     At  some  shafts  on  the  Catskill     Mr. 
Aqueduct  holes  have  been  repeatedly  grouted,  and  when  the  excava- 
tion was  extended  through  the  grouted  zone  the  grout  could  hardly 
be  seen — the  same  being  even  more  true  of  grouted  tunnels. 

As  a  general  proposition,  the  grout  goes  into  places  which  the  en- 
gineer has  good  reason  to  know  exist,  that  is,  into  definite  cracks  or 
openings.  At  some  shafts  grouting  has  been  very  successful,  but,  as 
already  mentioned,  the  conditions  there  were  favorable.  Where  un- 
favorable conditions  were  found,  for  instance,  resembling  those  at  the 
Estacada,  grouting  was  not  very  effective.  Judging  by  experience  on 
the  Catskill  Aqueduct,  the  conclusions  of  this  paper  are  entirely  sound. 

Grout  always  seems  to  obtain  some  set,  but  if  it  is  forced  into  a 
place  where  there  is  water  under  pressure,  and  if  the  water  is  circu- 
lating, it  will  carry  the  grout  out  of  the  seams  before  it  has  a  chance 
to  set.  Grout  has  been  chased  over  tunnel  arches,  up  and  down,  for 
hundreds  of  feet.  Before  the  grout  can  set,  it  may  be  forced  out,  and 
pipes  and  seams  which  were  thoroughly  grouted  may  become  empty, 
but  if  the  grout  is  kept  in  pla.ce  long  enough,  it  will  set,  no  matter  how 
much  water  is  put  in.    This  seems  to  be  the  speaker's  experience. 

Fredekic  V.  Abbot,*  M.  Am.  Soc.  C.  E.  (by  letter). — Mr.  Eippey's  Mr. 
discussion  is  exceedingly  interesting,  because  it  carries  to  much  fur- 
ther length  a  method  adopted  by  the  writer  in  1899,  in  constructing 
a  cut-off  wall  of  moderate  depth  at  Lock  and  Dam  ISTo.  2,  Mississippi 
River,  between  St.  Paul  and  Minneapolis.  At  this  locality  the  mate- 
rial forming  the  bed  of  the  river  was  a  very  hard  combination  of 
clay,  sand,  and  limestone  fragments,  mixed  with  a  few  granite 
boulders,  overlying  the  well-known,  friable  sand  rock  of  this  part  of 
the  Mississippi  Valley. 

Fig.  19,  shows  the  nature  of  this  material,  which  underlaid  the  lock 
floor  and  the  lock  walls.  A  description  of  the  difficulties  encountered 
in  handling  this  material,  which  is  quickly  eroded  by  rapidly  flowing 
water,  and  of  the  methods  adopted  to  overcome  them,  is  given  in  the 
following  extract  quoted  from  the  writer's  Annual  Report  to  the  Chief 
of  Engineers,  U.  S.  Army,  dated  July  17th,  1900: 

"The  seams  were  all  originally  water-bearing,  and  only  became  dry 
after  long  pumping  had  drained  out  all  the  water  tributary  to  them. 
At  a  lower  level  these  seams  run  out  into  the  bed  of  the  river,  and  in 
this  way  passages  for  water  are  opened  between  the  river  bed 
and  the  interior  of  the  cofferdam,  many  feet  below  the  original  bottom 
of  the  river  at  the  point  where  the  cofferdam  stands.  It  had  been 
realized  from  the  start  that  such  seams  were  to  be  encountered,  and 
to  avoid  opening  up  too  great  a  flow  at  any  one  time  a  novel  form 
of  cut-off  wall  was  adopted  after  prolonged  study.  A  slot  in  the 
sand  rock  is  made,  2  inches  wide  and  12  feet  long,  parallel  to  the  river 
wall  and  lying  between  two  longitudinal  foundation  timbers,  by  jetting 
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Mr.  a  series  of  intersecting  vertical  holes  10  feet  deep  and  breaking  off 
Abbot,  .^jj^,  projecting  edges  between  the  holes.  Most  of  the  eroded  material 
is  brought  up  out  of  the  slot  by  the  jet,  and  the  rest  is  easily  pumped 
out  with  the  ordinary  Edson  diaphragm  pump  and  two  men.  In  the 
usual  case  this  leaves  a  perfectly  clean  slot  with  a  considerable  flow 
of  water  pouring  out  of  it,  the  water  coming  from  the  underground 
seams  which  connect  with  the  river.  Into  this  slot  a  diaphragm  made 
of  tongued  and  grooved  three-quarter-inch  boards,  in  two  layers  break- 
ing joints,  is  lowered  by  hand.  Three  vertical  l^-inch  iron  pipes,  ex- 
tending down  into  the  slot  only  a  few  inches,  are  inserted,  one  at 
each  end  and  one  at  the  middle  of  the  slotted  section.  A  steam  pump 
connected  to  one  of  these  pipes  is  now  started  just  fast  enough  to  take 
care  of  the  flow  from  the  slot  without  letting  it  run  over,  or  draining 
it  below  the  level  of  the  surface  more  than  a  few  inches,  and  concrete 
is  rammed  into  the  space  above  the  slot  and  between  the  foundation 
timbers  above  referred  to,  which  have  been  firmly  drift-bolted  down 
to  the  sand  rock  before  the  slot  was  cut.  As  soon  as  the  concrete  has 
set — that  is,  in  about  twenty-four  hours — the  pump  is  stopped,  and 
water  at  once  flows  out  of  all  three  pipes.  Additional  lengths  of  pipe 
are  screwed  on  the  three  till  the  flow  is  stopped — that  is,  till  the  tops 
of  the  pipes  axe  at  a  higher  level  than  the  head  due  to  the  pressure 
in  the  seams.  Thick  grout  is  now  poured  into  smaller  pipes  passing 
through  the  first  pipes  and  reaching  to  the  bottom  of  the  slot.  As 
the  latter  fills  with  grout  the  water  is  forced  back  into  the  seams.  The 
small  pipes  choke  after  the  grout  rises  a  couple  of  feet  above  their  lower 
ends,  and  they  are  then  raised  till  they  again  flow  freely.  When  the 
slot  is  full  they  are  removed  and  the  larger  pipes  are  kept  filled  to 
the  top  with  the  grout  as  long  as  any  more  can  be  poured  in.  After 
about  twenty-four  hours  all  the  grout  has  hardened,  the  pipes  are  re- 
moved, cleaned  out,  and  used  over  again  in  another  section  of  cut-off. 
(Photographs  Nos.  7,  8,  and  9*  show  an  experimental  section  of  such 
a  cut-off  wall  which  was  put  in  at  a  high  level  in  the  lock  pit  and  then 
carefully   excavated.)      The  perfect  grout  filling  of  the  most  minute 

*  Reproduced  herein  as  Figs.  21,  20,  and  22,  respectively. 

Note  on  Fig.  19. — The  extreme  friability  of  the  material  is  shown.  The  method 
of  supporting  the  timbers  on  this  unreliable  material  is  shown  at  the  top  of  the 
picture.  The  timber  is  wedged  up  on  wooden  blocking  so  as  to  leave  a  space  of 
about  2  in.  between  it  and  the  surface  of  the  sand  rock.  The  anchor-bolts  are 
then  driven  and  the  wedges  removed,  leaving  the  timber  supported  on  the  anchor- 
bolts.  The  surface  of  the  sand  rock  is  then  thoroughly  washed  with  water  from 
a  hose,  all  loose  matter  is  removed,  and  the  space  between  the  fresh  sand  rock 
surface  and  the  timber  is  filled  witii  good  concrete  rammed  in  place  with  heavy 
sledges  and   steel  followers. 

Note  on  Fig.  20. — The  two  large  timbers  between  which  the  concrete  is  seen 
represent  foundation  sills.  They  are  fastened  to  the  sand  rock  every  4  ft.  by  the 
1^4 -in.  drift-bolts,  of  which  one  is  seen  extending  down  into  the  wooden  pin, 
a  part  of  which  ha?^  been  removed.  These  bolts  extend  3V.^  ft.  into  the  wooden 
pins,  and  require  a  force  of  more  than  9  tons  to  withdraw  them.  The  wooden  pin 
to  the  left  is  shown  encased  with  grout,  as  it  was  when  the  sand  rock  was  carefully 
removed  from  around  it.  The  narrow  white  column  about  half  way  between  the 
two  pins  is  the  end  of  the  cut-off  wall  as  it  appeared  when  the  first  2  ft.  of  the 
sand  rock  was  removed.  The  white  marks,  looking  like  splashes  of  whitewash, 
are  really  thin  filaments  of  grout  which  had  penetrated  the  seams  in  the  sand 
rock,  showing  that  the  cut-off  wall  is  not  only  a  thin  impervious  vertical  curtain 
In  the  sand  rock,  but  that  the  latter  itself  is  solidified  for  at  least  2  ft.  on  each 
side.  The  board  in  a  horizontal  position  under  the  concrete  is  used  to  prevent 
the  fresh  concrete  from  falling  down  in  the  slot  alongside  of  the  board  curtain, 
and  thus   preventing  the  grout   from   having  a  thorough    subsequent   circulation. 


Fig.  19.- 


-Vertical  Face  of  Sand  Rock  on  the  Lower  Side  of  the  E.xcavation 
FOR  the  Upper  Lock  Gate  and  Culvehts. 


Fig.   20. — Experimental  Section  of  Cut-off  Wall,  Partly  Excavated, 
Determine  Whether  the  Grout  Filled  all  Crevtces,  Etc. 
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cracks  in  the  sand  rock  is  surprising.     An  absolutelj^  tight  cut-off  wall      Mr. 
from  the  bank  ahove  the  lock  to  the  outer  toe  of  the  river  wall,  and  under  ■'^^^'^^■ 
this  toe  for  its  full  length  and  back  to  the  bank  below  the  lock,  ex- 
tending to  a  depth  of  23  feet  below  dead  low  water  in  the  river,  or 
deeper  in  that  part  under  the  river  wall,  is  thus  secured. 

"In  some  cases  no  subterranean  seams  are  encountered,  and  then 
the  wooden  diaphragm  is  inserted  and  the  grout  at  once  poured  in 
around  it  through  pipes  leading  to  the  bottom.  Experience  has  shown 
that  in  such  cases  time  is  a  vital  element.  A  slot  which  does  not 
develop  the  least  flow  at  first,  has  in  several  cases  developed 
very  great  and  troublesome  flow  in  twenty-four  hours  if  not 
grouted.  Most  trouble  was  encountered  at  the  upper  end  where  a  very 
large  seam  directly  connecting  with  the  river  had  to  be  cut  off.  This 
seam  extended  nearly  horizontally  under  a  space  fully  30  feet  wide 
by  80  feet  long,  and  every  section  of  cut-off  wall  intersected  it.  Grout 
poured  into  one  section  would  pour  out  of  another  30  feet  distant.  As 
these  underground  connections  were  not  suspected,  the  quantity  of 
water  which  poured  out  of  three  openings  into  this  seam  soon  exceeded 
the  capacity  of  the  pumps.  All  arrangements  for  grouting  two  of 
the  three  sections  were  completed  except  the  stopping  of  the  flow  from 
the  pipes,  which  in  this  case  were  6-inch  in  diameter  and  were  running 
full.  It  is  believed  to  be  unsafe  to  try  to  stop  suddenly  such  a  flow 
for  fear  of  blowing  up  the  lock  floor.  The  cofferdam  was  allowed  to 
fill,  thus  gradually  stopping  the  flow  from  the  seam,  6-inch  risers  were 
screwed  into  the  now  submerged  overflow  pipes  and  both  sections  were 
grouted  at  the  same  time  from  staging  erected  above  the  water  level. 
Twenty-one  barrels  of  dry  sand  cement  were  required  for  the  grout 
to  fill  the  slots  and  seam.  In  three  days  the  cofferdam  was  again 
pumped  out  and  the  two  springs  were  found  stopped  entirely.  The 
third  was  really  outside  of  the  lock  walls,  being  in  a  section  of  slot 
that  had  been  put  in  to  make  connection  with  the  cut-off  wall  under 
the  dam.  It  was  successfully  separated  from  the  cut-off  slot  under  the 
lock  wall,  which  has  since  been  easily  grouted." 

In  the  preceding  paragraph  mention  is  made  of  sand-cement.  In 
view  of  the  high  freight  rates  existing  at  that  time  between  the 
American  Portland  cement  factories  and  St.  Paul,  sand-cement  was 
used  in  the  construction  of  the  land  wall  of  this  lock.  To  insure 
getting  exactly  the  proportions  of  sand  in  the  sand-cement,  a  tube 
mill  was  purchased  and  the  cement  (Saylor's  brand)  was  ground  at 
the  lock  site  with  a  very  excellent  silicious  sand  found  in  the  vicinity. 
The  concrete  made  with  this  sand-cement  has  stood  the  extreme  tem- 
perature conditions  at  St.  Paul,  105°  in  summer  to  40°  below  zero, 
Fahr.,  in  winter,  for  the  past  14  years  in  a  surprisingly  satisfactory 
manner.  The  river  wall  was  built  of  Saylor's  cement,  used  in  the 
same  proportions  as  the  sand-cement  in  the  land  wall.  A  very  sharp 
comparison  of  the  two  kinds  of  concrete  has  thus  been  secured.  Al- 
though the  writer  has  not  been  able  to  inspect  the  work,  he  has  been 
told,  by  those  who  have,  that  the  concrete  in  the  land  wall  is,  if  any- 
thing,  superior  at  the  present  time  to  that  in  the   river  wall.     For 
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Mr     the  land   wall,   the   cement   was  ground   with   an   equal   proportion   of 
'  sand,  by  volume,  and  the  sand-cement  thus  produced  was  used  in  the 
same  ratio  to  unground  sand  and  broken  stone  as  if  it  had  been  regular 
Saylor  cement. 

In  connection  with  the  construction  of  this  lock,  a  great  deal  of 
grouting  of  seams  similar  to  that  described  was  necessary,  and  in 
this  work  great  economy  resulted  from  the  use  of  sand-cement  in  place 
of  undiluted  Saylor  cement.  Experiments  were  made  in  order  to  de- 
termine whether  sand-cement  applied  in  the  shape  of  grout  would 
harden.  A  vertical  glass  tube,  4  or  5  ft.  long  and  about  1  in.  in 
diameter,  was  plugged  at  the  bottom  and  filled  with  a  1  to  1  sand- 
cement  grout  and  allowed  to  harden.  The  tube  was  broken  in  3 
days,  and  it  was  found  that  the  lower  part  of  the  grouting  in  this  pipe 
was  as  hard  and  sound  as  that  at  the  top.  When  ordinary  sand  was 
mixed  in  the  same  proportion  with  undiluted  Saylor's  cement,  kept 
thoroughly  stirred  up,  and  poured  into  a  similar  tube,  the  sand  settled 
to  the  bottom  very  rapidly,  leaving  a  creamy  grout  with  hardly  any 
sand  grains  in  the  upper  part  of  the  tube.  Under  these  conditions 
the  bottom  2  ft.  never  set,  though  the  upper  2  or  3  ft.  set  about  as 
hard  as  the  sand-cement  grout  did  in  the  other  tube.  The  reason 
is  plain.  The  specific  gravity  of  cement  clinker  is  not  widely  different 
from  that  of  silica.  When  the  silica  is  in  large  grains,  and  the  cement 
clinker  is  ground  fine  to  make  a  Portland  cement,  the  two  materials 
separate  in  water,  the  larger  particles  settle  quickly  and  reach  the 
bottom  first,  and  the  finer  particles,  which  settle  less  rapidly,  remain 
near  the  top  of  the  column.  Since  making  this  experiment  the  writer 
has  always  had  considerable  doubt  as  to  results  of  grouting  with 
Portland  cement  stirred  up  with  ordinary  sand,  but  he  has  no  doubt 
of  the  effectiveness  of  grouting  with  sand-cement  ground  1  part  of 
cement  to  1  part  of  silicious  sand,  provided  the  grinding  is  carried 
far  enough  to  make  the  sand  as  fine  as  ordinary  Portland  cement. 
From  Mr.  Rippey's  description,  the  writer  supposes  that  no  sand  was 
incorporated  in  his  grout.  If  sand-cement  had  been  used,  it  would 
seem,  therefore,  that  the  cost  of  grouting  might  have  been  somewhat 
reduced  provided  the  freight  rates  to  the  Estacada  Dam  were  high 
enough  to  make  it  pay  to  install  a  cement-grinding  tube  mill. 

Note  on  Pig.  21. — The  complete  covering  of  the  end  of  the  wooden  curtain  by 
the  grout  is  well  shown,  as  well  as  the  way  in  which  the  latter  filled  every  irreg- 
ularity in  the  end  of  the  original  slot.  The  grout  was  about  1  week  old,  and  was 
at  the  time  firm  and  hard.  It  was  composed  of  sand-cement  ground  in  the  proportion 
of  1  sand  to  1  Saylor's  Portland  cement.  The  extreme  wetness  of  the  sand  rock 
is  well  seen  in  the  pond  of  water  at  the  foot  of  the  section.  Though  there  was  no 
regular  flow,  the  water  was  oozing  from  all  the  pores  of  the  face  exposed  by  the 
excavation. 

Note  on  Fig.  22. — At  the  top,  the  grout  covering  the  end  of  the  diaphragm  has 
been  removed  to  show  the  boards,  and,  in  the  middle  of  the  plane  parallel  to  the 
diaphragm,  the  grout  has  been  scraped  off  to  show  the  flat  side  of  the  boards. 
The  rest  of  this  plane  is  left  as  it  stood  when  excavated,  showing  that  the  grout 
absolutely  holds  the  sand  rock  to  the  boards.  The  irregular  projections  at  some 
points  in  this  plane  show  where  there  was  originally  a  seam  in  the  sand  rock, 
which  has  been  filled  by  the  grout. 
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J.  F.  Ramsbotham,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  has  Mr. 

read  this  paper  witli  great  interest,  and  is  of  the  opinion  that  it  will  ^amsbotham. 
be  of  value  to  the  entire  Profession.     He  would  like  to  draw  some 
conclusions  based  on  his  experience  gained  on  the  Fremantle  Graving 
Dock.f 

In  the  first  instance  he  differs  with  the  author  in  regard  to  the 
method  of  starting  with  a  low  pressure  of  25  lb.  and  ending  with  a 
pressure  of  250  lb.  per  sq.  in.  Surely  the  pressure  should  have  been 
higher  in  the  initial  stages,  for,  with  the  depth  of  hole  in  use,  there 
was  no  fear  of  doing  damage,  and,  at  the  same  time,  a  better  and  more 
pronounced  penetration  would  have  been  assured. 

A  pressure  of  250  lb.  per  sq.  in.,  or  16  tons  per  sq.  ft.,  is  certainly 
very  high,  and  the  quality  of  the  rock  must  have  been  exceedingly 
tough  to  have  withstood  it.  The  danger  of  using  such  a  pressure  is 
considerable,  but  risk  of  damage  would  be  lessened  by  having  other 
holes  drilled  in  the  vicinity  of  the  grouting,  such  holes  acting  as  a 
safety  valve. 

The  author's  summary  of  the  advantages  reaped  is  somewhat  dis-  ^ 
appointing. 

From  the  writer's  experience,  cement  grouting  can  be  relied  on 
to  form  a  cut-off  from  percolation  water,  and  this  experience  was 
gained  by  witnessing  daily  a  material  decrease  in  pumping. 

The  holes  should  be  staggered,  the  front  row  being  6  ft.  from  center 
to  center  and  the  back  row  3  ft.  back  from  them.  The  writer  con- 
siders it  preferable  to  drill  the  front  row  first  and  then  check  and 
test  the  results  by  the  back  row,  but  it  is  quite  impossible  to  lay  down 
any  hard  and  fast  rule.     Each  case  must  be  judged  on  its  merits. 

The  whole  question  of  efficiency  is  problematical,  and  for  that 
reason,  before  adopting  cement  grouting  and  giving  a  positive  opinion, 
an  actual  inspection  of  the  site  is  desirable. 

As  regards  fortifying  bad  ground  (such  as  a  gravel  bed)  to  withstand 
a  heavy  statical  load,  the  writer  has  no  hestitation  in  saying  that  by 
cement  grouting  this  can  be  done  economically  and  safely,  there  is 
no  excavation  to  make  and  replace  with  concrete,  and  no  pumping. 

Harrison  Souder,!  M.  Am.  Soc.  C.  E.  (by  letter). — It  is  a  fact  that  ^  Mr. 

1  T  1      1  1  r  f  1      •  Souder. 

very  little  has  been  published  m  regard  to  the  treatment  of  foundations 

by  the  use  of  cement  grout.     The  interest  manifested  in  the  Estacada 

work  causes  the  writer  to  regret  deeply  that  his  experiences  in  this 

line  some  13  years  ago,  were  not  given  to  the  Profession  at  the  time. 

However,   the   identical  method   of   securing   a   tight   cut-off  wall — by 

injecting   a   cement  grout  under  pressure  through   drill  holes,   as   de- 


*  Melbourne,  Victoria,  Australia. 

t  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXVI,  p.  1942 

J  Cornwall.  Pa. 
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Mr.  scribed  by  Mr.  Rands — was  used  by  the  writer  in  the  construction 
^^'  of  the  Hinckston  Run  Dam  at  Johnstown,  Pa.,  as  long  ago  as  1901. 

The  fact  that  this  method  of  grouting  was  used  in  the  foundations 
of  this  work  prior  to  the  Estacada  operation  is  brought  out  in  a  brief 
description  of  the  Hinckston  Run  Dam  published  in  1909  by  the  late 
James  D.  Schuyler,  M.  Am.  Soc.  C.  E.* 

At  the  time  this  method  was  adopted  at  Johnstown,  the  only  in- 
formation the  writer  had  on  the  subject  was  that  gained  from  watching 
the  grouting  of  the  tunnel  backing  of  the  deep  sewers  built  in  con- 
nection with  the  Pennsylvania  Avenue  Subway  and  Tunnel  and  in 
closing  leaks  in  the  Torresdale  Conduits,  in  Philadelphia;  and  espe- 
cially from  a  reportf  by  F.  V.  Abbot,  M.  Am.  Soc.  C.  E.,  Major  (now 
Col.)  Corps  of  Engineers,  U.  S.  A.,  Engineer  in  Charge  of  Improve- 
ments of  the  Mississippi  River  at  St.  Paul  and  Minneapolis.  The  report 
describes  an  extremely  interesting  method  of  forming  a  tight  cut-off 
wall  by  using  cement  grout,  exactly  after  the  method  suggested  by  Mr. 
Rippey  on  page  495  and  illustrated  by  Fig.  IG,  except  that  the  dia- 
.  phragm  was  made  of  wood  and  the  grout  was  applied  under  hydrostatic 
pressure  sufficient  to  overcome  the  head  of  the  water  flowing  through 
the  rock  seams.:]: 

As  the  work  at  Johnstown  was  in  the  seamy  shales  of  the  soft- 
coal  formation,  a  detailed  description  of  the  cut-off  wall  may  be  of 
value  even  at  this  late  day.  To  add  to  the  clearness,  and  as  a  matter 
of  record,  a  brief  description  of  the  dam  is  given. 

The  Hinckston  Run  Da^f. 

In  1900  the  Manufacturers  Water  Company,  after  a  comprehensive 
study  of  the  problem  of  increasing  the  water  supply  of  Johnstown,  Pa., 
and  the  rapidly  expanding  plant  of  the  Cambria  Steel  Company,  de- 
termined on  the  construction  of  several  large  reservoirs  and  pipe  lines. 

In  view  of  the  frightful  calamity  of  1888,  caused  by  the  breaking 
of  the  South  Fork  Dam,  there  was  naturally  much  opposition  to  the 
constructioii  of  any  new  dams  above  the  city.  Under  the  direction 
of  Mr.  John  Birkinbine,  as  Consulting  Engineer,  the  first  of  the  pro- 
liosed  reservoirs  was  located  5  miles  from  Johnstown,  on  Hinckston 
Run.  a  stream  which  flows  into  the  Conemaugh  a  short  distance  below 
the  famous  Stone  Railroad  Bridge.  All  the  streams  in  this  district 
are  essentially  mountain  streams.  The  valleys  are  narrow  and  the 
hillsides  steep  and  rocky,  and  therefore  the  run-off  is  rapid.  The 
average  yearly  rainfall  is  36  in.,  but  it  is  not  well  distributed,  the  major 
part  coming  down  in  the  winter  and  spring;  though  some  extremely 
heavy  and  sudden  downpours  occur  in  the  summer. 

*  "Reservoirs  for  Irrigation,  Water  Power  and  Domestic  Water  Supply,"  p.  518. 
■!■  An  abstract  of  this  report  was  published  in  Cement,  January,  1901. 
+  The  reader  is  referred  to  Col.  Abbot's  discussion,  which  contains  an  extract  from 
his  report,  and  several  illustrations. 
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The    original    Hinckston    Run    project    called    for    an    earth    dam,     Mr. 
60  ft.  high,  to  retain  some  400  000  000  gal.  of  water,  with  a  depth  of  ^*'"'*^''' 
45  ft.  at  the  bi-east. 

The  intention,  as  stated,  was  to  build  a  dam  60  ft.  high,  with  a 
clay  core,  but,  as  an  unlimited  quantity  of  cinder  from  the  steel  plant 
was  available,  it  was  decided,  after  the  wort:  was  started,  to  use  this  as 
backing  for  the  dam.  in  place  of  earth,  and  eventually  to  fill  the  whole 
valley  below  with  this  material,  thus  rendering  the  structure  practically 
\inbreakable.  In  view  of  this  and  the  additional  expense  incurred 
in  making  the  cut-off  tight,  the  proposed  height  of  the  dam  was  in- 
creased to  80  ft.,  and  later  to  85  ft.,  above  the  original  creek  level. 
This  gave  a  total  maximum  height  above  the  bottom  of  the  core-wall 
ditch  of  112.8  ft.,  a  depth  of  water  at  the  breast  of  73^  ft.,  and  a 
capacity  of  1100  000  000  gal.  The  lake  thus  formed  is  1^  miles  long. 
The  water-shed  above  the  dam  is  10.75  sq.  miles. 

With  the  consequent  great  increase  in  pressure,  extra  care  was 
needed,  and  every  precaution  was  taken  to  make  the  structure  water- 
tight. 

The  site  selected  for  the  dam  required  a  rather  long  breast,  but 
gave  an  excellent  opportunity  to  construct  a  spillway  with  natural 
rock  bottom,  and  was  close  to  several  large  deposits  of  excellent  clay 
lying  within  the  reservoir  site. 

Work  on  this  dam  was  started  in  the  fall  of  1900.  The  writer 
took  charge  as  Resident  Engineer  and  Superintendent  of  Construction 
early  in  May,  1901.  At  that  time  the  dam  site  had  been  cleared  of 
timber  and  partly  stripped,  and  a  small  section  of  core-wall  ditch  had 
been  excavated  to  a  depth  of  12  ft. 

The  first  work  done  was  to  strip  the  surface  of  the  dam  site  of  all 
soil  and  vegetable  matter.  This  was  generally  3  ft.  deep,  but  over  a 
large  area,  near  the  creek  channel,  it  was  necessary  to  remove  material 
to  a  depth  of  8  or  9  ft.  owing  to  numerous  beds  of  muck,  old  logs,  etc. 
All  this  material  was  deposited  in  the  rear  of  the  embankment  proper. 
The  remainder  of  the  reservoir  area,  some  105  acres,  was  cleared  of 
all  timber  and  brush,  but  the  surface  soil  v;as  not  renioved,  as  the 
water  to  be  stored  was  intended  for  mill  purposes  only. 

Work  on  the  dam  proper  was  suspended  on  rainy  days  and  during 
the  winter. 

The  cross-section  of  the  dam  as  built  is  shown  by  Fig.  23.  The 
lower  inner  slope  is  1  on  2J,  with  4  ft.  of  puddle  and  24  in.  of  cinder 
rip-rap.  The  slope  above  the  berm  is  1  on  If  with  puddle  lining 
diminishing  to  2  ft.  thick  at  the  top.  The  facing  is  hand-laid  stone 
paving.  The  puddle  wall  is  16  ft.  thick  at  the  top  of  the  concrete 
core-wall,  and  diminishes  to  4  ft.  at  the  top  of  the  dam. 

Early  in  July,  1901.  when  the  core-wall  ditch  had  been  carried  down 
to  hard  rock  at  what  was  thought  to  be  the  proper  depth,  some  test 
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Mr. 

Souder. 


holes  were  bored  through  the  bottom  to  determine  the  character  of  tlie 
rock  below.  This  disclosed  a  layer  of  hard  sandstone  a  few  feet  down, 
with  considerable  water  flowing  below  and  above  it.  It  was  decided  to 
deepen  the  ditch  considerably,  in  order  to  get  below  any  rock  strata 
that  might  come  to  the  surface  within  the  flooded  area,  and  to  substi- 
tute a  concrete  core-wall  for  the  clay  one  originally  proposed. 

An  air  compressor  plant  was  installed.  This  was  a  14  by  18-in, 
Ingersoll-Sergeant  machine  capable  of  driving  two  rock  drills  and  six 
pneumatic  rammers.  These  rammers  were  used  in  tamping  concrete 
and  also  in  puddling  clay  in  such  places  as  could  not  be  covered  by  a 
10-ton  steam  roller  which  was  also  supplied  at  this  time  in  place  of  the 
3-ton  horse  roller  in  use. 
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The  finished  ditch  averaged  in  depth  25  ft.  below  the  grubbed  sur- 
face in  the  valley,  but  reached  50  ft.  at  the  ends.  The  shale  was  exca- 
vated with  picks,  but  the  harder  rock  was  loosened  with  light  charges 
of  dynamite,  care  being  taken  not  to  shatter  the  foundation  or  open  up 
the  seams.  Plate  XI  shows  typical  sections  tliT-ough  the  core-wall  and 
ditch,  the  variable  character  of  the  strata  cut  through  being  indicated. 
The  advisability  of  cutting  off  the  underflow  to  as  great  a  depth  as 
possible  was  realized,  and  it  was  determined  to  remove  the  shale  down 
to  the  sandstone  and  try  to  cut  off  the  flow  below  by  forcing  in  cement 
grout  under  air  pressure. 

Holes,  2  in.  in  diameter  and  from  10  to  16  ft.  deep,  were  drilled 
through  the  rock,  averaging  about  one  hole  per  linear  foot  across  the 
.valley.  Iron  pipes,  2  in.  in  diameter,  18  in.  long,  and  threaded  on  one 
end,  were  cemented  into  these  holes.  Portland  cement  grout  was 
lioured  into  them  and  then  air  at  a  pressure  of  from  30  to  60  lb.  was 
applied. 

The  first  holes  were  approximately  G  ft.  apart.  They  were  drilled 
generally  10  ft.  below  bed-rock.  The  first  hole  drilled  was  marked  No.  1 
W..  the  second  No.  2  W..  5  ft.  distant,  the  third  No.  4  W.,  17  ft.  distant. 
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Note-  Drill  holes  2  diara.  in  bottom 
of  ditch;  -10.  to  16  ft.  deep  between  Stations 
3+60  and  8  fOO « and  6  to  10  ft.  deep  between 
Stations  8  and  8  +  70.  Ceinent  grout  forced 
into  these  holes  under  80  lb.  air  pressure. 
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After  No.  1  was  grouted,  a  small  pit,  or  sump,  was  excavated  through  ^  Mr. 
bed-rock   and   into  the  shale  below.     Signs  of  grouting  were  visible 

2  ft.  below  the  sandstone,  which  was  encouraging.  After  some  twelve 
holes  had  been  drilled  within  a  distance  of  66  ft.,  an  effort  was  made 
to  determine  the  location  and  extent  of  the  water  seams  below  bed-rock 
by  using  a  solution  of  permanganate  of  potash.  In  a  letter  to  Mr.  Birk- 
inbine,  dated  July  22d,  1901,  the  writer  described  this  test  as  follows : 

"In  the  main  core-wall  ditch  I  made  some  tests  to  determine  the 
location  and  length  of  seams  under  bed-rock.  Mr.  Hyde,  the  Cambria 
Chemist,  brought  some  potassium  permanganate  out.  We  put  several 
buckets  full  of  the  solution  into  the  receiver  and  connected  it  with 
hole  Xo.  3  West  and  then  turned  on  the  air.  The  color  showed  in  the 
sump  and  in  holes  Nos.  4  and  5  and  slightly  in  No.  6,  entering  the 
last  hole  at  least  2  in.  from  the  surface.     This  showed  that  2  in.  and 

3  in.  of  shale  had  not  been  stripped  from  bed-rock,  also  that  the  seam 
extended  from  No.  3  hole  beneath  bed-rock  to  the  sump.  This  test  was 
not  altogether  satisfactory,  so  we  put  a  pipe  in  No.  6  W.  hole,  from 
which  a  strong  clear  stream  of  water  flows.  Put  some  permanganate 
in  the  tube  and  connected  the  air  hose  directly  to  the  tube.  The 
color  showed  in  Nos.  4  and  5,  in  fact,  as  far  as  the  sump.  Aboiit  this 
time  the  pump  valve  got  out  of  order  and  the  water  rose  in  the  trench, 
covering  most  of  the  holes.  Then  I  put  on  full  air  pressure,  and  after 
a  time  it  began  to  appear  all  along  the  trench  bottom  from  the  sump 
to  hole  No.  12.  Up  to  No.  10  it  was  very  distinct,  at  Nos.  11  and  12 
the  effect  was  not  quite  positive.  Keeping  the  pressure  on,  I  had  the 
sump  drained,  and  found  the  air  blowing  in  at  the  bottom  and  on  the 
far  side  and  lower  side. 

"Evidently  there  are  seams  underlying  the  length  of  bed-rock.  The 
small  2/'s  on  the  following  diagram  f'Fig.  24]  indicate  where  the  air 
blew  out." 


NoJ  Hole  grouted 


-  Sump 


Oy 


-33  £t- 


FlG.   24. 

Fig.  25  is  a  sketch  of  the  first  contrivance  or  receiver  devised  for 
applying  the  grout.  It  was  a  cylinder,  8  in.  in  diameter  and  6  ft. 
long.  A  screw  flange  was  provided  at  top  and  bottom,  and  a  steel 
head-plate  was  bolted  to  each  end,  with  rubber  gasket  packing.  The 
top  bolt  holes  were  open  to  allow  quick  removal  of  the  lid.  A  2-in. 
pipe  with  plug  cocks  was  provided  at  the  top  and  bottom.  With  a 
short  hose,  the  cylinder  was  coupled  to  the  pipes  in  the  holes.     The 
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Mr.  cylinder  was  filled  with  grrout ;  the  valve  was  opened ;  the  grout  ran 
into  the  drill  holes,  and  air  pressure  was  then  applied  at  the  top.  The 
contrivance  was  mounted  on  a  truck  running  on  a  track  in  the  bottom 
of  the  ditch.  After  trial  it  proved  to  be  too  slow  and  cumbersome, 
and  another  method  was  devised  and  operated  satisfactorily.  Fig.  26 
is  a  sketch  of  this  final  arrangement,  and  Fig.  27  shows  it  in  operation. 

The  method  of  grouting  was  as  follows : 

A  1-in.  pipe,  long  enough  to  reach  to  the  bottom  of  the  hole,  was 
inserted  and  air  was  applied  to  blow  out  water  and  dirt.  Then  a  tee 
and  the  pipe,  C,  were  attached  to  the  tube  in  the  drill  hole  with  a  sleeve 
union,  as  shown.  The  cock,  A,  was  closed,  the  cock,  B,  was  opened,  and 
air  was  applied,  thus  forcing  the  water  out  of  the  hole  and  into  the 


2  Pipe 


DEVICES  FOR  GROUTING 


crevices  and  near-by  drill  holes;  meanwhile,  the  pipe.  C.  was  filled 
with  grout,  and  the  air  hose  was  connected  at  the  top.  Then  B  was 
closed,  A  was  opened,  and  air  was  gradually  applied  at  the  top  of  C , 
forcing  the  grout  down  into  the  crevices.  The  pipe  was  refilled  about 
every  10  min.  until  the  hole  would  take  no  more.  The  apparatus  was 
then  removed  and  a  cap  was  screwed  on  the  tube  in  the  grouted  hole. 
After  a  given  length  of  ditch  was  grouted  in  this  way,  and  sufficient 
time  had  elapsed  to  allow  the  grout  to  set,  test  holes  were  bored  within 
the  grouted  area  and  the  process  was  continued  until  there  was  no 
indication  of  water  flow  below  the  bottom.  The  greater  part  of  the 
bottom  was  grouted  successfully  in  this  way,  but,  as  explained  later, 
the  grouting  scheme  was  abandoned  where  the  core-wall  ditch  entered 
the  side-hills. 


Fig.  27. — Method  of  Grouting  Underlying  Seam.s  in  Core-Wall  Ditch.     Grouted 
Hole  with  Cap,  in  Foreground.     Cement  Plaster  on  Side-Walls  of  Ditch. 
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Descriptive  of  this  work,   the  following  extracts  from   reports  by     Mr. 
the  writer,  made  at  the  time,  may  be  of  interest:  houder. 

Extracts  from  IIeports  on  Grouting  Tests. 

July  12th,  1901. — "Finished  drilling  second  drill  hole.  Strip  rock 
near  first  hole.     No  signs  grout  at  3  ft.  distance." 

July  13th,  1901. — "Excavated  to  hard  rock  and  then  drilled  holes 
everj'  6  ft.,  10  ft.  deep.    (Later,  16  ft.  deep.) 

"Cut  away  18-in.  layer  of  rock  to  within  2  ft.  of  first  drill  hole 
grouted  and  discovered  evidences  of  grouting.  Two  of  the  new  drill 
holes  flowed  water,  which  on  test  comes  mainly  from  within  3  ft.  of 
surface  of  rock." 

July  nth,  1901.- — "Test  of  setting  of  grout;  after  2  hours  the  neat 
cement  grout  hardly  set  enough  to  resist  anything  like  a  current  of 
water.  Addition  of  sand  helps  it.  Recommend  quicker-setting 
cement." 

August  3d,  1901. — "There  is  a  thin  layer  of  shale  and  slate  on 
the  sandstone  at  Hole  No.  11  E.  becoming  thicker  to  the  east  at 
Hole  No.  20;  the  sandstone  is  6  ft.  below  the  shale.  This  explains 
why  water  is  found  at  two  levels.  On  No.  19  E.  we  had  water  at  4  ft. 
and  again  at  15  ft.  To-day  grouted  several  holes.  The  first  was 
No.  13  W.  From  this  hole  a  fairly  strong  stream  was  flowing  out 
of  tube  12-in.  high.  I  first  forced  air  in  the  hole  without  cement. 
Air  bubbled  out  of  Hole  No.  11  W.  very  weakly  but  quite  strongly 
from  Nos.  12  W.,  14  W.,  15  W.,  and  19  W.  Made  a  smooth-flowing 
grout  of  2  bags  cement,  1  bag  very  fine  screened  sand,  and  3J  buckets 
water.  After  the  air  had  been  on  30  min.  a  strong  cement  color 
appeared  in  Hole  No.  15  and  weaker  color  in  Hole  No.  14.  Kept 
pressure  on  for  1  hour.  The  grout  appeared  rather  soft  in  the  hole, 
and  after  a  time  a  very  small  thread  of  water  came  through  it.  Flow 
of  water  from  No.  12  did  not  diminish  appreciably,  but  carried  slight 
cement  color.  Difference  in  level  of  grout  in  cylinder,  before  and 
after,  5J  in.  Next  grovited  No.  11  W.,  forcing  in  3^  in.  of  grout 
after  f  hour  pressure,  there  was  no  perceptible  difference  in  flow  from 
adjoining  holes.  There  was  no  water  flowing  from  No.  11  before 
grouting.  Hole  No.  8  took  2h  in.  of  grout  after  4  hour.  No  water 
flowing  from  the  hole  before  grouting." 

August  6th,  1901. — "In  the  core-wall  ditch  we  have  now  13  holes 
grouted.  To-morrow  I  will  move  the  drill  back  and  put  in  some  inter- 
mediate holes  to  test  the  grouting.  I  must  arrange  in  meantime  to 
drain  the  east  end  of  the  core-wall  ditch  in  order  to  uncover  the  sand- 
stone, which  dips  rapidly  into  the  hill.  The  shale,  being  more  than 
6  ft.  thick,  is  giving  considerable  trouble  to  the  drillers,  so  think  it 
advisable  to  suspend  drilling  in  the  east  end  of  the  core-wall  ditch 
until  the  sandstone  is  uncovered.  The  following  is  a  description  of 
grouting  of  holes  mentioned  in  letter  of  last  evening: 

"Hole  No.  4  W. :  water  standing  in  tube  about  1  ft.  high.  Cylinder 
with  grout  placed  and  air  on  for  1  hour.  Valve  on  tube  closed  for 
J  hour  longer.  Hole  contained  2  ft.  cement  in  bottom,  with  water 
above.  Rammed  thick  mortar  into  tube  and  put  on  pressure  again 
for  J  hour,  8i  in.  of  grout  went  into  the  hole. 
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Mr.  "No.  2  W. :  no  water  flowing  from  this  hole.     Connected  air  hose 

souder.  directly  to  the  tube,  forced  the  water  out  of  the  crevices.  Then  poured 
in  two  buckets  of  grout  (1  cement,  2  sand)  after  having  air  pressure 
for  i  hour,  the  grout  had  settled  in  the  hole  2  in. 

"No.  12  W. :  strong  stream  water  flowing  from  this  hole  at  begin- 
ning. Forced  water  out,  the  air  coming  out  at  the  sump  near  hole 
No.  1  W.  Put  in  one  bucket  sand  and  cement  dry  and  put  on  air  for 
10  min.,  after  which  time  the  hole  was  empty.  Then  put  in  second 
bucket  dry  grout  and  put  on  air.  This  stopped  air  from  coming  out 
at  the  sump.  The  hole  was  practically  empty.  Then  put  in  a 
bucket  (3  gal.)  of  wet  grout  and  put  on  air  for  15  min.,  which  left  the 
hole  plugged.  Hole  No.  7:  no  water  from  this  hole  at  beginning. 
Pumped  water  out  by  hand-pumps.  Put  in  a  bucket  wet  grout,  and 
after  pressure  on  15  min.  the  grout  had  settled  2A  in." 

Again,   on    September   9th,   the  writer  stated: 

"The  core-wall  ditch,  where  the  pipe  line  crosses,  is  coming  into  a 
very  hard  and  tough  stone,  massive,  with  little  evidence  so  far  of 
stratification  or  cleavage  planes,  and  but  little  water. 

"In  the  main  core-wall  ditch  appearances  are  not  so  pleasing,  I 
have  had  four  test  holes  driven. 


Fig.  28. 
A 
They    are    marked      X     [on    Fly.   28].     Tliere  was  a  considerable  flow 

T.II. 
of  water  from  all  of  them ;  least  from  B,  and  the  strongest  from 
C  and  D.  Water  was  struck  in  all  these  holes  between  11  and 
36  ft.  Putting  air  on  at  A.  it  came  up  at  the  sump,  also  through 
crevices  in  the  bottom  of  the  core-wall  ditch  near  A,  also  in  test 
holes.  B  and  C.  Test  hole.  D,  was  not  finished  at  the  time.  Hole 
A  took  8  buckets  of  grout ;  Hole  3  took  3  buckets. 

"When  air  was  on  C  air  came  out  rather  strongly  at  the  sump, 
and  at  test  hole,  D,  and  from  bottom  of  core-wall  ditch  between  holes, 
T,  and  6  W.,  7  and  8  W.,  and  8  and  9  W.  After  putting  in  4  buckets 
of  grout  and  allowing  to  stand  some  time,  cement  got  hard  in  the 
valve.  Meanwhile  we  grouted  test  hole,  D,  took  valve  off  C  and  found 
grout  quite  wet  in  C,  and  began  to  be  forced  out  by  air  from  D.  Put 
long  tube  on  C  and  filled  with  grout  and  applied  air  again  on  C. 
Then  went  back  to  D  and  fed  it  more  grout,  giving  it  in  all  8:^ 
buckets.     Air  ceased  to  bubble  up   elsewhere. 

"It  would  appear  from  these  tests  that  we  have  a  fairly  tight 
bottom  down  to  10  ft.  depth,  the  depth  to  which  the  middle  holes 
were  drilled.  There  is,  no  doubt,  however,  a  considerable  flow  of 
water  at  10  to   16  ft.   depth. 

_  "To  expedite  the  work  of  drilling  in  part,  and  mainly  because  I 
think  we  will  get  better  results  in  this  work,  I  abandoned  the  old 
method  of  diamond  spacing  for  the  bore  holes  and  started  this  after- 
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noon  to  drill  the  holes  right  in  the  middle  of  the  core-wall  ditch  and     Mr. 
spaced  but  2  ft.  apart.     This  will  give  us  the  same  number  of  holes  ^°"''^'"- 
for  a  given  length  as  previously,  but,  being  closer,  they  are  more  likely 
to  give  us  a  continuous  cut-off  wall.    At  the  same  time,  four  holes  can 
be   drilled    from    two    settings   of    the   bar,    as    against   three    settings 
required  for  the  old  system." 

This  is  shown  by  the  sketch.  Fig.  29. 

"First  position  of  bar,  A,  second,  B.  Fii-st  position  of  drill  on 
bar,  a,  second,  6.  Simply  turn  clamp  over  and  reverse  the  drill  in 
the  clamp.  I  think  this  will  be  more  satisfactory.  Let  me  have 
your  opinion." 

To  this  Mr.  Birkinbine  replied : 

"I  am  in  receipt  of  your  letter  of  yesterday,  and  read  with  interest 
your  memoranda  concerning  the  test  holes.  Remembering  the  fact 
that  the  first  test  holes  were  only  10  ft.  deep,  and  we  got  more  water 
in  the  deeper  holes,  your  results  would  indicate  to  me  that  the 
section  covering  the  shallow  holes  had  probably  been  grouted  about 
to  their  bottom,  and  that  what  you  are  encountering  now  is  a  prac- 
tically continuous  stratum  below  this  10  ft. 

"I  am  inclined  to  believe  that  the  ap- 
pearance of   air   in   the   floor   of   the   core-  '< 1^ *| 

wall  ditch  is  attributable  mainly  to  crevices      

in  the  upper  stratum,  where  the  weight  of 
the    material    is    insufficient    to    resist    the 
pressure.     I  think  your   plan   of   reversing       ^^  ( 
the  bar  so  as  to  drill  two  holes  from  one 
setting  is   a  good  one,  but   I   am   inclined 

to  believe  you  can  afford  to  separate  the  ~''-7:^^^mMm7mm^m':^mw^ 
holes   by   more   than    2   ft.      Of   course   the  ,_ 

holes   from   one   setting   will   be   but   2   ft. 

apart,  but  I  think  there  could  be  an  interval  of  3  or  ■!  ft.  between  one 
pair,  and  the  next  pair.  As  to  drilling  the.se  holes  in  the  center  of  the 
core-wall  ditch  I  should  look  for  better  results  if,  whenever  a  longitudi- 
nal crevice  is  evident,  you  drill  close  to  this,  %.  e.,  I  would  put  the  holes 
either  to  one  side  or  the  other  of  the  core-wall  ditch,  according  to 
,the  location  of  these  fractures." 

Neat  cement  grout  was  used  after  this,  the  sand  being  omitted. 
The  proportion  was  1  bbl.  of  cement  to  75  gal.  of  grout. 

At  the  east  end  three  large  vertical  open  crevices  wei'e  uncovered. 
(Fig.  30.)  The  flow  from  these  was  so  considerable  that  it  was 
necessary  to  put  in  a  force  pump  with  a  4-in.  suction  and  a  3-in. 
discharge,  in  order  to  keep  the  ditch  clear.  As  the  grouting  method, 
after  continued  trials,  did  not  give  satisfaction  at  this  end,  it  was 
decided  to  take  up  the  bottom  until  the  principal  water  strata  were 
reached.  This  was  done,  and  concrete  was  placed  in  the  ditch,  all 
the  walls  being  plastered  first  with  a  rich  cement  mortar  worked  in 
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with    trowels.      Two   coats   of   plaster    were   applied   on   the    north   or  ^  sir. 
reservoir  side  and  one  on  the  south  side.     The  suction  pipe  of  the ' 
pump  was  built  in  concrete,  and  carried  up  with  the  wall.    The  strong 
flow  of  water  in  this  section  of  the  ditch  made  it  difficult  to  place 
the   concrete    for    the    core-wall    without   having   the    cement    washed 
out  before  it  set. 

At  first,  the  method  indicated  in  the  sketch,  Fig.  31,  was  tried, 
namely,  a  line  of  1-in.  sheeting  was  placed  as  shown,  and  clay  was 
rammed  between  the  sheeting  and  the  rock  to  stop  the  water  flow. 
Concrete  was  placed  between  the  sheeting  which  was  raised  gradually 
as  the  concrete  was  carried  up.  This  did  not  prove  wholly  satisfac- 
tory, and  the  method  of  piping  the  water  directly  to  the  sump  was 
adopted,  as  shown  in  Fig.  32.  This  proved  successful.  Where  there 
was  too  great  a  flow  of  water,  plastering  could  not  be  done,  but  con- 
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Fig.   31. 


Fig.  32. 


siderable  neat  cement  was  dumped  in  along  the  walls  with  the  concrete 
and  well  worked  in.  After  the  concrete  was  well  set,  the  pipes  were 
plugged  and  the  flow  of  water  was  shut  off.  As  the  concrete  was 
carried  up,  the  water  came  out  of  the  ditch  walls  higher  up,  showing 
that  the  underflow  had  been  intercepted.  The  core-wall  ditch  was 
extended  well  into  the  hills  on  each  side  of  the  valley,  and  test  holes 
were  bored  for  water,  none  being  found,  because,  after  a  certain  dis- 
tance, the  rock  became  hard  and  massive  and  free  from  seams.  At 
the  west  end  of  the  ditch,  there  was  as  much  trouble  with  water. 
It  would  seem  that  the  underflow  of  the  whole  valley  was  concentrated 
at  this  point,  the  rest  of  the  ditch  having  been  grouted  and  the  flow 
cut  off. 

The  drill-hole  grouting  method  failed  in  the  west  side  of  the 
valley,  as  in  the  east,  and  here  the  bottom  was  also  taken  out,  down 
to  the  water  strata,  and  the  water  fought  inch  by  inch  by  piping  it 
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Mr.     from   the   streams    to   tlie   sump,    as   before   described,    and    the   ditch 
sou  er.  ^ygg  completely  filled  with  concrete. 

The  proportion  for  the  concrete  in  the  core-wall  was  1:2:5,  gen- 
erally: but,  at  the  bottom,  it  was  much  richer  in  cement,  which  was 
not  spared  in  efforts  to  make  a  tight  job.     Near  the  crevices  a  pro- 
I'ortion  of  1:  1 :  2A  was  used.    These  proportions  had  to  be  varied,  also, 
to  suit  the  sizes  of  the  stone  supplied,  which  varied  from  i  in.  at  times 
to  3  m.       The  top  section  of  the  wall  was  made  of  1:3:6  and  1  •  3  •  7 
cinder  concrete.     The  concrete  was  mixed  in  a  machine  of  the  continu- 
ous-mixer type  consisting  of  a  long  square  revolving  box  with  a  helix 
at  the  back.     The  machine  was  not  wholly  satisfactorv,  but   was  the 
bestto  be  had.     The  concrete  was  received  in  i-cu.  yd.  dump  buckets, 
carried   on   small   trucks   running   on   light   track   to   the   de'-ricks-    it 
was  then  lowered  to  the  bottom  of  the  ditch  and  dumped,  as  it  was 
not  thought  advisable  to  drop  it  from  any  height.     At  first  a  middling 
dry   concrete  was   required,   but,   later,   a  wet  concrete   was   found   to 
give  the  best  results  and  was  finally  adopted  for  the  remainder  of  the 
work. 

After  the  core-wall  reached  above  the  surface  the  faces  received 
two  coats  of  plaster,  one  inside  against  the  wood  forms  and  another 
alter  the  forms  were  removed.  For  the  upper  part  of  the  wall  the 
plaster  coat  on  the  down-stream  side  was  omitted;  and,  on  the  up- 
stream side,  a  cement  wash  applied  with  a  brush  was  substituted  for 
the  second  coat  of  plaster.  Where  sections  of  the  wall  joined  bond- 
ing grooves  were  provided.  Fig.  33  is  a  view  of  the  ditch  and  the 
concrete  core-wall,  showing  the  bonding  grooves.  Typical  sections 
ol  the  wall  as  built  are  shown  on  Plate  XL 

^^  The  concrete  core-wall  contained  10  840  cu.  yd.,  and  required 
13  166  bbl.  of  cement,  or  an  average  of  1.21  bbl.  per  eu.  yd  The 
grouting  and  plastering  t»ok  2  078  bbl.  of  cement,  in  addition.  The 
exact  quantity  of  cement  used  in  grout  alone  is  not  known. 

That  the  work  was  successful  was  shown  by  the  breaking  out  of 
some  small  springs  on  the  inner  side  of  the  reservoir  at  or  about 
the  elevation  of  the  top  of  the  core- wall. 

The  comparatively  low  pressure  of  60  lb.  was  insisted  upon, 
because  it  was  thought  that  extreme  pressures  might  do  harm  in 
opening  up  the  seams  unnecessarily,  and  thus  cause  blow-outs  below 
the  dam,  such  as  have  occurred,  the  writer  is  informed,  in  some 
recent  applications  of  the  grouting  method. 

The  result  obtained  by  all  the  precautions  at  Hinckston  Euu  was, 
not  only  a  water-tight  and  practically  indestructible  dam,  but  the 
people  m  Johnstown  were  completely  reassured,  thus  permitting  the 
company  to  proceed  with  the  construction  of  other  large  resen-oirs 
in  the  same  district. 


Fig.   33. — Western   Section  of  Core-Wall   Ditch,    Hinckston    Run   Dam. 

Partly  Completed  Core-Wall,  in  Background,  with 

Vertical  Bonding  Grooves. 


Fig.   34.— Partly  Compiktimi  Core-Wall,   Hinckston  Run  Dam.     Looking 
North,  Toward  Reservoir. 
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The  writer  considers  the  grouting-  for  the  Hinckston  Run  Dam  Mr. 
to  have  been  successful.  In  any  case,  extraordinary  care  must  be 
taken  in  applying  it,  and  then  only  after  conscientious  study  of  con- 
ditions, and  actual  tests  to  determine  its  availability  for  the  given 
locality  and  material.  The  apparent  success  of  the  grouting  method 
for  cutting  off  the  underflow  at  Estacada  and  other  places  would 
indicate  careful  attention  to  these  requirements. 

The  writer  questions  the  advisability  of  using  air  pressure  much 
in  excess  of  60  lb.  in  work  of  this  class. 

Charles  H.  Paul,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  author  has   Mr. 
presented  much   interesting  information,  and  there  is  no  doubt  that    ^'^  ■ 
this  paper,  together  with  the  discussions  that  it  calls  forth,  will  prove 
a  valuable  addition  to  engineering  literature. 

Foimdation  grouting  is  being  carried  on  in  connection  with  the  con- 
struction of  the  Arrowrock  Dam.  and,  although  conditions  there  are 
not  comparable  with  those  at  Estacada,  a  brief  discussion  of  methods 
and  results  may  be  interesting  in  connection  with  the  general  considera- 
tion of  this  subject. 

The  Arrowrock  Dam  is  a  concrete  masonry  structure  of  the  gravity 
type,  350  ft.  high.  The  general  level  of  the  foundation  in  the  canyon 
section  is  about  80  ft.  below  the  river  bed,  and  reaches  a  depth  of  90 
ft.  at  the  deepest  point.  The  foundation  is  a  firm,  hard  granite.  The 
rock  is  free  from  evidences  of  faulting,  crushing,  or  shearing,  but  is 
characterized  by  rather  frequent  parallel  joints  giving  it  a  sheeted  struc- 
ture which  has  a  general  north  and  south  (across-eanyon)  trend,  and  a 
high  dip  up  stream.  On  account  of  the  unusual  height  of  the  dam,  it 
was  desired  to  take  every  precaution  to  prevent  excessive  seepage  or  the 
accumulation  of  upward  pressure.  Therefore,  it  was  decided  to  grout 
the  foundation  and  abutments  along  the  up-stream  face,  although  it  was 
believed  at  the  start  that  the  character  of  the  rock  was  such  that  the 
seams  would  take  very  little,  if  any,  grout.  In  other  words,  this  grouting 
was  looked  on  from  the  beginning  simply  as  a  precautionary  measure, 
and  it  was  believed  that  the  integrity  of  the  structure  would  not  be 
affected  seriously  by  the  success  or  failure  of  the  grouting  operations. 

Along  the  vip-stream  face,  a  cut-off  channel,  or  key  way,  with  a 
minimum  depth  of  10  ft.,  was  cut  out  of  the  bed-rock,  and  the  grout 
holes  were  drilled  from  the  bottom  of  this  channel  to  a  depth  of  25 
or  30  ft.,  thus  making  the  bottom  of  the  holes  from  35  to  40  ft.  below 
the  general  level  of  the  foundation.  Two  rows  of  holes  were  drilled, 
5  and  13  ft.,  respectively,  inside  the  line  of  the  up-stream  face  of  the 
dam,  and  the  longitudinal  distance  between  the  holes  in  each  row  was 
10  ft.,  with  the  holes  in  the  two  rows  staggered. 

At  the  beginning  of  the  work,  these  holes  were  drilled  before  the 
rock  was  covered  with  concrete,  and  were  brought  up  through  the  con- 

*  Arrowrock,  Idaho. 
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were  grouted,  ihis  pipe  was  set  m  such  a  way  that,  when  grouting, 
the  mixture  could  flow  freely  into  any  seam  that  might  exist  between 
the  concrete  and  the  rock.  It  was  realized  at  the  time  that  the  most 
approved  method  for  work  of  this  nature  was  to  drill  and  grout  a  hole 
before  another  hole  was  drilled  in  that  immediate  vicinity,  but  that 
plan  was  not  followed  in  this  case  for  two  reasons:  First,  the  absence 
of  large  seams  and  the  apparent  tightness  of  the  existing  seams  in  the 
bed-rock  appeared  to  make  it  unnecessary  to  carry  out  the  work  in  this 
manner;  second,  bed-rock  was  not  uncovered  until  late  in  the  fall,  and 
as  the  season  for  placing  concrete  was  nearly  over,  and  it  was  most 
desirable  to  have  the  bed-rock  covered  with  concrete  before  winter  set 
in,  it  was  necessary  to  push  the  concreting  without  any  loss  of  time. 
Later  developments  proved  that  in  this  case  this  method  of  grouting 
was  justified,  as  in  only  a  very  few  cases,  when  the  leakage  test  was 
applied  to  the  hole  before  grouting,  was  there  any  connection  between 
the  hole  tested  and  adjacent  holes.  In  the  few  cases  of  this  kind 
that  did  occur,  a  satisfactory  job  was  obtained  by  grouting  the  two  or 
three  connecting  holes  in  as  close  succession  as  possible,  and  capping 
the  other  connecting  holes  M'hile  one  was  being  grouted. 

During  the  early  part  of  the  work  Burley  drills  were  used.  Later, 
after  the  foundation  had  been  covered  and  the  grouting  operations  were 
carried  on  up  the  abutments,  pipes  were  set  in  place  at  the  location  of 
the  holes  and  the  holes  were  drilled  through  these  pipes  with  a  diamond 
drill,  after  a  sufficient  depth  of  concrete  had  been  placed  around  them. 
The  practice  was  then  adopted  of  drilling  and  grouting  a  hole  before 
the  next  one  was  drilled,  but,  on  account  of  the  tight  condition  of  the 
rock,  there  was  very  little  difference  between  the  results  obtained  by  the 
two  methods. 

The  grouting  machine  was  of  the  same  type  as  that  used  at  Esta- 
cada.  The  cement  was  a  45%  blend  of  sand-cement  (45%  of  granite 
and  55%  of  Portland  cement),  ground  to  such  a  fineness  that  90% 
would  pass  the  No.  200  sieve.  The  grout  was  mixed  in  proportions  of 
about  1  part  cement  to  5  parts  water,  except  in  a  few  cases,  when  it 
was  thickened  up  to  about  a  1 :  3  mixture.  Pressure  for  the  leakage 
test  and  for  final  application  on  the  grout,  was  obtained  from  a  tank 
set  at  an  elevation  of  about  15  or  20  ft.  above  the  level  of  full  reservoir. 
Air  for  the  operation  of  the  grouting  machine  was  obtained  from  the 
main  compressor  plant,  and  gave  a  pressure  of  about  95  lb.  at  the 
machine,  which,  however,  was  set  at  an  elevation  considerably  above 
the  bottom  of  the  hole,  so  that  the  pressure  at  that  point  was  in  the 
neighborhood  of  from  150  to  160  lb.  for  the  lowest  holes. 

Before  making  the  leakage  test,  immediately  prior  to  grouting, 
each  hole  was  carefully  washed  out  and  sounded;  then  the  leakage  test 
was  applied  from  the  elevated  tank.     The  tank  was  graduated  to  indi- 
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eate  gallons,  and  the  leakage  test  was  applied  to  each  hole,  under  full  Mr. 
pressure,  for  a  period  of  at  least  10  min.  As  was  expected,  most  of  **" ' 
the  holes  showed  practically  no  leakage  before  grouting,  and  took  only 
about  enough  grout  to  fill  the  hole.  In  a  few  cases,  however,  an 
appreciable  leakage  was  detected,  and  some  grout  was  forced  into 
the  rock,  although  up  to  date  the  maximum  quantity  of  cement  forced 
into  any  one  hole  has  been  only  about  3  bbl.  To  practically  all  the 
holes  full  air  pressure  was  applied  at  the  beginning,  but,  in  a  very  few 
instances,  it  was  found  more  advantageous  to  begin  with  a  pressure  of 
about  25  lb.  and  increase  this  gradually  to  the  maximum  as  the  hole 
tightened.  When  a  hole  would  take  no  more  grout,  the  water  pressure 
from  the  tank  above  the  dam  was  applied — with  the  idea  of  driving  the 
grout  home — with  a  pressure  in  excess  of  that  which  would  develop 
from  a  full  reservoir.  At  the  time  of  this  second  application  of  water 
pressure,  careful  measurements  were  taken  at  the  tank  in  order  to  make 
sure  that  the  hole  was  tight  before  removing  the  grouting  apparatus. 

As  to  the  success  of  the  operations  at  Arrowrock,  there  is  direct 
evidence  in  at  least  two  unrelated  instances  that  the  grouting  is  accom- 
plishing the  results  expected.  At  one  point,  near  the  bottom  of  the 
north  abutment,  where  several  adjacent  holes  showed  an  appreciable 
leakage  before  grouting,  it  was  decided  to  drill  and  grout  some  addi- 
tional holes  before  the  pumps  were  pulled  and  the  water  allowed  to 
rise  to  the  river  level.  These  holes  were  drilled  with  a  diamond  drill, 
from  just  outside  the  up-streaxQ  face  of  the  dam.  and  were  given  a  slight 
inclination,  so  as  to  bring  the  bottom  of  the  hole  well  under  the  dam.  and 
in  the  region  covered  by  the  previous  grouting  operations.  They  were 
spaced  so  as  to  pass  between  the  holes  already  grouted.  Most  of  these 
holes  were  drilled  to  depths  greater  than  those  of  the  original  holes, 
and  each  hole  was  grouted  before  the  next  one  was  drilled.  Without 
exception,  it  was  found  that  these  holes  were  practically  tight  when 
the  leakage  test  was  applied,  proving  withoiit  question  that  the  earlier 
grouting    operations    had    tightened    up    the    foundation    successfully. 

In  another  ease,  in  excavating  the  keyway  up  one  of  the  abutments, 
some  seamy  rock  was  encountered,  which  had  been  affected  by  previous 
grouting  operations,  and  in  the  excavation  of  this  rock,  it  was  noted 
that  the  seams  were  completely  filled  with  grout.  In  some  cases,  cracks 
which  otherwise  could  hardly  have  been  detected,  could  be  followed 
by  the  exceedingly  thin  line  of  grout  that  marked  them,  resembling 
more  than  anything  else  a  fine,  sharp,  pencil  line.  This  grout  was 
encountered  at  an  elevation  of  at  least  60  ft.  above  where  the  grouting 
machine  had  been  located,  showing  that  the  grout,  in  this  case,  at 
least,  had  traveled  for  a  long  distance  and  had  filled  the  seams  very 
thoroughly. 

As  to  the  general  success  of  grouting  operations,  it  is  believed  that 
so  much  depends  on  local  eondition.s  that  it  is  impossible,  in  any  given 
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relied  on.  It  seems  to  the  writer  that  a  hard  rock  with  fairly 
continuous  seams  presents  ideal  conditions  for  grouting  opera- 
tions, as  long  as  the  surface  seams  may  be  sealed  off  so  that  the 
grout  may  be  forced  down  and  out,  rather  than  up  to  the  surface  where 
It  can  escape  freely.  Loose  gravel  or  sand  is  the  other  extreme  and 
It  IS  very  doubtful  if  such  material  can  be  grouted  successfullv  In 
tact,  the  writer  has  not  yet  heard  of  an  instance  where  tliis  has  been 
done^  All  grades  of  material  between  the  two  may  be  encountered 
m  which  grouting  will  give  more  or  less  satisfactory  results. 

The  writer  is  of  the  opinion  that  grouting,  as  a  precautionary 
measure,  is  excellent  treatment  for  the  foundation  of  anv  dam  of 
considerable  size,  but  where  the  safety  of  the  structure  depends  on 
the  success  of  the  grouting  operation,  it  would  be  unsafe  to  go  ahead 
with  construction  until  after  grouting  had  been  tried  and  proven 
ettective.  In  other  words,  where  grouting  is  actually  needed  it  is 
unsafe  to  depend  on  it,  except  after  convincing  evidence,  at  the  site 
that  It  will  give  the  results  desired. 

R^o'ds.  ^T'^""  ^-  ^-^^'^^'^  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter).-This 
paper  has  brought  forth  expressions  and  observations  from  members  of 
the  I'rofession  who  have  had  experience  in  grouting,  and,  although  it 
was  hoped  that  others  would  be  heard  from,  it  is  believed  that  in  a 
general  way,  the  discussions  cover  the  knowledge  concerning  this  sub- 
ject at  the  present  time.  In  addition  to  the  structures  cited  in  the 
paper  and  the  discussion,  in  the  construction  of  which  grouting  has 
been  resorted  to,  mention  may  be  made  of  the  Hale's  Bar  Dam  in 
Tennessee,  the  Houlter  Dam,  in  Montana,  the  Kananaskis  Dam'  in 
Alberta,  and  the  Municipal  Dam  of  the  City  of  Seattle. 

Possibly  what  might  be  the  most  interesting  and  instructive  case 
of  ail  is  that  of  a  high  earth  dam,  the  fill  for  which  was  commenced 
without  due  regard  for  obtaining  a  tight  cut-off.  After  the  dam  was 
completed,  and  the  pond  filled,  the  leakage  assumed  serious  proportions 
and  the  back  portion  of  the  dam  itself  began  to  slough  away  Holes' 
were  put  down  at  various  points  through  the  dam  and  into  the  under- 
lying material,  and  grouting  was  resorted  to.  It  is  reported  that  a  total 
of  30  000  bbl.  of  cement,  in  the  form  of  grout,  was  poured  or  pumped 
into  this  dam,  though,  unfortunately  for  the  Profession,  the  "soft 
pedal  was  put  on  the  engineers  in  charge  of  the  work,  and  the  facts 
were  never  published. 

This  dam  is  mentioned  here  as  showing  the  importance  of  careful 

.     attention  to  the  blind  cut-off  of  an  earth  dam.     In  contrast  with  the 

lack  of  consideration  in  this  case,  attention  is  called  to  the  Lahontan 

Dam,  m  Nevada,  which  is  also  of  earth,  and  beneath  which  the  engineers 

*  Oregon  City,  Ore. 


DISCUSSIONT :  GROUTED  CUT-OFF  FOR  THE  ESTACADA  DAM 


539 


of  the  Reclamation  Service  specified  a  concrete  cnt-off,  30  ft.   deep,  ^Mr.^ 
with  a  grouted  cut-off  going  down  an  additional  30  ft.,  or  60  ft.  m  all. 

Considering  the  contributions  from  the  engineers  connected  with 
the  Estacada  Dam,  we  have  first  the  discussion  by  Mr.  Rippey.  In  the 
earlier  paragraphs  of  his  discussion,  Mr.  Rippey  expresses  fear  lest 
the  writer's  views  be  given  too  much  weight,  and  sums  up  the  reasons 
for  his  somewhat  extended  discussion,  in  the  following: 

*'Tn  order  therefore,  that  the  results  obtained  at  Estacada,  and  the 
conclusions  drawn  therefrom  by  Mr.  Rands,  may  be  properly  appraised 
by  others  interested  in  the  treatment  of  deficient  foundations,  it  is 
proper  to  outline,  as  briefly  as  possible,  sufiicient  of  the  history _  o± 
that  project  to  indicate  the  unfavorable  character  of  the  governing 
conditions  under  which  the  work  was  executed." 

Mr.  Rippey  then  proceeds  to  attribute  the  comparatively  poor  show- 
ing made  by  the  grouting  at  Estacada  to  "lack  of  co-operation"  on  the 
part  of  the  local  organization  of  the  company  owning  the  dam. 

The  writer  went  to  considerable  pains  to  avoid  mentioning  the 
"Chapters  of  Grief"  which  unfortunately  marked  the  construction  of 
the  Estacada  Dam,  believing  that  the  Profession  at  large  is  only  con- 
cerned in  such  affairs  when  they  affect  results.  In  this  particular  case, 
it  was  his  belief  that  the  great  amount  of  detailed  information,  together 
with  the  tables  and  curves  submitted,  constituted  fairly  acceptable 
evidence  as  to  the  care,  and  the  regard  to  detail,  with  which  the  grout- 
ing was  carried  out. 

However,  since  the  publication  of  Mr.  Rippey's  part  in  the  discus- 
sion, the  author  has  received  a  letter  from  one  of  the  foremost  hydraulic 
engineers  in  the  United  States,  wherein  is  expressed  the  opinion  that 
grouting,  to  be  successful,  must  be  done  with  close  attention  and  care 
in  every  detail.  As  this  sentiment,  in  part,  may  be  the  result  of  the 
reading  of  Mr.  Rippey's  discussion,  and  possibly  is  shared  by  others,  it 
may  be  proper  to  cover  in  a  paragraph  the  histoi-y  of  the  Estacada 

Dam. 

During  the  preliminary  investigation  and  the  first  three  months^  of 
the  construction  period,  the  work  was  completely  under  the  direction 
of  the  local  organization,  with  Messrs.  Sellers  and  Rippey  acting  as 
Consulting  Engineers ;  during  this  period  no  grouting  was  done.  Dur- 
ing the  next  five  months— or  what  may  be  called  the  middle  portion  of 
the  construction  period— the  work  was  under  the  direction  of  the  Sellers 
and  Rippey  organization,  with  Mr.  William  H.  Cushman  in  charge  as 
Resident  Engineer;  it  was  during  this  time  that  the  grouting  was 
commenced.  During  the  remainder  of  the  construction,  the  work  was 
under  the  direction  of  the  local  organization,  with  Mr.  Frank  R.  Fisher 
in  charge  as  Resident  Engineer,  and  with  Messrs.  Sellers  and  Rippey 
continuing  as  Consulting  Engineers.  The  construction  force,  it  should 
be  said,  was  under  the  direction  of  the  contractors,  the  Puget  Sound 
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Bridg-e  and  Dredging  Company,  except  as  to  the  grouting,  which  was 
'•  directed  at  all  times  and  as  to  all  details  by  the  Resident  Engineer. 
The  change  in  the  middle  of  the  work,  which  came  as  a  result  of 
conflict  in  organizations  in  a  job  literally  loaded  down  with  organi- 
zations, and  not  from  anything  which  in  any  way  reflects  on  either  the 
integrity  or  engineering  ability  of  any  one,  in  place  of  affecting  the 
grouting  injuriously,  really  amounted  to  giving  it  a  second  trial,  with 
every  added  care  and  refinement  of  detail  which  it  was  possible  to 
devise.  In  fact,  so  poor  was  the  showing  being  made  by  the  grouting, 
both  at  Estacada  and  at  the  site  of  the  proposed  150-ft.  dam,  at  the 
time  of  the  second  change  of  management,  that  it  is  probable  it  would 
have  been  discontinued  altogether,  but  for  this  change.  Both  Mr.  Cush- 
man  and  Mr.  Fisher,  it  may  be  added,  have  reputations  for  thorough- 
ness and  attention  to  detail. 

As  to  the  writer's  personal  opinions  and  theories,  though  they  might 
be  subject  to  liberal  discount,  were  they  based  wholly  on  the  some- 
what negative  results  at  Estacada,  they  may  be  entitled  to  some  addi- 
tional consideration  by  reason  of  their  having  been  tried  out  on  another 
grouting  job  which  proved  more  successful. 

Soon  after  the  completion  of  the  Estacada  Dam,  the  writer  was 
engaged  by  E.  G.  Hopson,  M.  Am.  Soc.  C.  E.,  Supervising  Engineer 
of  the  Reclamation  Service,  to  go  to  Nevada,  and  take  charge,  under 
D.  W.  Cole  and  F.  H.  Tillinghast,  Members,  Am.  Soc.  C.  E.,  Project 
Engineer  and  Resident  Engineer,  respectively,  of  the  grouting  of  the 
Lahontan  Dam.  This  work  has  been  described  fully  by  Mr.  Cole  in 
articles  appearing  in  the  engineering  papers,  and  it  is  interesting  to 
contrast  the  results  obtained  in  the  poorer  or  left-channel  section  at 
Estacada  with  those  in  the  poorer  or  second  section  at  Lahontan. 

At  Estacada,  the  final  tests  showed  an  average  leakage,  at  full  depth, 
of  36  gal.  per  min.,  or  75%  of  the  leakage  of  the  primaiy  holes  at  the 
same  point;  at  Lahontan,  it  was  only  6  gal.  per  min.,  or  9%  of  the 
leakage  of  the  primary  holes.  At  Estacada,  a  very  small  head  of  water 
against  the  coffer-dam  produced,  even  in  the  final  holes,  a  very  heavy 
back-flow;  at  Lahontan,  all  back-flow  ceased  before  the  final  holes 
were  put  down.  At  Estacada,  communication  between  the  seventeen 
final  proving  holes  was  so  free  that  a  pressure  slightly  exceeding  the 
head  to  be  produced  by  the  dam  applied  to  one  of  them  caused  water 
to  flow  from  all  the  others;  at  Lahontan,  the  grouting  of  all  the  holes 
as  soon  a.s  drilled  prevented  the  observance  of  anything  directly  com- 
parable to  this,  yet,  at  times,  a  second  hole  would  be  down  to  nearly 
full  depth  only  12  ft.  from  a  hole  being  tested,  and  the  fact  that  no 
water  was  forced  from  the  former  hole  shows  that  there  was  no 
communication,  as  at  Estacada. 

At  Lahontan,  it  may  be  stated,  there  was  evidence  of  a  cliange 
in    the   structure   of   the   underlying   material,    in   that   in   the   earlier 
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holes  put  down  there  was  much  trouble  from  caving,  and  binding  of  ^Mr^ 
the  drills  in  the  holes,  in  some  cases  causing  the  loss  of  an  entire 
shift,  and  even  of  the  bits,  in  getting  the  rods  up  and  the  caved  mate- 
rial re-drilled;  in  the  drilling  of  the  final  holes,  no  such  trouble  was 
experienced,  the  whole  number  being  put  down  without  a  drill  stick- 
ing or  a  single  cave-in. 

As  the  writer  takes  little  blame  to  himself  for  the  relatively  poor 
showing  at  Estacada,  so  does  he  take  little  credit  to  himself  for  the 
relatively  good  showing  made  at  Lahontan.  Though  experience  taught 
him  much  during  the  grouting  of  the  34  000  ft.  of  drilling  at  Estacada, 
there  was  not  enough  difference  between  the  methods  used  on  that 
work  and  at  Lahontan  to  account  for  the  difference  in  results.  The 
real  reason,  in  the  writer's  opinion,  is  one  of  geology,  and  therein, 
and  not  in  the  lack  of  sympathetic  co-operation,  lies  the  vindication 
of  Mr.  Eippey. 

Referring  again  to  the  paper  by  Mr.  Schreiber,  read  before  the 
Western  Cement  Users  Association,  and  wherein  is  set  forth  what 
Mr.  Eippey  hoped  for  in  recommending  grouting  for  the  Estacada 
Dam  (page  454),  it  will  be  noted  that  the  recommendation  concludes 
with  the  following: 

"It  [the  sufficiency  of  the  grouting]  must  be  susceptible  of  demon- 
stration by  actual  test  before  the  superstructures  should  be  started." 

At  Estacada  it  was  tried  with  indifferent  success,  due  to  the  geo- 
logical formation;  at  Lahontan  it  was  tried  with  positive  success, 
again   due  to  the  geological  formation. 

It  was  with  no  spirit  of  irony  that  the  writer,  in  the  paper,  stated 
that  the  credit  for  evolving  the  grouting  programme  for  the  Estacada 
Dam  belonged  to  Mr.  Eippey,  and  it  is  with  no  spirit  of  irony  that 
it  is  repeated.  He  not  only  proposed  the  programme  for  this  work, 
but  what  is  more,  he  gave  the  Profession  the  only  safe  rule  to  be 
followed  in  cases  where  grouting  is  to  be  resorted  to  in  lieu  of  the 
usual  concrete  cut-off. 

The  proposal  of  Mr.  Hulse  to  resort  to  slow  sedimentation  m  lieu 
of  the  more  rapid  pressure  grouting  is  a  real  addition  to  the  subject, 
though,  in  the  writer's  opinion,  this  should  not  be  resorted  to  until 
the  latter  had  failed  to  produce  results.  The  writer  still  believes  that 
to  continue  almost  indefinitely  the  pouring  of  thin  cement  grout  into  a 
hole  is,  in  a  great  measure,  to  waste  the  cement,  for,  to  quote  Mr.  White : 

"It  may  run  a  long  way  from  the  part  to  be  grouted,  and  on  exca- 
vating this  part,  very  little  of  it  will  be  found.  No  one  knows  where 
it  went— all  that  is  known  is  that  one  has  paid  for  it." 

Mr.  Hulse  does  not  believe  that  it  is  safe  to  blast  a  trench  in  the 
material  on  which  it  is  proposed  to  erect  a  great  dam,  and  expresses 
himself  as  follows : 
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Mr.  "If  it  [the  trenching]  is  done  by  blasting,     *     *    *     there  is  great 

Rands,  danger  of  doing  almost  irreparable  damage  to  the  surrounding  mate- 
rial, and  this  is  exactly  what  happened  in  the  left  channel  at  Estacada, 
where  the  breccia  adjoining  the  heel-trench  was  shaken  and  cracked 
in  all  directions  by  the  blasting." 

The  writer  believes  that  this  statement  is  far  too  strong,  and 
may  leave  the  impression  that  the  Estacada  Dam,  because  of  the 
blasting  for  the  cut-off,  is  standing  on  unsafe  and  insecure  foundations. 
It  is  admitted  that  the  blasting  for  the  cut-off  trench  was,  in  the 
beginning,  ignorantly  done;  and,  to  support  this  statement,  it  is  only 
necessary  to  say  that  twenty-one  vertical  surface  holes  were  loaded 
and  fired  at  one  time.  The  result  of  this  was  to  loosen  up  a  large 
quantity  of  material  which  had  to  be  replaced  with  concrete.  By 
referring  to  Fig.  4,  the  flaring  cross-section  of  the  trench  in  the 
left  channel  shows  the  result  of  this  method  of  excavation.  Mr. 
Cushman,  who  arrived  at  the  dam  site  before  any  concrete  was  placed, 
gave  this  matter  the  closest  attention,  had  all  the  loosened  material 
removed,  and  the  bottom  of  the  trench  hand-picked  to  a  depth  of 
from  1  to  2  ft.  below  the  effect  of  any  shots.  That  the  blasting  had 
nothing  to  do  with  the  free  leakage  of  the  holes  in  the  left  channel 
is  readily  seen  by  referring  to  the  tabulation  on  page  467,  or  to  the 
curves  on  Fig.  10,  which  indicate  that  the  leakage,  even  of  the  primary 
holes,  was  insignificant  until  a  depth  of  30  ft.  below  the  cut-off  had 
been  reached. 
*  With  a  competent  powder  man  in  charge  as  foreman,  there  would 

seem  to  be  little  danger  of  doing  irreparable  damage  to  the  sur- 
rounding rock,  and  against  the  more  than  one  able  engineer,  whom 
Mv.  Hulse  states  that  he  has  heard  argue  against  the  practice,  the 
following  editorial  comment*  regarding  the  grouting  at  Lahontan,  is 
quoted : 

"On  this  dam  the  estimate  of  the  saving  made  was  only  $3  000, 
compared  with  the  cost  of  trenching  and  filling  with  concrete  to  the 
same  depth.  Many  engineers  would  prefer  the  trenching  method 
where  the  difference  is  so  small." 

In  justice  to  the  engineers  of  the  Reclamation  Service,  it  should 
be  stated  that  it  was  the  saving  of  time  rather  than  money,  which  led 
to  the  adoption  of  the  grouting  programme,  which,  as  the  cut-off  was 
already  30  ft.  deep,  really  amounted  to  making  assurance  doubly  sure, 
or  super-insurance  against  leakage. 

As  to  the  general  proposition  of  ti'usting  to  the  grout  to  form  a 
cut-off,  even  to  the  closing  of  surface  seams,  in  lieu  of  the  usual 
concrete-filled  trench,  there  is  certainly  room  for  difference  of  opinion. 
A  case  in  point  is  that  of  the  dam  at  Austin,  Pa. 

•  Engineering  News. 
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The  failure  of  this  dam,  in  the  start  at  least,  seems  to  have  been  Mr. 
due  to  the  slipping  or  sliding  of  the  immediate  stratum,  on  which 
the  dam  stood,  over  the  stratum  next  below,  the  pressure  of  the  water 
in  the  pond  having  changed  the  clay  in  the  seam  between  the  strata 
into  an  excellent  lubricant.  A  concrete  cut-off  would  undoubtedly 
have  prevented  the  catastrophe,  though  it  is  hard  to  see  how  any 
amount  of  grouting  could  have  altered  the  unfortunate  result. 

Mr.  Fisher  rather  objects  to  the  writer's  expression  to  the  effect 
that  "most  engineer.s  will  conclude  that  over  a  portion  of  the  cut-off 
no  grouting  was  needed,  and  that  over  other  parts  where  it  was  needed, 
it  did  little  good."  This,  of  course,  is  only  a  matter  of  opinion,  though 
it  may  be  noted  that  Mr.  Cushman,  who  is  equally  conversant  with 
the  Estacada  conditions,  considers  the  attempt  there  to  have  been, 
"to  a  large  extent,  futile." 

Mr.  Fisher  also  states  that  the  engineers  should  be  given  credit 
for  what  was  accomplished.  The  writer  had  no  desire  to  take  credit 
from  any  one,  but  he  did  feel  that  the  Profession  was  entitled  to 
the  full  facts  concerning  the  Estacada  grouting.  Whether  the  grout- 
ing was  carried  to  an  unwarranted  length  and  expense  is  again  merely 
a  matter  of  opinion;  whether  the  method  is  good  or  bad,  as  applied 
to  another  structure,  may  be  vital. 

To  Mr.  Cushman  belongs  the  credit  for  .suggesting  the  possible 
shattering  of  the  material  between  the  drill  holes  in  order  that  it 
might  receive  thick  grout  and  form  an  effective  cut-off,  though  this 
was  not  tried  at  Estacada,  nor,  so  far  as  kno-wn,  on  any  other  work; 
to  Mr.  Cushman  also  is  due  the  credit  for  suggesting  the  capitalizing 
of  the  loss  through  seepage  and  balancing  it  against  the  cost  of 
grouting.  Probably,  also,  more  than  he  is  aware,  the  writer  is  indebted 
to  Mr.  Cushman  for  ideas  throughout  the  paper. 

A  member  has  stated  it  as  his  belief  that  the  natural  sedimentation, 
possibly  accelerated  by  a  deposit  of  suitable  material  above  the  dam, 
would  have  effectually  sealed  the  foundation  material  without  resorting 
to  the  grouting  treatment.  In  reference  to  this,  it  may  be  of  interest 
to  consider  the  Crowley  Creek  Dam,  a  very  thin  concrete  arch  struc- 
ture wedged  between  the  rock  walls  of  a  box  canyon  in  Malheur 
County,  Oregon.  This  dam  was  designed  by  A.  J.  Wiley,  M.  Am. 
Soc.  C.  E.,  and  concerning  it,  the  following  is  quoted  from  the  Third 
Biennial  Report  of  the  Oregon  State  Engineer: 

"During  the  first  season's  use  there  was  a  very  perceptible  loss  of 
water  which  passed  through  seams  in  the  lava  and  re-appe^red  below 
the  dam,  but  this  leakage  has  gradually  lessened  and  is  no  longer  of 
any  moment." 

Considering  those  portions  of  the  discussion  contributed  by  members 
not   connected   with   the   Estacada   Dam,   there   is   much   of   value   in 
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Mr.  those  of  Mr.  Abbot  and  Mr.  Souder,  tlie  former  covering  the  grouting 
*°  ^"  of  Lock  and  Dam  No.  2  in  the  Mississippi  between  St.  Paul  and 
Minneapolis,  and  the  latter  that  of  the  Hinckston  Run  Dam,  in 
Pennsylvania.  These  seeni  to  be  the  pioneer  examples  of  grouting  in 
America,  and  it  is  gratifying  that  they  are  now  so  fully  made  a  matter 
of  record. 

In  his  discussion,  and  in  his  earlier  excellent  paper  on  the  Fre- 
mantle  Graving  Dock,*  Mr.  Ramsbotham  has  given  a  view  of  grouting 
from  another  angle,  and  he,  too,  because  of  designing  his  own  grouting 
machine,  deserves  to  be  classed  among  the  pioneers. 

Mr.  White  has  summed  up  the  subject  so  fully  in  accord  with  the 
writer's  idea,  and  in  so  much  better  and  so  much  more  concise  language, 
that  to  comment  would  be  to  detract. 

Mr.  Paul's  description  of  the  grouting  of  the  great  Arrowrock  Dam, 
and  the  conclusions  drawn  therefrom,  are  valuable  evidence.  It  is 
interesting  to  note  how  nearly  parallel  Mr.  Rippey's  original  recom- 
mendation as  to  the  necessity  of  "actual  demonstration  in  advance  of 
construction"  is  to  Mr.  Paul's  final  injunction  to  the  effect  that  "where 
grouting  is  actually  needed,  it  is  unsafe  to  depend  on  it,  except  after 
convincing  evidence,  at  the  site,  that  it  will  give  the  resvilts  desired." 

It  is  not  proper  to  close  this  discussion  without  some  additional 
statement  as  to  the  safety  of  the  Estacada  Dam.  As  has  been  said, 
no  springs  have  appeared  below  the  dam  as  a  result  of  its  construction, 
and  the  fact  that  the  pressure  of  the  water  in  the  hole  put  down  inside 
the  dam  was  sufficient  to  cause  the  water  to  rise  within  13  ft.  of 
the  level  of  the  water  in  the  pond,  is  good  evidence  that  no  seepage 
or  leakage  has  occurred.  It  is  true  that  there  is  the  chance  that  the 
water  under  so  great  a  pressure  may  find  an  outlet,  but,  as  time  goes 
on,  and  the  natural  silting  processes  take  place,  the  danger  of  this 
becomes  less  likely. 

The  type  of  dam  renders  negligible  any  danger  from  uplift,  though 
it  may  be  pointed  out  that  no  seepage  was  encountered  from  the  holes 
put  down  inside  the  dam  until  more  than  20  ft.  of  rock  had  been  drilled 
through,  and  it  was  not  until  a  depth  of  60  ft.  of  rock  had  been 
reached  that  the  pressure  became  sufficient  to  raise  the  water  to  the 
height  noted.  The  weight  of  this  rock,  plus  the  weight  of  the  dam 
resting  on  the  buttresses  with  5-ft.  footings,  spaced  18  ft.  from  center 
to  center,  plus  the  resultant  of  the  water  pressure  acting  on  the  45° 
deck,  effectually  negatived  any  upward  pressure  from  the  water  under 
the  dam.  It  is  perhaps  unfortunate  tha.t  the  term  "leakage"  has  been 
applied  to  the  water  which  it  has  been  possible  to  "lose"  through 
the  holes  in  testing.  For,  as  Mr.  Fisher  has  pointed  out,  the  con- 
ditions are  much  more  favorable  for  leakage  or  loss  of  water,  through 
the  rock  with  a  50-ft.  hole  penetrating  its  interior,  than  when  later 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXVI,  p.  1942. 
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the  pond  is  filled  and  no  such  penetration  exists.     Also,  as  Mr.  Fisher     Mr. 
has  pointed  out,  the  leakage  appears  to  be  small  indeed  when  expressed    *"  ®" 
in   second-feet,   or   rather   as   a   fraction   of   a   second-foot,   instead   of 
gallons  per  minute. 

The  writer  feels  that  this  explanation  is  due  in  order  to  counteract 
any  inference  that  might  be  gained  to  the  effect  that,  because  of  the 
failure  of  the  grouting  to  do  all  that  was  hoped  for  it,  the  dam  is 
unsafe. 

In  conversation,  Mr.  Coburn,  shortly  after  the  appearance  of  the 
paper  and  the  first  of  the  discussions,  said  that,  in  his  opinion, 
the  question  of  grouting  appeared  to  be  just  where  it  was  before, 
that  is,  it  is  still  incumbent  on  those  advocating  grouting  to  do  all 
that  they  claim  for  it  to  prove  their  point;  and  this  seems  to  be  the 
case. 

Consider  the  dams  that  have  either  partly  or  entirely  failed  during 
the  last  few  years  in  America.  We  have  the  Austin,  Pa,.;  the  Austin, 
Tex. ;  the  Pittsfield,  Mass. ;  the  Port  Angeles,  Wash. ;  and  the  Stoney 
River,  West  Virginia.  Of  these,  that  at  Austin,  Pa.,  has  already  been 
considered.  The  dam  at  Austin,  Tex.,  though,  according  to  the  late 
Joseph  P.  Prizell,*  M.  Am.  Soc.  C.  E.,  stood  on  material  in  which 
"lay  strata  hard  and  soft",  and  though  there  was  a  single  leak  under 
the  dam  from  the  time  of  its  completion  to  the  day  of  its  failure, 
through  which  flowed  6  000  000  gal.  of  water  every  24  hours,  the  real 
cause  of  the  failure  seems  to  have  been  due  to  the  undermining  effect 
of  the  water  at  the  down-stream  toe,  which,  months  before  the  dam 
failed,  had  progressed  so  far  that  bottom  could  not  be  touched  with 
a  10-ft.  pole.  Had  the  apron  been  added,  as  recommended  by  the 
engineers,  the  dam  in  all  probability  would  not  have  failed.  Some 
may  say  that  the  lack  of  the  apron  was  only  one  of  the  causes  which 
produced  the  failure,  and  that,  had  some  means  been  used  to  seal 
the  material  effectually  along  the  up-stream  heel,  tlie  uplift  pressure 
would  have  been  much  reduced  and  the  dam  would  not  have  failed 
at  the  time  it  did.  In  reply,  it  is  only  necessary  to  point  out  that 
grouting  has  not  yet  shown  its  adaptability  for  correcting  "soft  strata". 

The  other  three  dams  mentioned,  namely,  the  Pittsfield,  the  Port 
Angeles,  and  the  Stoney  River,  all  failed  from  one  and  the  same 
cause — failure  to  carry  the  excavation  to  bed-rock.  Grouting  would 
probably  not  have  put  off  their  failure  by  so  much  as  one  day,  though 
all  might  have  been  saved  by  a  proper  back-fill,  as  was  suggested  by 
Mr.  Coburn  for  Estacada,  which  treatment  has  been  most  thoroughly 
covered  in  several  articles  by  Mr.  G.  W.  Bligh,  appearing  at  various 
times  in  the  engineering  papers. f 

*  "Water  Power,"  by  Joseph  P.  Frizell,  Sd  ed.,  p.  245. 

t  Engineering  Netcs,  December  29th,  1910,  p.  708  ;  February  6th,  1913,  p.  226. 
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Mr.  The  real  trouble  with  grouting  is  that  it  is  too  easy  to  think  about 

Rands,  joing.  too  easy,  when  a  stratum  of  poor  material  is  unexpectedly  en- 
countered in  making  the  excavation,  to  set  in  a  few  pipes  and  go  ahead 
with  the  construction,  trusting  to  the  grouting  to  make  it  right — a 
practice  on  a  par  with  the  oft-repeated  expedient  of  putting  an 
additional  nail  or  two  in  the  end  of  a  board  because  of  a  knot  or  a 
rotten  spot  in  the  middle. 

Even  admitting  that,  because  of  lack  of  sympathetic  co-operation 
or  from  any  other  cause,  the  grouting  at  Estacada  was  not  done  as 
well  as  it  should  have  been,  the  fact  that  a  colossal  attempt,  costing 
nearly  $70  000,  resulted  in  indifferent  success,  goes  a  long  way  toward 
proving  that  grouting  is  far  from  being  yet  a  very  strong  competitor 
of  the  conventional  cut-off.  Or,  considered  at  its  best,  it  seems  a 
far  call  from  any  results  that  it  has  yet  achieved  to  the  day  when 
any  material  requiring  treatment  to  carry  the  load  of  a  great  dam, 
and  make  it  safe  against  the  tireless,  insistent,  searching  pressure  of 
the  water,  can  be  rendered  secure  by  grouting. 

It  is  true  that  in  the  discussion  mention  is  made  of  a  certain 
foreign  dam,  the  name  and  location  of  which  the  writer  was  not  at 
liberty  to  give,  wherein  the  grouting  had  been  a  ''complete  success''. 
It  is  also  true  that  those  who  advocate  this  system  of  foundation 
treatment  qualify  their  recommendations  with  the  provision  that  the 
sufficiency  of  the  grouting  to  do  the  work  must  be  demonstrated  in 
advance  of  actual  construction.  It  may  be  remembered,  however,  that 
only  sometimes  are  recommendations  acted  on,  and  that  even  the  Esta- 
cada Dam,  for  the  benefit  of  which  this  rule  was  first  proposed,  because 
of  the  insistent  demands  of  the  owners  for  early  power,  was  made 
an  exception  thereto. 

The  writer  still  believes  that  grouting  has  a  legitimate  field  in 
preventing  possible  seepage  and  in  solidifying  the  material  under  a 
solid  dam  in  order  that  the  uplift  due  to  water  passing  under  the 
concrete  cut-off  may  be  reduced — in  short,  as  an  agent  to  "make 
assurance  doubly  sure". 

He  regards  as  premature  and  unwarranted,  by  anything  it  has 
yet  achieved,  to  claim  for  the  grouting  process  the  formation,  in  any 
but  the  most  favorable  material,  of  an  effective  cut-off.  The  real 
danger  lies  in  dams  of  40  to  75  ft.  in  height,  the  construction  of 
which  may  be  undertaken  by  companies  of  limited  means,  and,  in 
the  design  and  supervision  of  which,  engineers  of  limited  experience 
may  be  engaged.  It  is  in  the  construction  of  these  dams  that  there  is 
danger  in  expecting  too  much  of  grouting,  or,  as  Mr.  Wliite  puts  it.  in 
making  "a  sort  of  fetish"  of  it. 

The  result  of  this,  when  poor  material  is  encountered  and  an 
insistent  and  impatient  ovnier  is  to  be  satisfied,  will  be  to  set  a  few 
grout  casings,  but  the  sequel  may  be  disaster  and  death. 
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AND  W.  W.  Edwards. 


Synopsis. 

Recent  discussion  of  Alaska  and  the  determination  of  the  Govern- 
ment to  undertake  development  work  there  has  prompted  the  writer  to 
submit  the  following  paper,  as  describing  conditions  under  which  one 
job  of  heavy  construction  in  the  Ear  North  was  carried  out.  Detailed 
costs,  he  regrets  to  say,  were  not  available,  but  wages  and  conditions 
are  described  and,  whenever  possible,  day's  progress  figures  are  given. 

A  detailed  description  of  methods  used  in  construction  is  given, 
which  may  serve  as  a  guide  or  as  a  comparison  for  other  engineers 
engaged  in  laying  heavy  steel  pipe. 

The  paper  describes : 

(1)  Conditions  of  climate  and  geography  peculiar  to  the  Far  North 
and  affecting  engineering  work  there.  In  particular,  the  perpetually 
frozen  ground  is  mentioned. 

(2)  Details  of  construction. 

(3)  The  difficulty  of  getting  satisfactory  foundations. 

*  Presented  at  the  meeting  of  September  2d,  1914. 
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(4)  Points  disclosed  in  the 
test  and  operations  of  the  pipe 
line. 


The  Klondike  pipe  line  was 
built  during  1907  and  1908  by  the 
Yukon  Gold  Company,  at  Daw- 
son, Yukon  Territory.  It  is  an 
inverted  siphon  crossing  the 
Klondike  River  Valley,  and  was 
designed  for  a  capacity  of  125 
sec-ft.,  which  figure,  however,  has 
been  slightly  exceeded  in  opera- 
tion. By  reference  to  the  pro- 
file, Fig.  1,  it  can  be  seen  that 
the  maximum  head  on  the  pipe 
line  is  about  1 100  ft.  The  total 
length  of  15  760  ft.  is  made  up 
of :  2  390  ft.  of  wood  stave  pipe, 
49  in.  inside  diameter;  5  850  ft. 
of  riveted  steel  pipe,  49  in.  in- 
side diameter;  and  7  520  ft.  of 
lap-welded  steel  pipe,  43  in.  in- 
side diameter.  The  steel  pipe 
ranged  in  thickness  from  y\ 
to  ^1  in.,  and  came  in  lengths 
of  from  15  to  30  ft.  It  is  the 
largest  of  several  inverted  siphons 
along  the  line  of  the  Main  Ditch 
System  of  the  Yukon  Gold 
Company,  70  miles  in  length, 
which  supplies  water  for  hy- 
draulic mining  operations  on 
Bonanza  Creek,  near  Dawson. 

The  location  of  the  pipe 
line  was  determined  chiefly  by 
two    conditions:     It    was    neces- 
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sary  to  cross  the  valley  below  the  junction  of  Bear  Creek,  and  also 
to  keep  above  the  dredging  ground  of  the  Canadian  Klondike  Mining 
Company.  These  two  determining  features  left  little  room  for  ad- 
justing the  line  to  fit  the  ground  conditions,  but  it  is  probable  that  the 
location  adopted  was  as  good  as  could  be  obtained  in  any  case. 

As  may  be  noted  from  the  profile,  the  intake  end  of  the  pipe  is  on 
a .  comparatively  steep  side-hill.  This  hill  is  of  decomposed  schist  cov- 
ered by  a  foot  or  two  of  soil  which  supports  a  growth  of  bushes,  pop- 
lars, and  a  few  spruce  trees.  The  flat  valley  of  the  Klondike  is  here 
about  5  000  ft.  wide.  It  is  covered  with  a  blanket  of  Arctic  moss 
from  1  to  2  ft.  in  depth.  Below  this  there  is  a  layer  of  frozen  "muck", 
or  vegetable  mould,  which  is  generally  about  5  ft.  thick,  and  below 
this  is  generally  found  gravel.  This  formation  is  peculiar  to  the 
North,  and  will  warrant  a  little  explanation.  The  frozen  "muck",  or 
"frost",  as  it  is  sometimes  called,  is  made  up  of  decomposed  roots, 
moss,  tree  branches,  etc.,  mixed  with  some  little  rock  and  sand,  and 
the  whole  mass  is  frozen  solid.  The  moss  blanket  on  the  surface  pro- 
tects it  from  the  summer  heat,  and  whenever  this  blanket  is  undis- 
turbed the  ground  beneath  the  moss  remains  frozen  the  year  round. 
If  the  moss  covering  is  removed,  however,  allowing  air  and  water 
to  act  on  the  frozen  muck,  it  soon  melts.  This  condition  may  be  found 
in  almost  every  river  valley  in  the  Far  North,  as  well  as  on  the 
sheltered  hill  slopes.  In  places  the  "frost"  has  been  built  up  by  the 
seasonal  thaw  not  penetrating  fully  through  the  winter's  freezing,  and 
extends  to  a  known  depth  of  200  ft.  and  unknown  further  depths.  This 
condition  makes  the  question  of  foundations  quite  serious.  The 
"frost"  is  a  good  foundation  if  it  is  not  disturbed,  but,  if  disturbed, 
the  structure  placed  in  it  must  be  frozen  in  and  the  surface  mossed 
over  again  to  keep  out  the  air  and  water  absolutely.  If  this  cannot  be 
done,  the  structure  must  be  carried  through  the  frozen  muck  to  good 
gravel  or  bed-rock  foundation.  Frozen  muck  was  encountered  all  the 
way  across  the  Klondike  Valley  and  in  spots  along  the  pipe  line  up 
the  side-hill  as  far  as  the  discharge  box. 

Only  two  horizontal  angles  were  made  in  the  pipe  line,  with  the 
exception  of  those  used  in  making  a  short  oftset  around  the  base  of  a 
hill.  Manholes,  drains,  and  air-cocks  were  provided  wherever  neces- 
sary. Cast-steel  expansion  joints  were  put  in  every  500  ft.  to  allow 
for  the  expansion  and  contraction  due  to  the  extreme  variation  in  tem- 
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perature,  from  80°  Fahr.  in  summer  to  —  70°  Fahr.  in  winter.  One 
three-span  steel  bridge,  295  ft.  long,  was  necessary  in  crossing  the 
^Klondike  River,  and  several  hundred  feet  of  pile  trestle  or  framed 
trestle  were  put  in  at  various  places  along  the  line.  The  aim 
was  to  have  the  pipe  supported  at  least  once  in  every  16  ft.  Wlienever 
the  conditions  warranted  it,  as  for  instance,  when  good  foundation  was 
deep,  trestle  bents  were  built  every  32  ft.  and  king-post  trusses  were 
put  in  to  give  the  intermediate  bearing.  In  good  material,  sills  were 
merely  laid  in  the  bottom  of  the  pipe  trench  and  on  these  the  pipe 
was  supported.  Whenever  the  foundation  was  within  3  or  4  ft.  of  the 
pipe,  crib  supports  were  used ;  if  greater  than  4  ft.,  framed  bents  were 
used. 

One  anchor  was  put  in  at  least  every  500  ft.,  about  midway  between 
expansion  joints,  and,  where  necessary,  they  were  used  more  frequently. 
Each  anchor  consisted  of  a  cable  wrapped  around  the  pipe  in  the  form 
of  a  clove  hitch,  the  ends  being  made  fast  to  two  "deadmen"  on  opposite 
sides  of  the  pipe.  Each  "deadman"  was  set  in  the  ground  about  6  ft. 
below  the  surface. 

On  the  side-hills  drains  were  dug  at  frequent  intervals  to  lead  oS 
seepage  and  leakage.  At  every  drain  a  bulkhead  was  put  in  which  fitted 
closely  to  the  pipe  and  effectually  intercepted  the  water. 

In  many  ways  conditions  were  unique  for  heavy  construction.  Com- 
mon labor  was  paid  $4.00  per  day  and  board,  which  meant  a  total  of 
about  $5.50  per  day.  The  working  season  was  short,  being  limited  to 
5  months — May  1st  to  October  1st.  Some  kinds  of  equipment  were 
plentiful  in  the  country,  notably  steam  engines  and  boilers,  but  in 
other  lines  it  was  sadly  lacking.  A  well  selected  stock  of  equipment 
was  ordered  for  the  job,  but  breakages  and  unforeseen  difficulties  some- 
times caused  awkward  situations,  in  view  of  the  distance  from  a  base 
of  supplies. 

Power  was  furnished  from  the  Yukon  Gold  Company's  hydro-elec- 
tric plant  on  Little  Twelve  Mile  River,  about  50  miles  from  the  pipe 
line.  It  was  delivered  at  the  main  transformer-hovise  at  o3  000  volts, 
and  there  stepped  down  to  2  300  volts.  From  there  it  was  distributed 
at  this  voltage  to  the  transformer  banks  at  the  several  compressors  and 
at  the  machine  shop,  where  it  was  stepped  down  to  220  volts. 

Construction  was  begun  in  1907.  The  right  of  way  was  cleared 
and  a  small  quantity  of  pipe  trench   was  dug.     The  three-span  steel 
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bridge  over  the  Klondike  was  erected.  Foundation  cribs  were  put  in 
the  river  bed,  the  work  being  done  mostly  while  the  river  was  frozen 
over  and  the  water  low.  Piles  were  driven  in  the  river  bottom  and' 
sawed  off  at  the  gravel  surface,  and  on  them  the  cribs  were  built. 
These  cribs  were  then  extended  to  a  height  of  about  5  ft.  above  high- 
water  level  and  filled  with  rock.  They  were  sheathed  with  sheet  iron 
on  the  up-stream  end  to  protect  them  from  ice.  Derricks  were  used  in 
assembling  the  steel  spans.  During  this  season,  also,  a  pile  approach 
to  the  bridge,  400  ft.  long,  was  built,  and  several  other  smaller  pile 
trestles  and  framed  trestles.  Construction  was  halted  in  the  midst  of 
the  working  season  in  1907. 

In  the  spring  of  1908  construction  was  begun  again.  It  was  desired 
to  have  the  job  completed  by  the  following  October  1st,  the  end  of  the 
working  season.  All  the  pipe  was  not  then  on  the  ground,  and  what 
was  on  hand  was  not  continuous.  That  is,  sections  of  pipe  were 
missing  here  and  there.  As  there  were  so  many  different  kinds  of 
pipe  in  the  line,  and  as  extra  pieces  were  few,  it  was  generally  impos- 
sible to  use  sections  of  pipe  interchangeably,  therefore  work  could  be 
started  only  at  certain  places.  In  the  course  of  the  work,  it  was 
necessary  to  start  laying  pipe  at  four  different  stations.  An  error  in 
surveying  would  lead  to  awkward  consequences  where  any  of  these 
headings  joined,  as  well  as  at  angle  points  in  the  pipe  line.  As  there 
was  no  heavy  machinery  or  plate  for  making  pipe  of  this  size  in  the 
country,  and  there  would  not  be  time  to  send  "outside"  for  extras,  it 
was  necessary  to  be  very  careful  in  surveying. 

All  the  pipe  on  hand  was  first  measured  up  carefully  and  a  relation 
established  between  actual  measurements  and  those  given  on  the  blue 
prints.  An  offset  line  was  then  run  paralleling  the  located  line  at  a 
distance  of  20  ft.  As  the  seasonal  thaw  had  loosened  the  original  hubs 
so  much  that  they  could  not  be  relied  on,  measurements  were  begun 
from  a  point  on  one  of  the  bridge  piers.  Hubs  were  driven  about  99  ft. 
apart,  and  measurements  were  taken  from  plumb-bob  strings  held  from 
tripods.  This  was  done  on  the  side-hills  as  well  as  the  flats.  A  stand- 
ard pull  of  15  lb.  was  used,  the  same  as  had  been  used  in  measuring 
up  the  pipe  on  hand.  Corrections  were  made  for  temperature  varia- 
tions. Levels  were  run  over  the  hubs,  and  horizontal  distances  were 
computed  from  the  slope  measurements  and  elevation  differences. 
This  system  resulted  in  giving  a  first-class  base  line,  which  could  be 


Fig.   3. — View  of  Intake   Side-hill,   Looking  Toward   Discharge. 


Fig.   4.- — Klondike    River    and    Bridge,    Looking    Toward    Intake. 
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absolutely  relied  on  in  setting  grades  or  starting  points.  Grades  were 
"shot  in"  by  transit.  Points  were  set  along  the  edge  of  the  pipe 
trench,  and  were  transferred  to  the  bottom,  when  needed,  by  using  a 
large  wooden  square  and  a  carpenter's  level.  Bench-marks  were  set 
every  50  ft.  in  elevation.  Levels  were  determined  by  running  ahead 
for  half  a  day  and  then  tying  back  to  the  starting  point. 

In  construction,  it  was  frequently  found  advantageous  to  depart 
from  the  profile  in  order  to  avoid  excessive  excavation,  and  in  these 
cases  grade  changes  were  made  by  shifting  angle  points. 

Pipe  was  distributed  along  the  line  by  a  tramway.  The  cars  were 
pulled  by  horses  across  the  flat  and  by  hoists  on  the  hills.  Of  these 
hoists,  two  were  run  by  steam,  and  one  by  electricity.  Signals  were 
given  by  use  of  a  wire  attached  to  a  spring  pole.  A  telephone  system 
also  helped  in  signaling  and  general  communication.  Turn-tables  were 
installed  on  which  to  change  the  sections  of  pipe  end  for  end  when 
necessary.  Steel-frame  cars  were  used.  In  hoisting,  a  bridle  was 
attached  to  the  end  of  the  pipe,  and  the  cable  was  shackled  to  this 
bridle.  When  the  pipe  was  at  the  spot  desired,  the  cars  were  chained 
to  the  rail,  and  the  pipe,  with  the  hoisti]ig  cable  still  attached,  was 
rolled  into  the  ditch.  This  held  the  pipe  from  getting  away  on  the 
side-hill,  and  the  cable  always  had  so  much  spring  that  no  harm  was 
done  to  the  engine. 

The  fitting-up  gang  used  ratchet  jacks  in  fitting  up  the  pipe.  The 
section  was  first  slid  down  to  the  last  section  already  connected  up 
and  then  turned  until  it  was  right  side  up.  The  "front",  or  free  end, 
was  then  raised  until  the  top  holes  at  the  back  end  could  be  caught 
by  drift-pins  to  the  last  section.  Guide-straps  were  then  bolted  on  at 
the  joint,  and  the  front  end  was  lowered  gradually.  As  the  front 
end  came  down,  the  joint  was  sledged  and  the  guide-straps  were 
tightened  as  necessary.  When  the  joint  was  entered  all  around,  a 
ratchet  turnbuckle  was  attached  and  used  to  pull  it  together.  Fitting-up 
bolts  were  put  in  every  third  or  fourth  rivet  hole.  Four  or  five  sec- 
tions of  pipe  per  10-hour  shift  was  an  average  for  the  fitting-up  gang. 
Riveting,  caulking,  and  drilling  were  done  with  pneumatic  tools. 
Air  was  furnished  by  8  by  8-in.  Clayton  air  compressors  run  by  15-h.p., 
3-phase  motors.  One  air  compressor  would  furnish  air  enough  to 
operate  a  riveting  hammer,  caulking  hammer,  drill,  and  air  dolly, 
with   not  much  to   spare.     The   compressor  outfits   were  mounted   on 
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platforms  and  moved  from  place  to  place  as  desired.  The  riveting  of 
the  holes  in  the  bottom  of  tlie  pipe  was  done  from  the  inside,  and  of 
the  upper  holes  from  the  outside.  Air  dollies  were  used  in  holding 
on  inside  the  pipe  and  spring  dollies  on  the  outside.  Each  riveting 
gang  consisted  of  a  riveter,  bucker-up,  heater,  and  passer.  An  average 
day's  work  was  from  160  to  180  1-in.  rivets,  when  conditions  were 
good.  Fitting-up  bolts  were  used  liberally,  and  the  joint  was  well 
sledged  before  driving  each  rivet.  All  castings  were  hand-riveted  to 
the  pipe,  the  riveting  being  done  on  the  inside. 

The  expansion  joint  castings  were  frequently  found  to  be  too  large 
for  the  pipe.  In  such  cases  the  pipe  was  heated  by  a  blast  lamp  and 
belled  out  with  hammers  to  fit  the  casting.  Eivet  holes  in  all  castings 
were  drilled  in  the  field  after  assembling.  All  caulking  was  done  with 
rounded-edge  fullers,  the  square  tool  being  dispensed  with.  The  riveted 
pipe  was  caulked  on  the  outside  only,  the  lap-welded  pipe  was  caulked 
both  inside  and  outside.  Eivets  were  inspected  with  a  1-lb.  tapping 
hammer. 

The  pipe  was  coated  on  the  outside  with  a  red  mineral  linseed  oil 
paint  and  inside  with  a  quick-drying  black  paraffin  paint. 

The  wood  stave  pipe  was  of  California  redwood  staves  thoroughly 
seasoned.  It  was  laid  in  a  trench  2  ft.  deep,  and,  when  completed, 
was  back-filled  to  a  depth  of  half  the  diameter  of  the  pipe,  so  as  to  give 
a  good  bearing. 

The  intake  penstock  was  equipped  with  overflow  and  turn-out,  as 
was  also  the  discharge  box.  The  discharge  box  was  located  on  a 
shaded  side-hill  on  frozen  clay.  This  condition  made  necessary  con- 
siderable cribbing  to  protect  it  from  the  sloughing  of  the  clay  when 
it  thawed  consequent  on  the  removal  of  its  moss  covering. 

Timber  was  secured  from  adjoining  leases  and  also  from  river 
drives.  It  was  necessary  to  do  considerable  work  to  protect  the  river 
banks  from  undercutting  in  the  vicinity  of  the  bridge,  as  they  were  of 
loose  gravel,  loam,  and  moss.  Piles  were  driven  and  shear  cribs  put 
in  along  the  river  bank  above  the  bridge.  Protection  cribs  were  also 
put  in  above  the  pile  bents  on  the  bridge  to  take  the  brunt  of  the 
ice  pressure  and  to  break  up  the  ice  stream. 

Frozen  muck,  reaching  to  a  depth  of  45  ft.,  was  encountered  between 
Stations  84  and  90.  Shafts  were  dug  to  gravel  foundation  and  trestle 
bents  were  put  in  at  intervals  of  32  ft.     Between  Stations  90  and  93 
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a  heavy  cut  through  dredge  tailings  and  solid  rock  was  necessary.  This 
was  just  at  the  base  of  a  hill  which  was  covered  with  frozen  muck. 
The  digging  of  this  section  was  delayed  until  as  late  as  possible  so  that 
the  extreme  cold  would  keep  the  overburden  on  the  slope  above  from 
thawing  on  exposure,  and  consequent  sliding. 

A  small  spot  of  frozen  clay  was  encountered  at  about  Station  107, 
and  the  depth  of  good  foundation  being  unknown,  a  corduroy  of  spruce 
trees  was  laid  on  the  frozen  clay  in  the  bottom  of  the  pipe  trench  and 
this  was  covered  with  about  2  ft.  of  gravel.  A  bulkhead  was  built 
around  the  pipe  above  this  place  to  shut  off  all  seepage  and  leakage, 
and  a  drain  was  run  ofi  to  the  side.  The  pipe  was  back-filled  and  the 
surface  covered  with  moss  again.  Apparently,  the  foundation  remained 
frozen,  as  no  settlement  was  noticed. 

Although  work  was  begun  at  the  camp  aboiit  April  1st,  it  was  not 
until  about  May  15th  that  all  the  snow  was  off  the  ground  and  it  was 
possible  to  work  to  the  best  advantage.  A  night  shift  was  put  on 
about  May  15th  and  continued  until  October  1st,  by  which  date  the 
pipe  was  all  laid.  The  long  days  of  the  extreme  northern  latitude 
made  lights  unnecessary  on  the  work  until  August  1st.  After  that,  a 
system  of  arc  and  incandescent  lights  was  installed,  which  worked  very 
well.  The  missing  sections  of  pipe  began  to  arrive  about  July  1st,  and 
from  that  time  onward  operations  were  rushed.  A  force  of  350  men 
was  used  to  push  the  work  to  completion.  The  different  headings  of 
pipe  were  connected  up  at  the  expansion  joints.  This  was  effected  by 
sliding  the  outside  ring  of  the  expansion  joint  back  on  the  pipe  and 
then  pulling  it  up  to  position  after  the  pipe  had  been  lined  up. 

A  tabulation  was  made  showing  the  space  to  be  left  open  at  the 
expansion  joints  at  various  temperatures,  so  that  they  would  not  close 
during  the  hottest  or  open  in  the  coldest  weather.  This  was  followed 
in  setting  the  joints.  Gauges  were  wired  on  at  each  expansion  joint 
so  that  unequal  expansion  or  contraction  could  be  noted  and  steps 
taken  to  prevent  it.  The  coupling  bolts  for  each  expansion  joint  were 
set  so  that  the  lap  in  each  joint  could  not  be  less  than  1  in.  Reference 
points  were  also  put  in  on  each  500-ft.  section  of  pipe,  so  that  move- 
ment could  be  detected.  Anchors  were  put  in  at  every  angle  point. 
These  were  generally  either  bulkheads  of  timber  against  the  pipe,  used 
as  thrust  anchors,  or  cables  around  the  pipe  attached  to  "deadmen." 
When  possible,  at  the  angle  points,  a  timber  crib  was  put  completely 
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over  the  pipe  and  filled  with  rock.  The  high  cost  of  transportation 
and  the  character  of  the  foundation  made  concrete  anchors  out  of  the 
question.  The  only  timber  available  was  white  spruce,  which  was 
soft  and  brittle,  and  had  to  be  used  with  a  high  factor  of  safety  in  all 
structures. 

Some  trouble  was  experienced  from  the  lap-welded  pipe.  Two  makes 
were  used  on  the  job.  One,  an  American  make,  was  perfectly  satis- 
factory, but  the  other,  a  German  make,  was  not.  One  section  of  the 
second  kind  cracked  along  the  weld  for  a  distance  of  10  ft.  on  being 
dropped  into  the  pipe  trench.  This  was  patched  and  reinforced,  and 
gave  no  trouble  in  operation.  Another  section  of  this  pipe  burst  in 
testing  under  835  ft.  head.  Examination  showed  a  flaw  in  the  weld. 
When  it  burst,  the  water  was  shot  out  to  the  side  of  the  pipe  line  and 
little  damage  was  done.  This  was  the  extent  of  the  trouble  with  the 
line  in  testing. 

In  operation,  the  quantity  of  water  flowing  through  the  pipe  fluc- 
tuated considerably.  As  the  difference  in  elevation  between  intake 
and  discharge  was  195  ft.,  this  variation  caused  great  fluctuations  in 
the  water  level  in  the  pipe  at  the  intake  end,  there  being  no  regulating 
gate  at  the  discharge  end.  When  little  water  was  flowing,  it  ran  in 
:a  very  rapid  stream  down  the  bottom  of  the  wood  stave  pipe  at  the 
intake  end.  This  had  the  result  of  rapidly  wearing  out  the  bottom 
staves,  so  that  considerable  patching  had  to  be  done. 

Bulkheads  were  put  in  at  each  end  of  the  pipe  and  all  other  open- 
ings were  closed  as  soon  as  the  pipe  was  thoroughly  drained.  Thus  the 
air  circulation  inside  the  pipe  was  shut  off  and  the  subsequent  snow 
formed  a  blanket  which  protected  it  from  the  extremes  of  the  winter 
temperature.  It  was  found  that  with  an  air  temperature  of  —  30  or  —  40° 
Fahr.  the  temperature  inside  the  pipe  was  only  about  —  5°  Fahr.  In 
operation,  the  pipe  is  drained  at  the  close  of  the  working  season, 
about  October  1st,  and  opened  again  about  May  1st. 

The  peculiar  and  therefore  the  most  interesting  feature  of  this 
work  was,  as  noted  before,  the  study  of  foundations  and  the  best  styles 
of  substructures  to  be  used  in  the  frozen  gi'ound.  In  places  in  the 
North,  piles  of  saw-dust  have  been  placed  on  the  moss,  and  buildings 
put  on  this  foundation.  When  water  is  kept  away,  this  makes  a  very 
good  foundation,  as  the  saw-dust  protects  the  moss  and  the  frozen 
ground    below    from    heat    and    consequent    thawing,    thus    insuring 
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stability.  On  this  same  principle,  in  running  a  road  or  railroad  grade 
across  frozen  ground,  it  is  best  not  to  cut  but  rather  to  make  fills  on 
top  of  the  moss.  Thus,  on  a  railroad  grade  near  Nome,  a  fill  was 
made  of  peat  cut  from  the  surface  of  the  tundra.  When  dried  out  and 
packed  this  gave  no  more  trouble — until  it  burned  up — whereas  a  cut 
in  frozen  ground  is  but  an  invitation  to  perpetual  trouble  from  slides 
and  settlement.  In  flume  substructures,  on  the  Yukon  Gold  Company's 
line,  on  frozen  side-hills,  cripple  bents  were  tried  and  discarded  in  favor 
of  level  mudsills  set  in  the  "frost",  about  2  or  3  ft.  below  the  surface 
at  the  down-hill  end.  These  were  mossed  over  and  remained  frozen 
unless  excessive  leakage  thawed  the  ground. 

Mr.  C.  A.  Strong,  of  the  Yukon  Gold  Company,  developed  a  type 
of  structure  which  suited  the  foundation  very  well.  He  used  piles 
driven  into  holes  previously  thawed  out  by  steam  points.  The  steam 
point  is  a  strong  pipe,  at  one  end  of  which  steam  is  introduced.  The 
opposite  end  is  rounded  and  a  small  hole  left  through  which  the 
steam  may  escape.  This  point  is  started  into  the  frozen  ground  and 
is  pounded  down  with  a  hammer  as  fast  as  it  thaws  through  the  "frost" 
in  its  way.  These  steam  points  were  developed  and  used  to  considerable 
advantage  in  mining  the  frozen  gravel.  In  substructure  work,  the 
steam  point  is  used  until  the  "frost"  is  thawed  to  the  desired  depth.  It 
is  then  removed  and  a  pile  driven  into  the  thawed-out  hole.  As  the 
surface  moss  is  distvirbed  hardly  at  all  in  this  process,  the  pile  imme- 
diately freezes  in  and  remains  in  this  condition.  At  last  reports,  pile 
substructures,  such  as  these,  were  giving  good  service.  This  appears  to 
be  the  cheapest  form  of  substructure  as  yet  devised  for  use  in  ground 
frozen  to  any  considerable  depth. 

The  writer  has  seen  but  little  in  technical  literature  dealing  with 
construction  in  the  Far  North,  and  hopes  that  some  discussion  may 
be  stimulated  by  this  paper,  especially  on  the  subject  of  structures 
founded  on  frozen  ground. 

The  foregoing  work  was  done  by  day  labor  by  the  Yukon  Gold 
Company,  Mr.  O.  B.  Perry,  General  Manager;  C.  A.  Thomas,  M.  Am. 
Soc.  C.  E.,  Eesident  Manager;  H.  H.  Hall,  Assoc.  M.  Am.  Soc.  C.  E., 
Superintendent  of  Ditch  Construction,  and  in  general  charge  of  sur- 
veys; Mr.  C.  G.  Newton,  Superintendent  of  Pipe  Lines;  and  the  writer, 
Division  Engineer  and  General  Foreman. 
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Piil^bury  .  ^''.  ^'  ^IL^^^^^R^'*  ^^'  -^^i-  See.  C.  E.  (by  letter).— The  descrip- 
■  tion  in  tliis  paper  of  the  frozen  soil  in  the  Klondike  is  most  in- 
teresting, but  should  perhaps  be  supplemented  in  order  to  prevent  a 
misconception  of  the  difficulties  and  possibilities  of  earthwork  in 
Alaska,  The  writer  was  engaged  for  several  years  in  wagon-road  con- 
struction throughout  the  occupied  portion  of  the  Territory,  and 
acquired  a  fairly  intimate  acquaintance  with  its  frozen  ground. 

In  the  interior  of  Alaska — the  area  north  of  the  enclosing  coastal 
range— the  mean  annual  temperature  is  below  the  freezing  point. 
As  the  temperature  of  the  ground  some  feet  below  the  surface  must 
be^  approximately  the  mean  of  the  surface  temperature,  it  follows  that 
this  ground  is,  in  general,  permanently  frozen.  The  underground 
drainage  being  thus  sealed,  the  ground-water  level  is  high,  and  the 
country  is  extremely  swampy.  Deposits  of  swamp  muck,  therefore, 
are  very  common  in  the  valleys  and  elsewhere,  and  they  sometimes 
contain  lenses  of  solid  ice  several  feet  in  thickness.  As  the  author 
remarks,  when  the  moss  that  covers  this  muck  is  stripped,  its  ice 
content  melts  under  the  summer  sun.  The  writer  has  often  seen  a 
narrow  ditch  quickly  enlarge  into  a  wide  and  deep  gully  through  this 
action.  It  is  very  obvious  that  if  ice  is  built  on,  it  must  be  kept  frozen, 
and  in  order  to  keep  it  frozen,  its  protecting  coat  of  moss  must  be 
retained. 

^  It  by  no  means  follows,  however,  that  all  the  valleys  are  covered 
with  muck  and  ice,  any  more  than  all  the  valleys  in  more  temperate 
zones  are  covered  with  muck  and  water.  Ordinary  earth  lying  below 
the  ground-water,  or  rather  ground-ice,  is  frozen  throughout  the  sum- 
mer, and  the  difficulties  of  working  it,  with  the  general  sloppiness 
of  the  earthwork  accomplished,  are  similar  to  those  encountered  in 
work  in  the  very  early  spring  in  the  northern  part  of  the  United 
States.  It  can  be  loosened,  however,  by  blasting,  and  the  difficulties 
in  handling  are  merely  those  common  to  water-saturated  earth.  Earth 
above  the  ground-ice  level  thaws  and  dries  readily,  and  its  working 
is  entirely  normal. 

The  writer  has  traveled  over  a  railroad  near  Nome  to  which  the 
author  possibly  refers  in  the  latter  part  of  his  paper.  It  was  a  very 
light  surface  road,  and  had  the  misfortune  to  be  located,  for  the  greater 
part  of  its  length,  on  a  frozen  swamp.  Light  ditches  had  been  dug 
through  the  moss  and  turf  on  each  side,  and  these  had  gullied  out 
so  badly  that  much  of  the  track  had  to  be  shifted  to  one  side.  The 
journey  of  about  60  miles  occupied  an  entire  day,  although  the  pas- 
sengers escaped  the  usual  upset.  The  writer,  however,  does  not  think 
that  any  moral  can  be  drawn  from  this  railroad;  a  swamp  does  not 
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afford  the  best  location  for  a  railroad  in  any  country,  and  this  road       Mr. 
was  merely  fortunate  enough  to  find  its  swamp  frozen.  '  ^  ^^' 

The  prediction  is  ventured  that  good  railroad  construction  in 
Alaska  will  follow  standard  practice  closely,  henceforth  as  well  as  here- 
tofore. Swamps  will  be  crossed  on  a  fill,  as  iisual.  The  principal 
departure  from  construction  elsewhere  will  be  in  the  matter  of  unit 
costs,  and  these,  on  account  of  the  short  working  season  and  distance 
from  supplies,  will  be  several  times  greater  than  on  any  road  in  the 
United  States. 

Walter  S.  Wheeler,*  M.  Am.  Soc.  C.  E.  (by  letter). — Eecords  at  Mr. 
Skagway,  Alaska,  show  that  during  the  open  season  of  1907,  the 
Guggenheims  shipped  into  Dawson  more  than  $5  000  000  worth  of 
freight,  a  considerable  portion  of  which  was  material  for  the  Klondike 
pipe  line  of  the  Yukon  Gold  Company.  The  freight  was  landed, 
from  ocean  steamships,  at  the  wharf  in  Skagway,  and  transhipped, 
over  the  White  Pass  and  Yukon  Narrow-Gauge  Eailroad,  111  miles 
to  White  Horse,  and  then  by  steamer  down  the  Yukon  to  Dawson. 
The  freight  and  passenger  rates  over  this  road  are  naturally  quite 
high,  as  a  considerable  portion  is  built  through  exceedingly  mountain- 
ous country,  and  the  bulk  of  travel  is  confined  to  the  summer,  when 
navigation  is  open  on  the  Yukon  River.  The  track  has  a  3.9%  grade 
for  about  16  of  the  first  20  miles  out  of  Skagway,  to  the  famous  White 
Pass,  which  is  about  2  800  ft.  above  Skagway  and  mean  tide.  This 
portion  of  the  road  cost  $2  000  000,  or  an  average  of  $100  000  per 
mile,  and  it  is  said  that  the  road  more  than  paid  for  itself  during 
the  first  two  years  of  operation. 

Mixed  trains  leaving  Skagway  are  drawn  by  four  engines  dis- 
tributed equally  throughout  the  same.  At  a  point  8  miles  from 
Skagway,  a  rock  thrown  into  the  river  from  the  track  struck  the  water 
in  5  sec. 

By  the  "Far  North",  the  writer  assumes  that  the  author  includes 
all  of  Alaska  and  the  adjoining  Yukon  Territory,  and  also  British 
Columbia  lying  directly  east  of  Alaska. 

Costs  for'  material,  labor,  etc.,  vary  considerably  for  different  loca- 
tions. At  the  time  the  Klondike  pipe  line  was  constructed,  with 
common  labor  at  $1:  per  day  and  board,  the  Alaska  Road  Commission 
was  paying  $2.50  per  day  and  board  on  the  trail  out  from  Haines 
Mission,  with  a  working  season  of  5  montlis  in  each  location.  Machin- 
ists were  paid  $5  per  day  in  Skagway,  with  extra  for  overtime,  and 
$1  per  hour  in  Dawson,  Yukon  Territory,  and  the  adjoining  creeks. 
Cord-wood,  the  principal  item  of  fuel,  cost  $5.50  per  cord  delivered 
in  Skag-way,  and  $15  per  cord  in  Fairbanks,  Alaska.  Board  and 
room,  the  best  obtainable,  could  be  had  in  Skagway  for  $40  per  month, 
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Mr.  while  the  same  class  of  board  and  room  cost  $75  per  month  in  St. 
Wheeler,  jyjjchael,  Alaska,  and  Dawson,  Yukon  Territory,  and  $125  in  Fairbanks. 

The  cost  of  electric  light  in  Skagway  was  10  cents  per  kw-hr., 
and  in  Fairbanks,  51  cents.  Business  telephones  cost  $5  per  month 
in  Skagway,  and  $20  in  Dawson  and  Fairbanks. 

These  prices  were  current  about  1907  and  1908,  and  though  some 
of  them  have  changed  from  time  to  time,  the  writer  has  given  them  in 
order  to  show  that  they  vary  considerably  in  diflferent  locations  of  the 
"Far  North",  and  that  estimates  for  construction  in  the  "Interior"  are, 
as  a  rule,  much  higher  than  along  the  Coast. 

A  fair  grade  of  coal  could  be  purchased  in  Skagway  for  $13  per 
ton,  but,  in  St.  Michael,  the  writer  has  paid  $25  for  coal  of  the  same 
grade.  This  coal  was  all  shipped  from  the  United  States  or  from 
lower  British  Columbia,  while  billions  of  tons  of  the  best  bituminous 
and  anthracite  are  waiting  to  be  mined  along  the  coast  of  Southern 
Alaska  as  soon  as  the  Government  sees  fit  to  allow  it  to  be  opened  up. 

At  Skagway  the  temperature  seldom  falls  below  zero,  but  it  is 
not  unusual  to  experience  a  temperature  of  — 70°  Fahr.  in  midwinter 
at  Dawson,  Fairbanks,  and  Nome,  and  sometimes  — 80°  Fahr.  When 
the  temperature  falls  below  about  — 40°  Fahr.,  there  is  never  any  wind, 
and,  the  air  being  very  dry  at  that  temperature,  the  real  danger  to  life 
is  from  exposTire  when  it  appears  to  be  warmer  than  it  really  is. 

In  summer,  ordinary  vegetables  are  grown  in  abundance,  and  wild 
raspberries,  blueberries,  cranberries,  and  currants  are  plentiful. 

An  excellent  breeding  place  for  mosquitoes  is  formed  below  the 
niggerhea.ds  (bunches  of  coarse  wild  grass)  on  the  tundra,  and  during 
May,  June,  and  July,  it  is  impossible  to  work  on  the  tundras  without 
the  protection  of  nets  and  gloves;  but  August  and  September  are  com- 
paratively free  from  these  pests,  which  are  not  fever-bearing  in  the 
North. 

It  is  impossible  to  make  foundations  to  any  great  extent  with  the 
peat  taken  from  the  tundras,  as  it  will  dry  out  and  burn  up  in  the 
numerous  tundra  fires  during  the  summer,  as  mentioned  by  the  author 
in  the  case  of  the  Nome  Railroad. 

In  places  near  fresli  and  salt  water,  where  suction  dredges  are 
available,  good  foundations  can  be  made  by  running  the  discharge 
pipe  so  that  the  material  will  be  deposited  on  the  tundra,  provided  the 
water  is  not  so  rough  as  to  prevent  the  dredge  from  operating.  The 
writer  had  charge  of  dredging  the  St.  Michael  Canal  during  the 
summers  of  1908  and  1909,  and  the  material  discharged  from  the 
pipe  line  would  have  made  excellent  foundations  on  the  tundra,  if 
they  had  been  desired.  When  carrying  on  construction  near  the  water, 
it  is  well  to  quarter  the  men  on  houseboats  anchored  well  out  from 
shore,  so  that,  while  not  on  duty,  they  can  get  some  respite  from 
mosquitoes.     In  this  way  one  can  obtain  a  more  efficient  working  crew. 
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W.  W.  Edwards,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter)  .—The  writer  Mr. 
urges  that  no  attempt  be  made  to  build  a  structure,  or  to  grade,  on  Edwards, 
frozen  ground,  if  there  is  any  practicable  way  to  avoid  it.  In  the  case 
of  the  Klondike  pipe  line  nothing  else  could  be  done.  The  same 
condition  has  been  observed  in  many  other  instances.  Building  on 
"frost"  is  at  best  a  makeshift,  and  one  never  has  the  feeling  that 
he  has  done  a  good  job.  A  structure  founded  on  frozen  ground  will 
probably  need  jacking  up  into  shape  once  in  a  while,  and  a  railroad 
over  frozen  ground  will  need  considerable  work  by  the  maintenance-of- 
way  gang  with  tamping  and  line  bars. 

Probably  the  most  trying  work  which  the  writer  has  ever  observed 
is  ditching  in  frozen  ground.  When  this  is  attempted,  the  right  of 
way  should  be  cleared  of  trees,  brush,  and  moss,  at  least  a  year  before 
the  excavation  is  to  be  made,  so  that  the  sun's  heat  will  thaw  the 
ground  to  the  required  depth.  In  ground  which  is  not  too  steep  or 
does  not  contain  too  many  ice  stringers,  this  method  may  result  in 
a  good  ditch ;  but  where  the  ground  surface  has  a  considerable  slope, 
the  ditch  excavation  generally  starts  slides  from  above,  which  cause 
miich  trouble. 

Then,  again,  the  finished  ditch  may  appear  to  be  all  right,  but, 
when  water  is  turned  in,  it  will  percolate  until  it  reaches  an  ice 
stringer  along  which  it  follows  until  it  comes  out  to  the  ground 
surface  below.  In  this  way  a  ditch  may  break  in  the  bottom,  and 
the  water  may  come  out  to  the  surface  100  ft.  or  more  below  the 
grade,  leaving  the  ditch  bank  intact.  Repairing  such  breaks  requires 
brush,  moss,  soil,  and  much  skill  and  patience  in  puddling.  Ditches 
in  such  material  are  generally  made  wide  and  shallow,  the  lower  bank 
being  protected  on  the  inside  with  strips  of  moss. 

The  writer  does  not  wish  to  give  the  impression  that  all  the  soil  in 
Alaska  and  Yukon  Territory  is  frozen  the  year  round;  but  spots  of 
frozen  ground  are  frequently  encountered,  especially  in  the  Yukon 
Basin,  and.  as  in  the  case  of  the  Klondike  pipe  line,  often  cannot 
be  avoided  economically. 

•  San  Jose,  CaL 
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Synopsis. 

This  paper  describes  the  methods  used  in  the  design  and  con- 
struction of  a  concrete  arch  dam  dependent  on  arch  action  for  its 
stability.  The  dimensions  of  the  dam  are:  crest  length  of  curved 
structure,  140  ft. ;  radius,  76  ft. ;  maximum  height,  100  ft. 

The  futility  of  attempting  a  determination  of  stresses  by  pure 
mathematical  processes  is  discussed.  It  is  pointed  out  that  the  lack 
of  definite  knowledge  as  to  the  behavior,  under  stress,  of  the  rock  in 
which  the  ends  and  base  of  the  dam  are  intrenched,  and  to  which  it 
is  joined,  inhibits  the  application  of  pure  mathematics,  and  the  use 
of  the  simple  formula  for  a  thin  cylinder  is  sustained. 

For  general  information,  and  for  comparative  purposes,  Table  1 
gives  the  characteristic  dimensions  and  stresses  of  numerous  pure  arch 
dams  in  various  parts  of  the  world. 

The  cost  of  the  work  is  given,  and  there  is  also  a  description  of 
the  pipe  line,  conveying  the  impounded  water  from  the  dam  to  the 
place  of  use,  together  with  its  cost. 

The  works  were  executed  in  a  difficult  country,  with  impossible 
wagon  roads,  where  the  cement,  sand,  and  some  other  materials  had 
to  be  packed  on  animals,  and  where  labor  was  disturbed  by  a  state 
of  war. 

*  Presented  at  the  meeting  of  May  20th,  1914. 
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Tlie  concrete  dam  described  in  this  paper  is  an  arched  structure 
dependent  on  arch  action  for  its  stability.  The  use  of  the  arch  for  dams 
and  dependence  on  it  for  stability,  is  old ;  how  old  is  not  susceptible 
of  proof,  but  certainly  more  than  a  century.  Some  time  prior  to  1800 
was  built  the  Meer  Allum  Dam,  at  Hyderabad,  India,  a  multiple-arch 
structure  composed  of  a  succession  of  brick  arches,  varying  from  40 
to  82  ft.  in  radius,  with  an  aggregate  length  of  about  ^  mile  and 
a  water  depth  of  about  40  ft.  A  more  recent  Indian  example  is  a  dam 
60  ft.  high,  also  of  the  multiple-arch  type,  at  Alwar,  Rajputana.  In 
ETirope  the  Zola  Dam,  near  Aix,  France,  of  a  radius  of  158  ft.  and  a 
height  of  about  120  ft.,  dates  from  1843. 

In  more  recent  years  many  arch  dams  have  been  built,  notably  in 
New  South  Wales  and  South  Australia.  Their  characteristic  dimen- 
sions are  given  in  Table  1. 

In  the  United  States,  the  Bear  Valley  Dam,  Southern  California, 
built  in  1886,  has  in  the  past  attracted  much  attention  by  the  boldness 
of  its  design,  and  yet  its  audacity  is  equalled  by  the  less  known  Upper 
Otay  Dam  of  the  San  Diego  Water  Supply,  built  in  1900.  The  granite 
masonry  of  the  Bear  Valley  Dam  was  subjected  to  compressive  stresses 
of  about  61  tons  per  sq.  ft.,  and  the  concrete  of  the  Upper  Otay  Dam 
is  subjected  to  stresses  of  similar  intensity.  The  Otay  Dam  is  an 
instructive  illustration  of  tlie  stresses  which  can  be  sustained  suc- 
cessfully by  a  horizontal  arch  of  Portland  cement  concrete,  mixed 
1 :  2.1 :  3.4,  when  founded  and  abutting  on  strong,  hard  rock.  The 
advisability,  however,  of  imposing  such  high  stresses  may  well  be 
questioned. 

It  is  of  interest  to  note  that  the  old  Bear  Valley  Dam,  after  doing 
duty  for  27  years,  has  at  last  survived  its  usefulness.  It  has  been  super- 
seded, and  at  high-water  stages  is  submerged  by  the  water  impounded 
by  a  higher  dam  of  the  inclined  multiple-arch  type,  designed  and  built 
by  J.  S.  Eastwood,*  M.  Am.  Soc.  C.  E. 

The  writer  has  not  found  any  record  of  the  failure  of  a  true  arch 
dam ;  if  any  have  failed,  it  would  be  well  to  have  all  the  facts  brought 
to  light. 

It  will  be  noted  that  the  stresses  sustained  by  the  various  structures 
have  an  extremely  wide  range,  varying  from  a  minimum  of  10.6  tons 
to  a  maximum  of  61  tons  per  sq.  ft.,  or  from  147  to  870  lb.  per  sq.  in. 

*  Engineering  News.  December  25th.  1913.  Vol.  70,  p.  12S4. 
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TABLE  1. — Characteristics 


Date  of 
construc- 
tion. 


i.  Top 
iJ,  Radius,     length  of  Arc.  in 

in  feet.         segment,         degrees, 
in  feet. 


United  States  of  America. 


o  1886. 
^  i  1900. 
d     1907. 


1913. 


Bear  Valley,  Cal 

Upper  Otay,  Cal 

Crowley  Creek,  Ore 

"Goodwin   Dam."  Stanislaus  River. 
Cal.    Twin  arches,  each 


3S5 

359 
70 

135 


1897. 
1898. 
1898. 
1S99. 
1899. 
1899. 
1896. 
1897. 
1898. 
1858  1 
1898  1 
1906. 
1906. 
[1907. 


Parlies..  

Costamundra 

Tamworth 

Wellington 

Mudgee 

Wollocgong 

Lithgow  No.  1 

Pieton 

Queen  Charlotte  Vale. 

Paramatta 

Lithgow  No.  2 

Medlow 

Barren  Jack 


300 
250 
250 
150 
253 
200 
100 
120 
90 

160 

100 
60 
80 


300 
350 
150 

233 


540 
475 
440 
350 
498 
344 
162 
112 
113 

225 

231 

81 


51°  20' 
56°  00' 
55°  50' 

100°  00' 


Mexico. 

1912 

Huacal,  Sonora 

76 

140 

105°  40* 

South  Australia. 

1904 

Barrosa 

200 

473.5 

185°  20' 

New  South  Wales. 

100°  00' 
109°  30' 
100°  00' 
1.33°  00' 
112°  00' 
98°  30' 
93°  00' 
53°  00' 
72°  00' 

80°  00' 

127^  00' 
78°  00' 


India. 

g    Prior  to 
1800 

.( 

Meer  Allum 

83 

178 

175°  00' 

France. 

h     1843 

Zola,  Aix... , . , 

158 

305 

74°  20' 

Authority. 
o.     Bear  Valley  Company's  Original  Recorcis.  also  Schuyler's  "  Reservoirs  for  Irriga- 
tion. Waterpower  and  Domestic  Supply,"    pp.  246-256. 

b.  Engineering  Neics.  Vol.  46,  p.  125. 

c.  Engineering  Netvs.  Vol.  51,  p.  837. 

d.  Engineering  Neivs.  Vol.  66,  p.  220. 

e.  Engineering  Neus,  Vol.  70,  p.  748. 

After  study  of  the  available  local  materials  and  labor  conditions. 
a  stress  of  16.3  tons  per  sq.  ft.,  226  lb.  per  sq.  in.,  was  adopted  for  the 
Huacal  Dam.  If  labor  experienced  in  concrete  work  had  been  available 
at  Nacozari,  a  higher  stress  might  have  been  considered.  The  most 
vigorous  supervision  cannot  entirely  eliminate  the  errors  of  uninformed 
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D,  Depth  of 
water, 
in  feet. 


T,  Thickness 

at  D, 

in  feet. 


S,  Stress,  in 

tons  per 
square  foot. 


Nature  of 
aggregate. 


Class  of  masonry. 


48.0 

8.42 

61.0 

Granitic. 

Granite  masonry. 

(75.0 
^50.0 

14.00 
12.00 

61.0 
46.7 

J-  Granitic. 

Concrete. 

63.0 

5.16 
(       aXD- 

26.6 

i 

Lava. 

Concrete. 

70.0 

\       61.0  ft. 
1       16.0  " 

V        21.4 

Gravel. 

Concrete. 

12.83 


16.3 


Andesitic. 


Concrete. 


94.0 


34.00 


17.3 


Gneiss. 


Concrete. 


39.0 


8.50 


11.8 


Brick  masonry. 


119.7 


41.80 


14.2 


Rubble  masonry. 


/.    Minutes  of  Proceedings.  Inst.  C.  E.,  Vol.  178. 

g     Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  172.  p.  214. 

h     Schuyler's  "  Reservoirs  for  Irrigation,  Waterpower  and  Domestic  Supply,'"  p.  362. 

Tiie  stresses,  S,  in  Table  1,  are  computed  by  the  cylinder  formula  : 

o*          •    *        ,oAAri,v,x               „.        Radius  (feet)  X  Depth  (feet) 
Stress,  m  tons  (2  000  lb.)  per  sq.  ft.  =         32  x  Thickness  (feet) 

labor;  foremen,  however  competent,  cannot  be  everywhere  at  once, 
and  it  is  prudent  to  make  allowance  for  probable  inferior  quality  of 
the  labor,  an  important  factor  in  the  proper  placing  of  concrete. 
The  physical  characteristics  of  the  coarse  aggregate  enter  largely 
into  the  question  of  allowable  compressive  stresses. 
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General. 

The  Iluacal  Dam  was  constructed  during  1911-12  for  the  Moctezuina 
Copper  Company,  Nacozari,  Sonora,  Mexico  (Phelps,  Dodge  and  Com- 
pany, New  York),  from  the  designs  and  under  the  general  direction 
of  the  writer. 

The  purpose  of  the  dam  is  to  impound  storm  waters  and  create 
a  gravity  supply  for  the  milling  operations  of  the  Copper  Company. 
The  water  supply  prior  to  the  construction  of  the  dam  was  obtained 
by  pumping  from  the  gravel  beds  of  the  Rio  Nacozari.  For  a  period 
of  from  2  to  4  months  of  each  year  the  waters  of  these  gravels 
became  so  far  depleted  as  to  impose  limitations  on  the  output  of  the 
mill.  The  normal  capacity  of  the  mill  is  400  tons  of  concentrates  per 
day,  and  the  required  daily  supply  of  water  is  about  1  250  000  gal. 
The  pumping  plant,  now  out  of  service,  but  held  as  an  emergency  re- 
serve, consists  of  two  10  by  12-in.  Aldrich  triplex  plunger  pumps, 
electrically  driven  through  gearing,  discharging  against  a  head  of 
225  ft.  In  round  figures,  the  yearly  cost  of  operating  these  pumps 
was  $12  500.  Decrease  in  cost  and  increase  in  water  supply  consti- 
tuted the  economic  incentive  for  the  dam. 

Nacozari,  the  present  southern  terminus  of  the  Ferro  Carril  de 
Nacozari,  is  76.6  miles  south  of  the  International  Boundary.  The 
northern  termini  of  the  railroad  are  Douglas,  Ariz.,  on  the  American 
side  of  the  line,  and  Agua  Prieta,  on  the  Mexican  side. 

The  dam  is  built  across  the  canyon  of  Huacal  Creek,  about  3  miles 
northeast  from  Nacozari,  at  an  elevation  of  550  ft.  above  the  town 
and  4  100  ft.  above  sea  level.  Nacozari  formed  the  base  of  construction 
supplies.  Bulky  pieces  were  transported  by  wagon,  over  a  rough 
mountain  road  some  6  miles  in  length,  with  steep  gradients,  the 
maximum  load  being  1  ton  to  four  good  animals.  Everything  else, 
including  all  cement  and  sand,  was  packed  on  mules  and  burros,  with 
loads  of  300  lb.  or  more  to  the  mule,  and  175  lb.  to  the  burro.  The 
average  cost  of  packing  was  about  $1.02  per  2  000  lb.  The  cement 
was  packed  from  the  railroad  depot,  a  distance  of  about  6  miles,  and 
the  sand  from  the  Nacozari  River,  about  4  miles.  The  cost  per  ton- 
mile,  one  way,  averaged  about  21|  cents. 

All  prices  and  costs  are  given  in  United  States  gold  values. 


Fig.   1. — Dam   Site,   Looking  Down   Stream. 


Fig.  2. — Commencement   of  Wukk.      Louking   Down   Stbeam. 


HUACAL   DAM,   SOXORA,   MEXICO 


571 


Catchment  Area. 
The  catchment  tributary  to  the  dam  (Fig.  3)  has  an  area  of  13 
sq.  miles,  is  roughly  rectangular  in  form,  with  an  extreme  length  of 
5.7  miles  and  a  width  of  3.4  miles.  It  is  a  mountainous  area,  broken 
by  numerous  watercourses  with  deeply  incised  channels.  The  slopes 
leading  down  to  the  channels  are  steep,  vegetation  is  sparse,  the  soil 
shallow,  with  much  bare  rock,  and  the  storm  discharges  are  of  a 
torrential  character. 

Eainfall. 

The  rains  commence  in  June.  May  is  a  dry  month,  and  the  rain 
records  are  in  the  best  form  for  comparative  pui-poses  when  arranged 
by  seasons  running  from  June  1st  to  May  31st  of  the  succeeding 
year.  A  rain  gauge  has  been  kept  at  Nacozari  since  May,  1910,  but 
no  definite  information  as  to  previous  rainfall  can  be  obtained. 

TABLE  2. — Rainfall  at  Nacozari  by  Seasons. 


Month, 

1910-11. 
Inches. 

1911-12. 
Inches. 

1912-13. 
Inches. 

1913-14. 
Inches. 

0.51 
4.39 
2.32 
0.89 
0.14 
0.33 
0.00 
1.73 
1.43 
0.01 
0.60 
0.00 

2.66 
3.73 
2.25 
4.79 
3.36 
1.38 
1.13 
0.00 
0.31 
1.96 
0.20 
0.00 

1.17 
4.66 
3.59 
0.00 
0.54 
0.83 
0.77 
0.84 
4.52 
0.57 
0..53 
0.02 

0.08 

Julj' 

4.18 

2.77 

precipitation 
3.05     in.    in    3 

hours,  October 

April     ...            

4th,  1911. 

May 

Totals 

12.35 

21.77 

18.04 

No  gauges  are  maintained  other  than  the  one  at  Nacozari.  The 
rainfall  over  the  catchment  area  above  the  dam  is  unquestionably 
greater  than  at  Nacozari,  but  to  what  extent  is  as  yet  purely  a  matter 
of  estimate  and  conjecture. 

Run-Off. 

On  the  basis  of  the  probable  rainfall  and  the  topographical  features 
of  the  catchment  area,  it  was  estimated  that  the  yield  of  a  rain  season 
stich  as  1910-11  would  be  approximately  3  000  acre-ft.  (2  700  000  gal. 
per  day).  The  season  of  1910-11  was  classed  as  "dry"  by  those  familiar 
with  the  country.     This  opinion   is  supported  by  the  rain  records  of 
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1911-12,  1912-13,  as  far  as  they  go,  but  they  are  of  too  short  dura- 
tion to  form  any  conclusions,  and  it  cannot  be  assumed  that  there  will 
not   be   dryer  seasons   than    1910-11.      The   margin   between   the   con- 


FiG.    3. 


templated  use  of  1  400  acre-f  t.  annually,  or  1  250  000  gal.  daily,  and 
the  3  000  aere-ft.,  or  2  700  000  gal.  daily  run-off  estimated  for  1910-11 
is  considered  ample  to  take  care  of  dryer  seasons. 
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On  August  14th.  1910,  a  storm  run-off  was  observed  lasting  about 
1  hour,  the  total  discharge  from  which  was  estimated  at  300  acre-ft., 
with  an  average  run-off  rate  of  255  sec-ft.  per  sq.  mile. 

On   October  5th,   1911,   a  flood,  having  a  maximum  rate  of  2  000 

cu.  ft.  per  sec,  passed,  without  damage,  over  the  partly  finished  dam, 

then  40  ft.  high.     The  total  discharge  during  this  storm  was  estimated 

to  be  1  240  acre-ft.,  with  a  maximum  run-off  rate  of  154  sec-ft.  per 

sq.  mile.  ^  ^        „ 

Keservoir  and  Dam  Site. 

In  outline,  the  reservoir  is  T-shaped,  as  shown  by  Fig.  4.  The 
dam  and  outlet  of  the  reservoir  are  on  the  stem  of  the  T,  to  each  side 
of  which  the  water  surface  at  high  water  extends  for  about  1  mile. 

The  capacity  of  the  reservoir  at  the  crest  level  of  the  dam  is  2  TOO 
acre-ft.,  with  a  surface  area  of  93  acres.  It  is  designed,  should  it  be 
found  desirable  to  impound  more  water,  to  install  tumbling  flash- 
boards  along  the  crest  of  the  dam. 

At  the  point  selected  for  the  dam  the  canyon  had  in  its  natural 
state  a  bottom  width  of  from  20  to  30  ft.,  and,  at  90  ft.  above  the  bottom, 
a  width  of  150  ft. 

The  geological  formation  is  Andesitic.  In  the  main,  the  rock  is 
hard  and  close-grained.  The  dip  of  the  formation  approaches  the 
vertical,  and  the  strike  is  across  the  canyon  approximately  at  right 
angles  to  its  axis,  both  of  which  are  conditions  favorable  to  minimum 
leakage  and  stability  of  foundation.  A  seam  discharging  a  little  water 
was  disclosed  in  driving  the  outlet  tunnel  and  in  the  shaft  beneath 
the  outlet  tower.  During  the  active  progress  of  the  work  it  was 
impracticable  to  isolate  and  measure  this  water.  In  April,  1912.  after 
the  water  in  the  reservoir  had  risen  against  the  dam  to  a  height  of 
about  40  ft.,  this  spring  was  measured  and  found  to  yield  1.5  gal. 
per  min.  The  entire  flow  over  the  rock  bed  of  the  stream  at  a  point 
about  100  ft.  below  the  dam  was,  on  the  same  date,  3.58  gal.  per  min. 
This  would  ascribe  a  seepage  through  the  dam  and  its  foundation 
contact  of  2.1  gal.  per  min.  In  February,  1913,  10  months  later,  the 
entire  f.ow  over  the  stream  bed  was  again  measured  and  found  to  have 
decreased  to  2.83  gal.  per  min.,  the  depth  of  water  against  the  dam 
having  in  the  interim  increased  from  40  to  60  ft. 

The  seepage  through  the  dam  and  its  foundation  contact  was  not 
precisely  segregated,  but  was  judged  not  to  exceed  1.0  or  1.5  gal.  per 
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min.  This  trivial  seepage  speaks  well  for  the  care  taken  in  making 
and  placing  the  concrete,  and  in  obtaining  sound  contact  between  the 
concrete  and  the  native  rock. 

Design  of  Dam. 

The  narrowness  of  the  canyon  and  the  character  of  its  rock  sides 
and  floor  suggested  an  arch  dam  (Fig.  5)  as  the  economic  type  for 
the  location.  Comparative  studies  with  a  rock-fill  dam  as  a  practical 
alternative  confirmed  the  selection  of  the  arch  type. 

The  requisite  cross-section  of  the  dam  was  determined  by  the  simple 
formula  for  cylinders  subjected  to  external  pressure: 

Stress,  in  tons      \  _  Radius  (feet)  X  Pressure  (pounds  per  square  foot) 
(2  000  lb.)  per  sq.  ft.  i  ^  Thickness  (feet)  " 

The  values  finally  adopted  in  the  design  of  the  dam  were :  Stress, 
16.3   tons  per  sq.  ft.;   radius,  76  ft.;   and  the  equation  for  thickness 

rr.  7(1  D 

became   T  =   -— —    X   — —,  whence    the    thickness,    T,    at    tlie    depth, 
10.3  32 

D  =  0.146  D. 

With  these  values  the  theoretical  triangular  dam  section  has  a 
vertical  front  face,  and  a  back  face  on  a  batter  of  If  in.  to  the  foot.  The 
lower  portion  of  the  dam  is  built  of  this  form,  the  upper  portion  being 
widened  to  meet  the  practical  necessities  which  govern  a  dam  top. 

The  formula  does  not  satisfy  all  the  conditions,  mathematically, 
for  the  dam  is  neither  a  complete  cylinder  with  free  ends,  nor  is  it  every- 
where free  to  expand  and  contract;  on  the  contrary,  it  is  a  segment 
connected  at  its  bottom  and  sides  with  the  immovable,  but  not  the 
less  elastic,  country  rock;  and  it  is  not  a  thin  cylinder,  but  one  of 
appreciable  thickness.  The  problem  is  impossible  of  exact  mathemati- 
cal solution,  for,  however  approached,  its  treatment  is  based  on  as- 
sumptions. The  break  of  continuity  in  both  form  and  material  at 
the  line  of  contact  between  the  artificial  structure  and  the  natural 
rock,  and  the  i:nknown  value  of  the  element  of  deformation  in  the 
natural  rock,  create  uncertainties  which,  in  themselves,  render  a  mathe- 
matical demonstration  based  solely  on  absolute  facts  an  impossibility, 
for  the  facts  are  not  and  cannot  be  known.  Such  elements  of  un- 
certainty are  not  confined  to  arch  dams  alone,  they  are  equally  prevalent 
with  gravity  dams.     The  researches  and  experiments  of  Pearson,  Otley, 
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Brigiitinore,  Baker,  and  others  have  shown  the  accepted  middle-third 
raetliod  of  gravity  section  design  to  fall  short  of  being  absolutely  cor- 
rect.   Nevertheless,  the  fact  remains  that  dams  designed  on  that  theory. 


Fig.  5. 
within   certain   recognized  limitations   as  to   intensity  of   stress,   have 
been  and  continue  to  be  successful.     Similarly,  the  many  Australian 
arch  dams  designed  on  the  simple  cylinder  theory  have  been  and  con- 
tinue to  be  successful. 
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Whatever  the  unknown  and  undeterminable  stresses  may  be,  par- 
ticularly those  around  the  foundations,  the  adopted  formulas,  empirical 
though  they  may  be,  have  given  and  do  give  safe  results,  and,  in  the 
present  status  of  knowledge  as  to  the  actual  stresses  in  dams,  their 
use  must  be  considered  to  be  more  conservative  than  that  of  formulas 
mathematically  correct  but  based  on  assumptions  of  unknown  condi- 
tions. The  successful  practice  of  engineering  is  one  of  applied  science, 
rather  than  of  pure  science,  and  the  pure  mathematical  formula,  with- 
out some  modifying  coefficient  derived  from  practice,  is  a  rarity. 

The  views  expressed  by  Dr.  W.  C.  Unwin,  Past-President  of  the  In- 
stitution of  Civil  Engineers,  in  a  discussion  on  the  subject  of  stresses 
in  dams,  are  very  pertinent:* 

"It  had  now  been  shown  that  it  was  hopeless  to  attack  the  dam 
problem  by  pure  mathematics.  He  did  not  think  there  was  any  theory 
on  which  an  engineer  relied  in  designing  a  bridge,  a  roof,  or  a  retaining 
wall,  to  which  mathematical  objections  could  not  be  raised  of  the 
kind  that  had  been  raised  against  the  ordinary  theory  of  dams.  The 
state  of  stress  in  a  plate  round  a  rivet  was  as  complex  as  that  in  the 
foundation  of  a  dam,  and  was  as  little  susceptible  of  mathematical 
treatment;  and  yet  engineers  were  not  afraid  of  making  riveted  joints." 

It  may  be  said,  with  equal  truth,  that  engineers  will  not  be  afraid 
to  continue  building  gravity  dams  on  the  middle-third  theory,  or  arch 
dams  on  the  cylinder  theory,  and  no  disaster  will  follow,  always  pro- 
vided that  there  is  due  recognition  of  the  conditions  of  the  foundation 
and  abutments  which  Nature  provides. 

The  futility  of  attempting  a  pure  mathematical  determination 
of  the  stresses  in  a  dam  is  well  exemplified  by  the  measurements  of  the 
actual  deflections  of  an  arch  dam  at  Barren  Jack,  New  South  Wales.f 

The  dimensions  of  this  dam  are  given  in  Table  1.  The  structure 
is  of  concrete  with  a  light  vertical  reinforcement  (against  temperature 
stresses)  of  20-lb.  steel  rails,  10  ft.  from  center  to  center  and  1  ft. 
from  the  face.  As  the  steel  area  is  only  0.044%  of  the  area  of  the 
concrete  at  the  base,  and  0.139%  at  the  top  of  the  dam,  its  presence 
is  negligible,  as  far  as  bending  stresses  are  concerned. 

The  deflections  of  the  Barren  Jack  Dam,  which  are  shown  in 
the  diagram.  Fig.  6,  were  taken  under  varying  conditions  of  tempera- 

*  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  172,  p.  156. 
t  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  178,  p.  61. 
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Scale  of  Deflection 


Air  Teinp.F, 
Top  of  Dam  o 


ture  and  water  depth.  The  observations  made  when  the  reservoir 
was  empty  and  the  air  temperature  57°,  which  approximates  the  closest 
of  the  observations  to  mean  temperature,  are  drawn  as  a  straight  line, 
and  the  other  observations  are  plotted  in  regard  thereto.  The  curves 
drawn  through  the  various  observed  points  are  brought  for  convenience 
to  one  common  point  of  origin  on  the  foundation  base.  This  is  not 
strictly  correct,  for  it  makes  the  impossible  assumption  that  the  base 
is  absolutely  rigid,  and  that  the  rock  on  which  the  dam  stands  is 
incapable  of  elastic  defor- 
mation under  the  stresses 
transferred  to  it  by  the 
dam  and  by  the  weight  of 
water  supported  by  the 
rock  bed  immediately 
above  the  dam.  Deforma- 
tion of  the  rock  undoubt- 
(^dly  takes  place,  and,  such 
being  the  case,  the  arch 
action  takes  place  in  some 
unknown  degree  from  the 
very  base  of  the  dam. 
That  deformation  of  the 
bed-rock  does  take  place 
to  considerable  depths  was 
the  opinion  expressed  by 
the  late  Sir  Benjamin 
Baker,  Hon.  M.  Am. 
Soc.  C.  E.,  in  discuss- 
ing the  Coolgardie  Water 
Supply.* 

Fig.  6  indicates  that  the  bending  stresses  at  the  base  are  probably 
little  if  any  greater  than  at  higher  points  of  the  dam.  Were  the 
bending  stresses  at  the  bases  of  arch  dams  as  great  as  some  theories 
would  lead  us  to  think,  many  if  not  all  the  arch  dams  cited  would  have 
been  fractured,  and  in  particular  the  very  thin  dams  of  Bear  Valley 
and  the  Upper  Otay.  That  they  have  not  been  fractured  is  conclusive 
that  the  theories  need  amending. 


DEFLECTIONS  OF  BARREN  JACK  ARCH   DAM 
At  dlffercut  temperatures  and  heights  of  wat^jr. 
Meaeured  at  5-ft.  vertical  intervals  from  top  of  dam  to  30ft.  below 
Minutes  of  Proceedings,  Inst.  C.  E.  Vol.  178 
Fig.   6. 


'  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  162,  p.  133. 
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The  extreme  height  of  the  Huacal  Dam  from  base  to  crest  is 
100.25  ft.  The  foundation  trench  was  excavated  until  sound  rock  was 
reached  at  depths  from  5  to  15  ft.  That  there  might  be  no  powder 
cracks,  hand  tools  only  were  used  in  the  bottom  of  the  trench.  Similar 
precaution  was  exercised  in  the  abutment  trenches  at  each  end  of 
the  dam,  which  were  carried  horizontally  into  the  rock  formation  to 
a  maximum  distance  of  20  ft.  to  insure  contact  with  sound  rock. 

The  front  face  of  the  dam  is  vertical,  the  back  face  has  a  variable 
batter  changing  from  If  in.  to  the  foot  at  the  bottom,  to  i  in.  to  the 
foot  at  the  top,  as  shown  on  the  cross-section,  Fig.  7.  As  actually  built, 
the  back  face  does  not  conform  with  this  design  precisely.  By  a  mis- 
hap, the  dam  about  its  middle  height  is  somewhat  thicker  than  de- 
signed, as  shown  by  the  dotted  line  on  the  cross-section.  The  profile 
was  returned  to  the  true  lines  with  an  easy  batter,  as  shown  in  the 
drawing. 

The  top  of  the  arched  portion  of  the  dam  is  made  hollow,  both 
to  save  concrete  and  to  provide  free  intercommunication  between  the 
space  beneath  the  sheet  of  falling  water  when  the  dam  is  overflowed, 
and  the  open  air,  and  thus  avoid  the  tremors  incidental  to  the  making 
and  breaking  of  contact  between  water  and  dam  with  the  forming 
and  breaking  of  a  vacuum  behind  the  nappe  when  the  free  passage 
of  air  is  wholly  or  partly  suppressed. 

The  dam  is  not  of  the  arch  form  for  its  entire  length.  For  42  ft. 
at  its  southeasterlj^  end  it  is  of  gravity  section,  and  in  direction 
tangential  to  the  curve. 

The  continuance  of  the  dam  on  a  curve  throughout  its  entire 
length  woidd  have  brought  the  direction  of  its  easterly  end  too  closely 
parallel  to  the  axis  of  the  canyon  to  have  been  economical  or  safe. 

In  the  canyon  below  the  main  structure  there  is  a  supplementary 
dam  designed  to  create  at  times  of  overflow  a  water  cushion  with  a 
maximum  depth  of  20  ft.  over  the  base  of  the  main  dam. 

Spillway. 

No  stream  discharge  records  being  available,  the  determination 
of  spillway  capacity  necessary  for  safety  became  largely  speculative 
and  matter  of  opinion.  The  subject  was  studied  in  conjunction  with 
D.  C  Henny,  M.  Am.  Soc.  C.  E.,  and  after  weighing  all  available  data 
it  was  concluded  that  provision  to  pass  a  flood  of  6  000  sec-ft.  would 
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Fig.  S. — A  Quiet  Day.  Laborers  Scarce. 


Fio.  9. — A  Busy  Day. 


HUACAL   DAM,    SOXORA,    MEXICO  583 

be  ample.  If  this  quantity  is  ever  attained,  2  600  sec-ft.  would  flow- 
over  the  top  of  the  dam,  and  3  400  sec-ft.  through  the  spillway.  Pro- 
vision for  a  run-off  of  6  000  sec-ft.  from  a  catchment  area  of  13  sq. 
miles,  or  452  sec-ft.  per  sq.  mile,  may  be  excessive,  and  there  is  some 
local  evidence  that  such  is  the  case;  on  the  other  hand,  flood  peaks  of 
greater  volume  are  not  unknown  in  the  semi-arid  districts.  The  writer 
had  occasion  to  make  an  exhaustive  investigation  of  the  Chase  Creek, 
Arizona,  flood  of  December,  1906.  Chase  Creek,  a  tributary  of  the 
Gila  River,  is  about  200  miles  north  of  ISTacozari.  Both  localities  have 
somewhat  similar  climates.  The  peak  of  the  Chase  Creek  flood  had 
a  discharge  rate  of  647  sec-ft.  per  sq.  mile  from  an  area  of  20  miles. 
The  duration  of  the  flood  wave  was  about  40  min.,  with  a  mean  rate 
of  flow  during  that  period  of  about  420  sec-ft.  per  sq.  mile.  The  slopes 
of  the  countrj'  draining  into  Chase  Creek  are  precipitous,  averaging 
1  100  ft.  fall  to  the  mile.  The  drainage  slopes  of  the  Huacal  Basin 
are  much  flatter,  and  the  channels  less  direct,  consequently,  the  maxi- 
mum discharge  rate  for  the  same  rainfall  will  be  less  from  the  Huacal 
water-shed  than  from  one  of  such  abrupt  topography  as  Chase  Creek. 
Provision  for  452  sec-ft.  on  the  Huacal  is  probably  more  than  the 
equivalent  of  647  sec-ft.  on  Chase  Creek. 

The  spillway  discharge  channel  receives  its  water  through  nine 
openings  regulated  by  pivot-gates.  The  aggregate  effective  length  of 
the  openings  is  67.5  ft.  These  openings  are  separated  from  one  an- 
other by  7-in.  reinforced  concrete  partitions  set  at  an  angle  of  45° 
with  the  axis  of  the  spillway  sill  wall,  and  making  an  angle  of  27° 
with  the  line  of  flow  through  the  spillway  discharge  channel.  Abrupt 
deflections  of  stream  lines  are  thus  avoided,  and  the  capacity  of  the 
discharge  channel  is  correspondingly  enhanced. 

The  spillway  gates  hang  on  vertical  pivots,  which  are  slightly  to 
one  side  of  the  center  of  the  gate.  The  greater  water  pressure  on 
one  leaf  of  the  gate  than  on  the  other,  to  the  extent  of  the  pivotal 
eccentricity,  is  used  to  make  the  gates  self-closing  and  to  keep  them 
closed  as  long  as  the  water  level  is  below  the  danger  mark.  The 
automatic  opening  of  the  gates  is  accomplished  by  carrying  the  shorter 
leaf  to  a  greater  height  than  the  longer  one.  A  rise  of  water  above 
the  lower  leaf  will  reverse  the  previous  balance  of  pressure,  and  the 
gates  will  open  automatically. 
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Outlet  System. 

The  discharge  of  water  from  the  reservoir  is  effected  by  pipes  con- 
trolled by  flap-valves  outside  and  standard  screw-valves  inside  a  con- 
crete outlet  tower,  Fig.  10.  The  intake  ends  of  the  pipes  are  protected 
against  trash  by  screens  movable  for  cleaning. 

The  short  bridge  connecting  the  top  of  the  tower  with  the  dam  is  not 
connected  to  it  rigidly.  This  leaves  the  tower  free  for  independent 
movement  m  the  event  of  an  earthquake. 

The  gate-tower  is  a  continuation  of  a  shaft  in  the  rock  formation 
from  the  bottom  of  which  a  pipe  tunnel,  in  rock,  runs  out  under  the 
dam.  The  pipes  consist  of  an  8-in.  service  pipe,  a  12-in.  blow-off  and 
a  lO-m.  drain.  The  tunnel  is  refilled  with  concrete  in  which  the  12-in 
and  lO-m.  pipes  are  embedded,  together  with  an  additional  10-in  pipe 
through  which  runs  the  8-in.  service  pipe.  This  arrangement  makes  the 
service  pipe  removable  for  repairs  or  renewal.  Should  the  other  pipes 
rust  out,  the  holes  left  through  the  concrete  will  answer  all  purposes. 

The  lower  8-in.  intake  pipe  and  the  12-in.  blow-off  are  carried  throu-h 
a  short  tunnel  into  the  tower-shaft.  These  pipes  are  of  |-in.  cast  iron 
embedded  in  the  concrete  of  the  tower.  All  these  pipes  are  provided  with 
the  usual  collars  or  flanges  to  stop  seepage. 

Cement  and  Sand. 

The  cement  used  was  furnished,  under  the  Standard  Specifications 
of  the  American  Society  of  Civil  Engineers  for  Portland  Cement,  by 
the  Southwestern  Portland  Cement  Company,  El  Paso,  Tex. 

Tests  at  the  dam,  of  neat  cement,  and  cement  and  sand  briquettes, 
gave  the  minima  shown  in  Table  3. 

The  appearance  and  feel  of  the  Huacal  sand  were  not  reassuring  but 
as  the  use  of  the  local  sand,  if  possible,  meant  a  material  reduction  in 
cost,  and  as  the  cement  and  sand  briquette  tests  promised  weU,  a  trial 
of  the  Huacal  sand  was  made  in  a  block  of  concrete  containing  some 
80  cu.  yd.  The  results  were  anything  but  satisfactory.  After  10  days 
of  setting  a  pick  could  be  driven  1  in.  into  the  mass  without  anv  great 
muscular  energy.  The  total  mass  was  removed,  and  the  hope  of  using 
local  sand  was  abandoned. 

Good  sand  is  always  more  or  less  scarce  in  arid  regions,  a  fact  largely 
attributable  to  insufficient  natural  grinding  and  washing  to  destroy  and 
remove  the  softer  particles.     This  is  particularly  true  of  locations  such 
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as  the  one  in  question,  where  the  greatest  length  from  the  dam  site  to 
the  basin  crest  is  5  miles,  a  distance  far  too  short  to  expose  the  rock 
detritus,  in  its  journey  along  the  various  stream  beds,  to  the  scouring 
and  abrading  influences  requisite  to  making  good  sand,  however  suitable 
the  parent  rock  might  be. 

TABLE  3. — Tensile  Strength  of  Cement,  in  Pounds  per  Square  Inch. 
Neat  Cement  Briquettes. 


Age  of  briquette,  in  days 

Cement  taken  at  random  from  store 

Cement  taken  at  random  from  mixing  platforms. 
Initial  set:  2  hours  10  min.  to  2  hours  30  min. 


1 

290 
210 

3 

4«5 

4 

685 

5 
660 
675 



6 

640 

790 


1  Cement  to  3  Sand  Briquettes. 


Description  of  Sand  : 

215 

""m" 

300 
100 
130 
150 
155 
190 

310 

180 

235 

95 

"m" 

155 

165 

150 

Mixed  Sands : 

100 

106 
75 

125 

4        "            1        "                 '•          

11        "            unwashed  and                     1 

( ]  crusher-run  screenings,  !4-in.  mesh  ) 

Concrete. 

The  writer's  previous  experience  having  shown  a  1  to  2  mortar  to  be 
safe  for  water-tight  concrete,  and  that  a  1  to  2^  mixture  bordered  on  the 
pervious,  a  proportion  of  1  of  cement  to  2^  of  sand  was  adopted,  giving 
an  excess  of  about  25%  of  cement  over  the  voids  in  the  sand.  The  coarse 
aggregate  was  crusher  run,  graded  from  fragments  of  |  to  1  in.  down 
to  a  coarse,  sharp  sand.  The  average  of  numerous  tests  gave  the  void 
spaces  of  the  crusher-run  aggregate,  after  compaction  by  shaking  and 
jarring,  as  38  per  cent. 

A  series  of  tests  was  conducted  to  determine  the  proportion  of  sand 
to  crusher  run  which  would  give  a  mixture  of  greatest  density.  These 
tests  were  made  by  progressive  weighing  of  a  box  of  known  volume 
filled  with  the  mix  to  be  tested,  the  box  being  shaken  and  jarred  during 
the  process  of  filling.     The  greatest  average  weight  was  attained  with 

1  of  sand  to  2.03  of  crusher  run,  the  void  space  being  19  per  cent. 

The   proportions   actually   fed   to   the   mixers   averaged    1    cement: 

2  sand:  3.85  crusher  run.     The  sand  of  the  crusher  run  added  to  the 
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straight  sand  made  the  desired  1  to  2^  mortar.  The  proportion  of  sand 
in  the  crusher  run  varied,  of  course,  from  time  to  time,  with  the  wear 
and  changing  and  consequent  slacking  and  tightening  of  the  crusher 
jaws.  The  foreman  watched  the  composition  of  the  crusher  run 
closelj',  and  from  his  observations  adjusted  from  time  to  time  the  sand 
component  so  as  to  maintain  practically  constant  the  desired  ratios. 

TABLE  4. — Weights  of  Sand  and  Eock. 


Kind  of  sand. 


Nacozari,  slightly  damp,  loose 
Huacal  '•  "  " 

Crusher-run,  loose 

Nacozari 

Huacal 

Andesitic  rock  fed  to  crusher 


Pounds  per  cubic 
toot. 


105.2 
101.8 
104.8 
157.0 
152.0 
166.0 


TABLE  5. — Screen  Analysis  of  Sand. 


Screen  No. 

Percentage  Retained.  , , 

Percentage  Pissed. 

Nacozari. 

Huacal. 

Nacozari. 

Huacal 

20 

71 

60 

29 

40 

30 

12 

21 

17 

19 

40 

5 

8 

12 

11 

60 

5 

4 

t 

7 

80 

2 

1 

0 

6 

100 

1 

2 

4 

4 

The  resultant  mix  gave  a  mortar  approximately  from  35  to  40% 
in  excess  of  the  voids  in  the  coarse  aggregate.  Density  of  concrete 
was  obtained  with  a  sufficient  surplus  of  mortar  to  coat  thoroughly  the 
surfaces  of  the  20-lb.  to  300-lb.  '"plum"  stones  which  were  introduced 
as  liberally  as  practicable.  The  "plums",  first  well  wetted,  were  dropped 
into  the  mush  concrete  and  worked  around  to  inspire  liberation  of  any 
imprisoned  air.  The  "plunas"  constitute  probably  15%  of  the  entire 
mass  of  concrete;  a  larger  percentage  would  have  been  added  if  the 
hoisting  facilities  had  permitted.  The  consumption  of  cement,  as  a 
whole,  averaged  about  1.3  bbl.  per  cu.  yd.  of  completed  concrete.  Sam- 
ples of  finished  concrete  broken  out  of  the  actual  structure  weighed, 
dry,  152  lb.  per  cu.  ft. 

The  concrete  has  proved  to  be  water-tight  to  a  marked  degree, 
such  slight  dampness  as  appears  in  spots  on  the  back  face  of  the  dam 
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being  more  probably  due  to  seepage  at  over-night  joints  between  one 
day's  work  and  another  than  to  percolation  through  the  body  of  the 
concrete. 

Plant. 

The  concrete  plant  was  erected  on  the  east  side  of  the  canyon  at  a 
higher  elevation  than  the  top  of  the  dam.  Cement  was  unloaded  directly 
from  the  pack  animals  into  store  at  the  highest  point  of  the  plant, 
and  the  transportation  was  paid  for  by  count  of  the  sacks  delivered. 
Sand,  with  transportation  paid  for  by  delivered  weight,  was  unloaded 
and  weighed  into  a  bin  near  the  bottom  of  the  canyon  and  hoisted 
by  bucket  on  inclined  cable  and  delivered  into  gravity  bins.  The  rock 
crusher  was  operated  at  an  elevation  corresponding  with  the  spill- 
way floor,  and  fed  by  rock  from  the  spillway  excavation.  The  product 
of  the  crusher  was  raised  by  belt  and  bucket  elevator  to  the  bins. 

Cement,  sand,  and  crushed  rock  gravitated  from  their  respective 
bins  to  the  batch-measuring  hoppers,  and  thence  to  two  mixers,  one 
with  a  capacity  of  12.7  cu.  ft.  to  the  batch,  and  the  other  of  21.7  cu.  ft. 
The  average  composition  of  the  mix  was  1  cement :  2  sand :  3.85  crusher 
run. 

The  mixers  delivered  into  a  1^-cu.  yd.  bucket  slung  between  two 
standing  cables,  one  crossing  the  canyon  immediately  below  the 
dam  and  the  other  immediately  above.  Traveling  carriages,  one 
on  each  cable,  moved  in  and  out  together.  Hoisting  tackle, 
independently  operated,  reached  from  each  traveling  carriage  to  the 
bucket  bail.  This  arrangement  permitted  the  depositing  at  will  of  the 
bucket  at  any  point  on  the  dam.  Traveling  and  hoisting  ropes  were  op- 
erated at  speeds  of  about  600  ft.  per  min.  light  and  400  ft.  per  min. 
loaded.  The  maximum  quantity  of  concrete  placed  in  any  one  day 
was  114  cu.  yd.,  and  the  average  per  day  for  the  days  on  which  the 
plant  was  running  was  37.5  cu.  yd.  The  minimum  working  time  of 
mixing  and  placing  1  cu.  yd.  of  concrete  was  3.2  min.,  the  maximum 
was  19.25  min.  per  cu.  yd.  (refilling  outlet  tunnels),  with  an  average 
working  time  of  8.7  rain,  per  cu.  yd.  for  the  whole  work. 

The  machinery,  picked  up  around  the  company's  mines,  and  not 
without  some  incursions  into  the  scrap  pile,  was  of  a  heterogeneous 
character,  incompatible  with  compactness  or  efficiency  of  operation. 
A  saving  in  plant  investment  was  effected  at  the  expense  of  the  con- 
structional cost  of  the  dam. 
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There  were  five  steam  boilers,  ranging  from  10  to  35  h.p.,  supplied 
xvith  feed-water  by  a  direct-acting,  duplex,  steam  pump,  drawing  from 
water  impounded  above  the  dam.  Six  engines  were  used,  a  25-h.p. 
for  hoisting  and  a  30-h.p.  for  traversing  the  carriages  on  the  cableways, 
a  26-h.p.  on  the  rock  crusher,  a  30-h.p.  on  the  sand  hoist,  and  two 
6-h.p.  engines  driving  the  concrete  mixers.  The  fuel  supply  was  chiefly 
wood  from  the  live  oaks  cleared  from  the  reservoir,  liberally  helped 
out  with  coal  to  compensate  for  the  wood  being  green. 

It  would  have  been  feasible  to  operate  by  electric  current  transmit- 
ted from  the  copper  company's  generating  plant  at  Nacozari.  This 
method  was  contemplated  originally,  but  at  the  time  was  not  deemed 
best.  The  experience  of  the  work  showed  that  the  elimination  of  boiler 
and  enginemen  troubles  and  the  elimination  of  transportation  of  coal, 
and  other  economies  which  would  have  followed  with  electricity  as  the 
motive  power,  would  have  resulted  in  a  lower  cost  of  construction. 

The  work  was  carried  on  during  the  Madero  Eevolution,  when  the 
country  was  in  a  state  of  turmoil;  near-by  collisions  between  the  op- 
posing forces  were  frequent,  and  the  labor  supply  was  disturbed  and 
uncertain. 

Forms.  ' 

The  passing  of  any  bolts,  wire,  or  other  form  fastening,  through 
from  face  to  face  of  the  dam  was  prohibited.  The  lower  portion  of 
the  dam  was  constructed  with  wood  forms  of  the  customary  stud  and 
sheeting  type,  to  a  height  above  which  the  external  struts  bracing  the 
studding  would  have  become  inconveniently  long.  The  upper  60  ft.  of 
the  dam  was  built  with  steel  forms  (Fig.  11).  These  were  in  units  9 
ft.  wide  for  the  water  face  and  8  ft.  3  in.  for  the  back  face,  and  12  ft. 
high.  They  were  generally  used  in  threes,  making  a  block  space  for 
pouring  concrete  27  by  12  ft.  and  of  the  width  of  the  dam. 

No  attempt  was  made  to  vary  the  radius  of  the  back  face  forms 
to  conform  to  increasing  radius  due  to  decreasing  thickness  of  dam 
with  height.  The  forms  were  shaped  to  a  compromise  radius.  The 
slight  angle  made  by  the  adjacent  forms,  where  not  strictly  conform- 
ing to  the  true  radius,  was  imperceptible  on  the  finished  work.  The 
location  of  the  dam  and  its  commercial  use  did  not  warrant  the  in- 
creased cost  of  forms  of  variable  radius  which  would  have  been  neces- 
sary for  precision  of  shape.     The  front  face  of  the  dam  being  vertical, 
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Pig.   12. — Rear  Face  of  Dam.  Showing  Steel  Forms  in  Use. 


Fig.  13. — Upper  Portion  of  Dam,  Rear  Face.     Gravity  Section  Abutment 

at  East  End. 


Fig.  14. — Top  of  Dam,  from  Spillway. 


Fig.   15. — Spillway.     Gates  not  in  Place. 
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its  radius  is  constant.  The  front  forms,  being  first  set  accurately  to 
position,  constituted  a  base  from  which  were  set  the  back  forms. 

The  steel  forms  were  supported  by  their  lower  edges  engaging  in 
hook-shaped  projections  on  taper  cast-iron  plugs  built  in  advance  into 
the  concrete  as  the  work  progressed.  The  plugs  retained  their  position 
by  virtue  of  being  inclined  downward  into  the  concrete.  After  use, 
the  plugs  were  withdrawn  to  be  used  again  and  the  pockets  were 
filled  with  concrete.  Two  plugs  were  used  to  a  form  unit,  one  under 
each  corner.  The  plan  proved  satisfactory,  except  in  some  instances 
where  the  concrete  bucket  with  its  load  struck  heavily  the  top  of  the 
form  and  jarred  the  plugs  loose.  However,  no  instance  occurred  where 
the  plugs  actually  let  go.  A  bolt  might  be  added  to  the  plug,  as  shown 
by  the  broken  lines  on  Fig.  11.  which  could  be  removed  with  the  plug, 
the  washer  alone  being  lost  in  the  concrete. 

The  walkway  on  top  of  the  forms  fulfilled  admirably  its  purpose  of 
a  safe  and  convenient  working  platform  for  the  concrete  gang. 

The  forms  were  handled  into  place  by  the  overhead  cableways.  The 
cost  and  time  of  removing  the  steel  forms  from  set  concrete  and  placing 
them  in  new  position  was  low  and  in  marked  contrast  to  the  cost 
and  time  of  stripping  the  ordinary  wooden  forms.  After  the  concrete 
work  was  completed,  the  steel  forms  were  dismantled  and  part  of  their 
structural  shapes  and  turn-buckles  were  used  for  the  spillway  gates. 
The  remainder  of  the  metal  work  was  found  useful,  and  absorbed  for 
odd  jobs  by  the  mine  mechanical  department.  There  was  but  little 
material  sent  to  the  scrap  pile,  whereas  with  wooden  forms  there  would 
have  been  practically  no  salvage. 

Metal  Reixforcemexts. 

Both  faces  of  the  dam  are  reinforced  vertically  and  horizontally 
against  temperature  stresses.  The  vertical  members  are  old  12-lb. 
mining  rails,  4  ft.  6  in.  from  center  to  center  on  the  front  face,  and 
on  the  back  face  4  ft.  6  in.  from  center  to  center  for  the  lower  35  ft. 
of  their  length,  and  9  ft.  0  in.  from  center  to  center  for  the  upper 
•26  ft. 

The  horizontal  reinforcement  consists  of  five  rings  of  12-lb.  rail 
immediately  below  the  crest  of  the  dam,  and,  from  there  down,  f-in. 
round  and  square  rods,  with  spacing  varying  from  15  to  18  in.  from 
center  to  center. 
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The  lower  30  ft.  of  the  dam  is  not  reinforced.  The  length  of  the 
dam,  measured  on  the  arc,  is  comparatively  small  in  this  zone,  and  the 
possible  temperature  range  is  materially  less  than  in  the  higher  por- 
tions. Practically,  the  front  face  of  the  dam  for  this  depth  will  be 
constantly  immersed,  which  tends  to  uniform  temperature.  On  the 
back  face  the  lower  part  is  less  exposed  to  the  sun  than  the  upper. 

TABLE  6. — Concrete  Quantities. 


Main  dam  and  outlet  tower 

Spillway  weir •  • ;: •  • 

Spillway  floor  and  retaining  wall .' ." .' . .' .' .' .' .' .' ' .' ' .' .' .' ." .' .' .' .' .' .' .' ." ; .' ' ; ; ; ; ; ; ' ; ' ' ' '    ggg  "^"^  ^.^ 

Water-cushion  dam " 

Miscellaneous 


Total. 


Cubic 
yards. 


82 

a.) 


Pipe  Lines. 

Water  from  the  reservoir  is  conducted  to  the  mill  tanks  at  Naco- 
zari  through  a  pipe  line,  2.91  miles  long,  composed  of  1.13  miles  of 
8-in.  and  1.78  miles  of  10-in.  steel  riveted  pipe,  both  of  No.  14  gauge, 
furnished  by  the  Lacy  Manufacturing  Company,  of  Los  Angeles.  Only 
on  the  lower  3  600  ft.  of  the  line  could  wagons  be  used  for  the  distribu- 
tion of  the  pipe;  for  the  remaining  distance  the  pipe  had  to  be  packed 
by  animals  and  men.  Under  these  conditions,  the  savings  to  be  made 
by  using  light  riveted  pipe  outweighed  considerations  of  permanency. 

For  wagon  transportation,  the  pipe  was  made  up  in  20-ft.  sections, 
and  for  pack  animals  in  10-ft.  sections.  Where  buried  in  the  ground, 
the  usual  California  drive  joints  were  used,  and  where  exposed,  flanged 
joints.  The  flanges  are  of  pressed  steel,  riveted  to  the  pipe.  The  flange 
dimensions  were:  for  10-in.  pipe,  14^  in.  in  diameter,  12f-in.  bolt  circle, 
32  4-in.  bolts;  and,  for  8-in.  pipe,  12^  in.  in  diameter,  10|-in.  bolt  circle, 
10  ^in.  bolts.  When  pipe  had  to  be  cut,  or  articulation  was  needed, 
bolted  joints  of  the  loose-ring  type,  with  triangular  rubber  gaskets, 
were  used.  For  water-tightness,  the  drive  joints  are  dependent  on 
the  asphalt  coating  which  the  pipes  receive  in  the  final  process  of 
manufacture.  In  the  field,  after  entering  the  end  of  the  driven  pipe, 
kerosene  is  poured  around  the  outside  of  the  joint  and  fired,  and  if 
necessary  refired,  until  the  asphalt  coating  softens  and  runs;  then  the 


Fig.  16. — Front  of  Dam,  with  53  Feet  of  Water. 


Fig.  17. — Main  Dam.  Cushion  Dam,  and  Spillway. 
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TABLE  7.— Cost  of  Dam. 


599 


Per  cubic  yard  of 
concrete. 


Roads  and  trails,  labor. 
Plant  : 
Buildings,  material., 
labor 


Sand  bins,  material, 
labor 


Cableways.  material I     ^^  ^I'j, 

"  labor , 

Machinery  and  supplies,  material. 

Installing  machinery,  labor 

Transporting  machinery 


Water  tanks. 


Miscellaneous,  unsegregated,  material. 
"  labor 


Gates  and  control  fittings,  tower. 
Installing  piping,  tower,  labor.... 


f3  985 
803 

$970 
416 

$1  574 
734 

$4  .363 
3  983 
1  190 

$2  395 
7  869 

$800 
880 

Excavations  : 
Outlet  tunnel 
Inlet  tunnel. . 
Intake  shaft. . 


Spillway 

Foundation  trenches,  etc. 


Concrete : 
Cement  at  Nacozari »*o  m" 


$365 
331 
375 


Transj'ortation  of  cement. 

Sand,  screening  and  handling. 
Transportation  of  sand 


$3  007 
8  430 


Coarse  aggregate,  crushed  rock  from 
spillway  excavation.  Cost  of  crush- 
ing not  segregated. 

Forms : 

Lumber 

Steel 

Labor 

Transportation 


Mixing  and  placing  concrete,  and  crush- 
ing rock,  labor 

Fuel  for  above,  coal $1  318 

Transportation  of  coal 267 

Wood 2  018 

Blacksmithing,  labor ^^  ^ 

"•  material I  408 


M  712 
2  600 
6  151 
1  189 


J6  541 
3  633 


Reinforcing  material. 


Superintendence 

Engineering,  field 

"  plans  and  supervision. 


1  386 

2  308 


9  535 

158 


Total. 


2  264 
2  173 


$29  687 
11  437 


14  652 


10  174 

1  656 
1  454 


$1  528 


17  175 

10  264 

1  680 


$30  647 


5  308 


$35  955 


69  060 


$0,306 


3.443 

2.058 
0.337 


$5,952 
2.293 


2.937 


3.040 

0.333 
0.291 


$2  815 
3  670 


$105  015 
2  lOO 


6  485 
$114  290 


$0,564 
0.736 


$6,144 


$13,815 


$21,053 
0.559 


1.300 

$22,912 
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pipe  is  driven  home.  In  straightaway  work,  a  gang  of  experienced 
men  can  lay  about  2  500  ft.  of  S-in.  or  2  200  ft.  of  10-in.  pipe  in  a  day. 
When  properly  driven,  and  the  pipe  ends  have  not  been  deformed  by 
transportation  and  handling,  the  percentage  of  leaky  joints  on  test- 
ing out  is  very  small.  Leaky  joints  are  remedied  by  galvanized-iron 
sleeves  of  sufBciently  greater  diameter  than  the  pipe  to  leave  an  an- 
nular space  of  about  |  in.  into  which  neat  cement  or  cement  mixed  with 
fine  sand  is  rammed.  When,  from  necessity,  sleeves  have  to  be  put  on 
a  pipe  under  pressure,  a  closeable  vent  should  be  provided  at  the  mid- 
length  of  the  sleeve  to  discharge  all  leakage  water  until  the  cement 
sets.  Seam  leaks  of  minor  nature  are  curable  by  floating  fine  saw- 
dust through  the  pipe.  With  large  seam  leaks,  it  is  preferable  to  put 
in  a  new  section  of  pipe. 

TABLE  8.— Cost  of  Pipe  Line. 


Huacal  pipe  line 5  974  f  t.  8-in.  pipe 

9  415   "  10-  "        "    ■ 
Total  length 15  389  ft. 


1 

Total 
cost. 

Average 

cost  per 

linear  foot. 

Material : 
Pipe  and  fittings 

$12  456 

1857 

561 

790 

$15  664 
7  653 

Trestles 

Grading  tools  and  supplies 

Transportation  of  material 

$1.02 

Labor : 
Grading 

$4  546 
1051 
2  056 

Framing  and  erecting  trestles    .. 

Laying  and  covering  pipe 

Superintendence 

8950 
816 

$23  317 
310 

1  766 

$1.51 

Engineenng,  field 

0.03 

"            designing  and  supervision 

o.n 

Total 

$25  393 

$1.65 

Break-pressure  tanks  of  concrete,  with  "Davis"  float-valve  control, 
are  introduced  at  two  convenient  points  on  the  line,  which  limit  the 
maximum  static  pressure  to  179  ft.  for  the  8-in.  and  283  ft.  for  the  10- 
in.  pipe.  At  the  summits,  air  relief  and  prevention  of  vacuum  are 
afforded  by  2-in.  pipes  carried  up  the  mountain  side  to  an  elevation 
above  the  static  head.  The  open  ends  of  these  pipes  are  protected  by 
wire  gauze  to  prevent  the  intrusion  of  foreign  substances  and  livin<^ 
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things.  Where  the  situation  did  not  permit  of  open  pipes,  "Simplex" 
combined  air  relief  and  vacuum  valves  were  used.  The  breakage  of 
the  pipe  or  the  sudden  opening  of  a  blow-off  valve  at  a  low  point  in 
the  line,  thereby  causing  a  partial  vacuum,  are  to  be  particularly 
guarded  against  in  light  pipes.  A  vacuum  which  might  be  without  ill 
effect  in  a  heavy  metal  pipe  line  is  absolutely  fatal  to  thin  riveted 
pipes,  which  have  but  little  strength  to  resist  pressure  from  without. 

Test  of  Pipe  Capacity. 

Color  tests  of  the  velocity  of  the  water  traversing  the  pipe  line 
were  made  by  using  permanganate  of  potash.  Through  4  354  ft.  of  the 
8-in.  line,  with  a  fall  of  170  ft.,  the  velocity  was  found  to  be  7.223  ft. 
per  sec,  from  which  the  discharge  was  computed  as  2.521  sec-ft. ;  the 
corresponding  value  of  n  in  Kutter's  formula  is  0.0114.  The  velocity 
through  9  415  ft.  of  the  10-in.  pipe,  with  a  fall  of  110  ft.,  was  found 
to  be  4.689  ft.  per  sec,  and  the  computed  discharge  2.555  sec-ft.;  and 
the  value  of  n  is  0.0116.  A  volumetric  test,  made  at  the  mill  tank, 
gave  the  discharge  as  2.529  sec-ft.  In  view  of  the  fact  that  the  pipes 
and  tank  were  not  ca:librated,  the  three  determinations  of  2.521,  2.555, 
and  2.529  cu.  ft.  per  sec.  may  be  said  to  be  in  perfect  agreement,  the 
difference  between  the  highest  and  lowest  determination  being  but  1.33 
per  cent. 

The  writer  takes  this  occasion  to  express  his  thanks  to  Mr.  J.  S. 
Williams,  Jr.,  General  Manager,  and  to  other  officers  of  the  Mocte- 
zuma  Copper  Company,  for  their  aid  and  co-operation  in  the  work,  and 
to  Mr.  C.  A.  Dodge  for  his  effective  supervision  of  the  work  of  con- 
struction. 
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Mr.  Charles  W.  Sherman,-  M.  Am.  Soc.  C.  E.  (l).y  letter). — The  writer 

^  **"i)aii.  jj^g  long  felt  that  the  arched  dam  is  worthy  of  much  greater  attention 
than  it  has  usually  received.  No  one  has  ever  shown  how  such  a 
dam  could  fail,  if  the  abutments  were  sound  and  the  crushing  strength 
of  the  arch  and  abutments  was  not  exceeded;  and,  as  a  matter  of  fact, 
as  noted  by  Mr.  Hawgood,  there  does  not  appear  to  be  any  record 
of  failure  of  a  dam  constructed  on  this  principle. 
,  The  total  number  of  dams  in  which  dependence  is  placed  on  arch 

action  for  stability  is  so  small  that  it  seemi?  desirable  that  a  complete 
list  be  prepared.  The  author  has  overlooked  several  American  arched 
dams,  two  of  which  rank  next  to  the  Bear  Valley  and  Upper  Otay 
in  boldness,  as  measured  by  intensity  of  stress  in  the  arch.  The  dams 
referred  to  are  those  at  Lewiston,  Idaho,  and  Winchester,  Ky.,  built 
by  William  Wheeler,  M.  Am.  Soc.  C.  E. 

Table  9  contains  a  complete  list  of  arched  dams,  as  far  as  the 
writer  has  been  able  to  ascertain,  and  includes  data  on  ten  dams  not 
given  in  Table  1. 

It  is  particularly  interesting  to  note  the  test  of  a  brick  arch,  4  in. 
thick,  with  a  radius  of  58  ft.  1  in.,  comprising  a  facing  wall  of  the 
Ithaca  Dam,  which  occurred  during  the  construction  of  the  dam,  as 
described  by  Gardner  S.  Williams,  M.  Am.  Soc.  C.  E.f  The  arch 
was  52  in.  high,  with  a  clear  span  of  90  ft.  and  with  a  head  of  water 
of  0.8  ft.  over  the  top.  According  to  the  ordinary  method  of  arch 
analysis,  the  stress  in  the  arch  at  the  base  would  have  been  385  lb. 
per  sq.  in. 

Las  Vegas  Dam. — In  1910-11,  the  Agua  Pura  Company,  of  Las 
Vegas,  N.  Mex.,  constnictedct  a  concrete  arched  dam,  50  ft.  high,  to 
form  a  storage  reservoir.  It  was  designed  to  be  increased  in  height 
to  95  ft.,  subsequently,  and  it  was  computed  that,  even  if  there  should 
be  no  bond  between  the  old  and  new  work,  and  the  full  water  pressure 
should  be  transmitted  through  the  resulting  joint,  the  maximum  stress 
in  the  new  work  would  not  exceed  520  lb.  per  sq.  in. 

The  design  of  this  dam  has  been  described  briefly  by  the  writer, § 
and  its  construction  by  William  T.  Barnes,  M.  Am.  Soc.  C.  E.[| 

As  the  drainage  area  above  the  dam  was  very  small,  and  a  diversion 
ditch  has  been  constructed  by  which  the  run-off  in  times  of  rain  will 
be  conducted  out  of  the  basin,  it  was  thought  possible  to  build  the  dam 
without  a  spillway,  and  to  provide  for  the  storage  of  water  up  to  the 
level  of  the  crest  of  the  dam.     The  water  is  to  be  supplied  to  the 

*  Boston,  Mass. 

t  rrnnsactions.  Am.  Soc.  C.  E..  Vol.  LIII,  pp.  199-;iii0. 

t  From  designs  by  Metcalf  and  Eddy. 

§  Engineering  News,  Oct.  27th,  1910. 

II  Jovrnal,  New  England  Water  V^''orks  Assoc,  Vol.  2G,  p.  356. 
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Mr.  reservoir  partly  through  a  canal  and  partly  through  a  pipe  which 
Sherman,  ^igo  serves  as  an  outlet.  It  was  believed,  therefore,  that  the  likelihood 
of  the  water  rising  higher  than  was  desired  would  be  very  small  indeed, 
and  that,  in  case  of  a  cloudburst  or  other  emergency  causing  the  water 
to  overtop  the  dam,  no  serious  damage  was  to  be  apprehended.  Fig. 
18  is  an  isometric  view  of  the  forms  as  used  in  building  the  dam. 


the.agua  pura  co.of  las  vegas, new  mexico 
Fig.  18. 

In  order^  to  make  possible  the  storage  of  water  up  to  the  level  of 
the  crest,  without  allowing-  waves  to  pass  over,  flash-boards  have  been 
provided.  The  flash-board  pins  were  computed  to  yield  and  release 
the  boards  when  the  water  reached  a  height  of  2  ft,  above  the  crest. 
The  details  of  the  flash-boards  and  of  the  hand-rail  carried  by  the 
pins  have  been  worked  out  so  as  to  make  it  impossible  for  arch  action 
to  develop  in  the  railing  or  boards. 

The  arrangement  of  the  gate-house,  Fig.  21,  is  believed  to  be  novel, 
particularly  in  its  compactness  and  the  method  adopted  for  screening 
the  outlets  at  different  depths  by  the  use  of  a  single  section  of  screen. 

Plate  XII  shows  the  plan  and  section  of  the  dam  and  gate-house, 
and  the  appearance  of  the  structure  when  substantially  finished  is 
shown  by  Figs.  19  and  20. 


DAM  AT  LAS  VEGAS,  N.  MEX.,  FOR  AGUA  PURA  COMPANY. 


Fig.   19. — Top  of  Dam  Nearly  Completed. 


Fig.   20. — Up-stream  Face   of  Completed  Dam. 
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Fig.  21. 
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Mr.  The  methods  and  costs  of  construction  were  stated  by  Mr.  Barnes 

.  erman.  -^  ^-^^  paper  before  referred  to.  It  may  be  of  interest  to  note  here 
that  the  completed  structure,  including  the  gate-house,  contains  2  703 
cu.  yd.  of  concrete,  the  average  cost  of  which  to  the  contractor  was 
$7.09,  and  to  the  water  company,  $7.86.  The  excavations  for  the 
foundation  amounted  to  790  cu.  yd.  of  rock  and  245  cu.  yd.  of  earth. 
The  average  cost  of  excavation  to  the  contractor  was  $1.50,  and  to 
the  water  company,  $1.43,  per  cu.  yd. 

_  Mr.  M.  M.  O'SiiAUGHKESSY,*  M.  Am.  Soc.  C.  E.  (by  letter).— The  au- 

*^nes^yf  thor's  description  of  the  Huacal  Dam  and  the  detail  of  the  methods 
used  in  its  construction  are  to  be  greatly  commended  on  account  of 
the  concise  and  thorough  manner  in  which  all  elements  relating  to  the 
project  are  discussed.  Table  1,  containing  data  on  dams  of  this  type 
previously  constructed,  is  very  complete,  and  the  reasons  advanced 
for  adopting  this  type  at  this  particular  site  deserve  thoughtful  con- 
sideration. With  a  very  narrow  gorge,  foundation  rock  of  excellent 
quality,  and  small  property  values  below  the  site,  the  risk  involved 
is  perhaps  justifiable;  but  with  the  menace  following  destruction  by 
earthquake,  doubtful  characteristics  of  the  foundation,  or  local  weak- 
nesses in  the  construction  due  to  inferior  material  or  workmanship, 
which  evade  the  best  inspection  and  supervision,  it  is  very  questionable 
whether  it  is  good  policy  to  take  the  risk  of  relying  on  a  structure 
of  such  refined  proportions,  where  a  great  calamity  to  life  and  property 
might  follow  from  a  failure. 

In  the  case  of  the  Upper  Otay  Dam,  referred  to  by  the  author,  of 
about  1 000  000  000  gal.  capacity,  which  lies  immediately  above  the 
Lower  Otay  Dam  and  Reservoir,  of  13  000  000  000  gal.  capacity,  the 
writer  was  always  impressed  with  the  consequences  to  the  structures 
lower  down,  which  might  follow  a  failure  of  the  upper  dam  from 
a  destructive  earthquake.  The  lower  reservoir,  however,  has  a 
capacity  of  13  000  000  000  gal.,  and  is  rarely  more  than  half  filled, 
so  that  there  will  always  be  a  fair  space  to  take  care  of  the 
released  volume  in  case  of  breakage,  though  a  wave  action  might  top 
the  lower  dam  or  crowd  the  spillway  to  its  capacitJ^ 

In  dam  construction,  engineers  on  the  Pacific  Coast  are  often 
compelled  to  adopt  economies  of  design  which  older  and  richer  com- 
munities can  afford  to  reject;  in  other  words,  they  are  very  often 
compelled  to  adopt  boldness  of  design,  which,  under  other  conditions, 
they  might  not  accept. 

The  cost  of  the  Huacal  Dam  was  $114  000,  excluding  water  rights 
or  reservoir  site,  and  as  the  capacity  is  2  700  acre-ft.,  the  cost  was 
$42  per  acre-ft.,  which  is  very  reasonable  for  a  structure  of  this  type, 
with  a  small  reservoir  basin  and  a  limited  water-shed.     The  concrete 
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work  in  the  structure  must  have  been  well  done,  as  the  leakage  is  ^  Mr. 
only  6  000  gal.  per  24  hours ;  and  the  precautions  adopted  by  Mr.  Haw-  *"  nes^ 
good  to  obtain  a  superior  concrete  mix  are  to  be  commended.  In 
concrete  for  dam  construction  and  hydraulic  work,  there  is  a  modern 
tendency,  even  in  some  large  works,  to  be  rather  slipshod  in  the 
methods,  precautions,  and  proportions  used,  with  the  inevitable  result 
of  after  consequences  to  the  structure  and  damage  to  the  reputation 
of  the  engineers. 

The  spillway  provisions  seem  to  be  ample,  but,  even  with  a  little 
topping  of  the  main  structure,  injuries  should  not  be  feared,  on 
account  of  the  water-cushion  provided  at  the  base.  A  clearer  account 
of  the  spillway  gates  would  be  appreciated.  It  was  not  until  5  years 
ago  that  a  spillway  was  provided  at  the  Upper  Otay;  water  passed 
over  the  crest  of  that  dam,  and  cut  away  some  material  at  the  foun- 
dation, but  did  not  hurt  the  structure. 

A  recent  inspection  of  the  Lake  Spaulding  Dam  showed  a  deflec- 
tion in  the  center  of  3J  in.,  when  full.  It  will  be  interesting  to  note 
the  deflections  in  the  Huacal  Dam. 

Mr.  Hawgood  is  to  be  thanked  for  writing  a  paper  which  is  so 
complete  and  of  such  great  value  to  those  members  of  the  Profession 
who  are  interested  in  structures  of  this  particular  type. 

L.  R.  JoRGENSEN,*  M.  Am.  Soc.  C.  E.  (by  letter).— For  such  a  Mr. 
site  as  that  shown  on  Fig.  5,  there  can  be  no  doubt  that  an  arch  o'"^®'^^®"- 
dam  is  the  safest  and  cheapest  type  that  could  be  put  in.  The 
(approx.)  box  canyon  in  which  the  100-ft.  dam  is  located  is  only 
a  little  more  than  100  ft.  wide  at  the  crest.  This  narrowness  of  the 
canyon  allows  the  use  of  a  short  up-stream  radius,  which  is  the 
main  requirement  for  high  economy  in  the  arch  dam.  The  axial 
stresses  chosen  by  Mr.  Hawgood  are  very  conservative,  as  they  ought 
to  be  for  a  structure  having  such  fairly  slender  proportions  as  the 
Huacal  Dam.  The  writer  does  not  quite  see  the  use  of  the  vertical 
reinforcement  in  an  arch  dam  of  the  Huacal  type,  but,  after  all, 
this  steel  is  a  small  item. 

It  would  be  better  if  engineers  in  general  referred  to  dam  faces 
as  the  up-  and  down-stream  faces  instead  of  front  and  rear  faces, 
as  this  latter  definition  is  not  as  clear  as  the  former  and  is  often 
used   inconsistently. 

Mr.  Haw'good  has  built  a  very  good  substantial  structure  and 
need  not  make  any  excuses  for  putting  in  an  arch  dam.  An  engi- 
neer who  would  recommend  any  other  type  for  the  site  in  question 
would  have  a  hard  time  finding  enough  excuses  to  justify  such  a 
decision. 

With  the  exception  of  the  formula  giving  the  down-stream  deflec- 
tion of  the  crown  of  the  dam  under  load,  all  other  formulas  used  in 
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Mr.        arcli   dam   design,    though   they    are    not    absolutely    accurate,    are    as 
orgensen.  .,^,^.^pg^^g  ^g  tjjose  ordinarily  used  in  the  field  of  practical  mechanics. 

In  dam  design  the  load  is  definitely  known;  it  is  not,  however, 
definitely  known  where  this  load  applies  itself,  unless  the  up-stream 
face  is  provided  with  a  fairly  water-tight  skin,  such  as  a  plaster 
put  on  Avith  a  concrete  gun.  This  is  one  reason  why  dams  having  a 
slender  section  ought  not  to  be  stressed  (unit  stress)  as  high  as 
arch  dams  having  a  heavier  section. 

In  the  formula  for  the  deflection  of  the  crov;n,  the  modulus  of 
elasticity  of  the  concrete  appears.  Some  value  for  this  has  to  be 
substituted  in  the  formula,  and  that  is  where  the  biggest  assump- 
tion  in   dam  design   is   apt  to  be  made. 

To  know,  beforehand,  what  the  deflection  of  the  dam,  when 
loaded,  will  be,  is  of  small  real  importance,  and  if  it  turns  out  to 
be  different  from  the  calculated  deflection,  it  is  thereby  indicated 
that  the  modulus  of  elasticity  of  the  mass  of  concrete  is  different 
from  the  assumed  one.  The  modulus  of  elasticity  appears  in  other 
formulas,  but  in  such  a  way  that  it  cancels,  and,  therefore,  no 
assumptions   as   to   its   actual   value   need  be   made. 

According  to  the  writer's  view,  an  arch  dam  can  be  calculated 
as  accurately  as  most  structures,  and  when  it  is  considered  how 
far  from  its  crushing  strength  the  material  is  ordinarily  working, 
such  a  structure  should  be  readily  accepted  by  all  engineers  as  the 
safest,  as  well  as  the  cheapest,  that  can  be  built  in  such  a  place 
as   that   described   by   Mr.    Hawgood. 

The  automatic  overflow   gates  provided   for   the   Huacal   Dam   are 
very     simple     and    evidently     effective,     and     undoubtedly     will    give 
satisfaction. 
Mr.  L.  J.  Mensch,*  M.  Am.  Soc.  C.  E.  (by  letter).— The  Huacal  Dam 

and  the  many  others  mentioned  in  this  paper  should  convince  the  most 
skeptical  engineer  that  arched  dams  with  cross-sections  much  lighter 
than  those  of  gravity  dams,  have  a  fair  factor  of  safety.  None  of 
tliese  structures  ever  failed  or  showed  larger  or  more  numerous  cracks 
than  those  found  in  gravity  dams.  Arched  dams,  being  considerably 
cheaper  than  gravity  dams,  would  be  often  used  in  place  of  earthen 
dams  but  for  the  fact  that  engineers  have  no  confidence  in  the  rather 
primitive,  although  evidently  adequate,  method  by  which  the  pioneer 
builders  determined  the  cross-section  of  these  structures.  Engineers 
are  afraid  that  some  hidden  defects  exist  in  these  dams,  for  which 
they  cannot  satisfactorily  account  by  theory  and  for  which  they  do 
not  care  to  become  responsible. 

The  objections  to  the  assumption  that  arched  dams  act  like  cylin- 
ders subjected  to  external  pressure  are  the  following: 
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First. — These  dams  are  arches  fixed  at  the  abutments,  and  like  Mr. 
uther  arches  are  subjected  to  stresses  due  to  the  shortening  of  the  arch,  ' 
change  of  temperature,  and  shrinkage  and  swelling  of  the  concrete. 
When  the  reservoir  is  filled,  the  swelling  of  the  concrete  and  the 
fall  of  temperature  from  the  original  temperature  of  setting  counteract 
each  other  to  a  great  extent,  and  only  in  case  of  the  reservoir  being 
empty  there  may  exist  the  most  unfavorable  condition  of  a  fall  of 
temperature  and  shrinkage  of  concrete  acting  together  with  the 
tendency  to  produce  cracks. 

Second. — It  is  evident  that  these  dams  act  partly  as  gravity  struc- 
tures, and  the  unknown  extent  to  which  they  act  as  such  is  the 
main  objection  of  thoughtful  engineers  to  this  type.  In  the  dis- 
cussion* on  the  paper  by  G.  N.  Houston,  M.  Am.  Soc.  C.  E.,  on  the 
Ilalligan  Dam,  the  writer  has  shown  that  the  greatest  portion  of  the 
water  pressure  is  resisted  by  gravity  action.  He  is  now  obliged  to 
confess  that  he  overlooked  an  important  point.  He  assumed  that  the 
dam  acted  as  a  gravity  structure  entirely  within  the  limit  of  ordinary 
beam  action,  following  Hooke's  law.  This  is  not  the  case  in  masonry 
dams  after  the  resultant  of  forces  strikes  the  base  outside  the  middle 
third,  or  in  a  reinforced  structure  after  the  stresses  in  the  steel  bars 
reach  the  elastic  limit.  In  both  cases  after  cantilever  action  is  nearly 
exhausted  we  have  the  condition  of  the  dam  being  rather  hinged  at 
the  bottom  than  immovably  fixed,  as  formerly  assumed  by  the  writer, 
and  if  this  condition  is  assumed,  theory  gives  results  which  agree 
exceedingly  well  with  practice. 

It  is  an  acknowledged  and  very  plausible  law  of  Nature  that, 
among  all  possible  deformations  which  a  structure  subjected  to  exterior 
forces  can  perform,  deformation  will  take  place,  which  will  make  the 
work  of  the  internal  forces  a  minimum. 

It  can  be  proved  that  the  work  of  compressing  the  structure 
as  an  arch  (as  long  as  the  water  level  remains  not  higher  than  about 
30  to  40%  of  the  total  depth  of  the  water  above  the  base  of  the  dam) 
is  much  greater  than  that  necessary  to  deflect  the  structure  as  a 
cantilever,  hence  gravity  action  must  be  the  preponderant  influence 
by  which  the  stresses  at  the  bottom  of  the  dam  are  governed  when 
the  reservoir  is  aboiit  half  full. 

If,  instead  of  an  arch,  we  assume  a  complete  cylinder  like  a 
water  tank,  it  follows  that  the  walls  of  the  tank  cannot  move,  even 
if  set  on  a  frictionless  base,  before  the  cantilever  action  is  exhausted. 
The  futility  of  all  devices  which  were  ever  patented  to  disconnect 
walls  of  tanks  from  the  base  is  thereby  shown. 

It  can  be  shown  that  in  all  arched  dams,  with  the  possible 
exception  of  the  Zola  Dam,  the  lower  portion  of  the  structure,  of  a 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXV,  p.  135. 
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Mr.      lieiglit  of  about  5%  of  the  total  depth  of  water,  is  strained  far  beyond 
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anything  possible  in  a  gravity  structure,  yet  no  harm  can  come  to  the 
dam,  because  when  gravity  action  ceases,  arch  action  takes  its  place. 

The  author  thinks  that  both  the  rock  at  the  base  and  at  the 
abutments  of  the  dam  moves  in  accordance  with  the  dam,  and  hints 
that  this  may  explain  his  success.  Any  rock  which  would  allow  such 
movements  would  be  entirely  unsuitable  for  an  important  arch  struc- 
ture, and  to  assume  that  a  very  much  larger  mass  of  rock  than  the 
mass  of  the  dam  allows  anything  but  infinitesimal  deformations,  is 
out  of  the  question. 

The  problem  of  the  arched  dam  is  statically  indeterminate,  and  the 
stresses  can  only  be  found  by  taking  the  deformation  of  the  arch  into 
consideration. 

Notation. — 
Let    w  =  the  water  pressure,  in  pounds  per  square  foot; 
H  =  the  height  of  the  dam,  in  feet ; 
/i  =  the  depth  of  water  above  the  section   in   consideration, 

in  feet; 
r  =  the  outside  radius,  in  feet ; 
.J  r  =  the  change  of  radius  due  to  forces  acting  on  the  dam ; 
d  =  the  thickness  of  the  arch,  in  feet,  at  any  section ; 
d'==ihe  thickness  of  the  arch,  in  feet,  at  the  base; 

7  =  the  moment  of  inertia  of  any  section,  in  feet ; 

/'  =  the  moment  of  inertia  of  the  section  at  the  base,  in  feet; 
L  =  the  length  of  the  arch,  in  feet ; 
/  =  the  versed  sine  of  the  arch; 
E  =  the  modulus  of  elasticity  of  the  masonry  per  square  foot, 

in  pounds,  =  2S8  X  10" ; 
T  =  the  thrust  of  the  arch,  in  pounds  per  linear  foot  in  depth  ; 
G!=:the  weight  of  a  slice  of  the  dam  1  ft.  long; 
n  =  the  distance  of  the  down-stream  face  of  the  arch  to  the 

intersection  of  the  resultant  of  forces  with  the  base, 

in  feet; 
A'  =  the  work  of  the  interior  forces,  in  foot-pounds  per  linear 

foot  of  the  height  of  the  dam,   when   the  structure 

deforms  as  an  arch  only ; 
^"=  the  work  of  the  interior  forces  when  the  arch  deforms 

as  a  girder  only; 
A  =  the  work  of  a  slice  of  the  arch  1  ft.   long  and  H  feet 

high  when  the  dam  deforms  as  a  cantilever  only; 
P  =  the   force,   in   pounds   per  linear   foot  of  the  height   of 

the  dam,  due  to  arch  action  only ; 
M  =  any  moment,  in  foot-pounds ; 

8  =  any  stress,  in  pounds  per  square  foot ; 


,  _  r""  p  dx       r""  M  as       /♦*■ 
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if  =  a  change  in  temperature,  here  assumed  to  be  50°  Fahr. ;      Mr. 
c  =^  the  coefficient  of  expansion,  0.0000055 ; 
c .  ^ .  =  the    total    relative    expansion    or    contraction,    equal    to 
1 
3  640^ 
X  and  y  =  co-ordinates  from   a   point  of  origin  identical   with   the 
left  abutment; 
dx,  dy,  ds  =  increments  of  x,  y,  and  the  length  of  the  arch ; 
Jx',Jy',Jp'=^\h.e  changes  of  the  ordinates  of  any  special  point,  x',  y', 
and  of  the  angle,  p,  which  the  tangent  at  x',  y\  forms 
with  a  line  connecting  the  two  abutments. 
For  curved  beams,  where  the  radius  is  from  five  to  ten  times  larger 
than  the  depth  of  the  beam,  the  textbooks  give  the  following  equations 
for  the  change  of  the  co-ordinates   of   any  point,  x\  y\  of  the   arch 
when  P  is  a  force  normal  to  any  section,  x,  y,  and  M  is  the  bending 
moment  about  x,  y, 

M  y  ds 

r""   P  dy  r^   M  ds         /*""■  Mxds 

'''=1  -wi <-'^ 

Where  the  radius  of  the  curved  beam  is  about  twice  the  depth  of 
the  beam,  the  foregoing  equations  give  values  about  10%  larger  than 
the  exact  formulas. 

The  writer  also  makes  the  customary  assumption  that  the  abut- 
ments are  fixed  and  do  not  admit  of  any  displacements  or  change  of 
angle  of  the  arch  at  the  abutment. 

Most  arched  dams  subtend  an  angle  of  about  90°;  the  writer  has 
shown*  that  an  angle  of  120°  is  the  most  favorable  one.  For  simpli- 
fication, all  the  following  investigations  will  relate  to  these  two  angles 
only. 

Influence  of  a  Change  of  Temperature  on  the  Arch  When  the  Beser- 
voir  is  Empty. — For  a  fall  of  temperature,  for  example,  the  arch  has 
a  tendency  to  shorten  its  length  and  span,  but  this  is  ^prevented  by 
a  pull  or  negative  thrust  from  the  abutments  and  by  the  moments, 
Ma,  exerted  by  the  abutments  on  the  arch  in  order  to  keep  the  angles 
at  these  places  from  changing.  No  forces  normal  to  the  chord  can 
be  exerted  by  the  abutments,  because  there  are  no  exterior  forces 
acting  on  the  dam  which  can  hold  them  in  equilibrium.  From  Fig.  22 
it  follows  that  the  moment  about  any  point,  x,  y,  is 

M  =  Ty  —  Ma (4) 

*  "Reinforced  Concrete  Pocket  Book." 


(iU 


DISCUSSION    OX    IIUACAI.    ])A:ir,    SOXORA.    MEXICO 


Mr.  As  the  assuniption  is  made  that  the  al)utments  are  fixed  and  do  not 

Mensch.     ,,  ,  ,.  ,     , 

allow  any  change  of  angle  between  them,  it  follows  from  Equation  (8)  that 

r^  M  ds 

On  account  of  the  symmetry  of  the  arch  and  tlie  loading, 

hence  Equation  (2).  taken  between  the  limits,  (i  and  L.  reduces  to 

'^  Jf  X  ds 


r^  M  X  d 
Jo  ~^7~ 


0, 


r«- 


■^r 


Fig.  22. 


or,  on  account  of  Equation  (4) 
"^Tyx  ds 


^  Ma  X  ds 


y'^  T  y  X  ds  r'-  Ma  x  i 

„        EI     ~.,/o    "~^/ 


=  0. 


which  condition  is  fulfilled  when 

Ma  =   T  LTE (o) 

when  D  E  is  the  distance  of  the  center  of  gravity  of  the  arch  from  A  B. 
Equation  (1)  now  becomes 

r^  P  dx         ri^T  y-  ds  P^  D  E  T  y  ds 

^Jo     E  I  ~  J,        EI~^  J.  Wl 
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E,  F,  /,  DE,  and  Tare  constants  ;  hence  Mr. 

^  — ==-    ~  Mensch. 

The  inteijration  is  faciUtated  by  using  jDolar  co-ordinates,  as  shown 
in  Fig.  22. 

X  =  r  (sin.  a  —  sin.  p) 
y  =:  r  (cos.  p  —  cos.  a) 
dx  =  —  7-  cos.  p  d  p 
ds  =  —  }•  d  p 
F  =  T  COS.  p 
s  =  2  r  sin.  a 

1 


J  ,s  =  c  .  i  .  s  .  = 


640 

It  is  easily  found  that  ITE  =  0.193  r  for  00°; 
and  ITE  =  0.323  /■  for  120°. 
Hence,  for  an  arch  subtending  90°,  Equation  (6)  becomes 
2  Tr    /»»  o  T  r' 


—  c  .  t  .  s  .  ^= 


r"        ,  2  T  /••' 

/     COS.    p  d  p  ^, (cos.  p  —  COS.  a)-  d  p 

J  i5  EI 

(cos.  p  —  COS.  a)  d  p. 


EF 

2  T  0.198  r^ 


E  I 

The  integrals  may  be  found  in  any  handl)Ook  on  calculus,  and 


In        .  2  r  r  r  1     .       ^  />  -i" 

-—-  2  r  sin.  a  =  —    ^  .„     —  sm.  2  p  -| 

640  E  F  14  2  J^5 

'Z  1'  r"  T~  1                         p  ~\^ 

H =—     —  sin.  2  p  + 2  cos.  a  sin.  p  +  p  cos.^  a 

2T  r^  r  -.0 

—  0.193     sin.  p  —  p  COS.  a 

EI  L  J45 

1  T  r  T  r^  T  r' 

2  V  (0.707)  =  -—  1.285  +  -~  (0.07)  -  — -   (0.0586) . .  (7) 


3  640         ^  '       EF  EI"         '        EI 

F  =  d,  I  =  — ,  and  T  = 


12'  ...    d^     r^ 

1  +  9.4  -J 

The  moment  at  the  crown  is 

0.100  r  T  =  81  600 — (8) 

1  +  9.4  -., 

The  moment  at  the  abutment  is 

cZ'^             1 
0.193  r  r  =  157  500 r  /q^ 


1  +  9.4 


616  DISCUSSION    ON   HUACAL   DAM,    SONORA,   MEXICO 

Mr.  The  inoment  of  resistance  of  a  riiiif  of  the  areh.  1  ft.  high  and  (7  feet 

Mensch.  i2 

thick,  equals  — ,  and  the  stresses  in  tlie  extreme  libers  of  the  crown 
section  equal 

489  600  ^ ^ (10) 

''     1  +  9.4  4- 
And  those  at  the  abutments  equal 

945  000"-    ^ -Y (11) 

1  +  9.4  ^ 

For  an  arch  subtending  an  angle  of  120°,  we  obtain,  similarly, 

-^^^^ (-) 

1  +  2.47  — 

And  the  stresses  in  the  extreme  fibers  at  the  crown  equal 

242  300  d 

(13) 


d^      r 
1  +  2.47  — 


The  stresses  in  the  extreme  fibers  at  the  abutments  equal 

-^^^^^ (H) 

1  +  2.47^ 

These  stresses  are  often  very  high,  especially  in  thick  dams,  and  are 
increased  considerably  by  the   shrinkage    of  the  concrete,   which   may 

amount  to  of  the  length  in  a  year.     The  assumed  shortening  of 

2  .500  '^  •  '' 

the  arch  under  a  fall  of  .50°  Fahr.  was of  its  length,  hence  the 

3  640 

shrinkage  stresses  amount  to  nearly  1^  times  as  much.  There  is  actu- 
ally no  way  of  preventing  cracks,  and  the  best  practice  is  to  provide 
vertical  joints  along  radial  planes  at  distances  of  about  50  ft.,  which 
will  have  the  effect  of  concentrating  the  cracks  in  the  least  dangerous 
places,  and  to  make  the  cracks  between  the  joints  very  fine. 

The  Dam  as  a  Pure  Arch  Structure. — x\ssuming  the  arch  to  be 
a  portion  of  a  thin  cylinder  acted  on  by  exterior  water  pressure,  it  is 
known  that  the  diminution  of  the  radius, 

w  h  r    2  TT  /•        w  h  r"^ 

"'---irE  YV^-dE ^^'^ 

The  arch  would  take  the  position.  A'  C  B',  if  not  restrained.  It 
can  be  imagined  that  the  restraint  will  cause  the  arch  first  to  take 
the  position.  A"  C"  B",  and  then,  through  a  negative  thrust,  T,  and 
a  moment,  Ma,  to  take  the  position,  A  F  B. 
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This  behavior  is  commonly  called  the  shortening  of  the  arch,  and      Mr. 
represents  the  secondary  action  of  the  arch  as  a  common  girder,  fixed 
at  its  ends,  due  to  the  deflection  of  the  arch,  and  is  practically  identical 
with  that  caused  by  a  fall  of  temperature;  the  unknown  value,  T,  can 
be  obtained  by  substituting  in  Equations  (6)  and  (7),  2  J  r  sin.  a  for  J  .«. 

T  r^  /  f7-\ 

Hence,  1.414  /I  r  =  ^--  0.0114   (  1  +  9-4  —  )  for  a  1)0°  arch. 
EI  \  7-V 

Substituting  for  J  r  the  value  in  Equation  (15),  and  for  I,  — , 

7=10.3^5^^^^ ^ (10) 

1  +  9.4  '-, 

The  moment  due  to  the  shortening  of  the  arch  at  the  crown 

^                         f?-  w  h 
=  0.100  Tr  =  1.033 


1  +  9.4  ^ 
The  moment  due  to  the   shortening  of  the  arch  at  the    abutments 


The  extreme    fiber   stresses   due    to  shortening    at    the    crown    are 

obtained  by  dividing  the  moment  by    ,  , 

6 

6.2  w  h 


1  +  9.4  ?■ 


And  the  extreme  fiber  stresses  due  to  shortening  at  the  abutments, 
11.7  10  h 


1  +  9.4  ^;' 

The  direct  compressive  stresses  from  the  thrust  due  to  water  pres- 
sure are 

r 
ic  h  , . 
a 

In   most  of  the  dams  cited   by  the   author,  —  is   about  20,  hence 

the  maximum  compressive  stresses  due  to  arch  action  and  the  shorten- 
ing  of   the   arch   are  from   30   to   60%   greater  than   those  ordinarily 

r 
assumed.    In  the  Huacal  Dam,   ,  =  6,  hence  the  maximum  stresses  are 

fj 

at  least  double  those  assumed. 
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Mr.  For  arches  subtending  an  angle  of  120°,  the  maximum  fiber  stresses 

''"^'^''  from  the  shortening  of  the  arch  at  the  crown  are 

1 


.'5.072  IV  h 


1  +  2.47  -, 
And  tlie  inaximum  liber  stresses  at  the  abutment 
o.()l  10  h -,• 


1  +  2.47  -, 


,.2 


The  distance,  C"  F,  in  Fig.  23,  can  be  found  from  Equation  (2)  by 
omitting  the  second  expression,  which  vanishes,  as  lieretofore  explained. 


^  P  dx 


^  M  X  (Is 


A?"  (l-cos-a) 


Deformations 

very  much 
exaggerated . 


Fig.  23. 

introducing  again  polar  co-ordinates,  and  M  =  T  .  y  —  Ma. 
And,  for  90°,  Ma  =  0.15»8  T  .  r 

J  y  =  <J"  F  ^  —  I      ^-^  COS.-  p  d  f, 

.0  y  ,.3  *•' 

(cos.  p  —  0.'.))  (sm.  tr  —  sin.  p)  d  p 


I 


EI 


C"  F 


Tr 

Wf 


TV 

¥7 


I      0.6425 


(0.042.5,  -  ^  (0.014)  =  O.OU  ^^  [l  +  ;t1?  1^4  ] 
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The  value  of  T  is  oiveu  by  E(|uatioii  (16),  aud,  neglecting  the  expres-      Mr. 

Menscb. 
/ 
sion  containing  — r--, 
r^  F 

(V'  iv  h     r^  ^  ^       w  h  r"^        ^  _ 

C"  F  =  10.33 — -  (0.014)  =  1.735  -— —  =  1.735  z/  r 

r       E I  jii  a 

and,  from  Fig.  23,  it  follows  directly 

C  C"  =  0.293  A  r 

or  C  F  equals  the  total  deflection  for  90° 

=  2.028  z/  r (17) 

Similarly,  the  total  deflection  for  120° 

=  1.66  z/  r. 

Worh  of  Deformation  in  an  Arch  Structure. — The  work  performed 
by  the  interior  forces  of  an  arch  may  be  divided  into  two  parts,  namely, 
that  performed  by  the  direct  compressive  stresses,  and  that  by  the 
moments  due  to  the  shortening  of  the  arch.  The  textbooks  give  the 
following  formulas  for  the  work  of  the  interior  forces  of  a  prism 
subjected  to  compressive  or  tensile  forces  and  for  tlie  work  performed 
by  a  girder  subjected  to  bending  moments. 


L  F' 
EF 


^'  =  2Er (1«> 


For  an  arch  of  90°, 


r^  M^  ds 
"-I     21,1 (!"' 


and 


P  =:  w  h  r. 
F  =  c?, 


n     w-  h^  r-       Tt    in'^  Jv  r^ 

A'  =      r =        (20) 

2       2  Ed        4       Ed  ^     ^ 

Let  T  from  Equation   (16)   equal  the  thrust  due  to  shortening  of 

the  arch,  then  the  work  due  to  shortening, 

_    r^  M"jU  __     n^  (T  y  —  Maf  ds 

~J,      2E I  ~  Jo  2  E  I 

=  —  2  y     — -  (cos.--  p  l.S  +  cos.  p  +  0.81)  d  p 

T^  r^                                     w^  h^  r  d 
A"  =  2^j(0.00im)  =  UA  ''\, (21) 

1  +  9.4^ 
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Mr.      and  the  total  work 

Mensch.  '       ^    ^^2  ;^2  ,.3  ^2. 

A'  +  A     —  A^  .    -«  » 


4       Ed 


p..4-i-,.-].... 


For  an  arch  of  120°,  the  total  interior  work 

^^  =  3    -E^ri  +  4.5.5-,  ^n (23) 


L        1  +  2-^c-J 


W^or^'  o/  Deformation  in  a  Cantilever  Structure. — Assume  a  slice 

of  the  dam  1  ft.  wide  and  h  feet  high,  subjected  to  full  water  pressure. 

The  moment  about  the  base  is 

h  h  wK^ 

31  =  wh  X  -—   X  -r   =  in  foot-pounds. 

2  3  6  ' 

and.  according  to  Equation  (10). 

_     r^  M^  d  h  _     /»''  !/)2  /i«  d  h         iiy^  h^ 
-  ^  Jo       E  1     ^  /,       36^7  ^  252^7 ^^^^ 

provided  the  thickness  of  the  slice  is  constant  from  base  to  top.  This 
is  not  the  case,  but  it  can  be  easily  shown  that  the  value  of  this  work 
is  affected  comparatively  little  by  the  change  of  dj  because  most  of 
the  work  is  performed  in  the  lower  part  of  the  cantilever,  where  the 
change  of  thickness  is  comparatively  small.  For  example,  the  work 
performed  in  the  lower  fifth  of  the  cantilever  is 

^^     w'  /i"  d  h  _     w^  W  _      IV-'  h^ 

-0.8^    "36^r  ~  252^  J  ^^  ~  ^-^^^   ^   252^7  *^''^^' 
or  79%   of  the  total  work;  hence  a  comparatively  small  error  is  made 
when  we  assume  1  to  be  constant  and  write 

^2-200^7 ^^^^ 

The  work  performed  for  the  total  length  of  an  arch  of  90°  is 
It  n     w"  W  r 

Y'"^^=l'2(]0^7 ^'^) 

We  will  compare  this  value  with  the  work  in  pure  compression  as  given 
by  Equation  (20),  which  latter  must  be  multiplied  by  h  to  obtain  the 
value  for  the  entire  arch. 

^t'^  li'  r^  h 

A^         Work  of  compression  ..  „  ..  ,        ..    . 

X,  ^     AVork  of  cantilever     ^  "'  -     -^  ^^  "      ^  ^'       "^'"^     ^ 


•z  n.s 


Tt 

Ed 

-  8-33    ,^. 

4 

Tt     w^  W  r 
400     E  d^ 

12 
For  the  Huacal  Dam,  d'  =  12  ft.,  r  =  76  ft.,  or  rH'-  =  10«,  and 
the  work  of  compression  equals  the  work  of  the  cantilever  action  when 
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4.96, 


S' 


the  water  stands  54  ft.  above  the  base  of  the  dam.     When  the  water      Mr. 
stands  only  36  ft.  above  the  ground, 

A^  _  8.33  X  10^ 
A2~   168  X  10* 

hence  the  arch  action  can  take  up  only  16%  of  the  load 
on  the  dam.  The  value  of  A^  of  Equation  (24)  is  only 
correct  as  long  as  the  resultant  forces  strike  the  base 
within  the  middle  third.  Inasmuch  as  we  cannot  figure 
on  any  tensile  stresses  in  the  joint  of  the  dam,  quite 
another  distribution  of  stresses  takes  place  when  the  re- 
sultant comes  nearer  to  the  down-stream  edge.  The  joints 
at  the  up-stream  edge  open  up,  and  the  compressive 
stresses  will  increase  in  a  much  greater  ratio  than  the 
ordinary  straight-line  formula  indicates. 

Fig.  24  shows  that  the  maximum  moment  which  the 
Huacal  Dam  can  exert  as  a  cantilever  per  linear  foot 
equals  the  weight  of  the  dam  multiplied  by  0.3  d\ 
The  weight  of  the  dam  is  about  127  500  lb.,  and 
the  base  is  13  ft.,  hence  the  maximum  moment  at  which 
the  resultant  strikes  the  middle  third  is  510  000  ft-lb.  As 
soon  as  this  moment  is  exceeded,  tensile  stresses  will  appear  at  the 
up-stream  base  of  the  dam. 

In  non-reinforced  dams  the  joints  cannot  be  relied  on  to  take  the 
tensile  stresses,  and,  as  soon  as  the  foregoing  moment  is  exceeded,  cracks 
will  appear  and  allow  the  water  to  exert  an  upward  pressure.  In  the 
extreme  case,  the  resultant  will  strike  the  base  near  the  down-stream 
edge,  which  requires  a  moment  from  the  horizontal  water  pressure  of 
approximately  G  X  0-6  ^'  =  1  020  000  ft-lb.  In  this  case  the  joint  will 
be  open  nearly  the  entire  width  of  the  base,  and  the  upward  water 
pressure  will  exert  a  moment  of 

621  X  /?  X  fZ'  X  4    =  31.25  h  (f  =  525  000  ft-lb. 


G 


tJO.sd 


Fig.  24. 


It  simply  shows  that  after  the  resultant  strikes  the  base  at  the  edge 
of  the  middle  third,  the  cantilever  action  in  non-reinforced  dams  is 
practically  exhausted. 

The  height  of  water  which  will  exert  a  moment  of  510  000  ft-lb. 
is  found  from  the  following  equation : 


M  = ,or 

6 


36  ft. 


It  will  be  assumed  that  the  water  stands  36  ft.  above  the  base  and 
that  the  portion  of  the  dam  above  this  level  does  not  influence  the 
action  below. 
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Mr.  If  the  dam  acts  as  an  arch  only,  the  deflection  in  the  center  of  the 

be  given  by 

2.028  IV  h  r'^ 


I  ense  .  ^^^^  ^^  ^-^^  1^^^^  would  be  given  by  Equation  (IT), 


cV  E 


0.00716  ft (27) 


If  the  dam  acts  as  a  cantilever  only,  the  deflection  of  the  point  ;>(>  ft. 
above  the  base  would  be 


r^  M  X  dx  _     r" 

Jo        EI      -  J, 


w  h^  .  h  d  h  w  h^  12    w  h^ 


a  E  I  so  E  I        30   jE  d' 

12             6.25  X  36^ 
=  30  288  X  10°  X  12.833'  =  '>-''>^''"  " ^''^ 

Ihe:  line,  H  M  K,  in  Fig.  25,  shows  the  ideal  deflection  of  the 
dam  acting  as  an  arch  only  when  the  water  is  36  ft.  above  the  base, 
and  the  line,  G  L,  shows  the  ideal  deflection  of  the  dam  acting  as 
a  cantilever,  assuming  that  the  upper  portion  of  the  dam  is  discon- 
nected from  the  lower  portion.  Inasmuch  as  a  portion  of  the  water 
pressure  is  taken  up  by  the  arch  action,  the  deflection  of  the  canti- 
lever must  be  less,  and  may  be  represented  by  the  line,  U  M'  G.  At 
any  point,  P,  for  example,  the  total  water  pressure  represented  by 
the  deflection,  P  0,  is  divided  into  two  parts,  one  which  acts  on  the 
dam  on  the  arch  principle,  represented  by  P  Q,  and  one  which  acts 
on  the  dam  on  the  cantilever  principle,  represented  \>j  Q  0. 

We  have  seen  from  the  foregoing  that  in  a  i)ure  arch  structure  the 

w  h 
deflections  are  proportionate  to  — — ,  hence  the  water  pressure  at  the  base 

is  directly  proportionate  to  G  K ;  at  P  they  are  direct!}'  proportionate,  to 

P  O  — ;  then  that  part  of  the  pressure  acting  on  the  cantilever  princi- 
d' 

pie  is  directly  proportionate  to  Q  ()  X  —r-,  and  that  part  of  the  pressure 

d 

acting  on  the  arch  principle  is  directly  proportionate  to  P  Q  — .     The 

«' 

f7 
area,  G  M'  K' ,  reduced  by  the  proper  — ,  represents  the  sum  of  all  the 

f? 

pressures  acting  in  a  down-stream  direction,  which  try  to  overturn  the 

d 

dam  as  a  gravity  structure,  the  area,  G  H  L\  reduced  by  the  proper-—, 

represents  the  sum  of  all  pressures  acting  on  the  arch  principle;  and  the 
area,  H  L'  Jf ,  properly  reduced,  represents  the  reaction  in  the  up-stream 
direction  on  a  slice  of  the  dam  which  helps  to  prevent  overturning. 

It  is  also  clear  that  the  maximum  moment  at  the  base  of  the  dam, 
when    the   water   is   36   ft.    above   it,   is   less   than   510  000  ft-lb.,   and, 
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therefore,  at  no  point  of  the  arch  does  the  resultant  of  forces  come  out-  ^^  m.  ^^ 
side  of  the  middle  third  of  any  section.     It  will  now  be  assumed  that 
the  water  level  is  54  ft.  above  the  base  of  the  dam.     E"  M     K    repre- 
sents the  deflection  of  the  dam  as  a  pure  arch  structure,     (z  M     L 
would  represent  the  deflection  of  the  dam  as  a  cantilever  structure  it 


In  this  Figure 
the  Deformations  are 


N^hown  enlarged  15  Times 


Fig.  25. 

a  slice  of  the  dam  could  sustain  moments  caused  by  the  water  pres- 
sure of  54  ft.,  which,  however,  is  not  the  case,  and  would  be  possible 
only  in  heavily  reinforced  dams.  .     ,       ■,  i  + 

It  must  be  further   considered  that   a  slice  of  the   dam   does  not 
really  act  as  a  pure  cantilever;  it  really  acts  as  a  girder  supported  at 
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MiSsbh  ^^^  ^^'^  ^^^'""^^  ^^^^^"^  by  a  horizontal  up-stream  reaction  and  by 
the  bending  moment  of  510  000  ft-lb.,  and  supported  in  the  upper 
portion  of  the  dam  by  the  flexible  support  consisting  of  the  top  portion 
of  the  dam.  The  line,  T  M'"  G,  represents  the  deflection  of  the 
vertical  slice  of  the  dam.  This,  of  course,  is  a  mere  assumption,  and 
the  hne  must  fulfill  the  following  conditions:  First,  that  the  bendin- 
moment  of  the  area,  G  M'"  K" ,  minus  the  moment  of  the  are.", 
E"  M'"  T,  is  not  much  larger  than  510  000  ft-lb.  Second,  that  the  line 
of  flexure  assumed  must  be  the  same  as  that  obtained  by  having  the 
beam,  G  T,  loaded  by  positive  and  negative  forces  represented  by  these 
two  triangles. 

It  can  be  easily  found  that,  also,  in  this  case,  the  resultant  forces 
at  no  point  are  outside  of  the  middle  third  of  any  section. 

It  will  now  be  assumed  that  the  water  level  rises  to  the  top  of  the 
dam;  thenjhe  deflection  of  the  dam  as  a  pure  arch  structure  is  given 
by  T  M""  K'".  If  the  dam  be  heavily  reinforced,  both  for 
bending  moments  and  for  shear,  and  well  anchored  in  the  rock  it 
can  be  established  that  the  line,  G  M""  T,  would  represent  the  deflec- 
tion. In  this  case  the  area,  G  M""  K'" ,  properly  reduced,  amounts 
to  a  watej  pressure  of  140  000  lb.  Inasmuch  as  the  weight  of  the 
dam  IS  127  000  lb.,  it  is  impossible,  in  a  common  non-reinforced  struc- 
ture of  the  dimensions  of  the  Huacal  Dam,  that  the  friction  is  not  over- 
come, and  the  structure  will  slide  somewhere  near  its  base.  The  line 
of  flexure  now  will  be  somewhat  as  given  by  the  dot  and  dash  line 
^'  ^^""'  T".  The  area,  G'  M'""  K"\  must  represent  a  smaller  pres- 
sure than  about  60%  of  the  weight  of  the  dam,  and  the  moments  of 
the  forces  represented  by  the  area,  T  T"  M'"",  will  produce  a  larger 
bending  moment  than  the  dam  as  a  gravity  structure  at  a  section 
about  32  ft.  above  the  base  can  stand. 

If  the  reinforcing  in  the  Huacal  Dam  had  been  omitted,  cracks 
probably  would  have  shown  at  this  point  on  the  down-stream  side, 
and  in  some  points  probably  higher  up. 

Such  cracks  occurred  on  several  of  the  dams  built  by  Mr.  Wade, 
in  Australia.  It  must  be  noted  that  the  movement  of  the  base  needs' 
to  be  only  very  small,  and  is  less  than  that  caused  in  tangential 
directions  by  a  fall  of  temperature  or  shrinkage  of  the  concrete. 

The  foregoing  conclusion  disregarded  the  fact  that  vertical  joints 
are  often  provided  in  the  dam,  or  that  cracks  are  formed  by  the  com- 
bined action  of  a  drop  of  temperature  and  the  shrinkage  of  the  concrete 
when  the  reservoir  is  empty. 

The^  result  is  a  considerable  increase  of  the  stresses  due  to  the 
shortening  of  the  arch,  and  a  greater  movement  of  the  base  of  the 
arch  when  the  reservoir  is  full.  This,  however,  will  not  materially 
change  the  theory  presented  by  the  writer. 
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H.  Hawgood*  M.  Am.  Soc.  C.  E.  (by  letter).— The  details  of  the        Mr. 


dams  at  Winchester,  Ky.,  and  Lewiston,  Idaho,  contributed  by  Mr. 
Sherman,  make  a  valuable  addition  to  the  list  of  arch  dams  in  Table  1. 
It  does  not  appear,  however,  that  the  other  dams  cited  by  Mr.  Sher- 
man should  be  given  place  in  this  table,  for  they  are  not  pure  arch 
dams,  to  the  listing  of  which  that  table  is  restricted. 

The  following  data  relating  to  an  arch  dam  designed  by  Mr.  G.  O. 
Newman,  Los  Angeles,  and  constructed  in  1913,  may  be  added  to 
the  list : 

Location,  Triunfo  Creek,  Los  Angeles  County,  California; 

Up-stream  face  vertical,  radius  287.9  ft. ; 

Down-stream  face  battered  3^  in.  per  ft.; 

Crest  length,  148  ft. ; 

Arc,  29°  36'; 

Total  height,  50  ft.  above  foundation; 

Crest  height  above  stream  bed,  41  ft.; 

Thickness  at  41  ft.  below  crest,  15  ft.  6  in.; 

Spillway,  notch  in  dam  crest,  net  length  80  ft.,  depth  5  ft. ; 

Overflow,  January,  1914,  5  ft.  6  in.  deep  over  crest,  10  ft.  6  in. 

over  spillway ;  approximate  discharge,  10  000  sec-f  t. ; 
Stress  at  46  ft.  6  in.  below  surface  of  flood  overflow,  27  tons  per 

sq.  ft.,  or  373  lb.  per  sq.  in.; 
Material,     concrete;     coarse     aggregate,     a     hard     igneous     rock, 

unclassified. 

Mr.  Sherman  is  entitled  to  thanks  for  his  drawing  of  the  forms 
used  in  building  the  Las  Vegas  Dam.  Engineering  papers,  otherwise 
replete  with  details  of  design,  are  often  lacking  in  information  as 
to  the  manner  of  building.  How  to  carry  a  design  into  effect  is  as 
important  from  the  economic  viewpoint  as  the  design  itself;  some- 
times more  so. 

In  Table  9,  Mr.  Sherman  notes  the  top  width  of  the  Huacal  Dam 
as  3.5  ft.,  followed  by  an  interrogation  point.  The  width,  or  thickness, 
at  Elevation  4 179.5,  where  the  corbelling  commences,  is  44  in. ;  the 
figures  are  somewhat  obscure  in  Fig.  7.  This  width  is  increased  to 
51  in.  on  top  to  provide  a  convenient  footway. 

At  the  present  date,  January,  1915,  the  Huacal  Eeservoir  is  full, 
and  there  has  been  an  overflow  discharge  over  the  dam  crest  to  a  depth 
of  18  in.     The  structure  is  designed  for  an  overflow  of  4  ft.  6  in. 

The  subject  of  overflow  is  of  more  than  passing  interest,  and  it 
may  be  well  to  note  that  the  La  Grange  Diversion  Dam,  on  the 
Tuolumne  Eiver,  California,  has  been  subjected  to  overflow  to  a  depth 
of  17  ft.     The  discharge  corresponding  to  this  depth  is  about  80  000 

*  Los  Angeles,  Cal. 
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Mr.       sec-ft.     The  La  Grange  Dam,  completed  in  1894,  is  reputed  to  be  the 


Hawgood 


highest  overflow  dam  in  the  United  States,  if  not  in  the  world.  The 
height  of  the  up-stream  face  is  125  ft.,  and  of  the  down-stream  face 
129  ft.  It  has  a  gravity  section,  with  ogee  profile,  and  was  completed 
in  1894. 

The  writer  appreciates  Mr.  O'Shaughnessy's  criticism,  but  does  not 
share  with  him  any  apprehensions  as  to  greater  risks  sustained  by 
an  arch  than  by  a  gravity  dam.  Indeed,  the  arch  type  has  fewer  ele- 
ments of  danger  than  the  gravity  type.  Soundness  of  foundation, 
essential  for  both,  is  essential  to  even  a  greater  degree  with  the 
gravity  than  with  the  arch  type.  The  danger  of  hydrostatic  pressure 
tending  to  lift  the  dam,  a  serious  danger  to  the  gravity  t;y'pe,  is  a 
matter  of  no  such  moment  to  the  arch.  The  sliding  of  a  stratified 
foundation  rock,  as  in  the  Austin,  Tex.,  dam  failure,  would  not  occur 
under  an  arch  type  where  the  water  thrust  is  transferred  to  the 
abutments.  The  thrusting  apart  of  the  flanking  hills  is  inconceivable. 
The  crushing  of  the  arch  itself  is  eliminated  by  the  adoption  of  safe 
unit  stresses.  As  to  earthquakes,  is  it  not  true  that  a  temblor  suffi- 
ciently violent  to  wreck  a  structure  having  some  degree  of  flexibility, 
such  as  possessed  by  an  arch,  would  also  wreck  an  inflexible  gravity 
dam  ? 

Mr.  O'Shaughnessy  has  requested  more  information  regarding  the 
spillway  gates.  Each  of  the  nine  gates  is  98  in.  wide,  Avith  the  central 
pivot  I  in.  to  one  side  of  the  true  center.  The  narrow  leaf  has  a 
height  of  4  ft.  6  in.,  and  the  wider  one  a  height  of  2  ft.  9  in.  The 
pressure  on  the  two  leaves  is  in  balance  when  water  overflows  the 
lower  and  wider  leaf  to  a  depth  of  9  in,  A  further  rise  of  water  will 
bring  excess  of  pressure  on  the  higher  and  narrower  leaf,  and  cause 
the  gates  to  swing  open. 

The  floods  of  this  season  were  not  quite  of  sufiieient  height  to  test 
fully  the  operation  of  the  gates.  They  were  successful  as  far  as 
tried  out. 

The  field  of  the  arch  dam  is  not  confined  to  narrow  gorges,  witness 
the  Barossa  Dam,  472  ft.  long,  and  the  Parkes  Dam,  .540  ft.  long.  It 
has  also  an  economic  field  in  the  case  of  a  dam  too  long  for  the  pure 
arch  type  by  taking  the  place  of  the  gravity  section  in  the  highest, 
and  hence  the  most  costly,  part  of  such  a  dam.  the  gravity  sections  on 
each  side  serving  as  abutments.  Multiple  arches  covering  the  entire 
length  of  the  dam  could  be  used  in  such  a  case.  It  would  be  unduly 
extending  the  scope  of  this  paper,  however,  to  take  up  the  que.>^tion 
of  multiple  arches. 

During  the  discussion  of  the  paper*  by  IMr.  L.  A.  B.  Wade,  entitled 
"Concrete  and  Masonry  Dam-Construction  in  jSTew  South  Wales",  it 
was  brought  out  that  the  arch  type  required  about  the  same  volume 

*  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  178,  p.  1. 
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of    masonry    as    the    gravity    type    when    the    radius    of    curvature,    in       Mr. 
feet,  was  somewhat  more   than  twenty  times   the  limiting  stress,   in     ^^soo  . 
tons  per  square  foot.     This  approximation  is  useful  as  a  preliminary 
test  as  to  the  suitability  or  otherwise  of  the  arch  for  any  particular 
location. 

Theoretically,  the  radius  necessitating  the  minimum  quantity  of 
masonry  is  that  which  makes  the  central  angle  of  the  arch  about  133 
degrees.  Mr.  Jorgensen,  in  his  article,  "Arch  Dam  Design",*  goes 
into  the  subject  at  some  length. 

Mr.  Wade  expressed  the  same  result  by  saying  that  the  most 
economical  radius  was  that  which  made  the  versed  sine  about  one- 
third  of  the  chord. 

In  a  still  simpler  form,  the  theoretical  economic  radius  is  equal 
to  the  chord  multiplied  by  0.54. 

The  foregoing  will  serve  to  give  the  maximum  and  minimum  radii 
within  which  the  best  one  is  to  be  sought.  It  will  rarely  happen  in 
practice  that  the  mathematical  formula  will  control.  The  configura- 
tion of  the  rock  walls  which  are  to  serve  as  abutments,  and  particularly 
the  relation  thereto  of  the  resultant  arch  thrust,  will  usually  exercise 
a  strong  influence  on  the  selection  of  the  radius  best  adapted  to  the 
location. 

Replying  to  Mr.  Jorgensen,  the  vertical  reinforcement  of  old  12-lb. 
rails  was  introduced  for  two  reasons :  First,  to  take  up  temperature 
stresses,  which,  under  the  conditions,  may  be  quite  material,  because 
the  down-stream  face  is  exiiosed  during  by  far  the  greater  part  of 
the  day  to  a  hot  sun,  followed  by  cool  nights,  and  the  up-stream  face 
is  always  in  the  shade  and  more  or  less  covered  by  water.  Secondly, 
the  rails  formed  stout  stanchions  to  which  the  horizontal  reinforce- 
ment could  be  wired  most  conveniently  at  the  desired  spacing,  and 
in  other  ways  they  were  useful  as  anchorages  during  construction 
operations. 

Mr.  ]\Iensch,  in  adhering  to  the  theory  of  a  dam  connected  to  a 
rigid  base,  misinterpreted  the  writer's  statement  that  "Deformation 
of  the  rock  undoubtedly  takes  place,  and,  such  being  the  case,  the 
arch  action  takes  place  in  some  unknown  degree  from  the  very  base 
of  the  dam."  Deformation  was  here  used,  and  obviously  so,  in  the 
sense  of  elastic  deformation,  and  not  in  the  sense  of  dislocation,  as 
interpreted  by  Mr.  Menscb. 

The  writer  is  of  the  belief  that  there  is  no  substance  in  Nat  are, 
known  to  engineers,  which  is  absolutely  incompressible,  inextensible. 
or  void  of  elastic  properties,  and,  such  being  the  case,  it  must  then 
follow  that  the  rock  on  which  the  dam  is  built  is  deformed  by  the 
stresses  to  which  it  is  subjected,  just  as  the  same  rock,  if  wrought 
into  the  voussoirs  of  an  arch  bridge,  would  contract  and  expand  with 

*  Engineering  Neivs,  July  25th,  1912. 
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Mr.       every  change  of  load  and  temperature,  as  shown  by  the  vertical  move- 
a'wgoo  .  jjjgjj^  q£  ^Y\e  arch  crown. 

Mr.  Mensch's  treatment  of  the  theoretical  stresses  in  arch  dams 
is  a  contribution  to  the  mathematics  of  the  subject  which  will  be 
appreciated  by  the  members.  Such  arguments  are  most  useful,  but 
their  field  is  suggestive  rather  than  conclusive.  The  wide  difference 
between  theoretical  and  actual  results  is  strikingly  illustrated  by  com- 
paring the  theoretical  deflection  curves,  shown  in  Fig.  25,  with  the 
actual  deflections  of  the  Barren  Jack  Dam,  shown  in  Fig.  6. 

One  weakness  of  attempts  at  mathematical  solution  is  the  lack  of 
real  knowledge  as  to  the  true  value  of  the  modulus  of  elasticity,  and 
the  impossibility  of  one  value  applying  to  all  parts  of  a  structure 
changing  from  concrete  thick  with  plum  stones  to  concrete  without 
any,  together  with  all  the  variations  in  manner  and  perfection  of 
mixing  and  placing.  A  recognized  value  of  the  modulus  for  1:2:4 
concrete  is  3  000  000  per  sq.  in.,  or  432  X  10*^  Per  sq.  ft.  Mr.  Mensch 
uses  288  X  IO^j  ^^id  undoubtedly  is  not  without  authority  for  so  doing. 
The  value  to  be  adopted  is  purely  a  matter  of  opinion,  and  the  con- 
clusions will  be  as  divergent  as  the  opinions. 

Another  weakness  is  the  common  assumption  that  the  dam  is  held 
absolutely  rigid  at  its  base.     Such  an  assumption  is  contrary  to  fact. 

The  typical  foundation  of  a  dam  is  a  trench  in  the  country  rock, 
filled  with  concrete,  on  which  the  dam  proper  rests  and  to  which  it 
is  commonly  keyed.  The  concrete  base  has  essentially  the  same 
modulus  of  elasticity  as  the  dam  above  it,  and  will  yield  proportion- 
ately to  the  thrust  brought  on  it  by  the  water  thrust  on  the  dam. 
The  elastic  deformation  will  not  be  infinitesimal,  but  appreciable,  even 
if  small,  and  thus  the  theory  of  a  rigid  base  is  ended.  Again,  the 
rock  itself  is  not  without  elasticity,  and  when  it  is  considered  that 
most  rock,  even  when  structurally  strong  and  sound,  is  possessed  of 
microscopic  seams,  the  closing  of  these,  under  great  pressure,  together 
with  the  compression  of  the  solid  parts  themselves,  may  well  result 
in  appreciable  deformation  which  is  as  infinitesimal  as  Mr.  Mensch 
would  have  us  believe. 

Again,  the  vertical  pressure  of  the  dam,  as  the  French  engineer, 
M.  H.  Billet,  pointed  out,  produces  a  transverse  dilation  in  the  dam 
and  its  base. 

All  these  things,  together  with  other  unknown  conditions,  render 
any  mathematical  conclusions  but  conjectural. 

The  question  as  a  whole  is  complex.  Elements  such  as  the  vertical 
and  lateral  deformation  of  the  bed-rock  above  the  dam  under  its  burden 
of  superimposed  water  help  to  increase  the  base  deformation  in  the 
down-stream  direction,  with  opposing  forces,  on  the  other  hand,  tending 
to  counteract.  A  complete  analysis  of  the  subject  is  impossible,  there 
being  too  many  imknown  factors.     The  writer's   object   at  this  time 
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will    have    been    accomplished    if    sufficient    has    been    introduced    to  ^^^M^^.^^ 
indicate  a  reason  for  thin  arch  dams  not  cracking  at  their  bases,  as 
would  inevitably  take  place   if  the  cantilever   action  were  in  reality 
as  great  as  we  have  been  led  to  suppose  on  the  rigid  base  theory. 

The  theory  that  the  lower  part  of  the  dam  is  held  fast  in  a  vise 
of  an  absolutely  unyielding,  rigid  nature  cannot  be  logically  deemed 
otherwise  than  an  arbitrary  assumption  repugnant  to  the  facts. 

The  theory  that  the  rock  base  of  a  dam  is  deformed  within  its 
elastic  limits  under  the  stresses  brought  on  it  is  in  harmony  with  the 
laws  of  Nature,  so  far  as  known. 

In  discussing  the  deflection  of  the  Huacal  Dam,  Mr.  Mensch,  m 
Equation  27,  assumes  the  contained  angle  of  the  dam  at  its  base  to 
be  90° ;  this  is  not  correct,  the  actual  angle  is  52°,  and  the  deflection 
at  that' point  would  be  about  25%  less  than  that  given  by  Equation  27, 
and  other  corrections  will  ensue. 

Mr.  Mensch  speaks  of  possible  maximum  stresses  in  the  Huacal 
Dam  as  at  least  double  those  ordinarily  assumed,  and  in  most  of  the 
other  dams  on  the  list  as  from  30  to  60%  greater.  This  statement 
unqualified  might  inadvertently  create  the  erroneous  impression  that 
the  Huacal  Dam  was  subjected  to  unusual  stresses,  whereas  the  con- 
•  trary  is  really  the  case,  that  is.  the  Huacal  Dam  stress  is  16  tons 
X  2  =  32  tons:  that  of  the  other  dams  is  28  tons  X  1-5  =  ^^  tons. 
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Synopsis. 

The  laws  generally  applied  in  the  United  States  in  the  administra- 
tion of  streams  originated  in  the  countries  of  Northern  Europe.  These 
countries  developed  under  the  feudal  system,  in  contrast  to  Egypt, 
India,  and  China  where,  at  a  very  early  date,  wise  principles  relating 
to  the  administration  of  streams  were  discovered  and  applied  in  prac- 
tice. 

Northern  Italy  is  a  striking  example  in  so  far  as  the  development 
of  principles  relating  to  the  administration  of  streams  is  concerned. 
Under  the  dominion  of  the  Roman  Empire,  wise  principles  were  ap- 
plied. Spain  brought  other  ideas  of  a  beneficial  character.  The  in- 
fluence of  the  countries  of  Northern  Europe,  from  which  we  borrow 
many  of  our  laws  and  customs,  was  detrimental  to  the  people  of  the 
Valley  of  the  Po. 

The  doctrine  -of  riparian  rights  is  of  feudal  origin.  It  contains  no 
positive  principle,  and  it  has  outlived  its  usefulness.  It  can  only  be 
applied  by  the  Courts,  and  the  decisions  of  our  tribunals  of  justice  are 
not  in  harmony  as  to  the  interpretations  which  should  be  given  the 

*  Presented  at  the  meeting  of  September  2d,  1914. 
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doctrine  according  to  character  of  uses  and  varying  climatic  condi- 
tions. We  shoidd  not  depart  from  a  doctrine  which  has  been  followed 
for  many  years,  until  we  have  something  better  to  suggest  in  its  place. 

The  first  principle  that  should  be  recognized  is  that  of  public  owner- 
ship of  streams,  lakes,  and  other  bodies  of  surface  water.  The  recog- 
nition of  this  principle  lays  the  foundation  for  an  administration 
which,  without  great  expense  to  the  various  water  users,  can  protect 
all  in 'proportion  to  the  uses  perfected,  the  character  of  such  use,  and 
with  due  consideration  of  all  public  interests. 

Priority  in  time  of  use  shall  give  the  better  right. 

The  right  to  use  water  gives  the  user  no  property  interest  in  the 
water  itself,  and  such  right  cannot  be  separated  from  the  use,  or  trans- 
ferred to  other  uses  by  such  user.  As  long  as  the  user  has  no  personal 
control  of  the  water  supply,  he  has  nothing  with  which  he  can  speculate 
to  the  injury  of  others. 

Preferred  uses  should  be  stated  in  order,  in  the  law,  and  then  pro- 
tected in  proportion  to  the  value  of  each  in  preserving  the  lives  of  the 
people  and  promoting  the  general  prosperity  of  any  particular  area. 

Beneficial  use  should  be  the  measure,  the  limit,  and  the  basis  of 

the  right. 

A  declaration  of  abandonment  should  be  made  when  the  user  fails 
to  apply  the  water  to  some  beneficial  purpose  within  a  reasonably  short, 

specific  time. 

Even  had  these  principles  been  recognized  by  the  Courts,  it  would 
have  been  difficult  for  these  tribunals  to  secure  and  judge  the  relative 
importance  of  the  technical  data  that  must  be  at  hand  before  a  just 
determination  of  rights  may  be  made. 

A  compromise  between  Court  and  direct  administrative  control 
brings  but  little  reform,  because  the  responsibility  is  then  divided  and 
the  defects  of  both  systems  are  likely  to  be  magnified. 

The  administration  of  streams  lies  within  the  field  of  the  engineer. 
The  best  governed  countries  of  the  world,  in  this  respect,  have  long 
since  provided  technical  departments  which  administer  this  kind  of 
public  business  in  a  very  satisfactory  way.  The  history  of  some  of 
the  countries  of  Europe  is  being  repeated  in  America,  and  the  engineer 
should  be  ready  to  accept  the  responsibility  that,  sooner  or  later,  must 
come  to  him. 
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The  manners   and   customs   of  the   countries   of   Northern   Europe 
have  been  introduced  in  the  United  States  and  accepted  quite  generally 
by  the  people.     The  climate  and  topography  of  the  eastern  half  of  the 
American  Continent  compare  favorably  with  those  of  England   France 
and  Germany.     It  is  natural,  possibly,  that  the  rules  applied  in   the 
administration  of  streams  during  the  early  history  of  America  should 
be  similar  to  the  regulations  enforced  on  the  Thames,  the  Seine    and 
the  Ehme.     Where  irrigation  is  essential  to  agriculture,  we  find  an 
early  interest  manifested  in  problems  relating  to  the  diversion  and  use 
of  water.     The  influences  of  the  countries  of  Northern  Europe  in  this 
particular  would  be  more  healthful  if  irrigation  were  practised  there 
it  IS  probably  unfortunate  that  the  people  of  the  United  States  have 
not  been  taught,  by  some  early  experience,  that  streams  should  be  con- 
sidered public  property  and  one  of  the  great  natural  resources 

In  the  older,  irrigated  districts  of  the  world  we  find  some  good  ex- 
amples of  wise  laws  relating  to  the  administration  of  streams.     China 
and  India  can  teach  us  many   lessons.     The  modern   system   adopted 
by  Australia  merits  our  study.     Egypt,  that  land  which  has  never  en- 
joyed freedom,   and  has   always   been   a   victim   of   war,   famine    and 
pestilence,  administers  its  one  river,  the  Nile,  in  a  manner  which  can 
only  call  for  praise  from  citizens  of  countries  which  boast  of  a  higher 
type  of  civilization.     Although  the  rulers  of  Egypt,  both  foreign  and 
domestic,  have  robbed  the  people  of  their  lands,  have  taxed  them  to 
the  extreme  limit,  have  compelled  them  to  labor  for  the  public  without 
compensation,   and    by   centuries    of   oppression   have   destroyed    their 
initiative  and  broken  their  spirit,  yet  the  Nile  has  always  been  public 
property.     It  is  the  great  highway  of  commerce.     It  is  the  life  of  agri- 
culture and  the  foundation  of  every  other  industry.     The  Nile  is  ad- 
ministered by  public  officers  f^r  the  general  benefit  of  the  people      No 
private  rights,  which  tend  to   threaten  the  prosperity  of  the  people 
are  recognized  or  protected.     The  principles  that  have  been  accepted  bv 
Egypt  are  fundamental  in  their  character,  and  they  are  applied  uni- 
formly throughout  the  extent  of  the  Nile  Valley.     There  is  no  conflict 
between  farmers  under  the  same  canal,  between  communities  depend- 
ing on  different  canals,  or  between  adjoining  provinces.     The  principles 
that  are  essential  are  so  simple  that  the  native  can   understand  and 
appreciate  them.     This  immediately  brings  about  a  feeling  of  mutual 
confidence  and  respect  between  the  water  user  and  the  officer  in  charge 
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of  the  local  administration.  Finally,  there  is  no  litigation  in  Egypt 
between  users  of  water,  whether  they  be  individual  farmers,  corpora- 
tions, or  municipalities. 

The  laws  of  Imperial  Rome,  relating  to  the  administration  of 
streams,  furnish  examples  which  are  superior  to  those  we  have  intro- 
duced from  the  countries  of  Northern  Europe.  These  laws  were  based 
on  the  idea  of  public  ownership  of  streams.  They  recognized  that 
water  must  be  diverted  from  the  natural  channel  of  the  stream,  in  many 
cases,  if  beneficial  uses  are  to  be  served  and  protected.  They  gave  the 
builders  of  canals  and  other  works  the  right  to  condemn  private  prop- 
erty. Those  building  improvements  of  this  kind  were  obliged  to  re- 
spect the  rights  of  others  and  to  compensate  those  whose  property  was 
injured. 

Northern  Italy,  like  Egypt,  has  been  a  battle  ground  where  the  na- 
tions of  the  world  have  staged  many  important  campaigns.  Spain, 
France,  and  other  nations  have  in  turn  dominated  portions  of  the 
Valley  of  the  Po.  The  influence  of  these  invaders  has  been  felt  long 
after  they  surrendered  political  control.  It  would  be  assiuiied  that  the 
influence  of  Spain  would  not  be  detrimental  in  so  far  as  the  adminis- 
tration of  streams  was  concerned.  This  was  demonstrated.  That 
country  had  gone  through  an  experience  that  was  profitable.  The  in- 
vasion of  the  Moors  was  beneficial  to  Spain  in  this  respect,  because 
these  people  from  Northern  Africa  had  been  reared  in  districts  where 
public  control  of  the  water  supply  was  essential  to  life.  The  Spanish 
influence  in  Northern  Italy,  therefore,  was  salutarj'. 

The  influence  of  the  people  of  France  and  Germany  was  detri- 
mental. The  countries  of  Northern  Europe  had  developed  under  the 
feudal  system.  Because  it  was  not  necessary  to  divert  large  volumes 
of  water  from  the  streams  to  support  the  population,  safe  and  sane 
principles  were  not  evolved  at  home,  and  no  apparent  efi^ort  was  made 
to  discover  and  introduce  rules  that  had  been  applied  in  countries 
which  had  experienced  healthy,  early  development.  The  feudal  coun- 
tries always  emphasized  the  importance  of  protecting  private  prop- 
erty for  the  benefit  of  the  few  owners  thereof.  The  countries  of  South- 
ern Europe  and  Northern  Africa,  on  the  other  hand,  recognized  at 
an  early  date  the  necessity  of  public  supervision  of  streams  for  the 
benefit  of  the  many.  When  a  portion  of  the  Valley  of  the  Po  fell 
under  the  dominion  of  France,  principles  of  feudal  origin  were  intro- 
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duced.  Concessions  were  made  by  the  State  and  then  by  the  Church. 
The  fortunate  individuals  who  received  these  concessions  became  own- 
ers of  specific  volumes  of  water,  and  speculation  became  general.  The 
principles  of  the  original  Roman  law  were  broken  down  here  and 
there,  and  much  confusion  resulted.  Litigation  soon  began,  and  many 
of  these  cases  remained  in  the  Courts  in  some  form  for  several  hundreds 
of  years.  Not  until  1884  did  Italy  recover  from  this  influence,  in  so 
far  as  its  laws  were  concerned,  and  it  will  be  many  years  before  it 
recovers  fully.  Some  plan  must  be  formulated,  and  then  carried  into 
effect,  whereby  the  old  concession  may  be  canceled.  While  Northern 
Italy  was  throwing  off  the  customs  it  had  inherited  through  early 
years  of  feudal  association,  some  of  our  Western  States  were  passing 
through  a  similar  experience.  The  reforms  that  have  taken  place  there 
and  here  are  quite  similar,  yet  neither  country  has  profited  by  the 
experience  of  the  other. 

As  the  customs  of  Northern  Europe,  rather  than  those  of  other 
countries,  were  first  introduced  into  the  United  States,  we  are  some- 
what concerned  in  their  origin,  the  principles  they  embraced,  and  the 
method  in  which  they  were  applied.  As  streams  were  of  only  passing 
importance  to  the  feudal  lords,  and  as  private  property  was  not  held 
by  the  masses,  it  was  probably  apparent  to  them  that  a  single  rule 
might  answer  for  all  time.  It  was  plain  that  some  rule  should  be 
applied  which  would  prevent  the  pollution,  of  streams.  As  streams 
were  of  some  importance  to  navigation,  and  as  the  owners  of  land 
bordering  the  watercourses  desired  stable  conditions,  in  so  far  as  dis- 
charge was  concerned,  it  did  not  seem  wise  to  encourage  diversions 
from  the  rivers  which  would  materially  affect  the  flow  thereof.  The 
rule  which  gradually  developed  is  approximately  as  follows:  All  per- 
sons owning  lands  abutting  on  a  natural  stream  have  the  right  to 
demand  that  the  waters  of  that  stream  shall  pass  their  lands  undefiled 
in  quality  and  undiminished  in  quantity.  We  call  this  the  doctrine  of 
riparian  rights. 

If  this  rule  is  carried  into  effect  rigidly,  water  cannot  be  diverted 
from  a  stream  in  any  way.  The  thirsty  laborer  who  drinks  from  a 
convenient  brook  must  diminish  the  "quantity"  of  water  flowing 
therein.  Streams  must  become  more  or  less  "defiled"  with  every  con- 
tact with  animal  life.  It  was  a  theoretical  rule,  in  the  first  place,  this 
doctrine  of  riparian   rights.     As  it  had  its  birth  in   oppression  and 
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despotism,  so  its  application  to  the  streams  of  our  time  has  brought 
political  and  industrial  slavery  and  injustice.  The  doctrine  is  a  part 
of  the  imwritten  law  of  England.  Because  it  is  theoretical  in  char- 
acter and  based  on  no  well-defined  working  principles,  it  has  furnished 
but  little  light  to  the  Courts  of  our  day. 

The  doctrine  was  introduced  in  the  United  States  with  the  common 
law,  and  applied  by  our  Courts,  not  by  our  law-makers.  Its  applica- 
tion has  extended  by  judicial  decree,  so  that  its  interpretations  are 
only  limited  by  the  number  of  our  Courts.  It  is  seldom  recognized 
and  never  defined  by  State  or  Federal  statute.  It  was  unjust  to  the 
Courts  to  thrust  upon  them  the  responsibility  of  protecting  water 
users.  When  the  law  does  not  provide  an  administrative  department 
for  the  purpose  of  transacting  public  business,  those  who  would  other- 
wise be  protected  must  war  among  themselves  and  finally  resort  to 
tribunals  of  justice  for  relief. 

We  need  no  evidence,  other  than  that  contributed  by  the  Courts 
themselves,  to  prove  that  our  present  methods  of  stream  control,  based 
on  the  doctrine  of  riparian  rights,  are  not  supported  by  principles  that 
are  sound.  Every  city,  every  water-power  plant,  every  individual  who 
resorts  to  the  stream  for  domestic  water  supply,  is  violating  the  doc- 
trine of  riparian  rights,  yet  this  doctrine  prevails  almost  alone  east  of 
the  Missouri  River.  To  be  sure,  the  Courts  hold  that  if  the  doctrine 
of  riparian  rights  has  been  violated  for  a  term  of  years  the  user  may 
obtain  a  specific  volume  of  water  under  what  they  call  a  prescriptive 
right. 

Although  this  may  give  relief,  in  certain  cases,  yet  it  goes  to  dem- 
onstrate the  weakness  of  the  parent  doctrine.  It  is  an  indication  that 
the  Courts  recognize  that  some  other  rule  must  apply,  if  very  obvious, 
injustice  is  to  be  provided  against. 

The  early  decisions  of  the  Supreme  Court  of  Michigan  hold  that 
an  owner  of  land  abutting  on  a  watercourse  also  owns  the  land  of 
the  bed  of  the  channel  to  the  "thread"  of  the  stream.  This  term 
"thread"  may  be  defined  in  theory,  but  presents  some  difiiculties  in  prac- 
tice. The  Supreme  Court  of  Michigan  intimated,  at  first,  that  this 
was  to  be  a  general  rule.  It  was  to  apply,  and  possibly  has  applied,  to 
navigable  streams  as  well  as  to  those  that  are  not  navigable.  Under  this 
theory,  the  citizens  of  Detroit  own  the  bed  of  the  Detroit  River  to  the 
"thread"  of  the  stream.     The  same  theory  was  stretched  a  little  when 
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applied  to   the   riparian   lands   bordering  Lake   St.   Clair.     It  applied 
again  to  the  St.  Clair  Eiver,  but  when  Lake  Huron  was  reached  the 
Court  finally  had  to  admit  "that  the  riparian  owner  had  to  limit  his 
possessions  at  the  meander  survey  of  the  lake.     This  would  seem  to 
show  that  a  fundamental  error  had  been  made  in  the  early  decisions. 
The  meander  line  should  be  considered  the  boundary  between  private 
and  public  property  throughout.     No  private  citizen  can  exercise  ex- 
clusive control  of  the  bed  of  a  river  without  interfering  with  public 
interests.     The  doctrine  of  riparian  rights,  without  modification,  has 
but  little  to  do  with  the  protection  of  legitimate  uses  or  the  rights  of 
the  people  at  large.     The  Court,  having  no  other  rule  to  govern   its 
acts,  was  compelled  to  construct  its  decisions  with  the  timber  at  hand. 
The  writer  has  studied  the  application  of  the  doctrine  of  riparian 
rights  in  countries  of  three  continents.     He  has  followed  the  history 
of  its  introduction  into  the  United  States,  and  watched  its  application 
as  settlement  has  taken  place,  and  as  some  kind  of  stream  control  has 
become  necessary.     He  has   found   no   two   authorities   who  entertain 
the  same  views  as  to  the  theory  of  the  doctrine,  or  as  to  its  limita- 
tions in  practice.     If  the  doctrine  has  any  value,  if  there  are  reasons 
why  land  owners  along  streams  should  have  control  of  such  streams, 
engineers,  by  this  time,  must  have  satisfied  themselves  as  to  the  justifica- 
tion therefor.     A  discussion  of  the  doctrine  by  engineers  may  be  con- 
sidered by  some  as  an  invasion  of  the  field  of  the  attorney.     This  is 
not  true.     It  is  not  necessary  to  attempt  to  understand  the  intricacies 
of  the  theories  that  have  been  developed  by  the  Courts.     As  the  doc- 
trine has  been  applied  in  the  United  States  for  more  than  100  years, 
it  should  have  demonstrated  something  as  to  its  worth,  and  if  it  em- 
braces a  principle,  this  should  be  manifest  to  the  layman.    If  the  prin- 
ciples on  which  it  is  based  are  so  obscure  that  they  can  only  be  under- 
stood and  appreciated  by  the  judiciary,  then   the  doctrine  should  be 
abrogated,  and  .something  more  tangible  should  be  substituted  in  its 
place.         '       ■•''■- 

If  the  doctrine,  such  as  it  is,  merits  a  stay  of  sentence,  the  engineer, 
who  must  always  stand  between  the  Court  and  the  water  user,  should 
demand  that  its  meaning  be  accurately  and  concisely  defined,  and  its 
limitations  be  absolutely  established. 

The  doctrine  of  riparian  rights  does  intimate  that  the  public  (some- 
what limited)   is  concerned  in  every  stream.     Court  decisions,  based 
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thereon,  generally  concur  in  the  principle  that  the  public  owns  the 
water,  and  only  the  use  is  acquired  by  private  parties.  The  doctrine 
of  riparian  rights  attaches  the  use  to  the  lands  owned  by  the  riparian 
proprietor.  A  complete  revolution  is  not  necessary  when  we  permit 
actual  diversions  of  water  from  streams  and  place  all  rivers  and  their 
tributaries  under  the  supervision  of  public  officers.  We  simply  pass 
from  the  application  of  a  doctrine  of  negative  principles  to  something 
positive  and  tangible.  We  may  go  back  and  study  the  application  of 
the  doctrine  of  riparian  rights  in  other  countries  and  satisfy  ourselves 
as  to  the  wisdom  of  affording  it  continued  support  here.  Wlaen  Great 
Britain  enters  new  territory  she  does  not  apply  the  common  law,  to  the 
detriment  of  her  subjects.  The  doctrine  of  riparian  rights  does  not 
apply  in  Egypt,  South  Africa,  India,  or  Australia,  as  it  does  here. 
There,  the  Courts  have  never  been  compelled  to  make  laws  governing 
any  resource. 

Fortunately,  we  have  some  examples  of  better  things,  even  in  the 
United  States.  A  few  of  our  Western  States  have  provided  engineer- 
ing administrations  which,  not  only  have  custody  of  the  records  relating 
to  the  initiation  of  rights,  but  also  determine  the  relative  rights  of  all 
claimants.  In  order  that  such  administration  may  do  justice  to  private 
and  public  rights,  principles  are  defined  in  the  statutes  that  govern 
these  departments.  There,  a  land  owner  has  no  rights  in  a  stream 
simply  because  his  property  is  located  along  that  stream.  The  great 
aim  of  the  law  is  to  encourage  uses  which  develop  the  country,  which 
establish  homes,  and,  at  the  same  time,  preserve  all  public  interests. 

Before  we  discard  a  rule  that  has  been  applied  for  many  years,  we 
should  have  something  better  to  substitute  in  its  place.  The  adminis- 
tration of  streams  is  very  complex  and  difficult  unless  the  few,  wise, 
fundamental  principles,  discovered  and  enforced  many  years  ago,  are 
recognized.  Though  not  assuming  to  refer  to  all  principles  that  might 
apply,  the  writer  will  discuss  a  few  of  the  more  essential  rules  some- 
what in  the  order  of  their  importance.  As  has  been  intimated,  the 
principle  of  public  ownership  of  streams  is  the  first  essential  to  a  just 
administration  of  the  water  supply. 

a. — All  streams,  lakes,  and  other  bodies  of  water,  within  the  exterior 
boundaries  of  any  country,  shoidd  be,  and  always  remain,  public  prop- 
erty. This  means  that  the  stream  bed  and  the  water  flowing  therein 
should  be  thus  considered.     There  are  many  reasons  why  this  prin- 


638  PRIXCIPLES   RELATING   TO   STREAM   ADMINISTRATION 

c'iple  should  be  upheld.  There  is  a  i)hysical  reason,  which  i.^,  seldom 
considered.  Streams  are  naturally  of  a  public  character,  in  so  far  as 
they  are  distinct  from  political  lines.  A  stream,  therefore,  is  a  matter 
of  general  public  concern.  In  addition,  water  cannot  be  privately 
owned.  If  Thothmes  I  had  i;pheld  the  theory  that  private  ownership 
of  water  is  possible,  and,  to  iUustrate  his  ideas,  had  bottled  a  quantity 
and  dedicated  it  to  the  generations  of  his  family  that  followed  him, 
the  receptacle  only  would  remain  to  those  representing  his  house  at 
the  present  time.  Water  is  constantly  moving.  Like  air,  it  is  con- 
trolled by  laws  which  were  framed  by  a  Higher  Authority.  We  may 
enjoy  the  use,  but  not  the  possession. 

As  soon  as  streams,  or  any  surface  waters,  become  commodities  for 
trade  and  speculation,  the  local  public,  responsible  for  such  a  condition. 
IS  openly  defying  natural  laws  and  thereby  imposing  burdens  on  those 
who  cannot  protect  themselves.  No  act  of  a  despotic  or  careless  govern- 
ment will  work  greater  injury  to  its  citizens  than  to  permit,  by  decree 
or  sanction  of  law,  the  private  ownership  of  water.  One  might  conceive 
of  a  government  which  would  encourage  a  private  monopoly  of  the  air. 
It  is  at  once  apparent  that  this  would  be  disastrous.  Water  falls  in  the 
same  category,  but  because  a  profitable  traffic  can  be  carried  on  with 
apparent  success,  for  a  limited  time,  we  are  not  shown,  at  once,  the 
iniquity  thereof.  Though  private  parties  have  been  able,  frequently,  to 
speculate  in  water,  yet  it  is  probable  that  the  public  has  lost  none  of 
its  inherent  rights,  and  that  both  the  buyer  and  seller  have  been  de- 
ceived as  to  the  real  effect  of  the  deal  when  consummated. 

Public  control  of  streams  results  in  the  determination  of  claims 
without  great  cost  to  water  users.  Where  the  Courts  have  jurisdiction, 
only  the  claimants  who  are  financially  able  to  maintain  themselves  in 
a  controversy  (that  generally  continues  for  years)  can  take  an  active 
part  in  the  "adjudication"  proceedings.  Under  the  best  administrative 
systems,  the  water  user  has  no  expense  except  that  incurred  in  the 
payment  of  a  nominal  fee  of  two  or  three  dollars.  The  public  makes 
the  surveys  and  measurements  required,  and  collects  all  field  data.  The 
tabulation  of  rights  is  prepared  by  public  ofiicers,  and  hearings  are 
provided  where  all  users  interested  may  protest  against  statements 
made  as  to  the  time  water  was  used  for  beneficial  purposes,  and  similar 
testimony.  When  the  adjudication  is  accomplished,  the  final  order  is 
carried  into  effect  by  the  same  administration.     All  water  users,  con- 
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cerned  in  diversions  from  any  stream  and  its  tributaries,  are  brought 
together  in  the  single  proceeding,  and  no  one,  because  of  financial 
ability,  or  personal  or  political  influence,  has  an  advantage.  High- 
class,  public  service  of  this  kind  is  being  performed  in  several  of  our 
Western  States.  The  older  administrations  have  had  an  experience  of 
more  than  20  years,  and  we  can  say  now,  with  some  assurance,  that 
these  are,  in  every  way,  a  success.  There,  we  find  constitutional  and 
statutory  provisions  which  declare  the  waters  of  the  States  to  be  public, 
or  the  property  of  the  State.  These  declarations  relate  to  principles, 
and  not  to  doctrines  that  have  unlimited  elasticity  in  interpretation. 

h. — Priority  in  time  of  use  shall  give  the  better  right.  That  is,  the 
first  user  of  the  waters  of  a  stream  has  a  better  right  than  any  subse- 
quent user,  and  the  second  user  has  a  right  superior  to  the  third  and 
those  who  follow,  and  so  on.  It  is,  perhaps,  unnecessary  for  this  principle 
to  be  discussed.  It  is  absolutely  necessary  to  make  some  such  rule,  par- 
ticularly as  between  a  large  number  of  claimants  concerned  in  a  use  of 
the  same  kind.  It  is  manifest  to  one  who  gives  the  matter  due  considera- 
tion that,  after  the  early  users  have  made  improvements  and  perhaps 
established  homes,  they  should  be  protected  as  against  later  comers, 
who  know  what  has  taken  place  at  the  time  of  +heir  appearance. 
This  principle  appeals  with  more  f  orce  *  to  an  administrative  officer, 
perhaps,  than  it  does  to  one  who  has  never  participated  in  the  prac- 
tical work  that  falls  to  an  engineer  under  such  a  system. 

c. — The  right  to  use  water  gives  the  user  no  property  right  in  the 
water  itself;  such  right  belongs  to  the  use  and  not  to  the  user.  This 
principle  recognizes  perpetual  public  ownership  of  water.  The  user 
is  protected  thereby,  because  he  then  belongs  to  a  large  class,  all  of 
whom  are  placed  on  the  same  basis,  and  no  one  person  can  impose 
on  his  neighbors.  As  long  as  the  user  has  no  personal  control  of  the 
water  supply,  he  has  nothing  with  which  he  can  speculate,  to  the  injury 
of  others.  Although  circumscribed  by  rigid  restrictions,  the  legitimate 
user  is  protected,  in  so  far  as  his  use  justifies  protection,  and,  at  the 
same  time,  he  is  given  no  special  privileges. 

Certain  engineers  framed  a  water  law  for  one  Western  State  some 
20  years  ago.  They  tried  to  have  the  measure  specific  in  attaching 
the  rights  to  use  water  for  irrigation  purposes  to  the  land  reclaimed, 
and  to  make  it  impossible  for  the  owner  of  the  land  to  dispose  of 
such  water  right,  except  with  the  land.    After  some  active  campaigning 
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the  bill  was  presented,  and  the  framers  were  confident  that  this  prin- 
ciple had  been  incorporated.  They  had  a  part  in  the  administration 
of  the  law,  and  this  principle  was  carried  into  effect.  Within  a  short 
time  an  irrigator  attempted  to  make  a  transfer  of  his  water  right 
separate  from  his  land.  Litigation  began  at  once.  This  controversy 
in  the  Court  was  continued  in  an  active  manner  for  10  or  12  years. 
At  the  end  of  that  time  the  litigants  had  lost  their  farms,  these  having 
been  consumed  in  Court  costs  and  attorneys'  fees.  Finally,  the  Court 
decided  that  the  law  did  not  embrace  the  principle,  and  the  transfer 
was  thereby  sanctioned.  Those  interested  directly  and  indirectly  in 
speculation  in  water  joined  in  open  hostility  against  any  measure  which 
had  for  its  object  the  correction  of  the  original  law  for  the  purpose  of 
incorporating  the  principle  therein.  The  friends  of  reform  carried  on 
a  campaign  for  6  years,  and  their  efforts  were  finally  rewarded  by 
the  enactment  of  adequate  legislation. 

To  those  who  have  observed  problems  of  stream  control  from  some 
distance,  this  principle  may  seem  to  be  of  but  little  importance.  Wher- 
ever it  has  not  been  carried  into  effect  extensive  litigation  has  resulted 
and  great  injury  has  been  done  to  water  users  who  were  not  in  a  posi- 
tion to  protect  themselves.  The  argument  made  by  those  who  oppose 
the  principle  is  that  any  one  who  is  damaged  can  secure  redress  in  the 
Courts.  This  plan  has  but  little  to  recommend  it,  because  the  weaker 
element  is  immediately  eliminated  from  the  contest.  Further,  the 
effect  of  a  transfer,  separate  from  the  original  use,  is  seldom  apparent 
at  the  time  of  the  transaction,  and  before  those  who  are  injured  can 
appreciate  the  resulting  damage  and  take  steps  to  protect  themselves, 
much  money  may  have  been  spent  in  perfecting  the  new  use.  There 
is  one  exception  to  this  general  rule,  however.  It  is  often  necessary 
to  transfer  rights  to  preferred  uses.  This  should  always  be  accom- 
plished under  public  supervision.  Should  a  city  need  water  that  had 
been  formerly  used  for  irrigation,  power,  or  for  other  less  important 
purposes,  a  procedure  should  be  prescribed  whereby  a  transfer  of  right 
to  use  (not  a  right  to  the  water  itself)  may  be  made  to  the  municipality 
in  a  public  manner,  so  that  all  concerned  may  make  their  objections 
at  the  time,  and,  if  injury  results  that  cannot  be  foreseen,  comjiensa- 
tion  can  be  made  therefor  under  the  direction  of  the  administrative 
officers.  Water  cannot  be  maintained  as  public  property  when  private 
parties  sell  water  rights  separate  from  the  use  to  which  they  have  been 
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dedicated,  except  under  a  public  procedure  and  under  the  supervision 
and  advice  of  public  officers,  so  that,  in  carrying  this  last  principle  into 
effect,  we  are  iipholding  another  of  equal  importance. 

d. — From  the  early  records  we  are  able  to  read  it  would  seem  that 
there  has  always  smouldered  in  the  breast  of  man,  a  feeling  that  all 
rights  to  use  water  cannot  be  classified  in  the  same  list.  The  first  use 
that  comes  to  mind  relates  to  the  domestic  supply — water  for  drinking 
and  household  purposes.  We  must  protect  such  uses,  regardless  of  all 
other  claims.  It  is  plain  that  there  should  be  preferred  uses.  There 
may  be  some  room  for  debate  as  to  the  exact  order  in  which  these 
should  be  guaranteed  protection.  Climatic  conditions,  the  nature  of  the 
water  supply,  and  many  other  items  enter  as  factors  in  such  an  under- 
taking, but  an  approximate  estimate,  which  is  of  general  application, 
can  be  made.  Xo  one  will  deny  the  necessity  for  protecting  the  in- 
dividual supply  for  domestic  purposes  first.  This  is  almost  identical 
with  municipal  uses.  Because  many  people,  combined  within  the 
limits  of  a  town,  require  more  water  than  does  any  single  claimant, 
the  people  of  towns  are  often  imposed  on.  Generally,  under  the  doc- 
trine of  riparian  rights,  a  farmer  or  other  land  owner  is  justified  in 
taking  water  from  a  stream,  adjoining  his  lands,  for  domestic  purposes. 
As  a  rule,  no  effort  is  made  to  limit  this  use.  We  are  compelled  to 
suppose  that  it  must  be  "reasonable".  There  seems  to  be  no  reason  to 
presume  that  a  single  family,  within  the  limits  of  a  town,  requires 
more  water  than  does  a  farmer,  living  beyond  its  borders.  Bearing  in 
mind  that  the  uses  in  both  cases  are  equally  high,  and  the  only  differ- 
ence is  one  of  local  government,  the  question  arises :  When  shall  we 
deny  the  user  within  the  town  the  same  rights  and  privileges  that  are 
granted  to  the  farmer?  The  Courts  would  probably  justify  a  decision 
which  discriminates  between  the  two  uses  by  the  fact  that  the  farmer 
is  an  owner  of  riparian  lands  and  the  city  user  is  not.  Assume  that 
each  user  within  the  limits  of  the  town  is  given  a  deed  to  a  narrow 
strip  of  land  connecting  his  property  with  the  river  bank.  This  will 
be  an  instance  where  conditions  within  the  town  may  be  made  to  fit  a 
fine-haired  theory.  What,  then,  will  be  the  status  of  the  city  user?  He 
is  a  riparian  owner  in  fact  and  a  preferred  viser.  Because  he  and  his 
neighbors  join  together,  and  by  combined  efforts  build  a  water  system 
that  will  supply  all  within  the  limits  of  the  city,  there  is  no  reason 
that  we  should  assume  that  the  character  of  the  use  has  changed  in  any 
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way.  The  total  demand  on  the  stream  may  increase  because  of  the 
growth  of  the  town.  The  character  of  the  use  remains  the  same. 
Regardless  of  this,  cities  and  towns  have  often  been  compelled  to 
undergo  many  hardships  because  the  Courts  have  generally  given  pri- 
vate enterprise  the  advantage  wherever  the  two  classes  of  claims  or 
rights  have  been  in  conflict.  As  soon  as  a  study  of  preferred  uses  is 
undertaken,  we  must  begin  to  readjust  some  of  our  former  views.  If 
we  say  that  the  first  user,  as  to  time  when  use  began,  has  the  first 
right,  should  this  principle  apply  to  uses  of  a  preferred  character? 
When  a  preferred  use  expands  and  becomes  a  detriment  to  a  use  not 
preferred,  what  shall  be  done  in  order  that  the  higher  use  may  have 
protection  and  the  lower  use  be  not  damaged  or  even  confiscated?  In 
some  States,  the  preferred  users  are  always  protected,  regardless  of  the 
effect  thereof  on  others.  This  is  probably  a  wise  rule  when  all  users 
understand  the  situation  from  the  beginning,  and  when  all  investors 
know  that  the  principle  will  be  carried  into  effect.  Probably  the  better 
plan  is  to  have  an  understanding,  with  users  not  preferred,  to  the  effect 
that  as  the  preferred  use  grows,  the  inferior  users  shall  relinquish 
certain  rights  and  be  compensated  therefor  at  a  fixed  rate,  regardless 
of  the  time  the  readjustment  may  take  place,  or  the  demands  that  may 
be  made  on  the  stream  by  the  preferred  user.  This  should  all  be  done 
under  public  supervision.  Where  water  is  wasted  during  times  when 
the  supply  is  inadequate  for  all,  the  public  should  interfere.  A  city 
should  be  permitted  to  expand  its  use  without  being  compelled  to  com- 
pensate a  user  who  wastes  water.  Waste,  during  times  of  scarcity, 
should  never  occur,  under  any  well-regulated  system  of  public  control. 
By  waste  is  meant  a  loss  of  water  through  carelessness,  or  such  loss 
as  may  be  prevented  by  a  reasonable  expenditure  of  money  in  repairs 
or  improvements.  There  are  losses  which  cannot  be  prevented,  and  these 
we  cannot  well  consider. 

.,  .Where  irrigation  is  essential  to  agriculture,  the  use  of  water  there- 
for should  be  preferred,  to  a  limited  extent  at  least.  Power  can  be 
developed  in  other  ways,  and  power  plants  may  be  located  where  they 
will  not  interfere  with  the  use  of  water  for  irrigation.  The  ideal 
relation  of  these  uses,  geographically,  would  require  the  power  plants  to 
be  located  up  stream  from  the  irrigation  works.  For  instance,  in  a 
mountainous  country,  the  greatest  fall  is  obtained  near  the  head- 
waters of  the  stream.     This  is  favorable  to  water-power  plants.     If  a 
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reservoir  can  be  constructed  on  a  main  streara  to  equalize  the  flow  of 
water  and  produce  a  constant  head  for  the  power  plant,  which  then  dis- 
charges into  a  second  reservoir  where  the  water  may  be  stored  until 
needed  for  irrigation,  no  interference  will  result.  It  is  impossible  to 
maintain  a  power  plant  at  maximum  efficiency  on  a  reservoir  where 
water  is  stored  for  irrigation.  Irrigation  demands  the  maximum  use 
of  water  in  a  short  period  during  the  summer,  generally  speaking. 
The  maximum  demand  for  power  often  comes  during  the  winter.  The 
head  available,  at  the  reservoir  which  stores  water  for  irrigation  pur- 
poses, is  at  a  minimum  at  the  close  of  that  season.  The  supply  of 
water,  therefore,  would  be  irregular  for  the  power  plant,  and  the  head 
would  not  be  uniform.  Some  of  the  most  disastrous  litigation  in  for- 
eign countries,  where  irrigation  is  a  necessity,  has  been  brought  about 
by  the  establishment  of  power  plants  which  retard  or  prevent  agri- 
cultural development. 

That  preferred  uses  should  be  recognized  and  protected,  all  must 
admit.  When  all  facts  relating  to  uses  on  a  single  stream  are  brought 
together,  the  administrative  officer  can  determine  the  relative  rights 
based  on  other  considerations ;  after  which,  giving  these  higher  uses 
appropriate  weight,  the  final  adjustment  can  be  made.  It  would  seem 
difficult  to  balance  these  rights,  keeping  two  principles  in  mind  at  the 
same  time,  but  in  practice  this  is  not  as  troublesome  as  it  is  in  theory. 
Preferred  uses  are  always  comparatively  small,  and  the  public  generally 
consents  whenever  a  public  authority  makes  a  decision  which  protects 
them. 

e. — Beneficial  use,  and  the  extent  thereof,  at  the  time  the  determi- 
nation of  rights  takes  place,  shall  be  the  measure,  the  limit,  and  the 
basis  of  the  right.  Where  rights  and  claims  are  in  an  inceptive  period, 
the  public  record  relating  to  the  determination  may  properly  mention 
them,  and  all  prospective  users  be  given  a  reasonable  time  to  complete 
the  application  of  water,  under  the  plans  submitted  to  the  office  of  pub- 
lic record.  These  incomplete  rights  should  be  determined  later,  as  the 
water  is  applied  to  beneficial  purposes. 

The  principle  of  beneficial  use  is  an  important  one.  Wlien  it  is 
applied,  every  user  is  restricted  to  a  specific  volume,  as  a  maximum, 
and  he  can  only  use  so  much  thereof  as  can  be  applied  beneficially. 
Under  the  Court  decisions  of  the  country,  generally,  claimants  are 
given  specific  allotments  of  water,  and  in  many  places  they  are  per» 
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mitted  to  sell  wliat  they  find  they  do  not  need.  This  practice  breaks 
down  nearly  every  important  principle  relating  to  stream  administra- 
tion. The  resulting  condition  is  almost  impossible,  from  the  stand- 
point of  the  water  user.  Under  the  principle  of  beneficial  use,  a  power 
plant,  for  example,  is  not  entitled  to  the  uninterrupted  flow  of  the 
stream,  regardless  of  the  needs  of  the  plant.  Under  the  doctrine  of 
riparian  rights,  as  it  is  interpreted  frequently,  a  water-power  plant 
can  require  the  entire  flow  of  a  stream  to  reach  the  plant,  regardless  of 
how  much  thereof  can  be  used  beneficially.  This  permits  the  plant  to 
waste  as  much  as  it  pleases,  and  to  bring  damage  suits,  even  when  it  is 
not  injured  by  users  above.  If  the  right  of  the  power  plant  is  limited 
by  the  volume  it  can  use  beneficially,  the  owners  thereof  have  no  con- 
trol of  or  interest  in  the  volume  that  the  stream  furnishes  in  excess 
of  the  capacity  of  such  plant. 

f. — A  declaration  of  abandonment  of  rights  to  use  water  must  be 
made  where  water  is  not  used  for  a  certain  specified  period.  The  appli- 
cation of  this  principle  makes  it  impossible  for  those  having  water 
rights  simply  to  hold  them  without  using  the  water.  This  rule  is  in- 
corporated in  the  statutes  of  many  Western  States,  yet  its  practical  ap- 
plication is  always  hampered,  because  the  administrative  officers  do  not 
generally  exercise  control,  and  it  is  indeed  seldom  that  public,  rather 
than  private,  interests  are  upheld.  We  have  a  network  of  theories 
relating  to  abandonments,  and  though  these  are  interesting  to  study 
within  doors,  they  are  worth  but  little  in  the  field.  The  Courts  have 
held  almost  unanimously  that  "to  constitute  abandonment  there  must 
be  a  concurrence  of  act  and  intent,  tlie  relinquishment  of  possession, 
and  the  intent  not  to  resume  it  for  beneficial  use,  so  that  abandonment 
is  always  voluntarj^  and  a  question  of  fact".*  This  means  that  a  user, 
who  has  been  accorded  a  right  to  apply  water  to  some  beneficial  pur- 
pose, may  cease  all  use  for  as  long  a  period  as  he  may  desire,  and  the 
actual  abandonment  will  only  take  place  when  he  admits  the  same. 
This  is  a  poor  rule.  When  the  use  ceases  for  a  limited  period,  this 
should  be  taken  as  evidence  that  the  water  right  is  of  but  little  value 
to  the  former  user,  and  he  should  be  deprived  thereof.  The  public  is 
concerned  in  use,  not  in  speculation.  A  definite  period,  quite  brief, 
should  be  fixed  by  law  for  the  interval  of  non-use.     Where  the  use  of 


*  Wiel,  "Water  Rights  in  the  Western  States." 
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water  is  suspended,  for  such  a  time,  as  a  matter  of  convenience  rather 
than  of  necessity,  the  right  should  be  canceled,  and  those  who  can 
apply  the  same  beneficially  should  be  favored.  The  application  of  this 
principle  emphasizes  the  principle  of  public  control,  so  that  it  has  a 
secondaiy  as  well  as  a  primary  value. 

There  are  other  minor  principles  that  might  be  discussed.  The 
more  important  general  principles  have  been  already  referred  to,  and  a 
law.  State  or  National,  which  embodies  them,  will  result  in  an  equi- 
table administration  of  streams.  These  principles  are  not  difficult  to 
understand.  Injustice  is  always  done  when  they  are  obscured  by  stat- 
utes which  relate  only  to  procedure,  and  Court  decisions  that  deal  with 
fine-haired  theories.  It  may  be  said  that,  had  these  wise  principles 
been  first  incorporated  in  the  law,  the  Courts  might  have  been  able  to 
"adjudicate"  the  various  rights  in  a  satisfactory  way.  The  West  has 
tested  this  procedure  thoroughly.  All  such  trials  have  resulted  in  fail- 
ure. Reference  will  be  made  to  a  single  Court  decision,  made  after  the 
doctrine  of  riparian  rights  had  been  abrogated.  Where  irrigation  is 
practised,  a  large  number  of  claimants  are  generally  represented.  Table 
1  is  given,  without  referring  to  any  particular  State  or  stream,  yet 
the  data  are  taken  from  the  Court  records.  Instead  of  giving,  the 
names  of  the  water  users,  or  the  ditches,  the  writer  will  simply  list  the 
adjudicated  rights  in  order  of  "priority"  numbers.  -    ■■.,■•> 

The  adjudication  was  made  by  a  judge  who  took  pride  in  his  ability 
to  frame  water-right  decisions.  If  this  decree  was  based  on  any  prin- 
ciple, the  latter  has  been  carefully  concealed.  An  examination  of  the 
table  will  show  that  there  is  no  relation  between  the  area  irrigated 
and  the  quantity  of  water  allotted.  It  would  seem  that  the  Court  per- 
mitted all  kinds  of  testimony  to  be  given.  That  a  large  part  of  this 
was  erroneous,  has  been  demonstrated  by  later  investigations.  Surveys 
have  shown  that  the  areas  claimed  to  have  been  irrigated  are  inaccurate 
in  practically  every  case.  In  an  action  of  this  kind  in  the  Court,  the 
facts  are  often  gradually  concealed  by  a  record  which  contains  quibbles 
of  attorneys,  statements  of  witnesses  that  are  valueless,  rulings  and 
motions  that  are  to  no  purpose,  and  testimony  which  has  no  bearing 
on  the  questions  to  be  determined.  Often  the  record  becomes  so  vol- 
uminous and  obscure  that  the  Court  is  afraid  of  it,  and  the  case  is 
indetinitely  delayed. 
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TABLE  1. 


(1) 

(3) 

(3) 

(4) 

Allotment  of  water, 

Area,  per  cubic  foot 

Priority  number. 

Acres  irrigated. 

in  cubic  feet 

per  second  (Column  2 

per  second. 

-j-  Column  3i. 

1 

160 

8.65 

18.4 

2 

1200 

67.03 

17.9 

3 

800 

30.00 

26.7 

4 

150 

12.20 

12.5 

5 

800 

37.40 

21.4 

6 

400 

22.82 

17.9 

7 

3  300 

33.55 

99.0 

8 

300 

28.00 

10.7 

9 

300 

8.40 

35.7 

10 

200 

17.90 

11.2 

11 

300 

2.35 

127.0 

12 

300 

2.25 

133.0 

13 

160 

3.6 

44.5 

14 



32.0 

15 

600 

12.32 

"48".7 

16 

160 

3.60 

44.3 

17 

1500 

26.50 

56.6 

18 

1  160 

84.45 

13.7 

19 

21  000 

210.00 

100.0 

20 

800 

25.00 

32.0 

21 

2  000 

60.10 

32.2 

22 

3  000 

78.11 

38.4 

23 

100 

10.50 

9.5  , 

24 

160 

17.50 

9.2 

25 

800 

12.00 

66.8 

26 

4  000 

45.72 

89.1 

27 

1200 

25.00 

48.0 

28 

13.00 

29 

" '  "ido 

10.00 

"i6!6 

In  another  case  a  State  made  an  attempt  to  compromise  between 
public  control  of  streams,  through  an  engineering  administration,  and 
Court  supervision.  Under  this  plan,  the  engineering  administration 
is  to  obtain  the  facts  and  the  Court  is  to  make  all  decisions.  This  com- 
promise was  not  accepted  by  the  engineers  leading  in  the  movement 
without  protest,  but  it  was  the  best  that  could  be  obtained.  This  law 
has  been  tried  out.  The  facts  were  determined  on  a  single  stream  and 
all  its  tributaries.  Complete  tabulations  and  other  needed  information 
were  submitted  to  the  Court.  This  basic  testimony  has  been  in  the 
hands  of  the  Court  for  some  7  years,  and  nothing  has  been  done.  It  is 
not  too  late,  fortunately,  for  the  public  to  provide  administrative  offi- 
cers to  take  charge  of  this  important  work.  The  change  can  take  place 
without  a  revolution,  except  in  methods.  Many  countries  and  some  of 
our  most  progressive  States  have  already  taken  this  step.  The  Courts 
have  not  been  offended.  On  the  other  hand,  prominent  jurists  have 
assisted  in  the  organization  of  such  administrative  systems. 

Within  the  limits  of  a  municipality,  where  public  rights  and  public 
interests  are  always  more  or  less  apparent,  we  unconsciously  acquiesce 
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in  the  application  of  many  of  the  principles  discussed  in  this  paper. 
We  admit  that  the  city  owns  and  operates  the  water  system.  This  is 
public  control  of  the  water  supply  within  the  city  limits.  An  indi- 
vidual water  user  cannot  sell  water  to  his  neighbor.  The  individual 
cannot  say  that  his  right  to  use  is  limited  only  by  the  volume 
of  water  that  may  be  discharged  on  his  premises  or  adjoining  property. 
Waste  is  not  permitted  where  it  can  be  controlled.  The  parallel  might 
be  carried  farther.  We  find  some  of  the  principles  recognized  in  na- 
tional and  international  laws  relating  to  navigation. 

Laws  should  be  framed  for  the  purpose  of  carrying  principles  into 
effect.  Health  laws  generally  define  principles.  Wlien  an  epidemic 
threatens  a  community,  the  laws  give  the  health  officers  authority  to 
act  at  once.  They  may  interfere  with  the  liberty  and  the  pursuit  of 
happiness  of  many  people,  yet  we  hear  but  little  complaint.  Principles 
are  being  applied,  and  their  value  is  generally  recognized.  As  a  rule, 
experts  in  science,  rather  than  in  law,  frame  these  statutes  and,  in  a 
large  measure,  interpret  them.  They  know  what  principles  should 
govern,  and  the  public  is  willing  to  permit  these  specialists  to  lead, 
provided  the  important,  fundamental  principles  be  upheld.  In  this 
work,  the  law  is  incidental.  The  principles  embraced  therein  are 
of  prime  importance,  and  we  seldom  question  any  reasonable  interpre- 
tation of  the  law.  We  are  thankful  that  public  health  can  be  protected 
without  the  necessity  of  preliminary  litigation.  We  are  thankful  that 
these  officers  can  act  without  great  danger  of  an  injunction  being 
served  at  a  critical  time. 

Engineers,  who  are  placed  in  responsible  charge  of  streams,  belong 
to  the  same  category.  In  fact,  they  must  co-operate  with  the  health 
service  and  with  other  administrative  officers.  The  law,  to  them,  con- 
sists of  public  directions  as  to  their  duties  and,  above  all,  plain  defini- 
tions of  the  governing  principles. 

The  administration  of  streams  lies  essentially  within  the  field  of 
the  engineer.  The  engineer  understands  and  appreciates  the  physical 
problems  that  are  encountered  along  every  watercourse.  He  must 
measure  the  discharge  of  the  streams  and  the  capacity  of  the  diversion 
works.  He  must  determine  the  value  of  water-power  plants  and  ascer- 
tain the  area  and  value  of  irrigated  lands.  He  must  estimate  the 
volumes  of  water  that  mimicipalities  require  and  appreciate  the  rela- 
tion that  should  exist  among  these  various  uses. 
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Having-  all  field  data  before  him.  and  understanding  the  history 
of  governments  which  have  solved  the  problems  presented,  he  should 
be  able  to  frame  laws  defining  the  principles  which  should  apply. 
These  laws  should  be  brief,  and  the  principles  should  be  defined  in  such 
terms  as  to  leave  no  doubt  as  to  the  meaning  of  the  phrases  used.  The 
principles  should  be  stated  first,  because  there  is  no  excuse  for  an  ad- 
ministration until  these  have  been  selected  and  defined.  The  officer? 
provided  in  the  statute  then  have  a  purpose.  The  foundation  for  an 
organization  and  for  just  compensation  has  been  laid.  No  relief  has 
come  in  any  country  until  those  understanding  the  physical  problems 
have  led  in  a  campaign  for  laws  embracing  essential  principles.  The 
history  of  the  Old  World  is  being  repeated  in  the  New.  The  engineer 
receives  but  little  financial  reward  for  service  of  this  kind.  It  is  pos- 
sible that  he  may  secure  more  remunerative  employment  under  a  sys- 
tem which  gives  no  protection  to  legitimate  water  users.  The  Pro- 
fession, as  a  body,  has  never  avoided  a  plain  duty  because  of  mercenary 
motives.  Our  great  engineers  are  loved  and  remembered  for  the  serv- 
ice they  have  performed,  not  because  of  the  compensation  they  have 
received. 
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DISCUSSION 


Herbert  E.  BellaxMY,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — ^The  Mr. 
writer  has  read  this  paper  with  particular  interest,  not  only  on  account  ™^' 
of  his  familiarity  with  the  subject,  having  dealt  with  questions  of 
riparian  rights  in  England,  and  of  his  knowledge  of  the  systems  in 
vogue  throughout  Australia,  but  because  of  the  comprehensive  and 
lucid  manner  in  which  the  author  has  dealt  with  the  whole  subject. 
Indeed,  the  paper  embraces  practically  every  phase  relating  to  the 
betterment  in  the  administration  of  streams,  so  that  there  is  very  little, 
if  anything  at  all,  to  add.  The  preamble  presents  amending  principles 
suggested  for  adoption  impartially,  and  with  which,  in  every  case, 
the  writer  cordially  agrees.  The  paper  brings  together,  in  a  small 
compass,  a  great  mass  of  information  dealing  with  the  application  of 
the  doctrine  of  riparian  rights  in  many  countries,  which  cannot  fail 
to  be  of  the  greatest  value  in  the  discussion  of  the  subject  by  engineers. 

Some  years  ago,  when  the  writer  was  investigating  some  so-called 
riparian  rights  in  connection  with  a  proposed  new  water  supply  for 
a  town  in  England,  he  was  greatly  puzzled  to  know  what  these  rights 
were.  Decisions  of  the  Courts  did  not  help  him,  because,  as  the  author 
remarks,  if  the  doctrine  of  riparian  rights  were  carried  into  effect 
rigidly,  water  could  not  be  diverted  from  a  stream  in  any  way.  Sev- 
eral decisions  could  be  quoted  to  support  this  latter  contention  if 
necessary,  but  the  following  brief  abstract  from  a  well-known  case 
merely  serves  to  show  that  something  more  tangible  should  be  sub- 
stituted for  the  absurd  and  diabolical  doctrine,  as  it  exists  in  many 
places  to-day.     In  the  case,  Mason  v.  Hill,  it  was  decided  as  follows: 

"A  riparian  proprietor  can  have  no  larger  right  than  he  has  by 
nature  against  those  above  and  below  him.  Hence  the  right  to  have 
a  stream  to  flow  in  its  natural  state  without  diminution  or  alteration 
is  an  incident  to  the  property  in  the  land  through  which  it 
passes     *     *     *." 

The  author  'points  out  that  the  first  principle  which  should  be  recog- 
nized is  that  of  public  ownership  of  streams,  lakes,  and  other  bodies 
of  surface  water.  The  writer  would  also  include  "all  underground 
supplies."  This  recognition  is  the  fundamental  principle  of  success 
of  stream  administration  throughout  the  Australian  States.  In  the 
writer's  opinion,  the  second  principle,  h,  which  the  author  does  not 
discuss  at  great  length,  is  the  positive  safeguarding  of  the  interests 
of  the  first  user  of  the  waters  of  a  stream  as  against  later  comers,  even 
including  State  or  National  rights. 

As  the  author  mentions  that  the  modern  system  adopted  by  Aus- 
tralia merits  study,  the  writer  submits  the  following  brief  digest  of 

*  Sydney,  Australia. 
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Mr.  the  Water  Eights  Act  of  1912  which  is  in  force  in  the  State  of  New 
^^''^'"^-  South  Wales. 

The  Water  Rights  Act  came  into  force  in  1896  and  was  consoli- 
dated in  1902.  On  Xovetnber  26th,  1912,  assent  was  given  to  an 
Act  consolidating  the  separate  Acts  relating  to  Water  Rights,  Water 
and  Drainage,  Drainage  Promotion,  and  Artesian  Wells.  This  Act 
is  administered  by  the  Minister  for  Public  Works.  On  the  passing 
of  the  original  Act,  the  right  to  the  use  and  control  of  all  streams, 
whether  perennial  or  intermittent,  flowing  in  a  natural  channel, 
through  or  past  the  land  of  two  or  more  occupiers,  and  of  all  lakes, 
swamps,  lagoons,  or  other  sheets  of  still  water,  whether  permanent  or 
temporary,  situate  within  or  fronting  the  land  of  two  or  more  occupiers, 
passed  from  the  owners  or  occupiers  of  the  said  land  and  became 
vested  in  the  Crown;  subject,  however,  to  the  reservation  that  the  said 
occupiers  shall  have  the  right  to  use  the  water  on  their  frontage  for 
domestic  or  stock  purposes,  or  for  gardens  uf)  to  5  acres  in  extent, 
without  the  necessity  for  obtaining  a  license  for  any  work  used  solely 
for  those  purposes.  ;  i 

Rights  granted  under  the  Mining  Acts  on  any  public  or  private 
statute,  are  also  preserved. 

Section  8  provides  for  the  rights  of  the  Crown  in  respect  of  works, 
and  Section  9  for  the  rights  of  the  occupiers  to  which  the  Act  applies. 

The  definition  of  "Work"  is  comprehensive,  and  includes  any  dam, 
lock,  reservoir,  weir,  flume,  race,  channel  (whether  an  artificial  chan- 
nel or  a  na.tural  channel  artificiall.y  improved),  any  cutting,  tunnel, 
pipe,  sewer,  and  any  machinery  and  appliances;  and  "Work  to  which 
this  part  extends"  means  work  connected  with  any  river  or  lake 
flowing  through,  or  past,  or  situate  within  the  land  of  two  or  more 
occupiers,  or  with  any  water  flowing  in,  to,  or  from,  or  being  in  any 
river  or  lake  flowing  or  situate  as  aforesaid,  whether  such  work  be 
for  water  conservation,  irrigation,  water  supply,  or  drainage,  and 
whether  such  work  be  constructed  before  or  after  the  commencement 
of  this  Act. 

Section  10.  and  succeeding  sections,  provide  for  the  granting  of 
licenses  to  private  individuals.  Any  person  being  in  actual  occupation 
of  the  site  of  a  proposed  work  may  make  application  for  a  license. 
The  application  should  be  forwarded  to  the  Minister  for  Public  Works, 
who  will  tlien  advertise  its  receipt,  together  with  a  date  and  place 
at  which  a  public  inquiry  will  be  held  as  to  the  advisability  of  granting 
the  application.  These  inquiries  a.re  usually  held  bj'  the  local  Land 
Board,  and  any  person  affected  by  the  application  may  attend  and 
give  evidence  for  or  against  the  granting  of  the  application.  Any 
person  aggrieved  by  the  finding  of  the  Board  may  appeal  to  the  Land 
Appeal  Court  within  28  days  of  the  date  of  such  finding.  The  finding 
of  the  Board  is  published  in  the  Government  Gazette,  and,  after  the 
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expiration  of  30  days  from  the  date  of  publication,  the  Minister,  Bir. 
where  the  Board  recommends  the  granting  of  the  application,  and  ^  ^™^" 
provided  no  appeal  is  pending,  shall  issue  a  license  for  such  period, 
not  exceeding  10  years,  as  he  may  think  fit,  subject  only  to  such  con- 
ditions, if  any,  as  may  be  embodied  in  the  Board's  finding.  The  ap- 
plicant is  notified  by  the  Minister  of  the  term  for  which  it  is  in- 
tended to  grant  a  license,  and  the  amount  of  the  fee  which  must  be 
paid  before  a  license  can  be  issued. 

Section  13  of  the  Act  provides  for  joint  application  by  two  or 
more  occupiers,  as,  for  instance,  persons  on  opposite  sides  of  a  stream 
who  desire  to  construct  a  dam. 

Section  17  is  very  important,  because  it  secures  to  the  holder  of 
a  license  quiet  enjoyment,  and  the  sole  and  exclusive  use,  of  the  licensed 
work,  as  against  all  persons,  including  the  Crown. 

Section  18  provides  for  a  penalty  for  any  alteration  of  work  dur- 
ing currency  of  a  license. 

Sections  19  and  20  provide  for  the  carrying  out  of  works  by  the 
Crown,  the  formation  of  "districts"  benefited  by  such  works,  the 
assessment  of  charges  in  each  and  every  case  for  benefits  accruing 
to  the  properties  within  the  "district",  and  the  payment  of  charges 
by  the  persons  benefited.  The  actual  procedure  is  conducted  as 
follows  : 

"The  Governor  notifies  by  proclamation  in  the  Government  Gazette 
n  proposal  for  the  construction  of  a  dam,  lock,  weir,  channel  or  drainage 
work,  as  the  case  may  be,  to  be  constructed  by  the  Crown,  together 
with  an  estimate  of  cost.  This  notification  is  followed  by  the  gazettal 
of  the  boundaries  of  a  'district,'  the  land  within  which  will,  in  the 
opinion  of  the  Local  Land  Board,  be  benefited  by  the  construction  of 
the  proposed  work,  and  within  which  water  or  drainage  charges  may 
be  levied.  It  is  then  necessary  that  a  'two-thirds  majority'  of  the  occu- 
liiers,  who  must  also  occupy  an  area  exceeding  two-thirds  of  the  total 
area  within  the  proclaimed  district,  petition  the  Land  Board,  on  the 
l^roper  form,  to  carry  out  the  proposed  work.  In  default  of  this  peti- 
tion the  proposal  lapses.  On  receipt  of  the  petition,  the  Land  Board 
may  rejiort  to  the  Minister,  recommending  that  the  work  be  carried 
out,  and  after  the  expiration  of  thirty  days  from  receipt  of  the  Board's 
recommendation,  the  Minister  may  carry  out  the  work  with  funds  legally 
available.  On  completion  of  the  work,  the  Land  Board,  by  direction 
of  the  Minister,  assesses  the  charges  to  be  paid  by  each  individual 
occupier,  and  the  aggregate  of  these  charges  must  not  exceed  six  per 
cent,  on  the  total  cost  of  the  work.  The  charges  commence  from  the 
date  of  completion  of  the  work,  which  must  be  advertised  in  the  Govern- 
ment Gazette.  The  assessment  takes  place  in  open  court,  and  the  per- 
sons affected  may  attend  and  give  evidence  on  their  own  behalf.  On 
the  petition  of  persons  liable  to  pay  one  quarter  of  the  total  assessment, 
the  Land  Board  must  make  a  fresh  assessment." 


Lewis 
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Mr.  The   remaining  Sections,  21  to  27.  refer  to  miscellaneous  matters 

such  as  injuries  to  works;  power  of  entry;  obstructing  persons  in 
the  performance  of  duties;  recov'ery  of  fees,  charges,  and  penalties; 
appeal;  consolidated  revenue;  and  the  power  to  make  regulations. 

The  regulations  at  present  in  force  provide  penalties  for  pollution, 
obstruction  of  or  interference  with  the  water  in  any  stream  or  lake, 
and  for  causing  trees,  or  debris  of  any  kind  to  fall  into  any  stream 
or  lake,  and  also  prescribes  the  various  forms  to  be  used  under  different 
sections  of  the  Act. 

From  a  perusal  of  these  Acts,*  it  will  be  found  that  many  of  the 
principles  advanced  by  the  author  have  been  provided  for  and  are  in 
successful  operation  in  Australia. 

The  author  certainly  deserves  the  thanks  of  all  water  engineers 
for  the  exhaustive  and  thorough  manner  in  which  he  has  treated  a 
most  delicate  and  vexed  subject. 

Mr.  John  H.  Lewis,!  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — Engineers 

are  coming  to  realize  the  necessity  for  a  more  definite  administration 
of  streams  by  the  public  for  the  protection  of  existing  and  future 
acquired  rights.  They  know  what  the  law  ought  to  be  in  order  to 
accomplish  the  greatest  good.  Unfortunately,  much  confusion  exists 
among  lawyers  as  to  just  wha.t  the  law  really  is,  for  any  particular 
State,  or  for  the  Nation.  Accordingly,  a  strong  protest  is  made  when 
any  fundamental  change  is  proposed.  Little  progress  can  be  made  in 
the  reform  of  water  laws,  therefore,  until  such  time  as  a  large  body 
of  thinking  citizens  can  come  to  some  exact  agreement  as  to  just 
what  legislation  is  needed,  and  then  carry  on  a  definite  educational 
campaign  to  such  end.  Mr.  Johnston's  paper  dealing  with  the  funda- 
mental principles  of  good  water  laws,  therefore,  should  be  a  welcome 
addition  to  engineering  literature. 

It  is  pointed  out  that  recognition  of  the  doctrine  of  public  owner- 
ship of  property  in  water  is  the  necessary  foundation  for  public  control, 
and  that  beneficial  use  should  be  the  basis  for  establishing  and  main- 
taining rights  to  the  use  of  public  waters. 

These  definite  principles  are  rapidly  being  accepted  as  the  only 
logical  basis  for  an  administrative  code  of  water  laws.  The  necessity 
for  the  adoption  of  such  laws  is  becoming  more  apparent  each  day, 
as  the  larger  and  more  expensive  projects  for  the  utilization  of  water 
are  taken  up.  It  would  be  folly  to  invest  millions  of  dollars  in  an 
undertaking  unless  firm  legal  rights  to  the  necessary  water  can  be 
secured  in  advance  of  construction.  Further  progress  in  the  utilization 
of  our  streams  demands  that  definite  laws  be  enacted. 

*  Copies  of  the  Water  RiRhta  Acts  at  present  in  force  in  three  of  tbe  Australian  States, 
namely,  Act  No.  44,  1912,  New  South  Wales;  Act  No.  2016, 1905,  Victoria;  and  Act  No.  25, 
1910,  Queensland  ;  are  on  tile  in  the  Library  ot  the  Society. 

t  Salem,  Ore. 
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The  proper  jurisdiction  for  the  enforcement  of  such  laws,  how-  Mr. 
ever,  is  a  matter  of  some  uncertainty.  Any  discussion  of  fundamental  ^®^'*'- 
principles,  it  seems  to  the  writer,  would  be  incomplete  without  some 
mention  as  to  whether  such  laws  should  be  administered  by  the  County, 
the  State,  or  the  Nation,  or  perhaps  by  the  drainage  basin,  irrespective 
of  State  lines.  If  we  recognize  the  "public  ownership  of  streams", 
then  which  of  these  political  divisions  shall  act  for  the  public  in  the 
administration  of  this  public  property? 

Agreement  as  to  this  point  seems  to  be  fundamental.  In  the  days 
of  small  projects  and  abundant  water,  county  control  seemed  adequate. 
Later,  State  control  was  found  to  be  necessary.  With  the  taking  up 
of  vast  irrigation,  drainage,  water-power,  flood-control,  and  navigation 
projects,  involving  the  expenditure  of  millions  of  dollars  and  the 
building  of  structures  in  two  or  more  States,  it  would  seem  necessary, 
in  such  cases,  that  the  water  laws  be  administered  by  some  authority 
superior  to  that  of  the  individual  State. 

At  the  outset,  when  the  total  investment  was  small,  little  attention 
was  paid  to  the  question  of  legal  title  to  water;  nor  was  much  con- 
sideration given  to  problems  of  administration.  If  subsequent  appro- 
priators  caused  injury,  the  wrongful  diversion  was  restrained  by  in- 
junction proceedings  in  the  Courts.  The  cost  of  litigation  to  preserve 
prior  rights  became  in  time  so  excessive  as  to  compel  early  appropriators 
to  insist  on  the  adoption  of  modern  administrative  codes  for  their  pro- 
tection. These  laws  proved  a  boon  to  capital,  as  definite  grants  could 
be  secured  which  would  ripen  into  vested  rights  when  the  water  was 
put  to  use. 

Litigation  between  States  over  interstate  waters  is  increasing. 
Eventually,  diversions  in  some  States  must  be  enjoined  for  the  pro- 
tection of  water  users  in  lower  States.  The  loss  of  time  and  money 
in  protecting  States'  rights  on  interstate  streams  must  eventually 
reach  appalling  proportions.  Capital  will  hestitate  to  invest  for  fear 
the  new  diversion  when  made  Avill  be  enjoined.  The  same  diiBculties 
which  have  been  encountered  between  appropriators  within  a 
State  will  be  encountered  between  appropriators  in  different  States. 
State  laws,  however  perfect,  can  give  little  relief.  Stagnation  in 
development  and  the  great  loss  in  time  and  money  resulting  from 
such  an  archaic  system  of  "government  by  injunction"  will  compel 
the  adoption  of  some  Federal  administrative  code  of  water  laws  in  the 
future.  '■'■■'   ''i^'    /.''i'-:! 

The  administration  of  streams  is  a  public  necessity.  Both  State 
and  Nation  have  been  derelict  in  their  duty  in  this  regard.  Public 
rights  have  been  shamefully  trespassed  upon  in  many  cases  for  want 
of  an  administrative  department  with  power  to  protect  the  public 
interest.  Beneficial  use  is  the  proper  basis  for  such  administrative 
laws,  whether  State  or  National. 
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Mr. 
Lewis. 


The  unwise  use  of  public  property  through  lack  of  a  definite  ad- 
ministrative water  policy  for  the  greatest  good  to  the  greatest  number 
occasionally  results  in  great  waste.  This  point  may  be  illustrateil 
by  Snake  Kiver  between  Lewiston,  Idaho,  and  Huntington,  Ore.,  where 
the  granting  of  a  railway  right  of  way  may  defeat  the  ultimate  de- 
velopment of  about  800  000  h.p.  and  the  furnishing  of  water  trans- 
portation to  an  empire  greater  than  the  combined  areas  of  New  York, 
New   Hampshire,    and   Vermont. 

Through  lack  of  a  public  water  department  having  full  power  to 
protect  the  public  interests,  we  may  wake  up  a  few  years  hence  and 
find  that  our  public  land  depart- 
ment has  granted  land  rights  which 
will  defeat  public  water  rights  of 
vei'y  great  importance  to  the  proper 
development  of  this  region. 

Between  Lewiston  and  Hunting- 
ton (Fig.  1)  there  is  a  fall  of  1  300 
ft.  in  Snake  River,  in  a  distance  of 
184  miles.  The  stream  forms  the 
boundary  between  Oregon  and 
Idaho.  At  certain  seasons  it  is 
navigable  with  great  difficulty  to 
Pittsburg  Landing,  80  miles  above 
Lewiston.  This  portion  of  the 
stream  is  doubtless  under  Federal 
control.  Above  this  point,  it  is 
clearly  non-navigable  under  present 
conditions,  and  is  probably  under 
the  jurisdiction  of  the  States  with 
respect  to  water  appropriations. 
One  bank  of  this  upper  portion  of 
the  stream  is  in  a  National  Forest,  ^^*^-  ^' 

and  the  other  bank  for  many  miles   is  withdrawn  from  entry  by  tht- 
United  States  as  being  of  great  value  for  power  purposes. 

The  river  flows  in  a  deep,  rock-walled  canyon,  and  for  much  of 
the  distance  is  only  from  300  to  400  ft.  wide  at  the  water  surface.  No 
foundation  tests  have  been  made,  but  conditions  seem  favorable  for 
the  construction  of  high  dams  and  the  ultimate  development  of  about 
800  000  h.p.  Below  the  mouth  of  Salmon  Kiver,  its  low-water  flow 
is  approximately  10  000  sec-ft.,   and  above  that  point  6  000  sec-ft. 

On  the  profile,  Fig.  2,  there  is  sketched  an  ideal  system  of  water- 
power  dams  arranged  so  as  not  to  conflict  with  a  550-ft.  tunnel  pro- 
ject on  Salmon  River,  This,  with  a  220-ft.  dam  and  a  7-  or  8-mile 
tunnel,  would  develop  200  000  h.p.,  with  the  4  000  sec-ft.  of  water 
available  at  low  stage. 
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Mr.  The  lower  dam,   175  ft.   in   height,   would  malve  27   miles  of  slack 

^'■'''  water  for  navigation  purposes  to  the  foot  of  the  next  dam  above. 
Ultimately,  as  the  market  for  power  increases,  this  stream,  with  small 
additional  expense,  could  be  opened  to  cheap  barge  transportation 
incidental  to  such  water-power  development.  What  this  would  mean 
to  the  43  700  000  acres  comprising  the  great  Snake  River  Basin  in 
Idaho  and  Oregon,  is  inconceivable.  The  United  States  Census  shows 
1  Gil  000  acres  to  have  been  irrigated  in  this  district  during  1909, 
and  3  907  000  acres  are  embraced  in  projects  under  way.  The  storage 
of  water  in  Idaho  for  present  use,  together  with  diversions  from  the 
regular  flow,  has  already  injured  to  some  extent  diversion  and  pumping 
rights  in  Oregon.  How  the  unrestrained  use  of  water  by  Idaho  in 
the  future  will  affect  Oregon  cannot  be  predicted  with  the  data  at  hand. 

A  water-power  plant  is  now  being  constructed,  presumably  under 
State  authority,  by  tunneling  across  a  bend  in  the  river  just  above 
Homestead,  in  Oregon.  Will  this  plant  be  compelled  to  submit  to 
Federal  regulations  at  some  future  time,  when  the  river  is  actually 
made  navigable,  or  is  declared  so?  How  can  Oregon  protect  its  water 
supply  against  subsequent  diversions  in  Idaho  and  Wyoming?  Irri- 
gation may  be  the  highest  use  for  water  in  the  valley  above,  yet  it 
is  clear  that  water-power  with  incidental  navigation  is  its  only  use 
in  the  canyon  below.  These  are  some  of  the  uncertainties  arising 
from  the  interstate  character  of  the  stream. 

Although  much  of  this  power  is  supposed  to  be  under  the  joint 
control  of  Oregon  and  Idaho,  for  all  practical  purposes  it  can  be 
destroyed  by  the  Federal  departments  controlling  the  public  lands  in 
this  canyon,  by  the  granting  of  a  railroad  right  of  way  with  the  grade 
close  to  the  water  surface.  Such  a  road  has  already  been  constructed 
from  Huntington  to  Homestead,  58  miles,  and  right  of  way  for  the 
remainder  of  the  distance  has  been  granted.  The  construction  of  this 
road  Would  add  greatly  to  the  cost  of,  if  it  did  not  entirely  defeat, 
such  a  plan  of  water  development,  if  found  feasible,  in  the  future. 
Snake  River  Valley  now  has  transcontinental  railway  transportation, 
and  the  building  of  this  cut-olf  on  water  grade  would  make  but  little, 
if  any,  diiference  in  rates,  compared  with  water  rates.  Whether  it 
is  feasible  to  locate  such  a  proposed  railroad  several  hundred  feet  above 
the  water  surface,  so  as  not  to  conflict  with  the  proposed  plan  of  water- 
power  development,  can  only  be  ascertained  from  a  careful  survey. 

The  rapidity  with  which  the  electric  furnace  is  developing  and  open- 
ing up  new  possibilities  for  the  utilization  of  vast  quantities  of  electri- 
cal power,  makes  this  project  somewhat  hopeful  of  materializing,  from 
the  standpoint  of  finding  a  market  for  the  power.  It  is  one  which  seems 
to  be  worthy  of  careful  consideration  by  the  public  which  owns  the 
water  and  most  of  the  land  adjoining. 


*"% 

-Perils  of  Navigation  in  Snake  River  Canyon.    The  Gasoline  Boat 
Prospector,  in  Four  Days,  Reached  a  Point  More  than 
700   Feet  Vertically  Above   Lewiston. 


Fig.    4. — Typical    View    of    Snake    River    Canyon,    About    100    Miles    Above 
Lewiston.     Highest  Point   Reached  by   Power  Boat,   Where   9   Feet 
Fall  in  100  Feet  Prevented  Farther  Progress. 
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It  is  apparent  in  ttis  case  that  the  States  cannot  protect  the  Mr. 
public  interest.  The  case  of  Snake  River  shows  the  confusion  in  ^^'^' 
the  administration  of  related  land  and  water  resources  among  various 
departments  which  work  no  more  in  harmony  than  the  various  States. 
It  shows  the  need  of  some  new  board  with  power  to  correlate  the 
work  of  these  various  departments.  It  shows  the  waste  which  may 
come  through  unwise  use  of  public  property.  It  does  not  show  the 
need  of  such  a  Federal  administrative  board  for  the  protection  of 
existing  rights  as  clearly  as  some  other  examples,  such  as  Bear  River, 
which  rises  in  Utah,  flows  through  Wyoming  and  Idaho,  and  ends 
in  Utah. 

Many  water  problems  are  clearly  beyond  the  power  of  the  State  to 
control.  The  United  States  has  no  administrative  machinery  to  sup- 
plement that  provided  by  the  States.  The  problem  is  somewhat  analo- 
gous to  the  regulation  of  railway  rates. 

What  is  apparently  needed  is  an  interstate  water  commission  to  han- 
dle all  interstate,  and  international  water  matters,  which  are  beyond 
the  jurisdiction  of  the  various  States,  just  as  we  have  an  Interstate 
Commerce  Commission  to  handle  railway  problems  beyond  the  juris- 
diction of  State  commissions.  This  water  commission  should  have 
power  to  determine  and  record  the  various  rights  to  water  on  inter- 
state streams  as  serious  controversies  arise.  It  should  have  charge 
of  the  granting  of  water-power  and  other  permits  to  appropriate  water 
from  all  navigable  and  interstate  streams  beyond  State  jurisdiction. 
It  should  be  charged  Avith  the  distribution  of  water  from  such  streams 
in  accordance  with  recorded  rights.  In  this  way  a  reliable  record  of 
all  future  acquired  rights  would  be  available  without  the  necessity 
of  litigation. 

Such  a  commission,  with  broad  and  general  powers,  could  study 
the  apparently  conflicting  laws  and  decisions  of  the  various  States 
find,  in  the  course  of  time,  through  gradual  changes,  could  ultima.tely 
bring  about  greater  luaiformity  in  State  laws,  and  increase  the  effective- 
ness of  the  Federal  laws.  Congress  cannot  possibly  give  detailed  con- 
sideration to  each  water  permit  to  be  granted  in  the  future,  and  it 
seems  to  the  writer  that  this  work  should  be  turned  over  to  some 
commission  or  officer,  whose  duty  it  should  be  to  handle  all  water 
matters  so  that  eventually  order  may  be  brought  out  of  the  present 
chaotic  condition  relating  to  water  titles. 

Robert  E.  Horton.*  M.  Am.   Soc.  C.   E.   (by  letter). — This  paper     Mr. 
presents   an   argument   in  favor  of  the   extension   of   the  doctrine   of     '^"■*°°- 
priority  in  the  use  of  streams,  as  now  adopted,  to  some  extent  at  least, 
in   the   Western   United   States   and   other  irrigation   comitries,   so   as 
to  include  in  this  practice  the  eastern  part  of  the  United  States,  where 
the  doctrine  of  riparian  rights  generally  prevails.     The  writer  feels 
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Hmon  °     "       ^^  ^""^^  exception  to  some  of  the  author's  arguments  and  con- 
clusions;  at  the  same  time,  it  is  recognized  that  there  is  vast  need 
for  improvement  in  riparian  law  and  practice  regarding  water  rights 
in  the  Eastern  United  States.     How  this  may  best  be  brought  about 
is  a  problem  yet  to  be  solved.    'In  one  thing  the  writer  agrees  most 
heartily  with  Mr.   Johnston,  and  that  is  that  some  system  should  be 
devised  by  which  the  tedious  and  expensive  litigations  now  prevalent, 
both  in  the  East  and  West,  can  largely  be  obviated.     The  writer  also 
agrees  with  the  author  (and  believes  that  most  engineers  in  the  East 
who   have   had   wide   experience   in   water   litigation   will    also   concur 
in  the  opinion)   that  many  of  the  so-called  judicial  questions  arising 
in  water-right  decisions  could  be  settled  far  better  by  engineers,  under 
certain    judicial    restrictions,    than    as    they    are    at    present    by    the 
Courts.  ^    The  writer  does  not  mean   to   cast  any  reflection   on  either 
the  judicial  or  legal  fraternity;  perhaps  the  blame  rests  as  much  with 
the  Engineering  Profession  as  anywhere;  but  it  is  a  fact  that  many 
water-right  litigations   resolve  themselves,  in  simple  language,  into  a 
war  of  experts,   decided  by  a  referee  who   is  not  competent,  through 
knowledge,   training,    or    experience,    to    judge   exactly   the   merits    of 
the  contentions  of  either  side.     It  has  happened   a  number  of  times 
in   the  writer's   experience   that   after   a  tedious   and   costly   litigation 
over  questions  of  water  rights,   a  decision  has  been  handed  down  by 
an   entirely  impartial  judge  or  referee— a  man  of  the  highest  ability 
from  a  legal  standpoint— which  was  almost  wholly  incapable  of  prac- 
tical application  and  required  another  lawsuit  to  decide  the  decision. 
Looked  at  from   an   Easterner's   viewpoint,  it  seems  to  the  writer 
that  the  doctrine  of  priority,   as  applied  to  water  rights,   is  fully  as 
pernicious  as  the  doctrine  practiced  in  the  East  appears  to  the  author. 
If  the  doctrine  of  priority  is  good,   then  the   argument  advanced  by 
Mr.  Johnston,  that  municipalities  should  be  given  the  right  to  divert 
water  from   streams   without   compensation  to   vested  power   or   other 
riparian  interests,  does  not  appear  to  be  sound.     The  power  interests 
are  generally  there  first.     If  priority  of  use  is  a  sound  basis  for  estab- 
lishment of  right,  then  their  rights  are  established  thereby,  and  they 
should  not  be  dispossessed  without  remuneration.     The  writer  believes 
that  in  many  instances  vested  interests  have  grown  up   in  a  manner 
inimical  to  public  interest,   and  that   curbing  and  regulating  the  use 
of  public  waters  is  necessary,  but  it  must  not  be  forgotten   that  the 
upbuilding  of  industrial  welfare  in  the  East  is  in  a  considerable  degree 
the  result  of  the  utilization  of  water  power  by  individual  enterprise 
in  early  times,  when  land  and  water  rights  were  unsalable  qr  of  little 

The  public  has  received,  through  taxes  and  other  indirect  benefits, 
enormous  remuneration  for  the  utilization  of  these  rights,  and,  in 
the  majority  of  instances,  the  writer  fails  to  see  where  there  is   any 
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large   element   of   unearned    increment    in   value    appertaining   to   the     Mr. 
occupant  or  reputed  owner  of  such  rights.  Horton. 

Municipal  governments  are  notoriously  lacking  in  foresight  in 
securing  adequate  sources  of  water  supply.  Suppose  a  city  has  grown 
to  a  population  of  100  000  during  the  past  century,  has  outgrown  its 
existing  sources  of  water  supply,  and  must  now  take  a  new  source 
from  some  large  stream  which,  heretofore,  has  been  developed  exten- 
sively for  power  purposes.  The  writer  cannot  see  any  element  of 
justice  in  a  doctrine  which  would  permit  the  municipality  at  this 
late  date  to  seize  without  remuneration  holdings  on  this  stream,  and 
divert  the  waters  to  its  own  uses.  Had  the  city  administration  a 
century  ago  exercised  the  same  foresight  which  was  exercised  by 
private  enterprise  in  acquiring  "rights  on  the  stream,  then  the  present 
necessity  for  acquiring  such  rights  after  their  intensive  development 
by  private  enterprise  would  not  exist.  On  the  other  hand,  excessive 
awards  undoubtedly  have  often  been  made  in  cases  of  municipal  diver- 
sion from  power  owners.  Legal  barriers  and  obstructions  have  been 
placed  in  the  way  of  a  municipality  seeking  to  secure  better  water 
supplies.  To  some  extent  public  health  has  no  doubt  been  jeopardized 
thereby  for  longer  or  shorter  periods.  This  condition  is  primarily 
chargeable  to  the  fact  that  all  humanity  is  more  or  less  human,  and, 
being  so,  is  greedy,  grasping,  and  tenacious  of  its  holdings;  but,  at 
the  same  time,  it  is  believable  that  vast  improvements  could  be  made 
in  methods  of  adjusting  differences  between  municipalities  seeking 
to  divert  water,  and  the  owners  of  power  interests  affected  thereby. 
The  author's  suggestion,  that  this  can  be  accomplished  through  the 
utilization  of  engineers  as  arbitrators,  with  certain  judicial  functions, 
seems  to  be  a  good  one.  This  method  has  not  infrequently  been  tried 
in  the  East,  and,  so  far  as  the  writer  has  observed,  the  results  have  gen- 
erally been  more  satisfactory,  more  promptly  attained,  and  far  less  costly 
than  when  the  usual  condemnation  proceedings  have  been  followed. 

The  principal  sources  of  litigation  regarding  water  power,  riparian 
rights,  and  diversion,  in  the  East,  as  they  have  come  under  the  writer's 
observation,  are  as  follows : 

1.— Land  titles.  -/ui -i^ni 

a. — Questions   as  to  boundaries  of  grants  on   and  along  streairiS: 

whether  they  run  to  the  bank  or  center  of  the  stream,  etc.; 
h. — Questions  of  interpretation  of  terms  used  in  land  boundaries 
along  streams,  such  as  the  "thread  of  the  stream",  "low-water 
mark",  "ordinary  stage",  "high-water  mark",  etc. 

2. — Flowage. 
a. — Back-water  from  one  dam  affecting  up-stream  interests  within 

the  stream  channel; 
h. — Flooding  of  lands  adjoining  streams. 
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Mr.  3. — Diversion. 

^- — -oy  rnimicipalities,  as  against  water-power  and  riparian  owners; 
h. — As  between  owners  on  opposite  banks  of  the  stream; 
^- — As  between  different  owners  on  the  same  dam  or  power  canal. 
4. — Interpretation  of  grants. 

Different  classes  of  cases  arising  will  be  discussed  later. 
5- — Priorities  and  surplus  rights. 
6. — Prescription,  abandonment,  and  unlicensed  use. 
7.— Transference  of  riparian  rights,  change  in  character  of  use,  etc. 
8.— Pondage   and   storage,   or   other   interference   with   the   natural 
regimen  of  the  stream. 

In  the  writer's  opinion,  litigations  arising  out  of  the  interpretation 
of  grants  would  not  be  mitigated  in  any  way  by  the  adoption  at  the 
present  time  of  the  doctrine  of  priorities. 

The  writer  believes  that  existing  grants,  made  years  ago  and 
indefinite  in  character,  cannot  now  be  reduced  to  simple  terms,  except 
by  the  tedious  processes  of  litigation  or  by  arbitration  by  a  board  of  com- 
petent engineers.  As  illustrating  the  kind  of  questions  arising  from 
such  grants,  the  usual  language  in  which  water  was  granted  in  the 
early  days  for  power  purposes  at  Eastern  mill  seats  is  briefly  analyzed 
as  follows : 

l.~Enough  Water  for  a  Specific  Purpose.— Grants  of  this  kind 
have  various  degrees  of  indefiniteness,  as,  for  example,  quoting  from 
the  writer's  experience:  "Enough  for  a  forge  shop";  "enough  for  a 
saw-mill";  "enough  for  a  woolen  mill  20  ft.  by  30  ft.";  "enough  to  drive 
all  the  machinery  which  can  be  economically  used  in  a  cotton  or 
woolen  mill  four  stories  high";  "enough  for  a  fulling  mill  and  oil 
mill,  a  carding  mill,  and  enough  to  run  a  pump."  The  most  common 
form  of  such  grants  was  the  use  of  the  expression  "enough  water  to 
drive  one  run  of  millstone."  Grants  of  this  kind  were  more  or  less 
indefinite.  In  some  cases,  the  size  and  speed  of  the  stone,  kind  of 
grain,  and  number  of  bushels  to  be  ground  per  hour,  were  all  stated. 
Such  grants  were  capable  of  very  definite  interpretation.  In  many 
instances  it  is  specified  in  such  a  grant  that  it  conveys  also  enough 
water  to  supply  power  for  the  necessary  machinery  appurtenant  thereto. 
In  the  majority  of  cases  all  that  is  stated  is  that  the  grant  conveys 
enough  water  for  a  run  of  millstone,  although  the  most  common 
qualifications  are  the  size  of  the  stone,  and  whether  or  not  power 
for  attendant  machinery  is  included. 

2.— Enough  Water  for  a  Specified  Water-WheeL—VI-Aiev  rights  in 
this  language  arise: 

a. — From  original  grants; 

l>- — From  prescription; 

c. — From  later  interpretations  of  early  indefinite  grants. 
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Grants  in  terms  of  water  enough  for  a  specified  water-wheel,  if  Mr. 
the  wheel  is  a  turbine  of  recent  type  and  standard  construction,  are 
fairly  capable  of  accurate  interpretation.  Unfortunately,  however, 
many  cases  arise  where  the  interpretation  is  difiicult,  as,  for  example, 
the  grant  of  "enough  water  for  a  40-in.  Johnson  re-acting  turbine 
wheel  as  same  was  constructed  in  1842."  There  were  several  types 
of  Johnson  wheels  in  use  at  about  that  time,  and  not  all  of  them  are 
the  inventions  of  the  same  Johnson.  Another  grant  which  produced 
a  litigation  covering  fifteen  years,  conveyed  "enough  water  to  drive 
three  6-ft.  central  discharge  water-wheels."  Grants  conveying  enough 
water  for  an  overshot  water-wheel  10  ft.  in  diameter,  length  not 
specified,  and  the  like,  are  fairly  common. 

3. — Grants  in  Terms  of  Definite  Fraction  of  the  Flow  of  a  Stream 
or  Canal. — These  are  capable  of  interpretation  if  the  capacity  of  the 
canal  or  the  economical  basis  of  power  development  in  the  stream  are 
determined. 

Jf. — Grants  in  Terms  of  a  Certain  Number  of  Square  Inches. — In 
order  to  distinguish  this  term  from  miner's  inches,  it  may  be  defined 
as  a  certain  number  of  millwright's  inches.  This  term  was  applied 
to  the  vent  or  capacity  of  water-wheels,  and,  when  thus  used,  invari- 
ably meant  a  stream  of  water  of  the  actual  area  specified,  flowing  with 
a  theoretical  velocity  due  to  the  head.  However,  when  the  term  came 
to  be  applied  to  the  definition  of  water  rights,  openings  in  fliimes, 
etc.,  disputes  arose  as  to  whether  it  meant  actual  square  inches  of 
stream  or  square  inches  of  opening,  that  is,  whether  or  not  a  coefficient 
of  contraction  was  to  be  applied.  This  question  has  been  the  source 
of  many  large  and  costly  litigations. 

5.— Enough  Water  to  Fill  a  Certain  Pipe. — Efforts  to  interpret 
grants  of  this  kind  illustrate  the  necessity  for  technical  or  hydraulic 
knowledge  on  the  part  of  those  intrusted  with  their  elucidation. 
This  was  forcibly  brought  home,  in  one  instance,  by  the  engineer 
being  asked  by  the  Court  how  large  a  pipe  a  certain  quantity  of  water 
would  fill,  after  witness  had  stated  the  quantity  of  water  to  be  diverted 
from  a  stream  in  terms  of  gallons  per  24  hours. 

6. — Grants  in  Terms  of  the  Right  to  Take  the  Flow  Through  an 
Opening  of  Specific  Dimensions. — Grants  of  this  kind  are  productive 
of  litigation  as  to  form  of  opening,  question  of  contraction,  etc. 

It  is  rare  to  find  a  water  grant  in  the  East  in  terms  of  cubic  feet 
per  second,  or  cubic  feet  per  minute,  or  other  definite  language.  As 
illustrating  apparently  the  maximum  degree  of  indefiniteness  capable 
of  being  promulgated  in  a  grant  of  land  and  water,  the  following- 
approximate  quotation  is  made  from  a  deed  of  a  water  lot  in  Northern 
New  York,  a  copy  of  which  is  in  the  writer's  possession.  The  deed 
describes  a  parcel  of  land  granted  by  bearings  and  distances,  and  ends 
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Mr.     thus:   "thence  S.  28°    W.   10  chs.  44  Iks.  to   the  southwest  corner  of 

■  the   house  now   occupied  by  the   widow  Hawkins,   be   the  same   more 

or  less."     This  deed  was  drawn  by  an  old-time  country  surveyor  and 

engineer,  subject,  apparently,  to  lapse  of  memory  under  certain  trying 

circimistances,  whereby  he  omitted  to  specify  the  acreage  in  this  case. 

As  a  matter  of  curiosity,  the  writer  compiled  the  principal  causes 

involved  in  some  fifty  water  cases  within  his  experience.     The  results 

are  as  follows:  back-water,  8  cases;  interpretation  of  grants,  8  cases; 

diversion,  14  cases;  appropriation.  17  cases;  and  other  causes,  3  cases. 

Diversion   and  appropriation   should   properly  be  classed  together; 

they  comprise  60%  of  the  total.     This  suggests  forcibly  the  necessity 

of    better    methods     in     handling    diversion    cases    than    those    now 

prevailing. 

Mr.  George   P.    Decker,'^    Esq.    (by    letter). — The   civil    engineer    has 

Decker,  addressed  himself  in  earnest  to  the  water  law  problem.  There  are  signs 
of  it  on  all  sides.  Lawyer  and  layman  must  welcome  the  fact.  The 
uses  to  which  surface  waters  in  natural  bodies  are  put,  has  dis- 
tinguished water  from  upland  radically  in  connection  with  private 
rights.  Water  may  be  the  subject  of  certain  exclusive  individual  uses, 
but  not  more  so  than  air.  The  uses  of  water,  in  most  cases,  are  enjoyed 
in  common  by  all  members  of  the  community,  as  are  the  uses  of  the 
air.  Want  of  fixity  of  water  distinguishes  its  character  from  that  of 
land.  The  latter  may  be  subdivided  and  the  subdivisions  may  be 
enjoyed  exclusively  and  harmoniously  by  individuals,  but  the  former 
may  not.  These  differences  have  resulted  generally  in  recogTiition, 
sooner  or  later,  of  a  necessity  for  governmental  administration  over 
water  uses. 

In  newly  settled  countries,  such  as  our  States  were  recently,  this 
administration  begins  with  simple  rules,  and  these  increase  in  complex- 
ity as  need  for  all  the  various  water  uses  increases.  Differences  in 
natural  surroundings  lead  to  a  different  order  in  the  development  of 
such  rules.  In  arid  regions  rules  applicable  to  irrigation  may  be  first 
developed,  or  may  be  the  only  ones  developed.  Along  tidal  waters 
rules  are  needed  as  to  the  iise  of  riparian  frontage  in  commerce  much 
more  than  on  interior  waters.  On  power  streams  rules  of  a  different 
sort,  when  developed  at  all,  are  found,  and  these  are  adjusted  to  those 
for  other  uses,  according  to  the  order  or  extent  of  the  development  of 
local  industries.  The  common  right  of  fishing  is  world-old;  yet  we 
have  had  State  judges  who  have  denied  that  it  existed  as  to  fresh 
waters.  The  denial  of  that  common  right  was  quite  necessary  in  the 
effort  to  sustain  the  argument  for  denying  the  public  right  to  water- 
power  uses.  Rules  for  the  regulation  of  navigation,  a  common  right, 
were  developed  at  an  early  date,  and  so  was  active  governmental  admin- 
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istration  over  that  right,  because,  in  early  days,  of  public  dependence  Mr. 
on  streams  for  travel;  the  small  stream  as  well  as  the  large  one.  At 
first,  the  private  user  of  water  power  was  an  outlaw;  the  power  use 
might  be  enjoyed  only  where,  and  so  long  as,  it  did  not  interfere  with 
boating — then  the  more  important  use.  The  power  use,  however,  was 
soon  legalized  in  all  the  States  by  express  statutes,  in  order  to  protect 
the  private  user  from  prosecution  in  the  name  of  the  public,  for  his 
use  was  not  at  all  in  common  with  that  of  other  members  of  the  com- 
munity. His  use  was  exclusive,  and,  because  of  the  necessary  interfer- 
ence with  the  stream,  was  hostile  to  community  uses  for  boating  and 
also  for  fishing.  The  legalizing  of  that  use  by  him  was  merely  a  tem- 
porary permission,  a  franchise,  vouchsafed  by  the  public.  As  long, 
however,  as  there  was  power  enough,  generally  speaking,  for  every  one, 
anything  like  real  governmental  supervision  over  it  was  in  abeyance. 
In  the  United  States  that  condition  has  lasted  from  the  beginning 
almost  to  date,  as  to  all  active  governmental  supervision  over  public 
uses,  municipal  uses  so-called  and  navigation  being  general  exceptions, 
and  ii'rigation  a  special  exception  in  arid  States. 

Absence  of  supervision  invited  wide-spread  litigation  between  con- 
flicting private  interests,  and  from  that  grew  up  a  body  of  judge-made 
laws  as  to  water  uses,  which  came  to  constitute  not  only  our  water  law 
so-called,  but  the  law  as  recognized  and  widely  applied.  Mr.  Johnston's 
criticisms  of  the  quality  of  that  law  are  admirably  put  and  wholly 
justified.  The  only  water  uses  in  the  Eastern  States,  which  have 
demanded  governmental  supervision,  so  that  these  uses  might  be 
equitably  enjoyed,  were  those  of  navigation  and  for  municipal  pur- 
poses. In  applying  that  administration,  however,  the  public  was 
confronted  with  strange  doctrines  developed  in  the  judicial  decisions 
which  had  accumulated.  It  found  that  the  exclusive  use  of  a  stream 
for  power,  enjoyed  by  the  miller,  had  been  recognized  by  the  Courts  as 
having  a  foundation  in  private  property,  as  a  vested  right,  not  only  as 
against  his  private  neighbor,  but  as  against  all  the  rest  of  the  public 
represented  in  its  sovereignty  by  Government.  That  doctrine  has 
been  repudiated  very  recently  by  the  United  States  Supreme  Court  in 
the  Chandler-Dunbar  Company  case,  arising  at  Sault  Ste.  Marie,  and 
at  intervals  in  earlier  cases,  some  of  them  in  the  Courts  of  various 
States. 

The  enormous  population  with  which  we  are  now  confronted,  pre- 
senting itself  almost  everywhere,  makes  its  own  demand  for  a  common 
enjoyment  of  the  naturally  public  uses  of  water  and  for  the  enforce- 
ment of  the  public  right  thereto.  We  face  a  necessity,  therefore,  for 
active  governmental  administration  of  all  such  uses,  for  without  it  any 
real  public  enjoyment  is  quite  out  of  the  question.  The  rights  of  the 
public,  of  course,  will  be  respected.  That  they  should  be  disregarded 
for   long,    after   enjoyment   of   them   has   become   essential    to   public 
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ftlr.  welfare,  is  impossible  to  conceive.  Xo  judge  can  rule  irrepealably  that 
these  uses  shall,  for  all  time,  at  this  place  or  at  that,  constitute  private 
property  in  the  few  owners  of  adjoining  upland.  A  new  judge  can  be 
chosen  who  will  overrule  him.  The  development  of  the  policies  to  be 
followed  and  the  methods  of  administration  of  the  various  uses  to 
which  the  public  is  entitled  in  bringing  the  common  right  or  benefit 
to  all,  are  among  the  most  important  tasks  confronting  the  American 
people.  The  Engineering  Profession,  of  course,  must  play  its  part. 
It  is,  in  fact,  the  only  profession  qualified  to-day  to  undertake  that 
task.  The  department  of  the  law  which  the  legal  profession  has  most 
ignored  is  that  which  deals  with  waters.  No  student  entering  that  pro- 
fession, up  to  the  present,  has  had  facilities  for  specializing  in  the  law 
of  waters,  if  he  had  desired.  In  the  course  offered  by  law  schools,  the 
law  of  waters  is  not  usually  dignified  with  provision  for  special  instruc- 
tion. Few  practitioners  have  been  in  such  circumstances  that  they 
could  devote  themselves  specially  to  this  subject.  The  water  cases 
which  have  come  before  the  Courts  have  been  taken  there  by  lawyers 
who  in  almost  every  instance  were  engaged  in  their  first  and  last 
water  case.  The  judge  who  decided  a  water  case  and  who  was  sure 
to  write  an  opinion,  possibly — if  not  probably — was  deciding  his  first 
and  last  water  case.  The  result  has  been  that  there  is  no  group  of 
decisions  so  devoid  of  uniformity  in  the  application  of  principles,  so 
contradictory  in  the  rules  applied,  as  those  which  have  gone  to  make 
up  our  water  laws.  No  State  has  yet  developed  an  adequate  code  of 
water  laws.  Such  provisions  as  exist  are  usually  found  scattered 
through  statute  laws  on  other  subjects,  partly  in  the  highway  law, 
partly  in  the  fish  and  game  law,  and  partly  in  the  municipal  law. 
Only  a  civil  engineer  could  have  enjoyed  a  training  and  experience 
which  would  lead  to  the  broad  view  of  the  subject  revealed  by 
Mr.  Johnston's  paper. 

Mr.  Johnston  declares,  as  a  first  principle,  the  "public  ownership 
of  streams,  lakes,  and  other  bodies  of  surface  water."  That  statement 
is  useful  at  this  time  for  the  purpose  of  pointing  out  the  common  and 
great  error  involved  in  the  statement  that  there  is  a  qualified  or  almost 
unqualified  private  ownership.  The  use  of  the  term  "ownership"  in 
connection  with  the  subject  of  waters  is  always  unfortunate,  for  it 
leads  to  misconceptions  as  to  rights.  It  has  been  the  layman,  however, 
who  was  responsible  for  introducing  this  term  in  this  connection,  and 
he  demands  perhaps  that  it  be  used. 

It  is  desirable  in  the  early  stages  of  the  effort  to  introduce  a  sane 
and  just  system  of  water  laws,  in  order  to  eliminate  all  error  possible 
to  be  implied  in  the  statement  of  principles.  The  writer  is  of  the  opin- 
ion that  Mr.  Johnston's  statement  embraces  such  an  element.  Although 
water  uses  include  manj'  which  are  naturally  to  be  enjoyed  in  common 
by  all  members  of  the  conmiunity,  there  is  one  at  least  which  is  not 
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naturally  shared  in  this  way  under  our  system  of  private  ownership  of  Mr. 
upland.  The  private  owner  of  upland  adjoining  a  stream  is,  quite  ^^  ^^' 
independently  of  any  act  of  his  or  of  interference  with  a  stream  by 
him,  served  with  those  benefits  which  come  through  the  saturation  of 
his  land  by  the  stream.  Such  a  benefit  may  justly  be  termed  a  natural 
one.  It  is  one  which  the  earliest  agricultural  settler  relied  on  in 
securing  his  location.  On  that  saturation,  certain  crops  may  depend. 
Riparian  lots  available  for  dwelling  purposes  may  also  have  a  value, 
due  to  the  natural  beauty  of  the  contiguous  stream.  If  so,  that  value 
was  placed  there  by  Nature.  The  stream  may  have  a  flow  sufficient  to 
be  serviceable  as  a  highway  for  boating,  and,  if  it  has,  it  was  rendered 
so  (opened)  by  Nature  and  not,  as  a  rule,  by  Government,  and  is  an 
outlet  for  the  riparian  land  owner.  In  the  case  of  highway  openings 
by  Government  and  the  consequent  invitation  to  settle  and  improve 
locations  adjoining  it,  on  the  assumption  that  the  highway  will  be 
perpetuated,  it  is  recognized  as  just,  if  not  indispensable,  in  closing 
the  highway,  or  in  shifting  it,  or  in  making  successive  changes  in 
street  grade,  that  compensation  should  be  paid  the  abutting  owner 
according  to  the  injury  which  may  result. 

Diversion  of  a  stream,  then,  without  recognizing  any  obligation  of 
the  public  to  pay  any  damages — diversion  on  the  theory  that  the 
public  owns  the  stream  (may  destroy  it  to  the  extent  of  diversion) 
and  render  no  compensation  to  any  one — may  involve  injustice.  This 
view  is  not  based  on  recognition  of  any  right  in  a  private  abutting 
land  owner  to  interfere  artificially  with  a  stream,  to  divert,  pollute,  or 
obstruct  it.  The  benefits  referred  to  are  such  as  are  natural.  If 
stream  flow  is  to  be  diverted,  then,  by  the  public,  in  connection  with  an 
intended  improvement  facilitating  public  enjoyment  of  a  common  use 
or  uses,  or  if  a  fraction  of  the  flow  is  to  be  diverted,  just  damages 
according  to  the  injury  done  should  be  paid.  Such  cases  would  be 
unlike  that  of  the  removal  of  a  public  building,  artificial  in  itself,  and 
where  the  gratuitous  benefits  which  had  come  to  neighboring  lands 
by  its  construction  would  be  lost  on  its  removal.  If  taken  away  with- 
out compensation,  there  has  been  no  injustice  inflicted  by  the  public. 
The  law  as  administered  has  usually  failed  in  the  proper  grouping  of 
the  cases  which  may  afford  a  just  ground  for  private  damages  against 
the  public  in  case  of  complete  or  partial  diversion  of  stream  flow.  If, 
however,  damages  are  to  be  awarded  when  justly  called  for,  as  here 
indicated,  no  serious  obstacle  in  the  way  of  the  proper  development  of 
streams  for  their  highest  public  usefulness  would  be  presented. 

The  deterring  of  public  improvements  and  of  desirable  govern- 
mental supervision  over  streams,  has  been  due  to  the  gross  injustice 
to  the  public  arising  so  often  when  damages  have  been  awarded  on  the 
mistaken  theory  that  uses  which  were  in  principle  public  and  common 
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Mr.  were  exclusively  private,  and  private  in  perpetuity.  The  commonest 
■  example  of  that  has  been  in  case  of  power  uses,  for  those,  when  treated 
as  based  on  rights  of  private  property,  exclusive  and  perpetual,  and 
then  capitalized  on  the  basis  of  their  economic  value,  lead  to  startling 
figures  in  the  making  up  of  Court  awards.  If  a  private  property  right, 
as  against  the  public,  to  use  the  water  power  of  a  stream  for  private 
purposes  when  the  public  needs  it  for  lockages,  cannot  be  sustained  in 
justice,  the  same  reasoning  should  apply  where  the  public  needs  to 
divert  the  stream  for  municipal  supply  or  for  public  power  purposes. 
The  stream  in  any  such  case  would  be  taken  for  public  purposes.  It 
is  for  the  Government,  through  its  legislative  department,  to  say  which 
of  all  public  uses  shall  have  the  right  of  way  over  the  others.  The 
riparian  owner,  from  whose  private  frontage  a  stream  is  diverted,  then 
should  be  paid  no  element  of  damages  on  the  theory  that  as  such  land 
owner  he  has  any  exclusive  right  of  use  of  the  stream  at  his  front  for 
boating,  for  fishing,  for  drinking,  or  for  artificial  diversion  for  ends 
of  his  own.  His  damages  in  case  of  diversion  by  the  public,  when 
confined  to  loss  of  natural  benefits,  would  consist  of  a  nominal  award 
in  most  cases,  and  a  modest  award  in  any  case — so  small  in  most  cases 
that  he  would  not  seek  an  award. 

A  statement  of  principles  based  on  recognition  of  the  public  right 
may  be  formulated  as  follows :  Water  uses  which  the  public  may 
enjoy  in  common  are  inalienable  by  Government  for  private  benefit; 
they  are  subject  at  all  times  to  regulation  and  administration  by 
Government;  if  the  public  diverts  a  stream,  it  is  liable  for  the  injury, 
if  any,  produced  by  cutting  off  the  natural  irrigation  or  other  natural 
benefits  received  from  the  stream  by  private  riparian  lands;  if  the 
channel  below  the  diversion  was  navigable,  the  public  is  also  liable  for 
the  consequent  depreciation,  if  any,  in  the  value  of  the  lands  fronting 
thereon;  if  the  public  is  to  acquire  the  right  to  divert  forever,  the 
damages,  of  covirse,  will  be  estimated  accordingly. 

We  seem  already  to  have  reached  the  time  when  denial,  tantamount 
to  betrayal,  by  State  Courts  of  the  public  rights  in  respect  to  water 
uses  must  cease.  Two  regrettable  instances  of  that  have  occurred 
recently,  one  in  tlie  Court  of  Appeals  of  New  York,  in  the  Fulton 
Light,  Heat  and  Power  Company  case,  the  other  in  the  Supreme  Court 
of  Wisconsin,  in  the  Wausau  Street  Kailroad  Company  case.  In  both 
these  cases,  the  Courts  applied  the  principle  requiring  protection  of 
private  property  provided  for  in  Federal  and  State  Constitutions  to 
safeguard  it  from  unjust  attacks  by  the  public.  It  is  now  necessary 
that  all  concerned  shall  recognize  the  principle  of  greater  sanctity  and 
importance,  namely,  that  public  rights  shall  be  safeguarded  against 
attack  by  private  interests.  This  principle  is  so  fundamental  the 
world  over  that  constitution  makers  have  not  deemed  it  necessary  to 
afiirm  it  specially.     It  applies  in  the  case  of  very  many  fundamehtal 
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rights,  of  which  no  mention  is  made  in  written  constitutions.  It  is  Mr. 
gratifying  to  know  that  the  highest  judicial  tribunal  in  the  United  '^'^  ^^' 
States  respected  and  enforced  this  principle  in  the  case  of  a  water 
use  subject  to  public  enjoyment,  in  the  decision  reached  in  the  Sault 
Ste.  Marie  case  in  1913  (229  U.  S.,  53),  where  a  lower  Court  award 
of  $500  000  against  the  public,  in  favor  of  a  private  corporation  claim- 
ing a  monopoly  in  the  use  of  that  river  for  private  enjoyment,  was 
reversed. 

Clarexce  T.  Johnston,*  M.  Am,  Soc.  C.  E.  (by  letter). — When  we  Mr. 
view  land,  there  are  two  principaL features  of  topography  which  im-  ^  "son. 
press  us.  The  first  is  area,  or  the  horizontal  projection  of  the  surface 
of  the  ground.  The  engineer  measures  this;  the  Government  grants 
title  to  it ;  and  private  parties  buy  and  sell  it.  Then  there  is  elevation, 
which  gives  life  and  profile  to  landscape.  This  may  be  called  the 
vertical  projection  of  the  ground  surface.  The  first  feature  is  stable, 
there  is  only  one  horizontal  projection.  The  second  feature  depends 
on  the  location  of  the  observer.  Every  time  he  changes  his  position, 
the  scene  changes.  If  altitude  did  not  exist,  there  would  be  no  scenery, 
or  if  there  were,  it  would  be  monotonous.  People  who  live  in  a 
flat  country  always  lack  some  sources  of  inspiration.  The  vertical 
projection  of  land  is  of  special  public  interest.  The  public  does  not 
part  Avith  this  when  title  is  given  to  horizontal  areas.  It  cannot  be 
bought  and  sold,  because  it  supports  art,  beauty,  sentiment,  and  funda- 
mental principles.  Private  parties  may  change  the  surface  of  the 
ground  in  detail,  shifting  the  vertical  elements  slightly,  and  still  not 
transgress  on  the  rights  of  those  who  appreciate  and  enjoy  gifts  which 
naturally  belong  to  all.  ■:   -- 

It  is  because  of  the  vertical  component  in  landscapes  that  streams 
flow  and  lakes  exist.  Lakes  form  because  a  contour — a  line  of  equal 
elevation — is  continuous  on  the  surface  of  the  ground ;  the  lands  within 
the  boundary  of  this  contour  being  lower,  water  collects.  Streams 
flow  because  the  ground  over  which  the  water  runs,  has  a  constantly 
decreasing  elevation,  from  the  source  of  the  river  to  the  sea.  As  a 
stream  is  followed  toward  its  source,  it  breaks  up  into  innumerable 
tributaries,  and  these  continue  to  sub-divide  until  the  channels  are 
almost  indiscernible.  This  stream,  its  tributaries,  and  the  many  small 
channels,  constitute  a  natural  drainage  system.  Where  a  country  is 
blessed  with  ample  slope,  that  is,  where  the  second  feature  of  topography 
is  represented  in  a  valuable  way,  drainage  is  generally  natural,  and 
Man  is  relieved  of  much  labor  and  responsibility.  Where  this  feature 
of  topography  is  wanting,  in  some  degree,  he  must  do  more  for  himself. 
Streams  and  lakes,  therefore,  are  of  public  character  by  decree  of 
Nature.  The  vertical  element  of  topography  prevails  throughout  the 
drainage  basins  of  streams,  and  it  is  present  in  and  along  their  chan^ 

*  Ann  Arbor,  Mich. 
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Mr.  nels.  Where  rapids  or  falls  occur,  this  component  is  manifested  in  a 
nston.  g|^j.ii^jj,g  ^^,gy  Without  analyzing  the  principles  on  which  the  action 
has  been  taken,  the  public  has  preserved  waterfalls,  in  some  measure, 
for  public  benefit.  The  vertical  element  of  topography  in  the  channel? 
of  streams  has  an  influence  on  irrigation,  navigation,  and  the  develop- 
ment of  power,  all,  shall  we  say,  matters  of  public  concern.  As  the 
land  to  the  right  and  left  of  the  channel  of  the  stream  is  investigated, 
the  vertical  element  of  the  topography  becomes  more  prominent  and 
striking.  There  is  nothing  in  Nature  to  indicate  that  an  owner  of 
riparian  lands  is  more  interested  in  the  stream — except  in  so  far  as 
proximity  is  concerned — than  is  the  owner  of  lands  more  remote 
from  the  river.  The  river  serves  both  in  matters  of  drainage,  naviga- 
tion, and  possibly  irrigation.  It  should  furnish  both  with  power 
and  with  water  for  domestic  purposes,  in  so  far  as  these  may  be  needed. 
Nature,  evidently,  did  not  suggest  the  doctrine  of  riparian  rights 
to  Man. 

When  the  Courts  apply  the  common-law  doctrine  to  streams  and 
lakes,  they  go  beyond  legislative  halls  and  the  schools  of  Nature  to 
secure  the  rules  which  govern.  The  doctrine  of  riparian  rights  could 
not  live  in  the  atmospheres  of  modern  Governments  were  it  not  changed 
frequently  in  efforts  to  meet  new  conditions.  The  Court  assumed 
legislative  authority,  in  a  limited  way,  when  the  doctrine  was  intro- 
duced, and  each  time  new  constructions  are  made,  the  judiciary  invades 
the  field  of  the  lawmaker.  When  a.  Court  finds  the  construction  which 
it  approves,  a  decree  is  issued;  then  another  difficulty  is  presented. 
Because  legislation,  produced  in  this  way,  is  not  framed  on  broad  lines, 
no  administration  is  available  to  carry  the  rules  of  the  Court  into 
effect.  The  Courts  have  not  hesitated  when  confronted  by  a  serious 
obstacle  of  this  kind.  They  appoint  Court  commissioners,  or  other 
officers,  and  take  responsible  charge  of  the  administration.  Since  the 
Constitution  was  ratified,  therefore,  the  judicial  branch  of  the  Govern- 
ment has  been  able  to  maintain  its  own  exclusive  field  and  to  grasp 
something  in  both  the  legislative  and  executive  departments. 

The  definition  of  the  doctrine  of  riparian  rights,  given  by  Mr. 
Bellamy  (p.  649),  is  almost  identical  with  that  quoted  by  the  writer 
(p.  634).  The  case.  Mason  v.  Hill,*  decided  in  1833,  records  an 
epoch  in  the  development  of  the  doctrine.  Prior  to  this  decision  there 
seems  to  have  been  sorae  tendency,  even  in  England,  to  give  weight 
to  priority.  It  breaks  down  any  further  claim  in  that  direction.  As 
early  as  1805  Lord  Ellenborough  said: 

"The  general  rule  of  law  as  applied  to  this  subject  is  that,  inde- 
pendent of  any  particular  enjoyment  used  to  be  had  by  another,  every 
man  has  a  right  to  have  the  advantage  of  a  flow  of  water  in  his  own 
land  without  diminution  or  alteration." 

*  5  Barn,  and  Adol.  1,  110  Eng.  Reprint,  692.  ' 
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The  most  notorious  ease  in  the  United  States,  where  the  riparian  Mr. 
doctrine  has  been  attacked,  is  that  of  Lux  v.  Haggin.*  In  this  case,  '^°''"^*°°- 
the  conflicting  claims  of  riparian  owners  and  irrigators  were  brought 
to  the  attention  of  the  Court.  The  decision  was  favorable  to  the 
riparian  proprietors  in  the  Lower  Court,  and  an  appeal  was  taken 
to  the  Supreme  Court  of  the  State.  In  the  latter  Court  seven  judges 
solemnly  listened  to  testimony  which  revealed  a  war  between  the 
ancient  and  the  modern,  the  impractical  and  the  practical,  the 
common  law  and  statutory  provisions  pointing  to  something  better. 
Four  of  these  judges  upheld  the  decision  of  the  Lower  Court,  the 
principal  point  being  that  the  Court  had  no  power  to  modify  the 
common  law.  As  the  common-law  doctrine  had  been  manufactured 
by  Courts  and  repeatedly  construed  and  misconstrued  by  them,  one 
can  with  difficulty  understand  their  caution  on  this  occasion.  The 
dissenting  opinion,  written  by  Judge  Eoss.  is  an  able  document,  con- 
sidering that  it  was  prepared  thirty  years  ago  when  little  was  known, 
in  the  United  States,  of  principles  relating  to  the  administration  of 
streams.    He  defines  the  riparian  doctrine  as  follows : 

"By  the  common  law,  the  water  flowing  in  a  river  or  stream,  or 
down  a  canon  or  ravine,  could  not  be  acquired  by  appropriation,  and 
must  continue  to  flow  in  its  natural  channel  undiminished  in  quantity 
and  unaffected  in  quality." 

The  judges  who  wrote  the  prevailing  opinion  quote  several  definitions 
which  are  almost  identical  in  meaning.  Although  the  case  resulted 
in  a  victory  for  the  riparian  claimants,  the  Court  did  not  attempt 
to  determine  the  rights  of  the  interested  riparian  proprietors. 

If  the  riparian  rights  were  limited  to  those  which  the  owners  of 
riparian  lands  naturally  enjoy,  very  little  trouble  would  follow  its 
application.  The  owner  of  riparian  land  has  advantages  because  of 
the  proximity  of  the  stream.  It  furnishes  him  a  convenient  source 
of  water  supply  for  all  domestic  purposes.  It  may  be  of  value  to  him 
in  the  way  of  transportation.  Domestic  uses  imply  diversions  from 
streams,  yet  these  exist  even  in  countries  where  the  doctrine  of  ripa- 
rian rights  is  presumed  to  be  observed.  A  doctrine  which  permits  (in 
practice  rather  than  in  theory)  of  a  small  diversion  for  a  use  which 
supports  life,  must  permit  of  large  diversions  for  the  same  use,  or 
the  doctrine  fails.  A  doctrine  which  compels  a  town  to  pay  tribute  to 
an  owner  of  riparian  lands,  regardless  of  beneficial  use  or  preferred  use, 
does  not  merit  praise  or  support.  Because  the  owner  of  riparian  lands 
has  natural  advantages,  other  favors,  of  more  weight  and  importance, 
should  not  be  extended  to  him.  The  natural  uses  of  the  owner  of 
riparian  lands  should  be  protected,  but  he  should  not  be  permitted 
to  impose  on  others  whose  needs  are  as  crying  as  his. 

*  69  Cal.,  255,  at  398  et  seq.,  10  Pac,  674. 
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Mr.  If   {'ii^iuoeis    tliroujihnut    tlio    Uiiilcd    Stotcs   realized   the   problems 

that  are  presented  in  the  administration  of  streams,  more  rapid 
progress  would  be  made  in  the  enactment  of  wise  laws  relating:  thereto. 
There  are  engineers  who  s^^bmit  without  question  when  they  are  told 
that  this  or  that  is  the  rule,  and  they  are  not  inclined  to  study  con- 
ditions elsewhere,  apparently  fearing  that  they  might  ultimately  be 
led  to  recommend  innovations  which  might  not  be  appreciated,  in 
the  beginning  at  least,  by  employers.  The  engineer  who  specializes 
as  an  expert  witness  seldom  progresses  very  far  in  the  study  of  prin- 
ciples. Principles  cannot  be  bought  in  the  open  market,  and  a  dis- 
cussion of  principles  by  a  witness  is  seldom  countenanced.  There  are 
also  engineers  who  constantly  look  forward  to  the  creation  of  offices 
which  may  demand  engineering  talent,  and  any  suggestion  that  prin- 
ciples be  studied  immediately  reminds  them  that  some  officer  must 
carry  these  principles  into  effect.  Their  usefulness  in  the  great  field 
of  initiative  is  ruined,  because  they  prefer  to  discuss  machinery  rather 
than  purpose  and  design. 

It  is  important,  it  will  be  admitted,  whether  or  not  an  administra- 
tion is  to  be  under  the  control  of  National,  State,  county,  or  township 
officers.  As  water  users,  we  would  not  worry  greatly,  regardless  of 
the  character  of  the  administration,  provided  the  principles,  so  neces- 
sary for  a  just  division  and  distribution  of  the  available  water  supply, 
were  carried  into  effect  without  fear  or  favor.  Further,  after  we 
have  discovered  all  the  principles  that  have  been  approved  by  the 
best  authorities,  we  may  be  able  to  say  what  kind  of  an  administration 
we  need.  It  is  possible  that  some  or  all  of  these  principles  should  be 
incorporated  in  a  National  statute  and  be  administered  by  National 
officers,  as  Mr.  Lewis  recommends;  some  may  properly  go  to  the  States; 
others  to  the  counties,  and  still  others  to  lesser  subdivisions  of  govern- 
ment, or  to  drainage  basins,  regardless  of  political  lines.  All  kinds 
of  interstate  trouble  may  be  imagined.  We  can  go  further  and  dis- 
cover international  problems.  Thus  far,  we  have  had  a  little  trouble 
on  the  Rio  Grande  and  on  the  St.  Lawrence.  It  might  be  best  to 
have  all  streams  under  international  control.  However,  we  can  well 
spend  our  time  studying  principles  and,  later,  determine  the  kind  of 
an  administration  we  believe  is  necessary  to  carry  them  into  effect. 
To  have  the  administration  first  and  an  enunciation  of  principles  later 
might  lead  some  to  believe  that  the  demand  for  ofiice  exceeds  respect 
for  principle.  Generally,  under  these  conditions,  the  principles  which 
should  govern  are  not  separated  from  rules,  which  have  no  logical 
application,  until  long  after  the  administration  has  made  its  way, 
limpingly  and  painfully,  along  a  road  that  does  not  run  parallel 
with  efficient  public  service.  It  would  be  much  better  to  have  every 
State  become  interested  in  a  discussion  of  principles  than  to  pro- 
vide interstate  commissions  to  regulate  the  use  of  water  from  streams. 
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To  establish  these  commissions  now  would  simply  mean  that  a  dead-  Mr. 
lock  would  follow  their  first  serious  attempt  to  do  business.  Colorado,  •J°^°^*<'°- 
the  ijrocedure  of  which  is  based  on  principles  not  too  plainly  defined 
by  law,  is  on  a  different  basis  from  Kansas,  which  relies  on  the  doctrine 
of  riparian  rights.  Commissions  made  up  of  men  from  the  two  States 
would  have  to  go  back  many  centuries  to  secure  common  ground, 
and  then  they  would  find  themselves  unsupported  by  the  laws  or 
customs  of  either  Commonwealth.  A  National  commission  might  have 
an  experience  almost  as  discouraging. 

Although  all  these  troubles,  and  many  others,  would  arise,  and 
although  a  commission  of  engineers  would  have  a  rough  way  to  travel, 
until  wise  principles  were  found  and  incorporated  in  the  law,  yet  such 
a  commission  would  be  able  to  record  some  progress  each  day.  Engi- 
neers understand  the  natural  laws  which  govern  streams.  They  know 
how  the  laws  of  Man  must  be  framed  in  order  that  these  natural 
laws  be  not  violated.  Bearing  these  things  in  mind,  they  are  in 
position  to  study  principles  on  which  the  man-made  law  should  be 
based;  so  that  the  commission,  wholly  ignorant  in  the  beginning  of 
the  principles  which  should  govern,  is  to  be  preferred  to  the  Court. 
The  commission  makes  progress.  The  Court  does  not.  However, 
the  commission  may  fail  while  it  is  searching  for  principles.  If,  within 
a  reasonable  time,  the  commission  cannot  announce  some  of  the  great 
principles  for  which  it  should  stand,  the  law  creating  it  may  be  repealed. 
The  study  of  principles,  therefore,  should  precede  the  creation  of  office. 

The  principle  of  priority  is  dangerous  wlien  it  stands  alone.  When 
the  doctrine  of  riparian  rights  was  abrogated  in  some  of  the  western 
States,  the  principle  of  priority  was  introduced,  largely  by  the  Courts, 
and  it  was  unsupported  by  other  principles  for  a  long  time.  The 
Courts  never  discovered  the  principles  that  must  go  with  and  sup- 
plement the  principle  of  priority  in  order  to  produce  a  thoroughly 
balanced  administration.  As  soon  as  the  principle  of  priority  replaced 
the  common-law  rule,  the  Courts  began  to  build  on  it  a.  network  of 
theory  which  brought  almost  as  much  injustice  as  was  suffered  under 
the  original  doctrine.  Those  whose  business  instincts  had  been  sharp- 
ened by  a  somewhat  rough  experience,  laid  plans  to  seize  streams 
under  the  protection  of  the  new  principle  and  by  the  consent  of  the 
administrators,  the  Courts.  All  kinds  of  testimony  were  brought  to 
the  Court.  Though  the  Court  kept  the  principle  of  priority  in  view, 
it  did  not  know  how  to  determine  the  dates  which  fixed  the  priority 
of  rights.  Time  might  begin  to  run  when  the  prospective  water 
user  first  thought  of  using  the  water,  when  he  began  a  survey  in  the 
field,  when  he  began  or  when  he  finished  construction.  The  Courts 
did  not  know  how  to  establish  the  limits  of  tlie  rights  to  use  water. 
In  some  cases,  the  right  was  limited  by  the  claims  made  by  the  appli-, 
cant   in   some   office   of  public   record;    in   others,   by   the   size   of  the 
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Joh'^ston.  'T^'i^'  ^^''^  ^^"^^d  the  water  to  the  place  where  it  was  to  be  used. 
Ihe  Courts  never  made  much  progress  when  it  came  to  limiting  the 
right  by  the  actual  demands  of  the  use,  but  were  inclined  to  divide 
water  among  claimants  and  then  view  the  rights  thus  defined  as 
private  property  which  might  be  bought  and  sold.  These  are  only  a 
tew  of  the  complications  that  arose,  and  yet  the  principle  of  prioritv 
was  still  observed.  It  was  not  supplemented  by  the  few  other  prin- 
ciples that  have  already  been  briefly  described.  The  complications 
which  Mr.  Horton  describes,  and  his  criticism  of  the  principle  of 
priority,  as  he  sees  it,  are  to  be  anticipated.  He  has  enumerated 
some  ot  the  things  which  give  rise  to  litigation.  These  will  be  referred 
to  by  number  and  letter  as  he  has  designated  them. 

la.— The  determination  of  boundaries  of  "grants"  has  become 
necessary,  it  must  be  supposed,  because  a  few  people,  presuming  to 
represent  the  public,  have  assumed  to  give  to  private  parties  a  title 
in  and  to  the  beds  of  streams  and  perhaps  to  the  streams  themselves 
It  all  uses  are  to  be  protected,  this  kind  of  property  cannot  be  taken 
from  the  public,  and  if  there  is  a  title  resting  anvwhere,  it  at  all 
timeshes  with  the  public.  Even  Courts,  sooner  or  later,  must  come 
to  this  conclusion.  If  all  users  understood  that  the  stream  itself 
including  the  channel  and  the  water,  is  always  public,  there  would 
be  little  occasion  for  a  contest  as  to  the  location  of  such  boundary 
hues  as  are  generaUy  concerned  in  litigation  of  this  kind. 

16.— The  difficulties  which  arise  under  this  heading  can  be  ascribed 
largely  to  the  troubles  which  always  prevail  when  private  parties 
are  given  "rights"  which  concern,  in  any  way,  the  "thread  of 
the  stream",  "low-water  mark",  or  "ordinary  stage."  The  "high-water 
mark"  should  define  the  boundary  between  private  and  public  prop- 
erty, and  this  should  be  located  by  the  public,  once  and  for  all  time 
This  at  once  assumes  an  administration.  The  administration  is  neces- 
sary to  see  to  it  that  public  interests  are  preserved  and  that  private 
uses  do  not  conflict.  Under  these  conditions,  the  public,  only  would 
be  interested  in  the  "thread  of  the  stream",  "low-water  mark",  and 
•'ordinary  stage",  and.  in  a  few  years,  we  would  never  hear  the  terms 
except  when  reviewing  literature  relating  to  public  property  and 
political  boundaries. 

2a.— The  problems  presented  by  "flowage"  are  also  simple  when  an 
administration  is  provided.  With  a  central  office  of  record  and  a 
knowledge  of  each  stream,  with  laws  requiring  prospective  water  users 
to  file  applications  and  complete  plans,  all  conflicts  between  power 
plants  and  other  uses  may  be  provided  against  before  any  injurious 
use  is  initiated. 

2&.— When  plans  are  submitted  to  the  office  of  record,  the  public 
•at  once  knows  what  lands  must  be  flooded,  and  the  parties  proposing 
to   bring   about  development    are  then   obliged   to   deal   with   the  land 
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owners.     Where  public  interests  are  involved,  even  in  works  proposed       Mr. 
to  be  undertaken  by  private  parties,  a  simple  and  direct  method  of    ^  °^    °' 
condemnation    should   be   provided.      Should   the   parties   not  be   able 
to  proceed  with  construction  within  a  reasonable  time  after  these  diffi- 
culties are  removed,  the  permit  issued  to  them  should  be  canceled. 

3a. — The  diversion  of  water  by  cities,  to  the  detriment  of  water- 
power  plants,  is  now  and  will  continue  to  be  a  source  of  litigation 
until  a  better  understanding  is  reached.  Mr.  Horton  is  right  when 
he  says  that  cities  have  been  "notoriously  lacking  in  foresight  in 
securing  adequate  sources  of  water  supply."  This  is  true,  because  the 
city  represents  the  public,  locally,  at  least.  Our  customs,  if  not  our 
laws,  generally  favor  the  individual  and  the  corporation  as  against 
the  municipality.  The  city  has  been  imposed  on  whenever  the  common- 
law  doctrine  has  been  invoked.  Those  doing  business  for  the  city  have 
not  had  the  best  opportunity  to  gain  the  experience  which  would  tend 
to  develop  and  support  an  able  administration.  Every  city  has  a  small 
beginning.  It  is  then  in  keen  competition  with  private  individuals. 
As  some  of  these  individuals  are  likely  to  be  in  partial  charge  of  the 
municipal  government,  the  city  administration  does  not  start  with  the 
best  of  prospects.  Before  the  towm  has  cast  aside  its  swaddling  clothes, 
the  streets  are  largely  occupied  by  things  that  belong  to  outsiders.  The 
city  fathers  have  one  duty  which  appeals  to  them  pre-eminently — the 
granting  of  franchises.  Almost  everything  that  concerns  the  con- 
venience and  the  happiness  of  the  people  is  given  over  to  the  manage- 
ment of  private  corporations,  with  the  single  and  glaring  exception  of 
the  sewer  system.  This  is  likely  to  be  poor  in  design  and  construction, 
and  to  promise  no  profit  in  operation.  It  is,  evidently,  a  good  thing 
for  the  city  to  run,  and  future  city  fathers  may  obtain  their  best 
experience  as  administrators  therein  and  thereby.  It  is  not  surprising 
that  cities  are  "notoriously  lacking  in  foresight  in  securing  adequate 
sources  of  water  supply." 

Bh. — The  troubles  which  may  arise  between  users  who  divert  water 
on  opposite  sides  of  a  stream  are  probably  numerous  where  an  attempt 
is  made  to  administer  rivers  and  lakes  under  a  doctrine  which,  in  its 
fundamental  form,  makes  diversions  impossible.  If  the  relative  rights 
of  each  were  to  be  defined  by  public  authority,  and  each  was  required 
to  live  up  to  the  terms  of  a  specific  agreement  on  record  in  the  central 
administrative  office,  we  would  not  anticipate  much  uncertainty  as  to 
the  limits  of  rights  and  uses,  and  consequently  we  would  not  look  for 
much,  if  any,  litigation.  The  rule  of  priority,  properly  supported  by 
other  important  principles,  might  be  found  to  offer  salvation  under 
such  conditions. 

3c. — If  the  individual  owners  of  a  power  plant,  dam,  or  canal  are 
inclined  to  quarrel,  they  should  have  permission  to  do  so,  as  long  as 
they  conduct  it   as  a  family  affair  and  make  no   attempt  to   stir  up 
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Mr.  Strife  among  those  who  have  their  rights  defined  and  who,  consequently, 
understand  their  relation  to  each  other  and  to  the  public.  It  has  been 
demonstrated,  however,  that  where  an  administrative  control  is  ex- 
ercised, there  is  little  cause  for  uncertainty,  and  uncertainties  always 
lead  to  trouble.  Often  those  interested  in  an  individual  plant  quarrel 
relative  to  the  title  of  property,  which,  of  right,  they  do  not  own  or 
control  in  any  way.  Usually,  the  property  concerned  belongs  to  the 
public.  As  soon  as  the  public  assumes  control  of  that  which  it  naturally 
owns,  a  great  temptation  is  removed. 

4. — The  interpretation  of  grants  generally  means  that  the  individual 
has  assumed  the  ownership  of  public  property  and  has  doubts  as  to 
his  ability  to  perfect  the  title.  Grants  are  iniquitous.  They  mislead 
the  public  and  the  individual.  They  can  develop  under  any  system 
which  is  careless.  Claimants  have  demanded  as  much  as  500  cu.  ft. 
of  water  per  sec,  and  to  be  delivered  through  a  pipe  1  in.  in  diameter. 
Another  called  for  60  cu.  ft.  per  sec.  and  proposed  to  convey  it  in  a 
ditch  15  in.  wide  and  10  in.  deep.  These  suggest  problems  for  expert 
witnesses  in  litigation  which  generally  leads  to  prodigal  decisions.  It 
is  much  easier  for  a  Court  to  prepare  a  decree,  relating  to  matters 
foreign  to  the  law,  than  it  is  to  carry  such  a  decree  into  effect  on  the 
ground.  Grants  by  other,  unauthorized,  public  authorities  are  gen- 
erally of  equally  questionable  value. 

These  grants  must  all  be  modified  in  time.  Some  day  the  user  will 
meet  a  jiublic  officer  who  operates  under  a  law  based  on  wise  principles. 
He  will  give  his  testimony  and  be  afforded  an  opportimity  to  scrutinize 
the  testimony  submitted  by  his  neighbors.  A  hearing  will  then  be  pro- 
vided for,  and  at  this  gathering  of  all  interested  claimants,  adjust- 
ments will  be  made  which  will  satisfy  all,  that  each  is  to  be  protected, 
that  there  is  to  be  no  favoritism,  and  that  public  interests  are  to  be 
preserved.  Finally,  an  administrative  board,  respecting  all  the  great 
and  important  principles  which  protect  water  users  and  uphold  public 
interests,  will  prepare  a  "decree"  defining  the  various  rights  in  a  way 
that  all  may  understand.  Then  an  engineer  of  average  ability  will 
carry  the  order  into  effect.  The  determination  of  rights  will  be  made 
without  expense  to  the  water  users.  Throughout  this  procedure  all 
claimants  will  have  the  same  opportunity  to  be  heard  and  have  their 
interests  protected,  regardless  of  financial  ability.  No  litigation  will 
ensue.     Water  users  will  be  satisfied. 

5. — As  stated  previously,  the  principle  of  priority  does  not  bring 
order  when  it  stands  alone.  When  it  is  supported  by  other  principles, 
some  of  which  have  been  enumerated,  "surplus  rights"  do  not  exist. 
Injustice  always  results  where  water  users  are  permitted  to  expand 
their  own  uses  or  to  sell  "surplus  water"  to  others.  In  the  early  days 
of  the  West,  when  the  principle  of  priority  stood  almost  alone,  the 
Courts  were  inclined   to  give  excessive  allotments  of  water.      In   one 


DISCUSSION   ON    STREAM    ADMINISTRATION  677 

case,  a  prospective  user  filed  a  claim  to  nearly  1  000  cu.  ft.  per  sec.  Mr. 
from  a  stream  that  did  not  carry  that  much  during  the  summer  months.  "^  ^^^on. 
He  used  only  a  small  part  of  this  volume,  but  16  years  later,  after  many 
other  uses  had  developed,  he  vi^as  permitted  to  sell  vrhat  he  did  not  need 
for  his  own  purposes.  The  granting  of  "surplus  rights"  always  results 
in  litigation.  It  is  unfortunate  that  those  injured  are  generally 
obliged  to  resort  to  the  same  tribunal  for  relief  as  that  responsible  for 
the  existing  condition.  It  is  natural,  under  these  conditions,  that  relief 
comes  slowly. 

6. — Prescription  is  an  outgrowth  of  the  doctrine  of  riparian  rights. 
This  doctrine  does  not  permit  of  the  diversion  of  water  from  streams. 
Where  the  Courts  find  that  it  has  been  violated  for  a  number  of  years 
and  money  has  been  spent  in  construction,  the  water  user  is  protected 
under  the  theory  of  prescription.  Prescription  is  the  reward  extended 
to  water  users  who  violate  the  doctrine  of  riparian  rights.  It  is  natural 
that  it  shovild  lead  to  some  trouble.  It  was  born  of  trouble.  It  is 
almost  as  iniquitous  as  the  doctrine  of  riparian  rights.  Regarding 
abandonment,  the  public  should  insist  on  the  beneficial  use  of  water. 
If  use  is  not  made,  there  should  be  a  way  to  terminate  the  right.  The 
period  of  non-use  should  be  brief.  With  so  many  concerned,  and 
because  waters  are  of  so  much  value  to  individuals  and  to  the  public, 
the  latter  cannot  consent  to  witness  even  a  brief  period  of  non-use. 
The  reward  which  the  public  exacts  at  present  is  less  than  nothing. 
To  demand  continued,  beneficial  use.  does  not  place  the  public  on  a 
par  with  the  private  consumer.  The  Courts  are  very  slow  even  to 
call  the  attention  of  private  users  to  the  fact  that  they  are  slothful. 
"Unlicensed  use"  is  a  new  complication,  and  the  terms  would  suggest 
a  suspicion  of  public  interest  somewhere. 

7. — The  transfer  of  riparian  rights,  or  almost  any  right  or  use  to 
another  use,  is  generally  fruitful  of  litigation.  That  is  why  the  right 
to  use  should  belong  to  the  use  and  not  to  the  user,  and  always  be 
limited  to  the  quantity  applied  beneficially.  There  has  probably  been 
no  more  frequent  or  serious  injustice  done  water  users  than  that  which 
has  resulted  from  transfers  of  this  kind.  A  riparian  proprietor  gen- 
erally uses  water  for  domestic  purposes.  Instead  of  calling  him  a 
riparian  proprietor,  or  a  proprietor  of  water  or  water  rights  of  any 
kind  or  degree,  he  should  be  known  as  a  water  user,  the  kind  of  use 
should  be  defined,  and  a  limit  placed  thereon.  He  is  blessed  by  Nature 
because  he  has  a  supply  of  water  at  hand.  Under  any  competent  ad- 
ministration he  has  nothing  to  sell  in  the  way  of  water  or  water  rights. 
If  others  buy  his  land,  they  probably  pay  more,  slightly  more,  because 
of  the  proximity  of  water  supply.  If  some  one  desires  to  flood  his 
land,  or  a  part  of  it,  in  order  that  a  pond  may  be  created,  he  sells  a 
part  or  all  of  his  holdings.  He  does  not  sell  water  or  water  rights, 
because  he  may  still  wish  to  exercise  his  right  to  domestic  use,  and. 
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Mr.  if  not,  that  right  lapses.  It  is  the  only  water  right  he  has.  The 
public  still  owns  the  water  and  the  channel  of  the  stream.  When  the 
land  is  flooded,  no  change  occurs  except  that  the  purchaser  of  the  land 
takes  the  place  of  the  original  occupant,  and  there  is  a  water  expanse 
instead  of  a  ground  area.  The  channel  of  the  stream  and  the  water 
still  remain  public.  Under  the  doctrine  of  riparian  rights,  the  stream 
cannot  be  dammed  or  the  flow  of  water  interfered  with.  That  doctrine 
survives,  only  to  be  violated. 

Change  in  character  of  use  should  always  mean  forfeitxire  of  rights, 
except  where  the  use  is  to  be  transferred  to  a  preferred  use.  It  is 
practically  a  forfeiture  in  the  latter  case,  also,  except  where  the  prin- 
ciple of  priority  is  upheld.  Under  the  latter  condition,  the  priority 
is  carried  with  the  transferred  right  to  use  water.  The  use  can  always 
be  disposed  of,  and  the  public  records  do  not  need  to  be  burdened  with 
the  names  of  users.  The  public  records,  in  so  far  as  the  administra- 
tion of  streams  is  concerned,  simply  relate  to  the  uses,  their  priority, 
their  location,  and  their  extent.  These  elements  are  not  altered  by  any 
change  in  the  ownership  of  property  connected  with  the  use. 

8. — The  natural  flow  of  streams  may  be  affected  by  pondage,  storage, 
and  by  actual  diversion.  All  these  things  are  prohibited  by  a  doctrine 
which  gives  every  owner  of  lands  abutting  on  the  streams  the  right 
to  demand  the  waters  of  that  stream  to  pass  his  lands  undiminished 
in  quantity  and  vmdefiled  in  quality.  Yet  these  things  all  prevail,  on 
every  stream  where  the  doctrine  of  riparian  rights  is  presumed  to  be 
the  mainspring  of  inspiration,  in  the  United  States.  Pondage,  storage, 
and  diversions  would  not  result  in  litigation,  or  even  serious  conflict, 
under  an  administration  supported  by  the  principles  described. 

Though  public  ownership  and  supervision  of  water  is  of  great  im- 
portance to  the  public,  whether  represented  as  a  Nation,  a  State,  or 
a  lesser  political  subdivision,  it  is  of  greater  value  and  importance  to 
water  users,  who  have  led  in  the  demand  for  public  control  of  streams 
and  lakes.  Where  water  users  oppose  legislation  of  this  kind,  we  must 
come  to  one  of  possibly  two  conclusions :  Either  the  public  concerned 
lacks  confidence  in  itself,  or  water  users  are  ignorant  of  what  has  been 
accomplished  where  public  ownership  and  supervision  have  been  tried. 

Mr.  Decker  makes  a  very  interesting  presentation  of  the  relative 
rights  of  public  and  private  users.  Where  the  public  diverts  water 
from  a  stream  to  the  detriment  of  other  users,  some  return  from  the 
public,  in  proportion  to  the  damage  done,  is  natural  and  just.  How- 
ever, in  making  this  transfer  from  one  use  to  another,  it  should  be 
borne  in  mind  that,  as  the  public  use  grows,  the  private  use  decreases, 
and  that  the  public  is  not  buying  water  rights  or  water,  but  is  paying 
damages  to  the  private  users  because  of  the  decreasing  efficiency  of 
the  plant  concerned  in  the  use,  due  to  partial  failure  of  the  water 
supply.     The  local  public  is  then  taking  water  from  a  river  that  be- 
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longs  and  always  has  belonged  to  the  public  generally.  This  water  Mr, 
has  merely  been  used  for  a  brief  period  by  the  private  parties.  They 
have  invested  money  and  built  a  plant  or  plants  for  utilizing  the  water 
in  some  way.  It  is  not  a  great  undertaking  to  determine  what  dam- 
age is  done  when  the  water  supply  is  reduced  by  a  known  volume.  The 
city  is  generally  required  to  pay  for  water  rights,  and  other  intangible 
things,  on  a  valuation  which  would  never  be  countenanced  were  the 
private  party  arranging  to  reimburse  the  city  in  a  similar  transaction. 
Assume,  for  instance,  that  a  city  is  using  the  entire  flow  of  the  stream 
for  power  purposes.  A  new  use  then  develops.  This  new  use,  we  will 
assume,  is  created  by  the  needs  of  a  farmer  and  his  family.  The  farmer 
uses  a  small  volume  of  water  daily,  and  he  must  divert  this  above  the 
power  plant  of  the  city.  A  user  of  this  kind  is  generally  protected, 
provided  he  can  have  access  to  the  river.  If  he  is  an  owner  of  riparian 
lands,  the  Courts  uphold  him  to  the  extent  of  his  domestic  uses,  at 
least.  How  the  Courts  protect  the  use  under  the  common-law  doctrine, 
we  need  not  try  to  understand.  As  we  assume  a  larger  number  of 
farmers,  each  making  an  equal  demand  on  the  river,  the  city  must 
gradually  relinquish  its  use  of  water  for  power  purposes.  Now,  the 
owner  of  riparian  lands,  imder  the  common-law  rule  (so  the  Courts 
tell  us),  can  use  the  water  for  domestic  purposes  and  refuse  to  reim- 
burse the  city.  The  principle  of  priority  would  have  to  be  recognized, 
we  must  assume  in  such  a  case,  before  the  city  could  demand  a  return 
for  damage  done.  Usually,  we  have  the  domestic  uses  of  a  city  against 
the  power  interests  of  private  parties.  The  domestic  uses  of  a  city 
support  life.  If  the  private  user  for  power  purposes  has  his  money 
returned  to  him,  so  that  he  loses  nothing  by  the  investment  in  power 
development,  society  at  large  receives  the  highest,  general  benefit.  By 
assuming  that  the  public,  the  municipality,  is  the  user  of  water  for 
power  purposes,  and  that  it  must  give  up  that  use  as  more  important 
and  necessary  uses  develop,  the  question  may  be  viewed  in  a  light  that 
is  possibly  new  to  many  who  have  studied  it  from  other  angles. 

An  example  from  an  adjoining  field  may  serve  as  an  illustration. 
A  city  is  asked  to  extend  a  franchise.  Representing  the  public,  it  is 
naturally  presumed  to  give  the  franchise  to  some  company  which 
flatters  itself  with  the  announcement  that  it  is  to  provide  a  "public 
utility."  The  franchise  is  given,  the  only  condition  attached  being 
the  construction  of  certain  works,  a  part  of  the  "public  utility."  Before 
the  franchise  expires,  the  city  decides  to  purchase  the  private,  cor- 
porate property  and  try  to  do  something  for  itself.  We  might  assume 
that  the  corporation  would  volunteer  to  turn  over  the  property  at  actual 
cost,  less  depreciation,  plus  appreciation,  plus  renewals  and  replace- 
ments, etc.,  etc.  The  city  is  generally  charged  a  tidy  sum  for  such 
part  of  the  franchise  as  has  not  expired.  If  the  city  had  considered 
the  value  of  the  right  to  do  business  in  the  beginning,  it  could,  by 
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Mr.  no  possible  argument,  have  been  shown  that  a  franchise  should  ever 
have  been  given,  because  it  had  the  opportunity  then  to  serve  itself 
in  perpetuity. 

An  example  within  an  example  may  not  be  out  of  place.  A  new 
road  is  to  be  opened.  Some  private  lands  must  be  secured  for  high- 
way purposes.  The  public  has  power  to  condemn  lands  for  such  pur- 
poses. The  value  of  the  land  may  be  fixed  by  agreement  between  public 
authority  and  private  owner.  If  a  friendly  agreement  cannot  be 
reached,  a  commission  or  board  of  appraisers  is  appointed,  and  a  value 
is  established.  Of  course,  the  land  owner  has  a  right  to  appeal.  He 
seldom  appeals,  because  he  is  paid  a  fair  price  for  the  land,  and  he 
knows  this,  if  he  does  not  admit  it.  Xow,  the  land  thus  taken  from 
the  farmer  may  have  produced  crops  which  retvirned  an  annual  net 
profit  of  $15  per  acre.  The  farmer  and  his  heirs  had  the  right  to  enjoy 
this  profit  for  an  unlimited  number  of  years.  Lands  that  return  a  net, 
annual  profit  of  $15  per  acre  are  worth  $300  per  acre,  assuming  a  rate 
of  5  per  cent.  The  farmer,  under  the  franchise  theory,  has  the  right 
to  demand  something  because  of  the  right  he  enjoys  to  do  business  for 
himself.  As  this  right  is  unlimited  as  to  time,  the  farmer  simply 
capitalizes  his  annual,  net  profit  at  5  per  cent.  This  enables  him  to 
add  another  charge  of  $300  per  acre,  or  $600  in  all.  We  know  that 
the  farmer  is  never  permitted  to  impose  on  the  public  in  this  way. 
because  he  is  dealing  with  men,  usually  his  neighbors,  who  fully  under- 
stand the  value  of  his  land  and  who  also  understand  the  necessities  of 
the  public. 

After  the  city  has  been  penalized  by  the  Court  for  having  given  the 
franchise,  the  corporation  adds  other  charges.  One  of  these  has  the 
illusive,  yet  phonetic,  title  of  "going  value."  It  is  true  that  many  pri- 
vate water  users  pay  taxes,  but  they  do  not  pay  taxes  on  the  value  of 
water  rights,  which  they  frequently  claim  to  have  for  sale.  They  do 
not  pay  taxes  on  the  value  of  the  unexpired  franchises ;  they  do  not  pay 
taxes  on  going  value.  These  are  for  sale  to  the  public,  not  for  the 
public  to  tax. 

Little  money  is  available,  usually,  to  protect  the  interests  of  the 
municipality.  The  able  professional  man  is  tempted  to  go  to  the  aid 
of  the  private  party,  and  he  generally  does.  The  sympathy  of  the  Court 
for  the  same  party  may  easily  be  aroused,  because  the  judge,  in  his 
professional  journey  from  office  boy  to  the  bench,  may  have  lived  in 
an  atmosphere  hostile  to  public  initiative  and  unfriendly  to  the  pro- 
tection of  public  interests. 

In  the  administration  of  streams,  in  the  supervision  of  drainage, 
in  the  promotion  of  public  health,  and  in  many  similar  fields  of  service, 
the  principles  which  should  control  can  only  be  discovered  and  fully 
protected  by  specialists  in  the  various  branches.  The  public  rules, 
which  we  know  as  laws,  and  which  should  incorporate  these  principles, 
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can  best  be  framed  by  these  specialists.     The  specialist  does  not  invade       Mr. 
the  domain  of  the  attorney  in  so  doing.     Laws  relating  to  these  special    °'^°^^^'^- 
subjects  are,  under  this  practice,  couched  in  good,  plain  English.    They 
are  administered  by  professional  men  who  understand  them.     Rarely 
are  they  misconstrued. 

Wise  principles,  even  when  they  relate  to  matters  of  pure  law,  do 
not  always  develop  under  the  exclusive  jurisdiction  of  the  Courts.  It 
may  be  possible  to  give  one  reason  for  this.  When  some  question, 
which  involves  principles  of  importance  to  many,  is  brought  to  the 
Court,  only  a  few  interested  in  its  solution  are  able  to  be  represented. 
As  time  goes  on,  many  of  these  find  themselves  unable  to  defray  the 
expense  of  extended  litigation,  and  hence  withdraw,  so  that  when  tes- 
timony is  finally  presented  and  argument  made,  only  those  who  are 
financially  strong  remain.  The  principles  which  might  have  been  sup- 
ported by  the  many  who  were  unable  to  enter  the  contest  in  the  first 
place,  and  those  which  were  upheld  by  those  who  were  obliged  to  with- 
draw, are  never  presented  to  the  Court.  The  decision  finally  reached 
must  be  based  largely  on  the  principles  supported  by  the  few.  This 
decision  probably  places  the  few,  fortunate  litigants  in  a  position  where 
they  may  profit,  possibly,  at  the  expense  of  those  who  were  unable  to 
protect  themselves  in  the  Court  proceeding.  When  later  litigation  is 
indulged  in,  these  fortunate  persons  are  able  to  meet  their  rivals  in 
the  Court,  fortified  with  greater  financial  resources  and  reinforced  by 
a  valuable  precedent.  As  time  runs  on,  under  such  a  system,  the  Court 
continues  to  get  farther  away  from  the  principles  which  should  govern. 

When  we  try  to  follow  the  development  of  underlying  principles, 
we  find  ourselves  immediately  interested  in  men  who  have  led  in  the 
various  fields  of  human  endeavor.  The  university  has  been  slow  to  take 
an  active  part  in  the  formulation  and  discussion  of  principles.  In  a  way, 
however,  it  has  prepared  men  for  that  service.  Only  a  few  years  ago, 
a  professional  man  from  the  university  was  either  a  minister  of  the 
gospel,  a  lawyer,  or  a  doctor  of  medicine. 

As  the  human  race  developed,  other  professions  were  born,  and 
some  of  these  have  grown  until  they  have  recognition  almost  as  broad 
and  as  general  as  that  accorded  the  three  older  branches  referred  to. 
Engineering  is  probably  the  strongest  of  the  younger  professions.  It 
is  the  province  of  the  engineer  to  accept  the  gifts  of  Nature  and  to 
transform  them  in  such  a  way  as  to  aiford  the  g'reatest  happiness  and 
the  highest  service  to  the  race  he  represents.  This  work  is  distinct 
from  religion,  law,  and  medicine.  In  the  various  branches  of  en- 
gineering activity,  principles  of  great  value  to  the  public  are  discovered 
by  the  engineer.  These  must  be  observed  if  the  best  and  highest  uses 
of  Nature's  gifts  are  to  be  protected  and  enjoyed.  The  engineer  has 
a  great  field.  He  is  responsible  to  the  Maker  of  all  things  on  one  side 
and  to  the  millions  of  his  own  kind  on  the  other. 
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Mr.  Four  boys  grow  up  together.     They  enjoy  equal  educational  advan- 

Johnston.  ^ages.  They  come  from  homes  and  from  environments  that  are  similar. 
Each  selects  one  of  the  four  great  professions,  and  proceeds  to  fit  him- 
self to  be  of  service  to  those  with  whom  he  must  live,  and,  incidentally, 
to  support  himself  in  a  way  that  will  reflect  credit  on  one  who  spends 
years  of  his  life  in  preparation  for  work.  As  years  pass,  these  four 
men  assume  high  places  in  their  various  professions.  The  lawyer  is 
finally  elevated  to  the  bench,  the  minister  becomes  a  high  officer  of 
the  church,  the  physician  leads  his  profession  in  at  least  one  line  of 
work,  and  the  engineer  finds  new  methods  of  converting  the  gifts  of 
Nature  into  blessings  to  humanity.  Up  to  this  time,  these  men  have 
been  practicing  their  professions  along  with  many  associates.  Now, 
they  also  become  authorities  as  to  principles  that  concern  the  work  of 
their  own  professions.  Further,  each  should  be  in  position  to  define 
the  principles  which  should  establish  the  relations  of  individuals  and 
the  public  with  the  things  that  are  studied  and  understood  only  by  men 
of  their  own  professions. 

Wlien  some  of  these  authorities  assume  an  interest  in  public  affairs, 
there  are  some  obstructions  in  their  paths.  A  concrete  example  may 
serve  to  illustrate.  Assume  that  the  time  has  arrived  for  a  forward 
step  in  matters  of  public  health.  The  physicians,  interested  in  per- 
forming a  great  public  service,  naturally  advise  with  the  leading  men 
of  their  own  profession.  They  frame  a  measure,  a  duty  they  are 
eminently  qualified  to  perform.  The  measure  is  submitted  to  the  law- 
making body.  Not  a  single  member  of  that  body  represents  the  medical 
profession.  The  committees  to  which  it  is  referred  have  no  special 
knowledge  of  the  subject  to  which  the  bill  relates.  Physicians  who  are 
active,  who  are  willing  to  give  of  their  own  time  for  the  good  of  the 
public,  and  who  have  no  hope  of  or  desire  for  reward,  appear  before 
these  committees.  These  physicians  may  not  be  adept  in  advancing 
arguments  to  those  whose  training  does  not  lead  them  to  appreciate 
readily  the  importance  of  the  pending  measure.  The  committees  may 
finally  report  favorably.  When  the  measure  is  placed  before  the  law- 
makers, the  arguments  advanced  in  favor  of  its  passage  must  come 
largely  from  the  committees.  Its  prospects  for  passage  are  not  bright. 
If  passed,  the  chances  for  amendments,  which  practically  nullify  the 
purpose  of  the  bill,  are  numerous.  The  bill  finally  emerges  from  the 
legislative  test  of  "running  the  gauntlet"  and  becomes  a  law;  but 
probably  is  crippled  from  the  beginning.  The  law  probably  provides 
a  simple  administration.  The  Governor,  or  some  other  officer,  far 
removed  from  frequent  contact  with  problems  of  public  heaJth,  has  the 
appointive  power.  He  may  select  a  competent  board  of  health.  He 
may  select  an  attorney  from  Podunk,  a  garbage  collector  from  Utopia, 
and  another  politician  from  Anywhere,  as  the  board  to  carry  this  new 
legislation  into  effect. 
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In  a  short  time  the  entire  law  may  be  questioned  by  some  one  Mr. 
who  claims  a  ''vested"  right  in  maintaining  a  public  nuisance,  or  in 
doing  things  which  seriously  interfere  with  public  health.  Now,  this 
legislation  relating'  to  public  health,  so  ably  supported  by  unselfish 
members  of  the  medical  profession  in  the  beginning,  is  to  be  taken  into 
the  Court,  which  has  had  no  opportunity  to  study  the  principles  on 
which  the  law  is  based.  It  is  possible  that  the  great  physician  who 
understands  the  value  of  the  law  and  who  appreciates  fully  the  prin- 
ciples on  which  it  rests,  may  be  called  as  an  expert  witness  in  the 
initial  hearing  of  the  case.  Those  who  have  occupied  such  a  place 
realize  how  little  information  such  a  man  is  permitted  to  give,  par- 
ticularly in  the  definition  and  support  of  principles.  The  witness  is 
confined  largely  to  testimony  which  might  be  given  by  any  practi- 
tioner. He,  better  than  any  man  living,  is  in  position  to  say  what 
principles  should  govern.  An  appeal  is  taken  to  the  Court  of  last 
resort,  and  all  testimony  is  transmitted  in  documentary  form.  The 
great  physician  is  shoved  out  of  the  field  of  service,  and  the  public 
loses  his  aid.  The  great  lawyer,  the  judge  in  the  Court  of  last  resort, 
never  comes  into  contact  with  the  great  physician.  He  has  not  fol- 
lowed his  work,  and  he  knows  as  much  about  the  problems  of  public 
health  as  do  many  others  who  have  not  enjoyed  close  association  with 
them.  He  cannot  appreciate  the  importance  of  the  principles  that  the 
great  physician  supports,  yet  he  has  inherited  the  right  to  enunciate 
the  principles  that  the  public  is  presumed  to  observe.  His  decision 
must  be  made  according  to  his  own  light ;  and  there  is  little  new  light 
filtering  through  to  the  tribunal  of  last  resort,  where  problems,  so 
foreign  to  the  law,  are  considered  by  the  Court.  Though  we  have  been 
laboring  for  many  years  under  the  delusion  that  a  judge,  whose  train- 
ing and  experience  have  been  confined  to  the  realm  of  law,  may  be 
sufficiently  educated,  instructed,  and  informed  by  testimony  relating 
to  a  subject,  probably  technical  and  at  least  foreign  to  him,  so  that  he 
may  make  a  decision  which  is  equitable  and  just,  still  we  must  con- 
demn the  practice  when  we  give  it  serious  consideration.  An  engineer 
would  not  assume  that  it  would  be  possible  for  lavs^ers  to  make  plain 
to  him,  in  a  brief  and  somewhat  stormy  contest,  the  value  and  im- 
portance of  great,  fundamental  principles  that  underlie  problems  of 
pure  law.  In  such  a  case,  the  attorney  would  be  the  witness.  He 
would  be  confined  to  the  very  elementary  phases  of  the  principles 
under  eonsidei'ation,  and,  following  the  prevailing  practice  of  our 
Courts,  he  woiild  be  bulldozed,  persecuted,  and  villified,  while  he  hes- 
itatingly felt  his  way  along,  always  knowing  that  he  was  not  presumed 
to  express  his  views  fully  and  truthfully  and  in  the  light  of  his  special 
knowledge  of  the  subject.  The  engineer,  acting  as  judge  in  this  imag- 
inai-y  court,  would  be  unappreciative  of  the  important  phases  of  the 
questions   brought    to   his    attention.      He   would    not   be   prepared   to 
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Mr.  recognize  underlying  principles  of  pure  law.  He  would  generally  be 
iDhtou.  goj^gyj^ija^  prejudiced,  because  some  trivial  and  unimportant  matter, 
relating  to  his  own  profession,  was  indirectly  concerned  with  the  really 
great  principles  before  him.  He,  therefore,  would  receive  so  little  help 
from  the  witness,  and  from  those  conducting  the  case,  that  he  would 
have  more  confidence  in  his  own  judgment,  usually,  than  in  anything 
that  came  to  him  in  the  way  of  testimon^y  and  argument. 

We  can  probably  ascribe  the  unfortunate  condition  of  our  streams, 
to-day,  to  our  willingness  to  permit  them  to  be  governed  under  prin- 
ciples that  have  been  inherited  from  a  decayed  civilization  or  evolved 
by  a  profession  which  is  educated,  prepared  by  practice,  and  finally 
qiialified  to  perform  efficient  service  in  a  foreign  field. 

Finally,  a  tribute  to  the  great  jurists  of  the  past,  who  studied  the 
best  and  wisest  rules  of  their  own  times  and  then  bequeathed  to  us 
the  benefit  of  their  wisdom  and  judgment.  We  have  no  more  valuable 
inheritance,  possibly,  than  that  which  has  been  created  by  students  of 
the  science  of  law  in  former  years.  The  principles  underlying  pure 
law  concern  men  and  their  relations  with  each  other.  If  "the  proper 
study  of  mankind  is  man,"  the  study  of  law  is  involved  therein. 
Strange  as  it  may  seem  to  some,  the  legal  profession  is  not  so  much 
concerned  in  general  legislation.  The  Court  excuses  no  man  because 
of  ignorance  of  legislation.  There  are  no  professional  qualifications 
prescribed  for  membership  in  law-making  bodies.  Legislation,  there- 
fore, is  a  matter  of  common  concern.  It  belongs  to  no  particular  pro- 
fession. Speaking  generally,  other  professions  than  law  are  supported 
by  principles  found  in  Nature.  Man  may  discover  them — he  cannot 
originate  them  or  change  them.  The  principles  involved  in  legisla- 
tion, which  concerns  the  work  of  professions  of  this  kind,  are  all 
foreign  to  the  profession  of  law.  Injustice  is  done  the  Court  when 
it  is  required  to  construe  such  legislation,  except  where  some  incidental 
feature  of  pure  law  is  concerned.  Greater  injustice  is  done  the  Court 
when  it  is  required  to  undertake  the  administration  of  things  that  are 
largely  controlled  by  principles  which  are  unknown  in  the  science  of 
law.  Therefore,  when  legislation — embracing  principles  which  concern 
the  relation  of  men  to  things  and  to  policies  foreign  to  the  science  of 
law — is  to  be  framed,  interpreted,  administered,  or  scrutinized,  this 
duty  should  be  performed  by  men  educated  and  trained  in  those  par- 
ticular branches,  more  than  in  law. 
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L.  Brodie,  E.  G.  Clifford,  and  Lars  E.  Jorgensen. 


Synopsis. 

There  are  two  features  which  distin^ish  this  type  of  dam  from 
the  ordinary  arch  dam.  These  are  (1)  "Economy  of  Material",  and 
(2)  "Ability  of  the  Dam  to  act  as  an  Arch,  even  Close  to  the  Founda- 
tion, to  a  ^fuch  Greater  Extent  than  the  Ordinary  Arch  Dam".  It  is 
understood  that  the  canyon  is  wider  at  the  top  than  at  the  bottom, 
which  is  generally  the  case. 

The  first  claim,  "Economy  of  Material",  is  proved  in  the  following 
manner.  It  is  shown  that  any  arch  slice  closing  the  gap  between  two 
abutments  must  subtend  an  angle  of  (133°  theoretically)  about  120° 
for  greatest  economy  of  material. 

The  constant-angle  arch  is  designed  to  comply  with  this  law  as 
closely  as  possible  at  any  elevation  from  crest  to  foundation.  The 
length  of  the  up-stream  radius  is  decreased  toward  the  foundation  in 
the  same  proportion  as  the  canyon  becomes  narrower,  thereby  keeping 
the  angle  subtended  by  the  arch  at  the  most  economical  value.  In  the 
case  of  an  ordinary  arch  dam  built  in  a  V-shaped  canyon,  the  angle 
subtended  by  the  arch  is  rapidly  getting  smaller  toward  the  lower 
elevations,   and    therefore   the   building   material   is   placed   in   a   less 

*  Presented  at  the  meeting  of  September  16th,  1914. 
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economical  position  and  the  arch  soon  becomes  so  flat  that  it  cannot 
act  as  an  arch,  but  the  load  is  carried  by  shear  and  cantilever  action 
almost  exclusively. 

To  prove  the  second  claim,  attention  is  called  to  the  fact  that  the 
deflection  of  an  arch  when  loaded  is  proportional  to  the  square  of  the 
length  of  the  up-stream  radius.  This  radius  may  be  several  times 
shorter  at  the  foundation  than  at  the  crest  of  the  dam  in  the  constant- 
angle  arch  design.  If  the  radius  should  happen  to  be,  say,  four  times 
shorter  at  the  foundation  than  at  the  crest,  the  deflection  required 
at  the  foundation  vpould  be  sixteen  times  less  than  at  the  crest,  using 
the  same  unit  stresses.  In  such  a  case,  the  arch  vpould  be  able  to 
support  sixteen  times  as  much  load  at  the  bottom  as  an  ordinary  arch 
having  a  constant  up-stream  radius. 

In  order  to  obtain  equal  safety  at  all  points,  it  is  necessary  that 
the  thickness  of  the  arch  should  be  made  the  greatest  in  the  middle, 
and  diminish  toward  the  abutments,  especially  toward  the  lower 
elevations.  This  is  on  account  of  the  fact  that  an  arch  dam  when 
loaded  acts  like  a  long  column  in  compression,  and  such  a  column  is 
weakest  in  the  middle;  besides,  the  central  portion  of  the  arch  moves 
back  and  forth  according  to  different  load  conditions,  and  for  that 
reason  alone  the  unit  stresses  used  for  this  portion  should  be  kept 
lower  than  for  the  more  stationary  portions  of  the  dam. 

It  is  also  pointed  out  in  the  paper  that  the  initial  stresses  (Poisson's 
ratio),  due  to  the  water  pressure  and  to  the  weight  of  building  material, 
can  be  utilized  to  carry  a  portion  of  the  load,  and  that  these  stresses 
will  carry  the  greatest  proportion  of  the  load  in  arch  dams  designed 
according  to  the  constant-angle  arch  principle. 

An  approximate  short-cut  method  for  finding  the  proportion  of 
the  load  taken  by  the  arch  and  by  the  cantilever,  respectively,  is  given, 
also  some  information  as  to  the  maximum  foundation  pressure  at 
the  toe,  and  the  shear  existing  at  the  foundation.  Finally,  a  few 
practical   examples   are  described. 

It  has  been  the  object  of  the  writer  to  bring  out  a  dam  design 
especially  adapted  to  high  and  comparatively  narrow  canyons.  For 
such  a  condition,  the  constant-angle  arch  dam  will  generally  show  a 
saving  of  material  of  33%  or  more  over  an  ordinary  gravity  dam,  and 
at  the  same  time  it  will  possess  a  factor  of  safety  more  than  twice 
as  great  as  that  of  the  gravity  dam.  •■      ' 
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This  method  of  arch  dam  design  shows  how  it  is  possible  to 
make  the  dam  take  most  of  the  load,  acting  as  an  arch,  leaving 
only  a  small  portion  for  cantilever  or  gravity  action. 

There  is  no  single  type  of  dam  which  can  be  readily  adapted  to 
every  site,  therefore  a  number  of  types  have  naturally  been  developed 
and  applied  to  satisfy  the  different  demands  as  these  have  presented 
themselves.  This  statement  applies  to  the  type  of  arch  dam  to  be 
described  in  this  paper,  as  well  as  to  any  other. 

All  masonry  dams  must  be  built  on  good  rock  foundation,  with 
the  exception  perhaps  of  those  of  the  Ambursen  type,  the  require- 
ments for  which  are  not  so  exacting.  Where  the  dam  site  is  narrow 
and  more  or  less  V-shaped,  a  single  arch  dam  of  the  type  to  be 
described  can  be  built  to  advantage.  How  narrow  the  site  must  be 
cannot  be  stated  in  general  terms,  for  a  few  calculations  will  have 
to  be  made  to  show  whether  there  is  economy  in  using  the  arch  dam 
rather  than  any  other  type.  Many  dams  having  gravity  sections  have 
been  built  curved  in  plan,  this  curved  form  giving  them  considerable 
extra  strength  at  the  crest,  especially  when  the  arch  subtends  a  large 
angle.  However,  the  ordinary  arch  form  gives  but  little  extra  strength 
at  the  bottom  of  a  V-shaped  canyon,  because,  no  matter  how  large  an 
angle  is  subtended  by  the  arch  at  the  crest,  this  angle  has  become 
small  at  the  bottom.  In  other  words,  the  arch  cannot  carry  much  load 
on  account  of  its  flatness.  This  non-action  of  the  arch  at  the  bottom 
the  following  method  of  design  seeks  to  eliminate,  besides  giving  a 
most  economical  distribution  of  material.  It  does  not  matter  whether 
a  gravity  section  or  a  much  thinner  one  is  used,  the  arch  can  be 
forced  by  the  design  to  take  up  the  greater  portion  of  the  load.  That 
this  is  the  most  economical  way  of  loading  the  structure  should  be 
readily  admitted,  as  arch  stress  is  distributed  nearly  evenly  over  the 
whole  section,  whereas  the  stress  due  to  gravity  action  is  very  poorly 
distributed,  being  a  maximum  along  the  down-stream  face,  and  dimin- 
ishing to  approximately  zero  at  the  up-stream  face.  These  two  stresses 
are  in  two  different  planes,  90°  apart,  thereby  tending  to  give  lateral 
support  to  each  other,  as  both  act  at  the  same  time.*     This  indicates 


*  This  conclusion  can  be  fairly  well  proved  by  the  fact  that  when  testing  a  cube  or 
column  of  any  material  in  compression,  it  swells  laterally  in  a  plane  90°  from  the  plane 
of  the  compressive  force.  With  lead,  this  is  quite  apparent.  If  this  swelling  be  pre- 
vented, the  crushing  strength  of  the  material  will  be  materially  increased. 
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that  it  is  not  economy  to  eliminate  entirely  the  cantilever  or  gravity 
action  in  an  arch  dam,  even  if  this  were  possible,  as  it  acts  like  the 
hooping  in  a  column,  giving  lateral  support  to  the  dam  body.  The 
arch  action,  however,  must  predominate,  on  account  of  the  more 
economical  distribution  of  stress  over  the  section,  and  also  in  order 
to  eliminate  the  large  shear  action  otherwise  introduced  by  the  force 
causing  the  bending  of  the  cantilever. 

When  an  arch  dam  is  loaded,  the  length  of  the  arc  is  bound  to 
become  shorter,  due  to  the  deformation  of  the  material  caused  by 
the  axial  stress.  The  only  way  the  structure  can  compensate  for 
this  shortening  is  by  deflecting  down  stream.  If  the  canyon  has  a 
fairly  regular  shape,  this  deflection  will  be  greatest  at  the  crown  of 
the  arch  and  will  decrease  to  zero  at  or  near  the  abutments.  This 
deflection  of  the  crown  introduces  cantilever  stresses  which  ordinarily 
reach  their  maximum  values  in  the  middle  section,  where  the  dam 
is  highest  and  the  deflection  is  greatest.  How  the  load  divides  itself 
between  the  arch  and  the  cantilever  depends  on  their  relative  ability 
to  carry  load,  and  it  is  easily  seen  that  if  we  wish  to  design  an  arch 
dam  where  the  arch  is  to  carry  the  greater  portion  of  the  load,  we 
must  keep  the  arch  deflection  down  to  a  minimum,  and  especially  at 
and  toward  the  bottom,  where  the  dam  is  fixed  in  position  and  cannot 
move.  Then,  too,  the  arch  should  be  designed  so  that  the  amount 
of  this  deflection  decreases  at  a  uniform  rate  from  a  maximum  near 
the  crest  to  a  minimum,  as  close  to  zero  as  possible,  at  the  foundation, 
in  which  case  any  imaginary  horizontal  arch  slice  deflects  as  if  it 
were  actually  independent  and  free  to  move  relatively  to  any  other 
slice  above  or  below,  thereby  eliminating  undesirable  internal  stresses. 

In  order  to  obtain  a  preliminary  dam  section  for  any  given  dam 

site  the  simple  formula, 

^^» 

t  =  ^ (1) 

1 

can  be  used  for  finding  the  thickness  of  a  sufficient  number  of  arch 
slices  at  different  elevations.  In  this  formula,  t  equals  the  thickness 
of  the  dam,  in  feet,  at  any  given  elevation;  P  equals  the  water 
pressure,  in  pounds  per  square  foot;  R^  equals  the  length  of  the 
up-stream,  radius,  in  feet;  and  q  equals  the  average  stress,  in  pounds 
per  square  foot,  of  the  area  of  the  dam  section  (Fig.  1). 
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It  will  now  be  shown  how  to  obtain  the  most  economical  arch  sec- 
tion, that  is,  a  section  where  the  materinl  is  placed  so  as  to  take  up  the 

load  with  miuimum  resulting  stress.        From   the  formula,  t  =  , 


it  is  seen  that  the  thickness,  and  therefore  the  area,  of  the  dam  sec- 
tion, varies  in  direct  proportion  with  the  radius.  The  volume  of  con- 
crete in  any  arch  dam  is  equal  to  the  area  of  the  section  multiplied 
by  the  length  of  the  mean  arc.  The  length  of  the  mean  arc  can  be 
expressed  as  the  length  of  the  mean  radius,  R,„,  multiplied  by  the 
subtended  angle,  in  terms  of  tt, 

or,  7  =  Area  X  ^m  X  ^  6 (2) 

where  2  6*  is  the  subtended  angle. 

The  mean  radius,  R^, 
equals  half  the  width,  IF. 
of  the  span  divided  by  the 
sine  of  half  the  subtended 
angle  (Fig.  1).  Thus 
1 


W 


R,„  = 


■  ■  (••!) 


sm.  0 

As  the  area  of  the  sec- 
tion is  proportional  to  the 
length  of  the  radius  (both 
to  Ru  and  R,,,),  Formula 
2,  for  the  volume  of 
masonry  can  be  expressed  thus 


Fig.  1. 


V  =  (J  X 


a-y 


X  26 


sin.2  6 


A-  X  6 

sin.^  9 


•(-^) 


where   C  and  E  are  constants,  the  latter  depending  on   the   width  of 

the  canyon. 

Accordins:   to  Formula  4,  the  volume  varies  with  the  term,  ;— . 

sin."^  S 

The  differential  coefficient  of  this  term,  equated  to  zero,  gives  the 
minimum  for  a  central  angle  of  133°  34',  which  means  that  any  hori- 
zontal slice  of  the  dam  has  the  least  volume  when  2  6  =  133°  34'. 
In  other  words,  the  dam  contains  a  minimum  quantity  of  material 
when  the  central  angle  is  kept  at  133°  34'  at  all  elevations. 


()<iO 
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The  curve  on  Fig.  2  shows  this  graphicallj' ;  the  abscissas  represent 

fj 

the  central   an^le,  2  0,  and    the   ordinate?    reiiresent    the    term. 7, — . 

'  sui.^  0 

the  latter  being  proportional  to  the  volume  of  masonry.     In  addition 

to   showing   the   point   of   maximum   economy,   this   curve    also   shows 

that,  as  long  as  the  subtended  angle,  2  6,  is  kept  between  the  limits, 

150°  and  110°,  the  variation  in  the  volume  of  masonry  is  very  small, 

but  that,   outside  these  limits,  the  volume  increases   rapidly.     Fig.   3 

illustrates   how   the  dimensions  of  successive   arch-shaped   slices   of   a 

dam  are  determined  and  superposed,  one  upon  the  other,  to  form  the 

structure.      Six   elevations    have   been    established,    forming    Contours 
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Fig.  2. 
I,  II,  III,  IV,  V,  and  VI,  Contour  VI  corresponding  to  the  level  of 
the  water  retained  by  the  dam,  and  Contour  I  corresponding  to  the 
lowest  water  level.  The  distance  across  the  canyon  at  the  top  of  the 
dam,  Tf,.,  is  measured  on  a  map  to  scale.  Then  the  mean  radius, 
jB,„y,  which  will  give  the  dam  the  greatest  strength  with  the  least 
volume   of    material,    is    found    by    substituting   the   most   economical 

1 


central   an<j;le,    2    9,   in    the    formula    B^ 


2    ^^'« 
sin.  G  ' 


The    thickness. 


t^,  may  now  be  determined  algebraically  from  Equation  1.     However, 
for  the  first  calculation,  the  length  of  the  up-stream  radius  will  have 
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to  be  estimated  from  the  known  length  of  the  mean  radius,  but  this 
is  not  difficult. 

At  Contour  V  the  distance,  W^,  across  the  canyon  is  measured, 
and  the  most  economical  radius  and  thickness  of  section  at  this 
elevation  is  found  in  the  same  manner  as  for  Contour  VI.  The 
center  of  curvature  of  the  arch  slice  at  Elevation  V  does  not  neces- 
sarily lie  on  the  same  center  line  as  the  center  of  curvature  of  the 
arch  slice  at  Elevation  VI,  as  perfectly  symmetrical  slopes  of  the 
canyon  sides  will  rarely  be  found.  It  is  desirable,  however,  for  prac- 
tical construction  and  appearance  sake,  to  try  and  keep  as  many  centers 


as  possible  on  common  center  lines,  as  shown  on  Fig.  3.  The  radii  and 
thickness  at  lower  elevations  are  determined  in  a  similar  manner.  It 
is  thus  seen  that  the  main  requirement  which  makes  for  high  econ- 
omy of  material  is  to  keep  the  central  angle  of  the  arch  as  near 
to  the  most  economical  value  at  each  elevation  as  the  contour  of 
the  site  will  permit.  This  necessitates  the  abandonment  of  the  con- 
stant up-stream  radius  generally  used  in  arch  dams  as  at  present  con- 
structed, and  the  substitution  of  radii  of  varying  lengths  corresponding 
to  the  widths  of  the  canyon  at  different  elevations.  In  some  localities 
it  may  be  desirable  to  face  the  dam  with  stone,  and  it  may  then  be  of 
advantage   to   step   the   faces.     It   will   then   consist   of   a   number   of 
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cylindrical  rings  superposed  one  upon  the  other.  The  up-  and  down- 
stream radii  in  such  cases  are  ascertained  in  exactly  the  same  man- 
ner as  given  above. 

To  prevent  upper  portions  of  the  dam  from  overhanging  lower 
portions,  it  will  be  necessary  to  have  the  thickness  of  the  section 
increase  from  the  crest  toward  the  foundation.  The  proportional 
increase  in  water  pressure,  therefore,  must  be  greater  than  the  pro- 
portional decrease  in  length  of  the  up-stream  radius  toward  the 
foundation.  The  ratio  of  increase  in  water  pressure  is  always  fixed,  and 
the  ratio  of  decrease  in  the  length  of  the  up-stream  radius  depends  on 
the  slope  of  the  canyon  sides.  If  these  slopes  are  such  that  at  any 
intermediate  elevation  the  ratio  of  decrease  in  length  of  the  up-stream 
radius  has  been  greater  than  the  ratio  of 
increase  in  water  pressure,  a  decrease  in 
the  thickness  of  the  dam  at  this  elevation 
would  result,  and  the  structure  would  be 
o\erhanging,  which  is  impracticable. 

Whenever  a  certain  thickness  must  be 
provided  to  prevent  overhanging,  it  is  most 
economical  to  increase  the  length  of  the 
mean  radius  above  that  corresponding  to  a 
central  angle  of  133°  24',  for  the  reason 
that  a  flat  arch  requires  less  material  than  o 

Center  for 

a  more  curved  one  of  the  same  thickness.  down-stream  face 

The  up-stream   radius,  however,  should  be  ^i^.  4. 

kept  small,  and  not  have  a  center  common  with  the  mean  radius, 
and  of  such  length  as  to  allow  the  deflection  line  (A.  Fig.  9)  to  become 
one  continuous  straight  line  from  crest  to  foundation.  The  material 
added  is  small  (as  shown  by  the  cross-hatched  spherical  triangle  in 
Fig.  4),  as  such  additions  are  generally  required  only  near  the  founda- 
tions, where  the  arch  is  short. 

In  the  foregoing,  the  thickness  of  the  different  arch  slices  has  been 
determined  as  if  all  the  load  were  taken  by  the  arch,  and  the  dam 
section  had  no  gravity  action  at  all.  How  safe  a  dam  would  result 
depends  primarily  on  the  unit  compression  allowed  when  using  For- 
mula 1  for  finding  the  thickness  at  different  elevations.  However,  in 
order  to  obtain  a  dam  of  uniform  safety  for  its  whole  height,  the 
foregoing  design  must  be  somewhat  modified  to  take  into  considera- 
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tion  the  gravity  and  curved  beam  action.  The  foregoing  theoretical 
design  would  prove  to  be  weakest  in  the  middle  in  most  cases,  for 
the  same  reason  that  a  long  column  held  at  both  ends  is  weakest 
in  the  middle,  and  on  account  of  having  the  highest  cantilever  stresses 
here.  Whenever  t  is  small  compared  with  R^^,  the  arch  when  loaded 
is  practically  a  long  column  in  compression,  and  the  length  of  the 
arch,  therefore,  should  not  be  more  than  twenty-five  times  its  thick- 
ness,  if  the  material  is   to  be  highly  stressed.     It  is   true  that   this 


Fig.  5. 
circular  column  is  supported  to  some  extent  along  one  side,  but  this 
added  stiffness  may  be  largely  offset  by  the  fact  that  the  water  may 
not  soak  through  the  up-stream  face  uniformly;  that  is,  the  effect  of 
the  water  pressure,  in  all  probability,  would  be  unsymmetrical  about 
the  center  line  of  the  dam.  On  a  high  and  comparatively  thin  arch 
dam  section,  the  resulting  compression  due  to  cantilever  action  and 
weight  of  material  above  may  become  excessive  near  the  foundation, 
requiring  some  additional  material  along  the  down-stream  face  tov/ard 
the  foundation,  as  shown  by  Figs.  5  and  7.  On  account  of  the  necessity 
for  this  additional  material,  the  use  of  a  smaller  central  angle  than  the 
theoretical  133°  might  actually  be  more  economical,  and  120°  or  even 
less,  in  a  case  like  this,  might  give  very  satisfactory  results  (generally 
greater   at   the   crest   and  smaller   toward   the   foundation,    depending 
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on  local  conditions).  By  decreasing  the  central  angle  from  133°  to 
120°,  the  volume  of  material  is  increased  1%  (Fig.  2),  but,  at  the 
same  time,  the  thickness  has  been  increased  6  per  cent.  For  angles 
much  smaller  than  120°,  the  volume  of  additional  material  required 
increases  at  a  greater  rate  than  the  thickness,  and  therefore  a  lower 
limit  for  the  economical  value  of  the  central  angle  is  soon  reached, 
and  extra  material  will  then  have  to  be  added.  The  thickness  of 
this  added  material  should  decrease  vertically  from  a  maximum  at 
the  foundation  to  zero  at  some  higher  elevation,  and  horizontally  from 
a  maximum  in  the  middle,  or  the  point  where  the  deflection  is  a 
maximum,  toward  the  abutments,  as  shown  by  Figs.  4,  5,  and  7.  This 
thickening  of  the  dam  in  the 
middle  to  take  care  of  canti- 
lever stresses  also  stiffens  the 
arch  materially,  considering  ^ 
it  as  a  curved  beam.  It  acts  , 
as  such  to  a  large  extent  to- 
ward the  foundation,  where  ^ 
t  is  large  compared  with  Ry^, 
and  therefore  this  added 
thickness  is  doubly  justified. 

Approximate  methods  for  ^ 
finding  what  proportion  of  Ip 
the  load  is  taken  by  the  arch 
and  by  the  cantilever  have 
been  thoroughly  discussed  in 
the  paper  entitled  "Lake 
Cheesman  Dam  and  Eeservoir"*  by  the  late  Charles  L.  Harrison,  M. 
Am.  Soc.  C.  E.,  and  Silas  H.  Woodard,  M.  Am.  Soc.  C.  E.  The  late 
K.  Shirreifs,  M.  Am.  Soc.  C.  E.,  in  his  discussion  of  that  paper  develops 
the  following  formula  for  the  crown  deflection  of  an   arch  dam. 

CG^  X  Pj  (up-stream  radius)'- 

Y^t (''> 

,  and  CC,  is  a  factor   which    takes    the    curved 
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Fig.  6. 


rO°   80°  90° 


D„ 


where  P^  =  P  X 


R.. 


beam  action  into  consideration  and  can  be  found  directly  from  Fig.  6. 
which  for  the  sake  of  ready  reference,  and  on  account  of  a  typographical 
error   in   the  original   formula,   is   reproduced   here   from   Fig.   22   in 


*  Transactions,  Am.  Soc.  C.  E.,  Tdl.  LITI,  p.  89. 
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Mr.  Shirreffs'  discussion.  E  is  the  modulus  of  elasticity  and  t  is  the 
thickness.  This  formula  and  curve,  however,  do  not  take  the  initial 
stresses  in  the  dam  structure  into  consideration,  and,  therefore,  before 
applying  this  formula  for  finding  arch  deflections  due  to  the  water 
load,  we  must  determine  how  much  of  this  load  is  carried  by  the  arch 
due  to  initial  stresses,  because,  only  after  deducting  this  part  of  the 
load  does  the  remainder  divide  up  between  arch  and  cantilever  action 
in  the  ordinary  sense. 

By  initial  stresses  are  meant  stresses  principally  due  to  the  weight 
of  the  structure  and  to  the  water  pressure.  Therefore,  these  stresses 
reach  their  maximum  values  at  or  near  the  foundation,  and  are  zero 
at  the  crest.  Thus  far,  they  have  not  been  much  discussed,  but  they 
are  very  important,  and  should  be  taken  into  consideration  when 
attempting  to  find  the  actual  division  of  load  between  the  arch  and 
cantilever. 

When  the  dam  is  completed,  the  lower  layers  of  the  dam  body 
are  in  compression,  due  to  the  weight  of  the  material  above.  When 
a  body  is  compressed,  the  dimension  in  the  direction  of  the  compres- 
sive force  becomes  smaller,  but  in  other  directions  the  body  swells,  if 
free  to  move  (lateral  strain).  The  ratio  of  lateral  to  longitudinal 
strain  is  difl'erent  for  different  materials.     It  is  known  to  lie  between 

—  and  —  for  bodies  such  as  metals,  but  for  concrete,  which  is  not  a 

3  -i  ■ 

1 
very   homogeneous   substance,   this   ratio  is  about   -^  at  the  unit  com- 
pression generally  used  in  arch  dam  design.     A.  N.  Talbot,  M.  Am. 
Soc.  C.  E.,  skives*  values  for  this  ratio,  -    ,  ransing  from  0.1  to  0.18 

at  low  loads,  up  to  0.25  at  loads  near  the  ultimate  for  1:2:4  concrete 
60    days   old.      A    French    commission    on    reinforced    concrete    found 

Poisson's  ratio,  — ,   for  ordinary  concrete   to  be    about   0.10   when    a 
m 

force  of  200  lb.  per  sq.  in.  was  applied  perpendicularly  to  the  largest 
dimension  of  the  concrete,  and  about  0.22  when  applied  at  right  angles 
to  the  largest  dimension.     Professor  C.  Bach,  of  Stuttgart,  Germany, 

found  for  Poisson's  ratio  the  value  -_—   for  1:2:3    concrete   45   days 

■  ).'.> 

old  at  a  unit  compression  of  about  180  lb.  per  sq.  in.f 

*  Bulletin  JSIo.  20,  Uuiversity  of  Illinois. 

+  More  details  may  be  found  in  Engineering  News,  Vol.  68,  p.  308. 
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A  dam  body  often  contains  considerable  quantities  of  large  stones, 
and  the  presence  of  these  stones  has  the  effect  of  increasing  the  value 
of    Poisson's   ratio    of   the   total    mass.     (Poisson's    ratio    for    rock    is 

about    — .)       Therefore    the    use    of   —  for  tills  ratio  for  the  total  mass 
4   /  r, 

seems  to  be  entirely  justifiable.  Any  horizontal  layer  of  material 
will  have  to  sustain  compression  corresponding  to  the  height  of  the 
masonry  above  it,  and,  therefore,  will  actually  become  shorter  in  a 
vertical  direction  and  have  a  tendency  to  expand  horizontally.  If  the 
abutments  are  unyielding,  the  arch  may  be  prevented  from  actually 
becoming  longer,  in  which  case  axial  compression  is  introduced,  the 
same  as  if  water  pressure  acted  on  the  structure.  The  value  of  this 
initial  axial  compression  per  square  imit  area  is  equal  to  tlie  vertical 

compression  multiplied  by  —  if  the  abutments  are  unyielding,  and,  as 

5 

far  as  the  final  result  is  concerned,  it  does  not  make  any  difference 

whether  they  are  absolutely  unyielding  or  not. 

If  the  specific  gravity  of  the  concrete  for  the  dam  is  taken  at  2.3 

and  the  height  of  the  dam  at   //,  then  the  average  vertical  pressure 

2.:]  // 

can  be  expressed  as  ,  where   a  is    the    ratio  of  the   total   height 

o 

of  the  dam  to  the  height  of  a  rectangular  wall  having  the  same  sec- 
tional area  and  the  same  base.  The  ratio,  a,  is  known  as  soon  as  the 
section  is  known,  and  in  dam  design  the  section  must  be  more  or  less 
determined  before  final  calculations  can  be  made. 

The  dam  section  shown  in  Fig.  7  has  an  area  of  9  668  sq.  ft.,  a  base 
width  of  70  ft.,  and  a  height  of  250  ft.     The  height  of  the  masonry 

9  668 
column  causing  the  mean  vertical  pressure,  therefore,  ie  — ^-—  =  138  ft.. 

tO 

250 
and  a  = =:  1.81,  making  the  mean  vertical  compression  on  the 

138  '  .-^ 

2.3  H 

foundation — in  terms  of  head  of  water — equal  ^.^t^   —   1-27  H,  with 

no  water  ])ressure  acting  on  the  up-stream  side. 

The  condition  of  reservoir  full  introduces  an  additional  force — the 
radial  water  pressure — tending  to  compress  the  dam  body  in  a  direction 
perpendicular  to  the  direction  of  the  compressive  force  due  to  the 
weight  of  the  body.  At  the  bottom  of  the  dam  this  force  is  equal  to 
H,  in  case  the  water  is  standing  to  the  crest  of  the  dam.     In  this 
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case  the  radial  water  pressure  tends  to  counteract  the  swelling  of  the 
concrete  in  an  up-and-down-stream  direction  (due  to  the  weight), 
thereby  introducing  additional  initial  axial  compression. 

The  total  resulting  initial  axial  compression  at  the  foundation  of 
the  section  shown  in  Fig.  7  (in  terms  of  head  of  water),  therefore,  is 

—  (1.21  H  +  H)  =  0.454  X  H (0) 


where  Poisson's  ratio  has  been  taken  as   — .     Mr.  H.  Ballet,  a  French 

o 


Fig.  7.  Fig.   S. 

engineer,  was  probably  the  first  to  point  out  the  necessity  of  taking 
Poisson's  ratio  into  consideration  when  attempting  to  find  the  actual 
stresses  in  a  dam  body.* 

The  height  of  water,  h,  that  this  initial  axial  compression  of  0.454 
X  H  will  resist  without  causing  any  shortening  of  the  length  of  the 
arch  at  the  bottom  can  be  found  by  using  Formula  1,  thus 

h  =  0.454  X  H^ (7) 

K 

*  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  CLXXVllI,  1909,  p.  51. 
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For  the  narrower  section  shown  in  Fig.  7,  t  :^  70  ft.  at  the  base, 
Rft  =  75  ft.  Substituting  these  ralues,  it  is  seen  that  this  section  at 
the  very  bottom  is  able  to  carry, 

/(  =  0.454  X  HX  'J^  =  0.42r,  X  //. 

or  42.5%  of  the  total  head  of  water,  as  an  arch,  before  any  shortening 
in  the  length  of  the  arch  occurs. 

The  initial  axial  compression  holds  in  equilibrium  the  stresses  due 
to  42.5%  of  the  total  head  at  the  bottom,  the  remaining  57.5%  of 
the  load  will  divide  between  cantilever,  arch,  and  curved-beam  action, 
in  the  usual  way. 

By  analyzing  Formula  7  it  is  seen  that  by  simply  varying  t  and  R^, 
the  designer  has  it  within  his  power  to  make  the  arch  and  curved  beam 
take  more  or  less  of  the  load  by  utilizing  the  initial  stresses.  If,  in 
Fig.  7,  the  base  thickness  is  increased  from  70  ft.  to  110  ft.,  and  corre- 
spondingly at  higher  elevations,  and  i^^  is  kept  at  75  ft.,  which  is  about 
as  short  as  it  is  practicable  to  make  it  for  the  site  for  which  the 
section  is  designed,  then  the  initial  stresses  will  be  able  to  support  at 
the  foundation, 

0.4  XH^  =  0.r)85  X  H. 

or  58.5%  of  the  total  water  pressure  before  any  shortening  in  the  length 

of  the  arch  occurs,  and  before  additional  axial  compression  is  introduced. 

When  the  arch  becomes  thick,  however,  compared  with  its  length,  the 

load  is  carried  mostly  on  the  curved  beam  ;  this  will  be  discussed  later. 

The  dam  shown  in  Fig.  7  was  designed  with  varying  radii  to  keep 

the  central   angle   of   the   arch   as   nearly    constant   as   possible   at   all 

elevations.     For  comparison,  a  section  is  sho\\'n  in  Fig.  8,  using  the 

same  unit  compression  (except  where  it  is  wider  than  a  gravity  section 

near  the  foundation)  and  the  same  up-stream  face  batter,  but  a  single 

common  center  for  both  up-stream  and  down-stream  faces.     For  this 

section   the   length   of   the   up-stream   radius   is    also   variable,   but   it 

increases  toward  the  bottom  and  reaches  here  a  value  of  322  ft. 

The  average  vertical  compression  on  the  foundation  for  the  section 
2.P, 
shown   in  Fig.  S  is  —-  if  =  1.04  X  IT.  and   the   corresponding  total 

initial  axial  compression  due   to  the  lateral  deformation  is 
-  {1MXH+  H)  =  0.41  X  H. 
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The  height  of  water  which  this  initial  stress  can  resist,  therefore,  is 
equal  to  (see  Formula  7) 

0.41  X  H  :^^  =  0.20  X  H. 
■j22 

or  20%  of  the  total  head.  Comparing  this  with  58.5%,  or  42.2% 
for  the  constant-angle  arch  type  (Fig.  7),  it  is  easily  seen  that  this 
latter  type  is  much  more  effective  in  utilizing  the  initial  stresses  to 
support  the  water  load  than  the  ordinary  arch  having  its  faces  struck 
from  a  single  center. 

If  a  gravity  section  is  insisted  on  for  the  arch,  but  the  central  angle 
is  kept  as  nearly  constant  as  practicable,  it  will  be  possible  for  the 
gravity  section  to  take  up  the  greater  part  of  the  load,  acting  as  an 
arch  and  curved  beam  toward  the  bottom.  The  factor  of  safety  has 
thereby  been  increased  several  times  with  only  a  slight  increase  in 
material  due  to  the  smaller  average  radius  used  in  the  construction 
of  the  constant-angle  arch. 

It  may  be  argued  that  shrinkage  of  the  concrete  while  setting  will 
compensate,  to  a  large  extent,  for  the  axial  expansion.  This  is  true 
when  the  reservoir  is  empty  and  the  concrete  dry,  but  this  condition 
is  not  of  nearly  as  much  interest  or  importance  as  that  of  reservoir 
full,  for  which  condition  it  is  not  true.  In  this  latter  case  the  concrete 
is  water-soaked,  and  in  that  state  the  length  of  the  arch  is  at  least 
equal  to  the  original  length  before  setting.*  It  has  been  shown  in  actual 
practice,  however,  that  some  concrete  does  shrink  considerably,  open- 
ing up  contraction  joints  and  cracks.  One  way  of  compensating  for 
this,  is  to  force  grout  into  these  contraction  joints,  at  a  time  when 
the  temperature  is  low  and  the  reservoir  empty,  after  having  been  filled 
once.  In  this  way,  the  permanent  set  of  the  structure  will  also  be 
compensated  for,  and  the  arch  and  cantilever  will  take  their  respective 
shares  of  the  load  when  the  reservoir  is  filled  the  next  time,  and  each 
time  thereafter. 

Formula  5  has  been  used  for  finding  the  deflection  curves,  A  and  B, 
of  the  two  sections.  Fig.  7  (base  110  ft.)  and  Fig.  8.  Formula  7  has 
been  used  for  correcting  these  curves,  A  and  B,  to  take  the  effect  of 
lateral  strain  into  consideration.  These  curves  are  shown  in  Fig.  9. 
and  represent  the  deflections  of  the  two   arches,  assuming  that  they 

*  See  tests  reported  by  Messrs.  A.  T.  Goldbeck  and  A.  H.  White  at  the  1911  Con- 
vention of  the  American  Society  for  Testing  Materials. 


700  THE   CONSTANT-ANGLE    AECH  DAM 

are  free  to  move  at  the  foundation.  They  are  plotted  to  show  how 
erenly  the  deflection  curve,  A,  slants  from  a  maximum  near  the  top 
(above  Elevation  40  the  two  arches  are  identical,  the  **horns"  being 
two  tangents  40  ft.  high)  to  nearly  nothing  at  the  bottom  in  the 
constant-angle  arch  type  (Fig.  7),  and  how  little  the  slant  curve, 
B,  amounts  to  in  the  ordinary  type  of  arch  dam  (Fig.  S).  These 
curves  also  show  very  plainly  that  from  the  common  arch  type  much 
arch  action  toward  the  bottom  cannot  be  expected;  cantilever  and 
beam  action  must  take  the  load,  because  no  such  deflection  as  0.2624  in. 
could  be  possible  at  the  point  where  the  arch  is  fastened  to  the  rock 
foundation.  The  constant-angle  arch  type  for  this  particular  site, 
requiring  only  0.0083  in.  deflection,  or  31.5  times  less,  to  support 
the  same  load,  will  take  most  of  the  load  on  itself,  acting  as  an  arch. 

For  dam  sites  where  the  abutments  are  close  to  one  another  toward 
the  foundation,  and  where  t  is  large  compared  with  i?„.  Formula  5 
gives  values  for  the  crown  deflection  which  are  too  large,  even  as- 
suming that  the  dam  is  entirely  free  to  move  at  the  bottom.  Though 
this  formula  considers  the  curved-beam  action,  it  is  at  the  same  time 
understood  that  arch  action  is  complete.  However,  where  the  arch 
is  thick  and  the  distance  between  the  abutments  is  short,  the  arch 
becomes  a  wedge,  and  the  horizontal  curved  beam  takes  the  greater 
proportion  of  the  load,  because,  acting  in  this  manuci-,  the  support 
of  the  same  load  will  require  a  smaller  deflection. 

The  deflection  in  the  middle  of  a  beam  1  ft.  wide,  held  at  both 
ends,  and  uniformly  loaded,  is 

P  X  Z* 
^^  =  ^JX384 ^^"^ 

The  notations  are  the  same  as  before,  P  being  the  water  pressure,  in 
pounds  per  square  foot;  I,  the  length  of  the  span,  in  feet;  E,  the 
modulus  of  elasticity  of  concrete  per  square  foot;  and  J,  the  moment 
of  inertia. 

Whenever  Formula  5a  gives  smaller  values  than  Formula  5,  it  is 
indicated  that  arch  action  is  incomplete.  The  curved-beam  action 
tends  to  introduce  axial  tension  along  the  down-stream  face  in  the 
middle,  and  along  the  up-stream  face  near  the  abutments,  but  the 
axial  compression  due  to  the  partial  arch  action  and  lateral  expansion 
(Poisson's  ratio)  will,  or  should  much  more  than,  compensate  for  this 
tendency.    If  it  does  not,  the  design  should  be  changed. 
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From  Curve  A  the  deflection  of  the  arch,  Fig.  7,  at  the  one-third 
point  can  be  ascertained  directly,  and  is  found  to  be  0.132  in.  If 
the  cantilever,  250  ft.  liigh  and  1  ft.  wide,  were  actually  forced  to 
deflect  0.132  in.  at  this  point  (Elevation  166.67  ft.)  a  force,  F,  would 
be  required,  which  can  be  found  as  follows  (F  is  concentrated  at  the 
one-third  point): 

SXFXl^ 
^c=       ^^,..      (>") 


D„ 


E  X  }r 
0.132  8Xi^X83.33-' 


12  432  000  000  X  110^  ' 

759  000  000        ,       ,     ,-  „ 

F  =  =  1  308  000  lb. 

5-55 

(Where  no  explanation   is  given,   formulas   are  taken   from   standard 

handbooks.) 

The  cantilever  will  deflect  the  same  as  the  arch  when  thus  loaded. 

The  total  water  load  on  a  vertical  slice  of  the  dam,  1  ft.  wide 

0.  -f  15  625 
and  250  ft.  high,  is  250 —  1  953  125  lb.     The  initial  stress 

16.4 
supports  1  953  125  X  — — -  =  320  312  lb.  before   any  deflection   takes 

place,  therefore  the  load  causing  a  deflection  of  0.132  in.  of  the  com- 
bined arch  and  cantilever  must  be  equal  to  1  368  000  -|-  1  953  125  — 
320  312  =  3  000  813  lb.     The  proportion  of  this  amount  taken  by  the 

.„  ,       1  368  000         ,_   , 
cantilever  will  be  -^rr^xpr^T^r  ~  4o.5  per  cent. 

Now,   the   actual  load  to  be  divided  between   cantilever   and   arch 

is  not  3  000  813  lb.  per  running  foot,   but  only   1953  123  —  320  312 

=   1  632  813    lb.      Of   this    amount   the    cantilever    carries   45.5%,    or 

45  5 
1  632  813  X  — —  =  742  930  lb.,  concentrated  at  the  one-third  point, 

making  the  actual  deflection  at  this  point  0.132  X  — — —  =  0.073  in. 
The  bending  moment  due  to  this  force  is  equal  to 
742  930  X  83.33  =  61  908  357  ft-lb. 

110^ 
The   section   modulus   of   the   base  =  — —  =  2  011.  and  therefore 

b 

the  compressive  stress  on  the  foundation  at  the  toe.  due  to  the  bending 
action  of  the  water  load  on  the  cantilever,  is  equal  to 
BendinET  moment        61  908  357 


Section  modulus  2  Oil 


=  30  780  lb.  per  sq.  ft (9) 
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The  total  compression  on  the  foundation  at  the  toe  will  be  this 
compression  added  to  that  due  to  the  weight  of  the  structure,  which 
amounts  to  approximately  16  200  lb.  per  sq.  ft.  at  the  toe,  making 
the  total  compression  approximately  47  000  lb.  per  sq.  ft. 

If  a  base  length  of  70  ft.  is  chosen,  the  arch  would  take  a  greater 
percentage  of  the  load  and  the  curved  beam  a  smaller,  leaving  the 
same  or  less  for  the  cantilever,  but,  owing  to  the  smaller  section 
modulus  of  the  70-ft.  base,  the  compression  at  the  toe  would  be  some- 
what higher  than  30  780  lb.  per  sq.  ft.,  and  the  compression  due  to 
the  weight  of  the  structure  would  be  much  higher  than  16  200  lb. 
per  sq.  ft.,  so  that  the  sum  of  the  two  would  be  considerably  more 
than  47  000  lb.  per  sq.  ft.  Although  within  the  safe  limit,  the  re- 
sulting vertical  compression  would  be  out  of  proportion  to  the  36  000 
lb.  per  sq.  ft.  (and  less)  axial  compression  used  when  calculating  / 
from  Formula  1. 

The  dam  section  with  the  110-ft.  base  contains  only  4%  more 
material  than  the  dam  with  the  70-ft.  base  (Fig.  7),  as  the  addition 
is  not  made  as  a  portion  of  a  circular  ring,  but  in  the  shape  of  a 
spherical  triangle,  as  indicated  in  Figs.  4  and  5.  Any  intermediate 
base  length  between  the  two  limits  given  in  Fig.  7  could  be  accepted 
for  a  dam  built  on  this  particular  site.  (This  is  shown  approximately 
in  Fig.  3,  but  there  the  tangents  are  not  indicated.)  The  two 
stresses,  the  36  000  lb.  per  sq.  ft.  average  axial  compression,  and  the 
maximum  47  000  lb.  per  sq.  ft.  vertical  compression,  are  acting  in 
planes  perpendicular  to  each  other,  and  therefore  tend  to  support  each 
other.  Although  they  are  low,  the  resulting  section  (Fig.  7)  appears 
unusually  slender  on  account  of  the  economical  distribution  of  the 
material. 

This  method  of  calculating  the  vertical  stress  on  the  foundation 
is  correct  only  so  long  as  no  tension  exists  at  the  heel,  or,  if  tension 
exists,  so  long  as  this  tension  is  properly  taken  care  of.  For  the 
constant-angle  arch,  where  the  cantilever  tal^es  the  smaller  proportion 
of  the  load,  there  will  seldom  be  occasion  for  tension  along  the  up- 
stream face,  and  there  will  perhaps  never  be  enough  tension  to  demand 
consideration.  The  accuracy  of  the  result  obtained  from  the  use  of 
Formula  8  depends  to  some  extent  on  the  face  slopes,  especially  that 
of  the  down-stream  face.  The  error,  however,  is  generally  such  as  to 
compensate  for  that  made   m  not  considering  that  the  width  of  the 
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vertical  cantilever,  which  is  1  ft.  at  the  up-stream  face,  is  less  at  the 
down-stream  face.  The  short-cut  method  explained  above  for  finding 
the  division  of  the  water  load  between  cantilever  and  arch  action 
and  that  for  finding  the  total  maximum  foundation  pressure,  cannot 
be  used  for  dams  having  a  crown  deflection  curve  similar  to  Line  B, 
as  this  line  does  not  show  a  maximum  deflection  near  the  crest  and  a 
zero  deflection  at  the  foundation.  The  deflection  curve,  A,  answer> 
these  conditions  closely  enough  for  this  purpose. 

Thus  far,  only  the  middle  or  highest  dam  section  has  been  con- 
sidered, as  we  have  been  mostly  interested  in  knowing  the  maximum 
stresses  in  the  structure,  which  stresses  generally  occur  (in  high  dams 
at  least)  at  tlie  toe,  with  reservoir  full.  Some  modifications  may  be 
necessary  near  the  abutments  where  the  cantilevers,  unless  very  short, 
do  not  support  their  share  of  the  load,  most  of  which  is  thrown  over 
to  the  horizontal  curved  beam  and  arch,  increasing  the  axial  com- 
pression on  the  down-stream  face  from  the  abutments  to  somewhere 
beyond  the  points  of  contrary  flexure.  These  points  are  located  on 
both  sides  of  the  crown,  and  can  be  found  from, 

sin.  e 
^••>«-^  =  -^ (If) 

as  shown  by  Fig.  1.  Reference  should  also  be  made  to  the  discussion 
on  "Lake  Cheesman  Dam  and  Reservoir".*  This  higher  axial  com- 
pression will  not  be  entirely  local,  but  will  be  transmitted  from  abut- 
ment to  abutment  through  the  middle  of  the  dam,  making  the  axial 
compression  in  the  middle  higher  than  that  due  to  the  proportionate 
water  load  carried  by  arch  action ;  although  still  lower  than  the  value 
obtained  from  Formula  1,  assuming  the  whole  load  to  be  carried  by 
the  arch.  The  actual  value  may  be  found  by  drawing  a  graphical 
stress  diagram,  such  as  used  for  finding  stresses  in  arch  ribs  for  con- 
crete bridges,  etc.,  keeping  in  mind  that,  in  the  case  of  a  dam,  the 
directions  of  the  forces  are  radial.  From  information  as  to  the 
distribution  of  the  axial  stresses  thus  obtained,  a  new  value  for  the 
deflection  at  the  one-third  point  can  be  ascertained,  and  some  read- 
justment between  arch  and  cantilever  action  can  be  made.  As  long 
as  the  unit  compression  used  is  not  much  greater  than  50  000  lb.  per 
sq.  ft.,  this  refinement  seems  to  be  unnecessary,  and  hardly  worth  the 
additional  labor. 

^  '  *  Transactions,  Am.  Soc.  C.  E.,  Vol.  LIII.  p.  167.  - 
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In  Formula  1  only  average  stresses  have  been  considered  in  de- 
termining the  thickness  of  each  individual  arch  slice.  The  maximum 
axial  stresses  should  also  be  investigated.  These  exist  along  the 
down-stream  face,  and  are  found  from  the  formula. 

(?(max.)  -ry  X  ^"V (^^^ 

Formtila  11,  however,  does  not  give  correct  results  toward  the  founda- 
tion, where  the  arch  is  thick  relative  to  the  length  of  the  up-stream 
radius,  and  where  the  span  is  short.  The  proportion  of  the  load  carried 
by  the  arch  in  such  a  case  is  supported  more  by  the  curved-beam  than 
by  ordinary  arch  action.  This  will  cause  some  difference  in  the  value 
of  Q  (max.)  and  q  (min.)  (as  found  from  Formula  11),  adding  to 
Q  (max.)  at  and  toward  the  abutments,  and  subtracting  from  it  in 
the  middle  portion  between  the  points  of  coutra-flexure  on  the  curved 
beam.  In  high  dams,  Q  (max.)  will  ordinarily  be  lower  than  the 
vertical  compression  at  the  toe,  therefore  this  vertical  pressure  is 
still  the  most  important  to  investigate. 

The  influence  of  Poisson's  ratio  tends  to  equalize  Q  (max.)  and 
q  (min.)  in  dam  sections  having  up-stream  faces  of  steeper  slope  than 
their  down-stream  faces.  In  such  sections  the  vertical  pressure  due 
to  the  weight  of  material  above  is  greatest  along  the  up-stream  face, 
and  therefore  the  initial  axial  compression  is  also  greatest.  It  is  fair 
to  assume  that  this  condition  of  relieving  Q  (max.)  and  adding  to 
q  (min.)  also  tends  to  improve  the  water-tightness  of  the  dam. 

In  all  straight  gravity  dams  built  across  narrow  canyons,  hori- 
zontal tension  exists  along  the  down-stream  face  in  the  middle,  and 
along  the  up-stream  face  near  the  abutments,  at  least  toward  the  foun- 
dation. This  should  be  very  plain  when  it  is  considered  that  any 
beam  fixed  at  both  ends  and  uniformly  loaded  will  support  four  times 
as  much  load  as  a  cantilever  of  the  same  length  sustaining  the  same 
water  load  (nothing  at  the  top  and  a  maximum  at  the  bottom).  In 
other  words,  whenever  the  beam  is  four  times  longer  than  the  canti- 
lever, it  will  support  half  of  the  total  load,  and  whenever  this  ratio 
is  less  than  four,  the  horizontal  beam  will  support  most  of  the  load. 
The  ordinary  gravity  design  does  not  consider  this  beam  action,  al- 
though, when  the  dam  is  built  in  a  fairly  narrow  canyon,  the  greatest 
portion  of  the  load  toward  the  foimdation  is  actually  carried  on  the 
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horizontal  beam,  and  not  on  the  cantilever.  Though  adding  mate- 
rially to  the  stability  of  the  dam  (as  long  as  the  horizontal  tension 
introduced  by  this  beam  action  is  not  greater  than  the  breaking  point, 
and  as  long  as  the  expansion  joints,  if  any,  are  placed  at  or  near  the 
points  of  contra-flexure),  the  foundation  pressure  at  the  toe  is  at 
the  same  time  much  relieved,  a.  very  welcome  feature,  especially  in 
connection  with  high  dams,  and  surely  this  feature  should  not  be 
left  out  of  consideration  when  calculating  the  factor  of  safety. 

Now,  if  the  horizontal  beam  is  curved,  horizontal  axial  compres- 
sion takes  place  over  the  entire  section,  and  the  greater  the  curvature 
(that  is,  the  smaller  the  up-stream  radius)  the  more  load  will  be  taken 
by  the  arch,  and  the  less  remains  to  cause  horizontal  axial  tension 
at  any  point  of  the  dam  faces,  due  to  beam  action.  The  resultant 
axial  compression  from  arch  action  and  lateral  expansion  will  in 
general  more  than  compensate  for  this  tension.  Lateral  expansion 
due  to  the  weight  of  the  structure  exists,  of  course,  whether  the  dam 
is  straight  in  plan  or  curved,  but  this  alone  will  seldom  be  sufficient 
to  compensate  for  the  horizontal  tension  due  to  beam  action  in  a 
straight  gravity  dam  across  a  narrow  canyon.  The  curvature  must 
be  introduced  in  order  to  be  sure  that  no  tension  exists  in  this  hori- 
zontal beam.  For  a  dam  250  ft.  high,  the  bottom  width  of  the  canyon 
would  have  to  be  well  toward  i  mile  before  a  gravity  dam  would  act 
simply  as  a.  gravity  section  toward  the  bottom,  and  before  the  influ- 
ence of  the  horizontal  beam  action  would  be  negligible,  unless  it  should 
have  failed  in  tension  first.  (Near  the  top,  the  horizontal  beam  would 
have  no  practical  influence.)  It  would  seem  logical,  therefore,  to 
provide  even  quite  long  dams  with  a  curvature  suiEcient  to  take  care 
of  the  horizontal  tension.  Such  dams  would  not  be  true  arch  dams, 
but  the  slight  curvature  would  increase  the  factor  of  safety  by  elimi- 
nating the  tension  in  the  horizontal  beam;  and  combined  beam,  canti- 
lever, and  some  arch  action  would  support  the  load. 

Whenever  a  load  is  supported  on  a  beam,  or  on  a  cantilever,  shear- 
ing stresses  are  introduced.  These  shearing  stresses  reach  their  maxi- 
mum values  at  the  foundation  and  at  the  abutments,  and  should  be 
investigated  in  order  to  be  sure  that  they  are  within  safe  limits.  In 
the  case  of  the  dam  section  shown  in  Fig.  7,  base  TO  ft.,  it  can  easily 
be  shown  that,  even  should  the  shear  on  the  lower  60  ft.  of  the  dam 
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correspond  to  the  full  water  pressure,  this  stress  would  be  entirely 
within  the  safe  limit,  amounting  to  approximately  4  000  lb.  per  sq. 
ft,  where  the  dam  joins  the  hillside  and  foundation.  Along  this  joint 
the  maximum  unit  compression  generally  exists.  This  compression 
is  so  much  larger  than  the  shear  that  actual  shear  cannot  take  place^ 
as  friction  alone  will  prevent  any  tendency  to  sliding  at  the  abutments- 
Crushing  would  have  to  take  place  before  the  actual  sliding  of  any 
element  could  occur.  A  fair  approximation  of  the  magnitude  of  the 
actual  shear  forces  along  the  joint  between  the  dam  foundation  and 
abutments  can  be  obtained  in  the  following  manner :  Formulas  5  and  5a 
are  both  applied  in  order  to  find  in  what  proportion  the  load  is  divided 
between  arch  action  and  curved-beam  action  toward  the  bottom. 
Suppose  Formula  5a  gives,  say,  half  as  much  deflection  as  Formula  5 
for  the  same  load;  then  it  is  indicated  that  the  curved  beam  carries 
twice  as  much  load  as  the  arch.  In  reference  to  this  the  factor,  CCg, 
in  Formula  5  should  be  left  out,  as  we  are  working  close  to  the 
foundation,  where  the  arch  is  short  and  thick,  and  where  it  is  there- 
fore necessary  to  use  both  Formulas  5  and  5a. 

From  Formula  7  the  percentage  of  the  total  load  carried  by  the 
initial  axial  stresses  can  be  found,  and  from  Formula  8,  etc.,  the 
percentage  of  the  remaining  load  (due  to  head,  H  —  h)  taken  by 
the  cantilever,  can  be  determined.  In  the  case  of  the  dam  shown  in 
Fig.  7,  this  percentage  was  found  to  be  45.5,  and  there  is,  therefore, 
54.5%   (of  H  —  h)  left  for  the  arch  and  curved  beam.     Out  of  this 

1  2 

the  arch  takes  —  X  54.5% ,  and  the  curved  beam  —  X  54.5%  if  Formula 

•J  o 

5o  gives  haK  as  much  deflection  as  Formula  5.     The  shear  is  caused 

2 

by  a  force  equal  to  45.5  + -7-  X  54.5%  of  the  load  that  remains  after  that 

carried  by  the  initial  axial  stresses  (Poisson's  ratio)  has  been  subtracted 
from  the  total  load.  Another  place  where  shear  action  exists  is  in 
a  vertical  plane  at  the  foundation  along  the  toe  when  the  reservoir 
is  full  of  water.  The  tipping  in  a  down-stream  direction  of  the  loaded 
cantilever  deforms  the  toe  and  forces  it  to  make  a  depression  in 
the  foundation,  and,  as  the  rock  foundation  extends  outside  the  con- 
crete toe,  shear  will  take  place  where  the  end  of  the  toe  tries  to  deform 
the  foundation.     This  circumstance  introduces  additional   foundation 
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pressure  at  the  toe,  but  tliis  increase  is  already'  included  in  the  value 
as  found  from  Formula  9,  at  least  approximately.* 

Before  concluding  the  general  discussion,  the  action  of  changes 
in  temperature  should  be  considered.  As  the  ends  of  the  arch  are 
fixed  to  the  abutments,  the  shortening  or  lengthening  of  the  arch  due 
to  temperature  changes  either  causes  cracks  to  develop  or  forces  the 
crown  back  and  forth.  In  the  constant-angle  arch  type  the  average 
crown  deflection  for  the  same  amount  of  decrease  or  increase  in  length 
of  arch  is  only  about  half  of  that  required  by  the  common  arch  type 
(see  Curves  A  and  B,  Fig.  9),  and  the  tension  necessary  to  cause  this 
deflection  or  pulling  back  of  the  cantilever,  therefore,  may  not  exceed 
the  ultimate  strength  of  the  concrete,  in  which  case  no  cracks  would 
develop.  In  any  event,  cracks  are  not  as  likely  to  occur  as  in  the 
connnon  arch  type  of  dam. 

Practical  Examples  of  Arch  Dams. 

Plates  XIII  and  XIV  show  the  plan  and  section  of  the  Salmon  Creek 
Dam,  168  ft.  high  above  the  river  surface,  containing  52  000  cu.  yd. 
of  concrete,  having  1.25  bbl.  of  cement  and  a  small  percentage  of  lime 
per  cubic  yard.  The  contours  represent  the  actual  condition  of  the 
site  after  excavation,  and  it  is  seen  that  the  sides  of  the  canyon  form 
an  unusually  regular  V.  The  crest  width  of  the  dam  is  approxi- 
mately 550  ft.,  measured  in  a  straight  line,  and  the  arch  at  this  ele- 
vation subtends  an  angle  of  113  degrees.  Plate  XIII  shows  the  location 
of  the  centers  for  various  arch  slices,  12  ft.  apart  in  elevation,  and 
the  length  of  the  corresponding  up-stream  radii  and  unit  axial  stresses 
arc  given  in  the  table  on  Plate  XIV.  To  provide  better  accommodation 
for  the  spillway,  the  curve  for  the  top  12  ft.  of  the  dam  was  struck 
from  the  same  center,  therefore  the  warping  of  the  faces  commences 
12  ft.  below  the  crest,  and  continues  down  to  the  foundation.  This 
warping  is  so  uniform  that  one  who  does  not  know  that  the  centers 
are  moved  constantly  in  an  up-stream  direction  toward  lower  elevations 
does  not  notice  it.  The  carpenter  gets  his  points  about  every  10  ft. 
apart,   and  it  makes   no  difference  to  him  whether  he  builds  up  the 

*  The  result  from  Formula  9  depends  on  Formula  8,  and  in  Formula  8  the  deflec- 
tion due  to  the  bending  only  is  considered,  not  the  additional  deflection  due  to  the  hori- 
zontal shear  forces  accompanying  the  bending  action,  which  amount  to  10%  (average), 
therefore  the  proportion  of  load  taken  by  the  cantilever,  as  given  on  page  702,  is  really 
10%  too  high,  but  this  makes  the  resulting  foundation  pressure  at  the  toe,  found  from 
Formula  9,  more  nearly  correct  on  account  of  the  action  of  the  vertical  shear  at  the  toe, 
and  this  is  the  information  that  concerns  the  designer  most. 
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Fig.  10. 


-Reservoir  Site  on  S.\lmon  Creek,  Alaska.    Looking  Up  Stream 
FROM  THE  Dam.    Gravel  Pits  in  the  Foreground. 


Fig.  11.— Salmon  Creek  Dam,  Showing  Construction  Tower  and  Form  Work. 


Fig.  12. 


-Salmon  Cbeek  Dam.     Details  of  Tower  and  Disteibuting 
System  for  Concrete. 


Fig.  13. — Salmon  Creek  Dam.     Construction  Plant. 
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site  would  permit,  considering  that  the  ultimate  proposed  crest  eleva- 
tion is  to  be  at  Elevation  4  905. 

The  Lake  Spaulding  Dam  is  provided  with  an  inspection  tunnel, 
a  drainage  system,  and  contraction  joints,  which  are  usual  features  in 
dams  of  large  proportions.  The  details  of  these  features  are  shown 
on  Plate  XV.  The  section  of  the  arch  above  Elevation  4  660  is  of 
such  dimensions  that  it  will  stand  an  extension  of  35  ft.  in  height 
above  the  present  crest  elevation  (4  825)  without  any  addition  to  its 
thickness.  The  maximum  arch  stress  (q  in  Formula  1)  will  exist 
at  Elevation  4  775  with  the  water  level  at  Elevation  4  860,  or  260  ft. 
above  the  river  bed,  and  will  amount  to  23.8  tons.  It  is  fairly  constant 
over  the  greatest  portion  of  the  structure,  as  can  be  seen  from  the 
table  on  Plate  XV. 

"When  the  time  comes  to  extend  the  crest  of  the  dam  to  Elevation 
4  905,  305  ft.  above  the  river  bed,  a  slab  of  concrete  must  be  added  to 
the  down-stream  face,  and,  in  order  to  effect  a  good  bond  between  the 
present  dam  and  the  new  slab,  the  down-stream  face  of  the  present 
dam  has  been  stepped  off  and  a  sufficient  number  of  iron  rods  have 
been  left  protruding  several   feet   to   grip   the  new   slab   and   hold   it 

in  place. 

The  Lake  Spaulding  Dam  was  constructed  of  a  wet  mixture  of 
gravel  concrete.  Toward  the  top  this  mixture  was  richer  than  at  the 
bottom,  and  contained  from  1.17  to  1.25  bbl.  of  cement  per  cubic  yard. 
Test  specimens  were  broken  every  day,  and  the  results  of  these  tests 
were  used  as  a  guide  in  fixing  the  exact  proportion  of  the  mix.  It  was 
required  that  the  breaking  strength  of  the  test  specimens  (8  in.  in 
diameter)  should  be  at  the  rate  of  400  lb.  per  sq.  in.  when  7  days 
old;  and  900  lb.  per  sq.  in.  when  28  days  old.  Toward  the  lower 
elevations,  where  the  arch  was  thick,  the  mixture  was  somewhat 
leaner.  The  concrete  was  mixed  in  four  1-cu.  yd.  Smith  mixers 
on  the  hillside  above  the  dam,  and,  after  being  turned  in  the 
mixers  for  1*  min.,  it  was  run  by  gravity  in  flumes  to  different 
portions  of  the  dam,  as  shown  on  Figs.  14  and  15.  After 
the  dam  had  risen  to  a  certain  height  the  concrete  could  flow  no 
more  by  gravity  to  portions  farthest  away,  and  a  30-in.  belt-conveyor 
system  was  installed.  With  this  system,  all  portions  of  the  dam  could 
be  reached.  There  were  also  two  cableways,  to  transport  lumber  and 
other  materials  to  the  dam.    During  the  latter  part  of  1913  there  was 
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very  little  water  in  the  reservoir,  the  outside  temperature  was  low,  aud 
the  chemical  heat  was  practically  out  of  the  dam  body.  This'  had 
the  effect  of  opening  up  the  contraction  joints  (which  are  80  ft.  apart) 
about  I  in.  In  addition  to  this,  cracks  about  r\  in.  wide,  appeared  mid- 
way between  each  contraction  joint.  These  were  all  along  radial  lines, 
the  same  as  the  contraction  joints.  When  the  water  in  the  reservoir 
rose  to  the  crest,  early  in  February,  1914,  these  cracks  closed. 

The  outlet  works  from  the  reservoir  consist  of  two  intake  tunnels 
(shown  on  Plate  XV),  concrete  lined,  and  of  a  finished  diameter  of 
8  ft.  8  in.  One  intake  is  at  Elevation  4  670;  the  other  is  100  ft.  aboTe. 
Each  intake  is  provided  with  a  72-in.  butterfly  valve.  The  upper 
intake  slopes  downward  about  48°  until  it  meets  the  lower  tunnel,  this 
slope  starting  a  few  feet  back  of  the  upper  butterfly  valve.  About 
1  000  ft.  down  stream  the  single  pressure  tunnel  ends  in  an  adit,  and 
is  there  provided  with  a  second  butterfly  valve  and  also  with  two  pres- 
sure reducers.  Later,  it  is  intended  to  install  a  5  000-kw.  turbine 
and  let  this  act  as  a  pressure  reducer  by  utilizing  whatever  head  there 
may  be  in  the  reservoir.  From  this  point  the  350  sec-ft.  of  water  will 
flow  by  gravity  toward  the  power-houses  below,  of  which  one  is  built, 
and  four  more  are  projected.  After  the  water  has  left  the  lowest 
power-house,  it  will  be  used  for  irrigation. 

The  actual  construction  work  was  started  under  the  direction  of 
the  late  James  H.  Wise,  Assoc.  M.  Am.  Soe.  C.  E.  It  was  continued 
and  completed  to  date  with  F.  G.  Baum.  Assoc.  M.  Am.  Soc.  C.  E.,  as 
Chief  Engineer.  John  E.  Freeman,  A.  P.  Davis,  and  H.  F.  A.  Schuss- 
ler,  Members,  Am.  Soc.  C.  E.,  and  others  acted  as  Consulting  Engi- 
neers at  different  times.  Mr.  Freeman,  working  in  conjunction  with 
Mr.  Davis,  made  an  extensive  report,  and  many  of  the  details  sug- 
gested by  these  gentlemen  are  incorporated  in  the  construction  of  the 
dam.  Mr.  Davis  visited  the  site  several  times  during  the  construction 
period.  In  the  actual  design  as  used,  the  writer's  arch  theory,  and 
the  shape  of  the  up-stream  face  suggested  in  designs  submitted  by 
him,  have  been  followed,  except  near  the  foundation,  where  an  ordi- 
nary conical  face  was  substituted  below  Elevation  4  675,  instead  of 
continuing  the  inverted  cone  (approximately)   above. 

Mr.  John  A.  Britton  was  General  Manager  and  Vice-President  of 
the  Company,  IT.  C.  Vensano,  Assoc.  M.  Am.  Soc.  C.  E.,  Civil  Engi- 
neer, R.  G.   Clifford,  Assoc.  M.  Am.   Soc.  C.  E.,  Designing  Engineer 
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14.^Lake    Spaulding   Dam.      Mixing    House,    Distributing    Flumes, 

Belt  Conveyoes.     The  Method  of  Constructing  the   Exi'ansion 

Joints  can  be  Seen. 


15. — Down-stream  View  of  Lake  Spaulding  Dam,  Showing  the 
Stepping-off  and  Iron  Rods  for  Bond. 


Fig.   16. 


Down-stream  Faci-:  of  Lake  Spaitlding  Dam,  225  Feet  High 
Above  River  Bed. 


Fig.   17. — A  Small  Overflow  Dam.     Showing  Obstruction  i.\   .  .i.,  ..ii-i.;. 
Facilitate  the  Admission  of  Air  Behind  the  Sheet  of  Falling  Water. 
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and  Resident  Engineer  when  the  dam  was  started.  Mr.  P.  Magerstadt 
was  Resident  Engineer  during  1913,  and  Messrs.  Duncanson  and  Har- 
relson  superintended  the  construction. 

An  arch  dam  30  m.  (98.4  ft.)  high,  with  a  base  width  of  4  m. 
(13.12  ft.)  and  a  crest  width  of  1  m.  (3.28  ft.),  having  an  up-stream 
radius  of  20  m.  (65.6  ft.)  at  the  bottom  and  35  m.  (114.8  ft.)  at  the 
crest,  has  been  designed  and  built  by  H.  F.  Cameron,  M.  Am.  Soc.  C.  E., 
Division  Engineer  of  the  Bureau  of  Public  Works,  Manila,  P.  I.,  to 
store  water  for  domestic  use.* 

Fig.  17  shows  a  small  diverting  overflow  dam  designed  on  the  con- 
stant-angle arch  principle.  It  is  built  at  an  elevation  of  13  000  ft. 
above  sea  level,  in  the  Peruvian  Andes,  and  is  part  of  a  hydraulic 
development  by  the  Cerro  de  Pasco  Mining  Company.  Messrs.  F.  G. 
Baum  and  Company,  of  San  Francisco,  were  the  engineers,  and  Mr. 
H.  L.  Wilcox  was  the  Superintendent.  This  dam  is  designed  to  take 
care  of  a  maximum  overflow  of  1  500  sec-ft.,  and  is  62  ft.  high,  from 
bed-rock  to  crest,  but  only  24  ft.  high  above  the  river  bed.  The  length 
of  the  up-stream  radius  at  the  crest  is  36  ft.,  and  at  the  river  bed,  18  ft. 

''K;;    ;;•.")!;'■.<.  *  Engineering  Record,  Avgust2S<i,  1^^3,1).  iO'^.  "■  ■  '       - 
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D  I  s  c  xj  s  s  I  o  isr 


He^ny  •  ^^'  ^^  ^^^^^^''"  ^^-  ^^^-  ^00.  C.  E.  (by  letter).— The  economical  de- 
•  sign  of  arch  dams  in  canyons  of  considerable  width  at  the  bottom  and 
with  practically  vertical  sides,  calls  for  a  constant  angle  'and  constant 
radius.  The  author  deserves  full  credit  for  pointing  out  that  in 
canyons  which  are  more  distinctly  V-shaped  the  design  requires  a 
,  variable  radius  and  as  far  as  possible  a  constant  angle  in  order  to 
obtain  maximum  economy. 

It  does  not  need  much  mathematical  analysis  to  be  convinced  of 
the  general  correctness  of  his  reasoning,  and  the  writer  is  in  part 
responsible  for  the  adoption  of  a  similar  design  for  a  dam  of  this  type, 
now  under  construction.! 

With  the  more  detailed  reasoning  in  the  author's  analysis  of  in- 
terior stresses  throughout  the  body  of  masonry,  however,  the  writer 
cannot  fully  agree,  largely  because  he  does  not  believe  that  the  facts 
correspond  entirely  with  the  assumption  on  which  the  analysis  is  based. 
It  has  been  'assumed  by  the  author,  as  is  customary  in  studies  of 
this  kind,  that  the  weight  of  the  dam  is  transferred  vertically  down- 
ward to  the  foundation,  and  that  the  water  pressures  against  the 
structure  are  transferred  horizontally  to  the  abutments.  A  division 
of  the  loading  is  thus  arrived  at  between  the  vertical  cantilever  and 
the  horizontal  arch,  and  Poisson's  ratio  is  further  applied  in  an 
attempt  to  approximate  more  closely  actual  stresses  and  deformations. 
This  method  of  reasoning  may  be  logical  in  the  case  of  a  dam 
almost  as  long  at  the  bottom  as  at  the  top.  The  principal  subject  of 
the  paper,  however,  is  believed  to  refer  especially  to  dams  with  V-shaped 
rather  than  U-shaped  longitudinal  sections,  and  to  such  dams  this 
reasoning  is  not  believed  to  be  logically  applicable. 

In  the  matter  of  the  distribution  of  foundation  pressures  due  to 
gravitation  alone,  a  difficult  problem  is  presented  in  which  the  shape 
of  the  canyon  and  the  method  of  construction  become  important 
factors. 

If  a  dam  is  built  as  a  monolith  and  brought  up  horizontally,  with 
the  layers  well  connected  or  interlocked  by  large  rocks,  and  if  the 
sides  of  the  canyon  are  steep,  the  dam  becomes  to  a  large  extent  a 
wedge,  and  the  load  will  be  partly  transferred  from  the  middle  to  the 
sides  of  the  canyon  through  combined  arch  and  beam  effect.  Thus, 
the  loading  at  the  bottom  of  the  canyon  will  become  greatly  reduced. 
^  If,  on  the  other  hand,  the  dam  is  built  with  vertical  contraction 
joints,  the  horizontal  load  transference  will  become  reduced,  although 
friction   along   such   joints,   if    under   heavy   pressure   through   lateral 

*  Portland,  Ore. 

t  Clear  Creek  Dam.  Washingtou. 
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expansion  due  to  vertical  loading  and  through  horizontal  water  loading,  ^Mr.^ 
will  still  leave  considerable  beam  and  arch  effect.  _   _ 

If  the  dam  is  built  up  in  vertical  slices  with  large  vertical  joints 
between,  and  these  joints  are  finally  filled,  under  the  most  favorable 
conditions  of  temperature,  not  only  will  lateral  pressures  from  vertical 
loading  be  almost  completely  nullified,  but  entirely  different  conditions 
as  to  initial  stresses  will  exist.  •  ^i     i 

The  effect  of  the  shape  of  the  canyon  and  the  difference  m  methods 
of  construction  will  be  equally  important  as  to  transference  o±  hori- 
zontal water  loading.  .      ,.     ■,        .-         t  „u 

If  Fio-  18  represents  the  developed  longitudinal  section  of  an  aich 
dam  it  i"s  evident  that  in  a  dam  of  that  type,  the  shortest  distance  ol 
a  po'int  a  in  the  mid-vertical  cross-section,  to  the  abutment  does  not 
lie  in  a  horizontal,  but  in  an  inclined  direction,  approximately  norma 
to  the  slope  of  the  canyon.  A  down-stream  movement  of  the  point 
a  such  as  may  result  from  water  pressure,  therefore,  will  produce 
relatively  more  deformation  and  compression  in  the  direction,  ah, 
than  in  the  direction,  ac. 


Fig.   18. 


Fig.   19. 


In  transferring  water  loading  from  the  middle  to  the  ends  of  a 
dam,  the  stresses  or  lines  of  pressure,  therefore,  will  be  deflected  through 
weight  and  possibly  tension  into  curved  lines,  and  thereby  follow 
shorter   than   horizontal   lines   to   points   of   support,    as    indicated   by 

the  dotted  lines  on  Fig.  19.  ,  ,  i         u-  i 

If  ede  represents  such  lines  of  pressures,  then  the  arch,  which 
mainly  transfers  the  load,  will  have  its  crown  at  elevation  d  and  its 
springing  lines  at  the  lower  elevation,  ee,  and  if  developed  will  ap- 
proximate an  elliptical  shape,  with  largest  radius  of  curvature  and 
with  least  thickness  at  the  crown.  ■,..,•         -^ 

If  these  pressure  lines  are  representative  of  stress  distribution,  it 
is  evident  that  there  will  be  an  increase  in  intensity  of  pressure  near 
the  top  of  the  middle  section  and  a  corresponding  decrease  at  the 
bottom. 
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Heony.  .  ^^  ^^e  dam  is  not  built  as  a  monolith  but  with  contraction  joints 
there  will  be  a  lesser  tendency  to  deflection  from  the  horizontal;  but! 
through  friction  m  connection  with  initial  and  loading  stresses,  much 
of  this  tendency  will  remain,  and  it  is  quite  probable  that  even  then 
the  pressures  in  the  lower  part  of  the  dam,  both  up  stream  and  down 
stream,  may  be  profoundly  affected  by  load  transference 

In  any  study  of  division  of  load  between  arch  and  cantilever 
moreover,  it  should  be  remembered  that  any  inclined  plane  from  the 
canyon  walls  to  the  top  of  the  dam  may  develop  a  section  which  con- 
sidered as  a  cantilever,  may,  because  it  is  shorter,  be  stronger  and, 
therefore,  have  greater  effect  in  opposing  true  arch  action  than  the 
vertical  cantilever  on  which  the  author's  reasoning  is  based 

To   summarize,    the   writer   holds   that   if   an    analysis   of   interior 
stresses  ma  dam  placed  in  a  V-shaped  canyon  is  to  yield  satisfactorv 
results.  It  IS  essential  that  the  section  of  the  canyon  along  the  center 
line  ol  the  dam  should  be  made  a  factor  in  the  problem. 
^    This  discussion  is  submitted  with  a  full  appreciation  of  the  prin- 
cipal point  brought  out  in  the  author's  valuable  paper, 
we^'^'ann.  ^  .  ^^'^f^^  Wegmann,*  M.  Am.  Soc.  C.  E.-The  speaker  will  review 
briefly  the  opinions  about  arch  action  in  curved  dams,  that  have  been 
advanced   by   different   authorities.      M.    Delocre,    a   French   engineer 
investigated  this   subject  in   1866,   and  reached  the  conclusion  that   a 
curved  dam  would  act  as  a  dam,  providing  its  thickness  at  the  base 
did  not  exceed  one-third  the  radius  of  its  up-stream  face.f     Another 
French  engineer,   M.  Pelletreau,  placed  the  limit  of  the  thickness  of 
the    base,   of  a   dam   which   will  permit   arch   action,    at  one-half  the 
radius   of  the   up-stream  face.^     Professor  Eankine,   M.   Krantz    and 
some  other  eminent  engineers  thought  there  were  so  manv  uncertain- 
ties  involved   m   the   assumptions   made   in   the  mathematics   of   arch 
action  m  dams,  that  they  recommended  that  a  masonry  dam  should 
always  be  designed  so  as  to  be  able  to  resist,  by  its  weight  alone,  the 
pressure  of  the  water,  and  that,  in  the  case  of  a  narrow  valley    the 
plan   of   the   dam    should   be   curved,    as    an    additional    safeguard,    to 
utilize  arch  action. 

During  the  preparation  of  the  plans  for  the  Lake  Cheesman  Dam 
m  Colorado,  Silas  H.  Woodard,  M.  Am.  Soc.  C.  E.,  made  a  very 
interesting  mathematical  investigation  of  arch  action  in  curved  dams  § 
This  subject  was  carefully  studied,  also,  taking  into  account  stresses 
caused  by  changes  of  temperature,  by  George  M.   Wisner  and  Edgar 

*  New  York  City.  ' 

ry^^r^rl"^^^^^^^^    ""^^    '^    ^°^^^    ''"    P^^^l    ^    adoptep    pour    les    grands    barra-e^    en 
^eTemester,  p!'2ir'^°''"'''"  ^^  ^'^  ^''°'=''"-     -^^^^^^^sdes  Ponts^ltChaussVes:  1866. 
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T    Wheeler,  Members,  Am.   Soc.  C.  E.,  in  connection  with  the  plans        Mr. 
for  the  Pathfinder  Dam.*  '^'^°^"'" 

Mr.  Jorgensen  has  taken  a  step  in  advance  in  the  study  of  curved 
dams,  by  showing  that  a  vertical  arch,  built  between  the  sides  of  a 
narrow  valley,  will  require  the  minimum  volume  of  masonry  when  it 
has  a  central  angle  of  133°  34'.  In  applying  this  principle  to  the 
design  of  the  profile  of  a  curved  dam,  he  divides  the  dam  into  a 
number  of  assumed  courses,  and  tries  to  make  the  central  angle  of 
each  course  about  133°  34'.  If  this  principle  were  carried  out  rigor- 
ously, some  of  the  higher  courses  might  overhang  the  lower  ones.  The 
author  proves,  however,  that  the  volume  of  masonry  required  in  any 
course  will  not  vary  much  if  the  central  angle  lies  between  110  and 
150°,  and,  by  allowing  this  latitude  in  the  central  angles  of  the 
different  courses,  he  obtains  a  rational,  economic  design,  which  differs 
from  the  usual  plan  for  curved  dams  by  having  different  radii  for 
the  up-stream  face  at  different  levels.  The  method  is  novel,  and  is 
theoretically  correct. 

The  author  states,  on  page  687,  that: 

"Arch  stress  is  distributed  nearly  evenly  over  the  whole  section, 
whereas  the  stress  due  to  gravity  action  is  very  poorly  distributed,  being 
a  maximum  along  the  down-stream  face,  and  diminishing  to  approxi- 
mately zero  at  the  up-stream  face." 

The  speaker  cannot  fully  accept  this  statement.  Owing  to  the 
elasticity  of  the  masonry,  a  curved  dam  will  yield  slightly  when  sub- 
jected to  water  pressure.  This  motion  will  be  greatest  at  the  center  of 
the  valley  and  practically  zero  at  the  sides  which  form  the  abutments 
of  the  arch.  It  follows,  therefore,  that  although  we  can  calculate  the 
compression  in  the  arch  by  the  simple,  well-known  formula  given  on 
page  688,  this  stress  may  not  be  uniformly  distributed,  as  the  slight 
yielding  of  the  arch  will  cause  the  line  of  pressure  to  shift  nearer 
to  the  up-stream  face.  In  the  present  state  of  knowledge,  it  would 
be  difficult  to  say  whether  the  distribution  of  stress  in  the  dam,  con- 
sidered as  an  arch,  varies  any  less  than  that  which  is  usually  assumed 
to  be  caused  in  the  masonry  by  the  action  of  gravity. 

Turning  from  theory  to  practical  examples,  we  find  that  the  plans 
of  the  old  Spanish  masonry  dams,  which  were  built  more  than  300 
years  ago,  are  curved  or  polygonal  in  plan,  being  convex  up  stream. 
About  1843,  before  any  correct  theory  had  been  advanced  for  the 
design  of  masonry  dams,  M.  Zola  built  a  curved  masonry  dam  to 
form  a  reservoir  for  the  water  supply  of  the  City  of  Aix,  in  the 
southern  part  of  France.  This  dam,  known  as  the  Zola  Dam,  is  so 
thin  that  it  cannot  resist  the  water  pressure  by  its  weight.  Its  stability 
is  solely  due  to  arch  action.    For  a  height  of  120  ft.  above  the  founda- 
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Mr.  tion,  it  has  a  width  of  only  42  ft.  at  the  base.  The  dam  is  205  ft. 
Wegmanu.  j^^^^^  ^^^  ^j^^  crest,  and  is  curved  to  a  radius  of  158  ft.  at  the  top. 

In  1884,  Mr.  F.  E.  Brown  built  a  curved  ma-soniy  dam  in  the 
Bernardino  Mountains  in  California,  which  equals  the  Zola  Dam 
in  boldness.  It  was  64  ft.  high  and  only  20  ft.  wide  at  the  base.  At 
a  depth  of  48  ft.,  the  line  of  pressure  for  reservoir  full  was  about  13 
ft.  outside  of  the  dam.  This  structure  stood  successfully  until  1910, 
when  it  was  replaced  by  a  safer  dam,  about  200  ft.  farther  down  stream. 

From  1896  to  1906,  Mr.  Leslie  Augustus  Burton  Wade  built  thirteen 
curved,  concrete  dams  in  New  South  Wales,  Australia.*  They  vary 
in  height  from  25  to  87  ft.,  and  their  masonry  is  subjected  by  arch 
action  to  maximum  pressures  of  from  20  to  25  tons  per  sq.  ft.  The 
highest  of  these  dams  has  a  width  of  base  of  24  ft.  for  a  height  of 
87  ft. 

At  the  end  of  his  paper  the  author  mentions  three  dams  which 
have  been  built  successfully  on  the  constant-angle  arch  principle. 
The  profiles  of  these  structures  are  rather  peculiar,  but  this  is  due  to 
the  author's  attempt  to  get  a  better  distribution  of  stresses  and  a 
smaller  volume  of  masonry  than  are  to  be  found  in  the  ordinary 
curved  dam. 

Mr.  Orrix  L.  Brodie,!  M.  Am.   Soc.  C.  E.   (by  letter). — The  author  is 

"^^  '^'  to  be  congratulated  on  the  generally  clear  and  concise  treatment  of 
the  subject  matter  of  his  valuable  paper  and  on  his  demonstration  of 
the  constant-angle  arch  principle.  The  paper  has  proved  of  particular 
interest  to  the  writer  as  he  has  had  occasion  several  times  in  the  last 
few  years  to  analyze  the  stresses  in  arched  dams  of  different  types.  He 
gladly  greeted  the  author's  statement,  early  in  his  paper,  of  his  presenta- 
tion of  a  short-cut  method  for  finding  the  distribution  of  the  total 
load  between  arch  and  cantilever  elements  of  the  structure.  The  writer 
had  developed  a  set  of  general  formulas  (including  the  moment  of 
inertia  of  the  horizontal  section  of  the  cantilever  portion  considered 
between  vertical  radial  planes),  so  that  a  direct  solution  was  possible 
for  a  dam  of  any  vertical  cross-section ;  but  the  actual  computations 
prove  long  and  tedious.  The  formulas  referred  to  were  developed  along 
the  lines  laid  down  by  the  late  R.  Shirreffs,  M.  Am.  Soc.  C.  E.  In 
connection  with  this  approximate  short-cut  method,  the  writer,  not 
having  opportunity  to  try  it  for  himself,  would  like  to  know^  whether 
it  is  applicable  to  a  dam  of  any  cross-section,  say  a  spillway  dam  (at 
least  120  ft.  high),  arched,  and  which  requires  many  changes,  particu- 
larly at  the  top  and  bottom,  in  slopes  of  its  down-stream  face.  He 
would  also  like  to  know  what  expenditure  of  time  would  be  required 
in  determining  completely,  by  the  ingenious  short-cut  method  of  the 
author,  this  distribution  for  a  dam  of  the  indicated  type. 

*  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  ITS.  p.  1. 
t  New  York  City. 
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The  author  mentions  a  typographical  error  in  the  original  of  the  Mr. 
arch  deflection  formula  of  the  late  Mr.  Shirreffs,  relating  to  a  trigo- 
nometric function  of  6-  The  derivation  of  this  formula,  it  is  true,  will 
result  in  the  expression  as  written  by  the  author  in  connection  with 
Fig.  6,  but  it  was  originally  written,  evidently,  to  retain  the  angle,  6, 
throughout,  instead  of  involving  2  0,  as  the  author  has  written  in  the 
numerator  of  the  first  term  of  the  expression  for  CC ,,.     That  is,  the 

last  term  of  this  numerator,  -    (cos.  2  5  —  1)  is  equal  to  (cos.  '^f)  —  1), 

as  originally  expressed. 

The  author's  Formulas  (6)  and  (7)  are  open  to  some  question,  in 
the  writer's  mind. 

The  intensity  of  stress  due  to  the  weight  of  a  large  dam,  reservoir 
empty,  is  not  generally  uniformly  distributed  in  an  up-and-down-stream 
direction,  over  the  foundation,  though  for  a  thinner  arch  ring  this 
uniformity  of  distribution  may  be  approached.  Furthermore,  the 
initial  axial  stress  (in  terms  of  head  of  water)  due  to  the  weight  of 
the  dam.  assuming  for  the  time  that  its  weight  is  uniformly  distributed 

over    the  base  or   foundation,  will,  with  Poisson's  ratio  taken  at     ,  be 

o 

as  the  author  states,    -  X  1.27  H.  where   H  is  the  heio-ht  of  the  dam 
5 

above  the  horizontal  layer  at  the  foundation  level.  Unyielding  abut- 
ments are  supposed  to  resist  this  axial  strain ;  but  the  resulting  strain 
in  the  horizontal  direction  at  right  angles  to  the  axial  strain,  up  and 
down  stream,  is  opposed  by  the  water  pressure  only  on  the  up-stream 
side  of  the  dam  at  the  given  level.     Yet,  with  the  water  level  at  the 

top  of  the  dam,  a  head  of  —  Jf  is  assumed  to  oppose  this  up-and-down- 

5 

stream  strain.     The  unrestrained  down-stream  side  has  been  neglected 

in  considering      if  as  in  Formula  (G),  by  tlie  author, 
o 

In  other  words,  unless  there  be  a  force  on  the  down-stream  side, 
opposing  the  water  pressure  on  the  up-stream  side,  it  is  not  clear  to  the 
writer  how  the  initial  axial  stresses  can  be  considered  to  resist  the 
intensity  of  pressure  due  to  a  head  of  water,  /;,  nor  is  it  at  all  clear 
how  this  "resistance"  can  be  so  definitely  determined,  as  stated  in 
Formulas  (6)  and  (7),  with  the  above  mentioned  facts  in  mind. 

In  closing,  the  writer  wishes  to  emphasize  the  thought  expressed 
by  the  author  that  there  is  no  single  type  of  dam  that  may  readily 
be  applied  to  every  site.  Each  site  provides  its  own  problem  to  be 
thoroughly  investigated. 
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.Mr.  K.  G.  Clikford,*  Assoc.  M.   Am.  Soc.  C.  E.   (by  letter). — Having 

developed  this  type  of  dam.  the  author  has  also  demonstrated  its 
theoretical  features  so  thoroughly  and  forestalled  possible  practical 
objections  so  ably,  by  introducing  and  answering  them  himself,  that 
little  room  is  left  for  discussion  until  such  time  as  actual  measure- 
ments of  deflection  or  of  stresses  in  dams  of  this  type  may  bear  out 
or  refute  his  theoretical  deductions.  There  is  one  gratifying  feature, 
namely,  that  the  safety  factor  used  in  computing  the  arch  stresses 
is  sufficient  to  make  the  design  safe,  even  if  one  omits  the  proportionate 
parts  of  such  stresses  which  presumably  are  relieved  of  their  work 
both  by  the  cantilever  action  and  the  resistance  of  the  so-called  "initial 
axial  stresses." 

When  it  is  attempted  to  combine  properly  the  varying  elements  of 
stress  discussed  as  working  together  for  the  respective  support  or 
overthrow  of  dams  of  this  type,  no  one  would  be  so  hardy  as  to  base 
the  safety  of  a  community  living  below  a  reservoir  created  by  such  a 
dam  on  a  close  mathematical  solution  without  large  factors  of  safety, 
until  practice  has  demonstrated  their  soundness.  In  one  plane  is  the 
curved  beam  action,  amounting,  in  some  cases,  to  nearly  pure  arch 
stress,  and  again  introducing  considerable  tension  and  shear.  Also, 
in  this  plane,  are  the  initial  axial  stresses  depending  on  the  character- 
istics of  the  particular  concrete  used,  and  varying  with  the  unit  weight 
of  concrete  and  water  at  the  level  considered.  There  must  also  exist 
in  this  horizontal  plane  internal  stresses  caused  by  the  swelling  of  the 
concrete  as  the  material  is  subjected  to  varying  degrees  of  moisture 
and  heat.  In  the  vertical  plane  are  the  counter  forces  of  cantilever 
action  and  possible  hydrostatic  uplift  against  the  weight  of  concrete 
and  water. 

Just  how  all  these  forces  divide  up  the  loads  imposed,  the  writer 
claims  can  seldom  be  approximated,  for  here  may  enter  the  unknown 
variables,  such  as  contraction  and  expansion  due  to  setting  or  wetting, 
which  can  upset  the  other  calculations  utterly.  A  contraction  due  to 
cooling  and  drying  has  been  measured  under  similar  conditions,  and 
amounted  to  ^  in.  per  100  ft.,  and  this  contraction,  in  an  arch  600 
ft.  long,  with  a  radius  of  400  ft.,  is  equivalent  to  a  deflection  of  about 
2.7  in.,  which,  in  the  dams  referred  to  by  the  author,  would  exceed 
considerably  the  total  cantilever  deflection  up  to  the  point  where 
tension  is  introduced  in  the  heel  of  the  dam.  This  means  that  the 
arch  has  little  or  no  chance  to  act,  as  it  was  calculated  it  should,  in 
order  to  help  out  the  vertical  forces,  for  the  dam  has  virtually  been 
divided  into  short  curved  blocks  which  cannot  act  together  until  the 
water  pressure  has  tipped  them  together  radially,  or  until  the  concrete 
has  absorbed  sufficient  moisture  to  swell  and  close  the  cracks. 


*  Sacramento,   Gal. 
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The  practical  solution  of  this  problem  would  seem  to  be  a  thorough      Mr. 
grouting  of  contraction  joints  after  the  concrete  has  finally  set  and  ^''^•'■■^■ 
thoroughly    cooled,    and   while    the    reservoir    is    empty.      This    would 
insure  that  the  dam  would  act  as  an  arch  as  soon  as  any  water  pres- 
sure was  exerted  against  it. 

The  writer  desires  to  add  a  few  facts  concerning  the  Spaulding 
Dam,  which  is  one  of  the  first  examples  of  this  particular  type  and 
is  described  briefly  in  the  paper.  This  dam  is  in  a  narrow  canyon 
of  bare,  seamless  granite,  which  converges  down  stream  at  the  site, 
making  some  form  of  arch  logical  for  any  type  chosen.  The  dam 
was  started  as  a  gravity  structure,  with  a  400-ft.  radius  and  practically 
a  vertical  up-stream  face. 

In  the  spring  of  1913,  the  more  economical  type  under  discussion 
was  decided  on,  but  the  necessity  for  building  on  the  foundations 
already  in  place  made  it  necessary  to  introduce  some  modifications 
of  the  true  constant-angle  arch  dam.  The  iip-stream  batter  required 
in  the  middle  of  the  dam  to  prevent  overhang  at  the  horns,  forced 
the  top  of  the  dam  down  stream  to  such  an  extent  as  to  fit  the  ground 
poorly,  and,  in  order  to  overcome  this,  the  curves  on  the  up-stream 
side  were  made  to  end  in  tangents,  and  the  dowTi-stream  radii  were 
extended  to  their  respective  contours,  thus  thickening  the  dam  at 
the  abutments  which  are  full  gravity  sections  at  the  points  of  tangency. 
It  was  also  deemed  unnecessary  to  reduce  the  radii  of  the  up-stream 
face  below  250  ft.,  because  at  this  point  (60  ft.  above  the  base)  the 
width  and  thickness  were  about  the  same.  This  condition  precluded 
the  possibility  of  pure  arch  action,  the  resulting  wedge  acting  entirely 
as  a  curved  beam. 

The  present  dam,  225  ft.  above  bed-rock,  has  a  maximum  possible 
arch  stress  of  only  17  tons  per  sq.  ft.,  and  the  top  can  be  raised 
35  ft.  more,  adding  50%  to  the  present  storage  without  increasing 
these  pure  arch  stresses  to  more  than  2-1  tons,  which  is  considered  a 
conservative  figure  for  the  material  used.  The  bottom  60  ft.  was 
built  as  part  of  a  260-ft.  gravity  structure,  and,  to  show  the  economy 
of  applying  these  new  principles,  this  same  base  is  ample  to  provide 
for  carrying  the  dam  up  to  a  height  of  305  ft.  above  the  base,  at 
which  time  this  lower  portion  will  have  no  possible  arch  stresses 
greater  than  14  tons  per  sq.  ft.,  although  the  thickened  base  in  a 
high  dam  is  advisable  to  distribute  the  high  crushing  values  due  to 
cantilever  action,  as  expounded  by  the  author. 

The  determination  of  the  ultimate  economical  height  of  the  dam 
was  simplified  by  the  fact  that,  just  beyond  the  point  where  the  reser- 
voir would  no  longer  be  filled  during  the  winter  of  a  low  year,  the 
cost  of  construction  became  prohibitive,  owing  to  other  extensive 
damming  along  a  series  of  subsidiaiy  outlets.  The  unit  cost  of  addi- 
tional storage  to  the  company's  old  system  became  a  minimum  of  $22 
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Mr.  per  acre-ft.  with  the  main  dam  crest  285  ft.  above  bed-rock,  but  to 
increase  this  height  to  306  ft.  the  cost  only  increased  to  $24  per 
acre-ft.,  still  leaving  a  reasonable  cost  of  development  with  a  reservoir 
that  could  be  counted  on  filling  every  year.  The  value  of  this  stored 
water  is  realized  when  it  is  noted  that  the  series  of  power  develop- 
ments below  this  reservoir  will  utilize  a  total  vertical  drop  of  4  000  ft., 
the  water  then  being  in  great  demand  for  irrigation  and  domestic 
use  in  a  well-populated,  fertile  community. 

The  original  estimate  of  315  000  cu.  yd.  for  the  main  dam  is  cut 
down  now  to  2T0  000  cu.  yd.,  a  reduction  of  15%,  and  it  is  only  fair 
to  Mr.  Jorgensen  to  state,  that  if  his  design  could  have  been  used 
in  its  entirety,  a  still  further  saving  of  10%  could  have  been  effected, 
with  only  a  slight  increase  in  stresses  near  the  base,  which  are  now 
very  low,  as  already  noted. 

It  is  earnestly  to  be  hoped  that  the  engineers  of  the  companies 
which  are  the  pioneers  in  building  arch  dams  of  this  modified  and 
economical  type  will  take  measurements  of  deflection  \nider  varying 
heads  and  at  regular  intervals  around  the  dams,  in  order  that  actual 
results  may  bear  out,  or  throw  new  light  on,  the  present  theoretical 
treatment.  The  Spaulding  Reservoir  filled  rapidly  a  month  after 
the  dam's  completion,  when  80%  of  the  concrete  was  not  yet  6  months 
old.  At  this  time  of  filling,  the  deflections  shown  in  Table  1  were 
observed  at  the  center  of  the  dam's  crest,  which  is  600  ft.  long  and 
20  ft.  thick,  with  a  radius  of  400  ft.,  tapering  to  a  tangent  at  each  end. 

TABLE  1. — Deflections  in  Spaulding  Dam. 


January  4th,  1914. . . 
January  7th,  1914... 
January  28th,  1914. . 
February  10th,  1914. 


Elevation  of  water  below  Deflection  in  crown  of 

crest,  in  feet.  arch,  in  inches. 


40  !  2.62 


2.62 
3.38 
3.44 


The  zero  of  the  deflections  was  set  on  N^ovember  25tli,  with  water 
175  ft.  below  the  crest.  It  is  quite  conceivable  that,  as  the  setting 
was  completed  and  drying  out  proceeded,  the  internal  molecular  action 
attendant  on  contraction,  had  actually  drawn  the  crown  of  the  arch 
down  stream  before  the  water  rose,  and  a  series  of  readings  taken 
later,  as  the  water  dropped,  would  be  enlightening. 

The  author  gives  the  approximate  extent  of  contraction  cracks  on 
radial  lines  40  ft.  apart  (joints  were  left  80  ft,  apart  radially)  as 
alternately  i  and  xe  iii-  on  January  4th,  which  is  about  the  same  as 
the  writer's  independent  estimate,  no  accurate  measurements  being 
taken  except  those  of  an  ordinary  rule.  Later,  these  cracks  partly 
closed  as  the  water  pressure  increased   and   the  concrete  swelled,  but 
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it  would  seem  advisable  to  grout  them  during  the  late  fall,  while  the      Mr. 
concrete  is  still  dry  and  cold,  so  as  to  work  the  arch  action  more  and     '  "''  ' 
the  cantilever  less,   otherwise  heavy  compressive   strains  will  develop 
along  the  down-stream  face,  upsetting  what  would  be  a  well-distributed 
series  of  stresijes, 

Lars  R.  Jorgensen,*  M.  Am.  Soc.  C.  E.  (by  letter). — It  is  possible       Mr. 
in  most  cases,  to  dimension  the  length  of  the  up-stream  radii,  on  a 
constant-angle   arch  in  a     V-shaped   canyon,   in  such   a  manner  that 
the    crown    will    deflect    in    a    straight    line,    this    deflection    being    a 
maximum  toward  the  crest  and  nearly  zero  at  the  bottom. 

If  this  cannot  be  done,  the  crown  will  deflect  nevertheless  practi- 
cally in  a  straight  line  by  transferring  stresses  from  one  elevation 
to  another  through  shear  and  bending.  It  is  also  very  likely  that 
some  transference  is  done,  as  suggested  by  Mr.  Henny,  in  Figs.  18 
and  19,  in  all  cases.  The  customary  allowable  arch  pressure,  varying 
between,  say,  15  and  25  tons  per  sq.  ft.,  is  sufficiently  low  to  take 
care  of  some  local  concentration  of  stress. 

Although  French  engineers  have  been  responsible  for  much  of  the 
development  work  in  dam  design,  statements  made  by  some  of  them, 
as  to  the  relation  wliich  ought  to  exist  between  thickness  of  dam  and 
length  of  up-stream  radius  at  the  bottom,  can  only  be  taken  as  expres- 
sions of  their  personal  opinions. 

As  to  the  question  whether  or  not  a  gravity  section  ought  to  be 
used  for  the  arch,  no  general  answer  can  be  given.  Wliere  the  project 
will  stand  the  e^fpense  of  large  safety  factors,  the  dam,  of  course, 
should  be  designed  with  at  least  the  same  factor  of  safety  as  that 
used  on  the  other  structures  of  the  same  project.  This,  perhaps, 
necessitates  the  use  of  low  arch  stresses,  and,  consequentlj',  a  heavy 
section  is  the  result,  but  the  material  should  be  placed  to  the  advan- 
tage of  the  arch,  as  this  form  of  structure  is  the  most  economical 
for  closing  a  reasonably  short  and  deep  gap. 

As  to  the  sentence  with  which  Mr.  Wegmann  takes  issue,  the  writer 
begs  to  state  that  in  certain  cases  it  might  be  possible  that  the 
actual  difference  in  unit  compression  between  the  up-  and  down-stream 
faces  will  be  the  same  for  an  arch  and  a  gravity  dam,  but,  if  calculated 
on  a  percentage  basis,  the  distribution  of  stresses  in  the  arch  will  be 
the  more  even  of  the  two.  For  instance,  an  arch  calculated  for  an 
average  stress  of  25  tons  per  sq.  ft.  may  have  this  stress  distributed 
in  the  ratio  of  30  tons  at  the  down-stream  face  and  20  tons  along 
the  up-stream  face  near  the  abutments,  due  to  the  curved  beam  action 
and  the  great  thickness  of  the  arch.  If  this  distribution  is  compared 
with  that  in  the  gravity  section  having  10  tons  unit  compression  along 
the  down-stream  face  and  zero  tons  unit  compression  along  the 
up-stream  face,  the  actual  difference  would  be  the  same  in  each  case, 

*  San  Francisco,  Cal. 
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Mr.        but,   calculated    on    a   percentage   basis,   the  distribution    of   the   arch 
orgenseD.  g^^ggggg  jg  gggj^  ^^  ^ye  much  the  better. 

In  the  middle  of  an  arch  dam  the  curved  beam  action  tends  to 
neutralize  whatever  difference  there  would  be  otherwise  between 
the  unit  compression  along  the  two  faces,  if  the  proportions  of 
structure  and  site  are  such  that  this  action  takes  place  to  a  con- 
siderable extent.  The  difference  between  the  maximum  and  the  mini- 
mum arch  compression  in  the  middle  of  the  dam  (center  of  canyon), 
therefore,  is  small,  although  toward  the  abutments  it  may  be  quite 
large.  Toward  the  abutments,  however,  there  is  little  or  no  movement 
of  the  dam,  and,  therefore,  higher  local  compressive  stresses  can  be 
tolerated  than  toward  the  middle  portion  of  the  dam,  which  moves 
back  and  forth  with  the  rise  and  fall  of  water  level  and  temperature. 

To  Mr.  Brodie's  question  as  to  whether  the  method  given  foi- 
finding  the  proportion  of  the  load  taken  by  the  arch  and  by  the  canti- 
lever, respectively,  is  applicable  to  his  spillway  arch  dam,  the  writer 
can  only  state  that  it  is  applicable  for  arch  dams  having  deflection 
curves  similar  to  Curve  A  of  Fig.  9,  and,  in  order  to  have  an  arch 
deflect  thus,  it  is  necessary  that  its  up-stream  radii  decrease  in  length 
from  the  crest  toward  the  foundation ;  this  is  what  makes  a  better  arch. 

The  formula  in  Mr.  Shirreff's  discussion,  referred  to  in  the  paper, 
is  correct,  but  the  writer  preferred  to  use  Mr.  Shirreff's  expression 
(96)  as  the  type  in  the  final  formula  did  not  seem  plain.  Mr.  Brodie's 
point,  as  to  whether  the  full  water  pressure,  H,  in  Formulas 
(6)  and  (7)  should  be  taken,  or  only  a  percentag'e,  when  considering 
the  influence  of  Poisson's  ratio,  is  well  taken. 

It  is  true  that  the  water  pressure  on  the  up-stream  face  is  not 
opposed  directly  by  any  opposite  force,  but  it  is  opposed,  however. 
by  two  reactions  directed  through  the  two  abutments;  therefore  the 
full  head,  H,  of  water  has  been  substituted  in  Formula  (6),  as  it  has 
also  been  used  by  modem  French  engineers.  When  working  with 
concrete,  Poisson's  ratio  cannot  be  regarded  as  an  exact  fixed  quantity, 

•    ;  therefore,  a  smaller  error  in  the  determination  of  7/ in  this  matter 
5 

cannot  be  regarded  as  very  serious. 

It  has  not  been  claimed  that  the  formulas  given  were  sufiicient  for 
furnishing  complete  information  as  to  all  possible  internal  stresses. 
bending,  shrinkage,  etc.  Even  in  the  simplest  steel  roof  truss,  such 
stresses  are  not  possible  of  determination,  but  are  left  to  the  factor  of 
safety  to  take  care  of. 

As  concrete  is  a  more  uncertain  material  than  steel,  a  concrete 
dam  will  require  the  selection  of  a  higher  factor  of  safety  than  would 
be  necessary  for  a  steel  roof  truss.  With  an  arch  stress  of  24  tons 
per  sq.  ft.,  there  is  a  large  margin  of  safety,  even  with  the  existence 
of  the  unknown  and  variable  internal  stresses.     Some  concrete  shrinks 
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cuiididerably  while  setting  and  aging,  especially  when  deposited  at  a  Mr. 
Iiigh  rate  of  speed;  this  probably  accounts  for  the  opening  of  the  con-  °'"^'^'^^''°- 
traction  joints  and  intermediate  cracks  on  the  Lake  Spaulding  Dam 
when  in  an  unloaded  condition.  The  arch  cannot  pull  the  crown  back 
when  the  structure  is  being  loaded,  but  must  act  together  with  the 
cantilever,  the  resulting  deflection  being  a  function  of  the  modulus  of 
elasticity   of   the   body. 

The  arch  consists  practically  of  separate  voussoirs,  each  approxi- 
mately -iO  ft.  long,  and,  therefore,  it  can  only  resist  compressive 
forces.  It  will  be  interesting  to  know  how  much  the  crown  will  deflect 
the  second  time  the  reservoir  is  filled,  as  by  that  time  the  structure 
will  have  taken  its  iiermanent  set  and  will  be  completely  aged. 
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STRESSES    IN    WEDGE-SHAPED    REINFORCED 
CONCRETE  BEAMS 

Discussion.* 


By  Messrs.  A.  C.  Janni  and  William  Caln. 


Mr.  A.  C.  jANNi,f  M.  Am.  Soc.  C.  E.  (by  letter). — In  a  recent  paper  by 

Janni.  William  Cain,  M.  Am.  Soc.  C.  E.,  entitled  "Stresses  in  Wedge-Shaped 
Reinforced  Concrete  Beams",  there  were  enunciated  formulas  for 
computing  the  maximum  compressive  stresses  in  concrete,  as  well  as 
the  maximum  tension  in  steel.  These  formulas, 
together  with  the  assumptions  underlying  them, 
are  of  such  a  nature  as  to  lend  themselves  to  a 
critical  study  which,  the  writer  thinks,  may  not 
be  entirely  devoid  of  interest. 

Leaving  out  of  consideration  the  points  of 
minor  importance  in  this  paper,  it  is  thought 
expedient  to  confine  this  critical  analysis  to 
the  principal  ones.  In  the  first  place,  in  deal- 
ing with  the  problem  referred  to,  the  author, 
in  simplifying  a  certain  expression,  uses  a 
method  somewhat  objectionable. 

Fig.  16  is  similar  to  the  author's  Fig.  2  (&), 
and  shows  two  parallel  sections,  N  I  and  N'  V, 
of  a  wedge-shaped  reinforced  concrete  beam. 
Let  0  be  the  position  of  the  neutral  axis  of  the 
section,  N  I,  and  M  J  the  position  oi  N I  after 
stress;  the  angle  of  rotation  being  a. 

A  foot-note  on  page  748  of  the  paper  is  as  follows ; 

P  O  Q,  by  the  law  of  sines,  P  Q  =  -, — '- :-.     As  a  tends   toward 


Fig.   16. 


"In  the  triangle. 


zero,  this  approaches 


cos.  /3 


cos.  (a  +  /i) 
I'  a  cos.  /3." 


*  This  is  a  continuation  of  the  discussion  on  the  paper  by  William  Cain,  M.  Am. 
Soc.  C.  E.,  published  in  Transactions,  Vol.  LXXVII,  p.  745. 
t  New  York  City. 
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This  simplification  is  not  correct.     A  mathematical  simplification    Mr. 
cannot    be   performed    on    a    mathematical    abbreviation.      jSTow,    cos. 
(a  +  /8)  is  purely  a  symbolical  expression,  and  one  cannot  operate  on  it 
without  developing  first  the  expression  itself. 

Cos.  (a  +  ^8)  is  not  an  actual  value,  and  can  be  an  actual  value  only 
when  a  and  j8  have  assigned  numerical  values,  which  is  not  so  in  this 
case. 

The  correct  simplification  of  this  expression  is  represented  by: 

V  a 

PQ  =  -, ^ 7, 

cos.  p  —  a  sin.  fj 

which  cannot  be  simplified  further,  when  one  considers  that  v  a  and 
a  sin.  13  are  infinitesimals  of  the  same  order,  and  that  the  previous 
expression  is  not  final  but  must  pass  through  an  integration,  as  is 
shown  in  the  paper. 

It  may  be  readily  seen  that  the  author,  with  that  simplification,  did 
not  find  the  value  of  PQ,  as  he  thinks,  but  of  a  part  of  it  only. 

In  fact,  in  the  triangle,  POR,  Fig.  16,  a  being  very  small,  PR  = 
a  v;  and  RQ'  being  parallel  to  OP,  or  perpendicular  to  PR,  PQ'  = 

(X   I.' 

—  a  V  sec.  /i  ;  therefore,  the  value,  a  r  sec.  /i,  does  not  represent 

cos.  /3 

the  length  of  PQ,  but  that  of  PQ\  which  is  a  part  of  PQ. 

It  may  be  demonstrated  also  that  the  difference,  QQ',  is  precisely 
due  to  the  erroneous  simplication. 

In  fact,  in  the  triangle,  PRQ,  with  the  notations  in  Fig.  16  and 
by  the  law  of  sines : 

„  (■  a  sin.  /i 

RQ  =  '--. 

cos.  (a  +  p) 

Similarly,  in  the  triangle,  RQQ' : 

^       sin.  a         sin.  a    v  a   sin.  (i  a^  v 

QQ'  =  Q  R  X = = tau.  /j. 

COS.  /i        COS.  ^  cos.  (a  -\-  fi)        cos.  (a  +  /J) 


Therefore: 

P  Q  ^  P  Q'  +  Q'  Q  =  V  a  sec.  fi  + 


a^  V    tan.  fj 


COS.  /?  —  sin.  /5  a 
V  a 

cos.  /i  —  sin.  /i   a 

which  is  the  value  of  PQ,  as  previously  stated  by  the  writer. 

It  seems  to  the  writer  that  in  the  paper  referred  to,  as  well  as  in  its 
closure,  there  is  a  confusion  of  conception  in  regard  to  the  behavior 
of  a  toe-beam,  a  dam,  and  counterfort. 

A  dam,  when  properly  built,  may  be  designed,*  as  far  as  the  maxi- 
mum compressive  stress  is  concerned,  considering  a  vertical  element  of 
it  1  ft.  thick  and  assuming  that,  for  a  certain  height,  it  is  a  vertical 

*F.  PlatzmanD.  "Ueber  den  Querschnitt  der  Staumauerrj."'    Leipzig.  1908. 
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Mr. 
Janni. 


beam,  fixed  at  the  base  and  free  at  the  top,  under  the  actions  of  its 
dead  load  and  of  the  hydraulic  pressure  ag:ainst  its  up-stream  face. 

The  writer  does  not  think  it  necessary  to  enter  into  any  analysis 
concerning  the  design  of  a  dam;  this  important  kind  of  construction 
now  has  a  rather  complete  theory,  which  does  not  need  any  workable 
formula  for  its  design. 

A  toe-beam,  supporting  a  retaining  wall,  etc.,  may  be  designed  as 
a  horizontal  beam,  if  its  shape  is  as  in  Fig,  1,*  fixed  at  one  end  and 
free  at  the  other,  under  the  actions  of  the  vertical  reaction  of  the  soil 
and  of  the  friction  developed  along  the  base  line. 

Concerning  now  the  case  of  a  counterfort,  as  shown  in  Fig.  IT,  the 
writer  does  not  understand  on  what  assumptions  it  is  designed  as  a  beam. 


^^ 

r""^' 

IP^ 

'■ 

i/^::::^___ 

< 

--J,, ,_ 

L                                 P' 

Fig.   17.  Fig.  18. 

If  a  beam,  as  commonly  understood,  means  a  solid  having  one 
dimension  a  great  deal  larger  than  the  other  two,  and  supported  or 
fixed  at  both  ends,  or  fixed  at  one  end,  having  the  other  end  either  free 
or  supported,  it  is  clear  that  the  solid  shown  in  Fig.  IT  is  not  a  beam. 

That  solid  is  under  the  actions  of  the  horizontal  thrust  along  its 
height,  as  well  as  of  the  reaction  at  the  base  and  of  the  friction  against 
the  soil;  there  is  no  moment  at  the  base  which  would  entail  the  fixed-end 
hypothesis. 

The  author  is  quite  right  in  demonstrating  that  the  maximum  com- 
pressive stress  along  MN,  Fig.  18,  is  parallel  to  MN,  and  the  writer 
begs  leave  to  borrow  that  demonstration,  in  order  to  show  that  in  the 
same  beam  the  maximum  tensile  stress  is  not  parallel  to  LI,  if  friction 
is  included. 


*  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXVII,  p.  745. 
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For  convenience  the  writer  will  quote  the  author's  demonstration,     Mr. 
and  alongside  of  it  will  place  the  demonstration  supporting  his  own  ' 
statement : 

Author's  demonstration  that  the  Writer's  demonstration  in  sup- 
direction  of  the  stresses  at  any  port  of  his  statement  that  the  max- 
point  of  the  upper  surface  is  par-  imum  tensile  stress  at  any  point 
allel   to  MN.  of  LI,  is  not  parallel  to  LI. 

a    *    *    *.  f^Y^  consider  a  small  In   fact,   consider  a   small   rect- 
rectangular    parallelepiped    of    the  angular  parallelepiped  of  the  con- 
concrete  at  P,  with  faces  parallel  crete  at  P',  with  faces  parallel  and 
and  perpendicular  to  MN.     There  perpendicular     to     LI.      There    is 
can  be  no  shearing  stress  on  MN,  shearing  on  LI  developed  by   the 
as    no   part    of   the   beam    extends  friction   due   to   the   soil   reaction, 
above  MN  to   produce  shear,   and  It  must  follow  that  there  is  the 
there   is   no   external   force   acting  same  shear  on  the  planes  at  right 
on    MN    except    the    atmospheric  angles    to    LI,    as    unit    shears   on 
pressure,  which  does  not  exert  any  planes  perpendicular  to  each  other 
friction  on  the  face.     It  must  fol-  are  equal.    Consequently,  the  max- 
low  that  there  can  be  no  shear  on  imum  tensile  stress  on  a  plane  at 
the  planes  at  right  angles  to  MN,  P'  at  right  angles  to  Ll,  is  not  nor- 
as  unit  shears  on  planes  perpendic-  mal  to  it,  nor  is  it  parallel  to  the 
ular  to  each  other  are  equal.    Con-  face, 
sequently,    the    compressive    stress 
on  a  plane  at  P,  at  right  angles  to 
MN ,  is  normal  to  it,  or  parallel  to 
the  face." 

The  writer's  conclusion  might  have  been  reached  by  other  considera- 
tions, but  it  was  thought  that  it  would  be  more  interesting  to  the 
reader  to  reach  it  by  using  the  same  truths  as  those  used  by  the  author. 

The  author,  however,  does  not  think  so,  and,  after  a  rather  long 
discussion  which  is  all  but  a  mathematical  demonstration,  concludes 
that  "it  has  been  rigorously  proved  that  'the  maximum  tensile  stress  at 
/  is  parallel  to  NP  whether  or  not  friction  is  included".  It  is  the 
writer's  opinion  that  this  demonstration  does  not  demonstrate  any- 
thing as  to  the  direction  of  the  tensile  stress  along  LI. 

It  is  difficult  to  understand  the  purpose  of  the  demonstration  con- 
cerning the  well-known  continuity  of  stresses  in  a  beam,  brought  forth 
so  elegantly  by  Culmann  by  means  of  his  "circular  diagrams". 

Wlien  it  is  assumed  that  all  compressive  stresses,  with  respect  to  the 
section,  NI,  are  parallel  to  MN ,  it  is  going  too  far. 

From  the  description  in  the  paper  of  the  behavior  of  those  stresses 
along  NI,  the  writer  has  the  impression  that  the  author,  perhaps,  refers 
to  "principal"  or  "ideal  stresses",  instead  of  bending  stresses,  as  usually 
called. 

If  the  writer's  assumption  is  correct,  then  it  cannot  be  assumed  that 
they  are  parallel,  neither  can  it  be  assumed  that,  with  respect  to  the 
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Mr.     section,  NI,  plane  sections  before   stress  remain  plane  sections   after 
■^*'""-  stress. 

Theory  clearly  shows  the  behavior  of  those  stresses  and  the  shape  of 
NI  after  stress. 

Fig.  9*  shows  the  lines  of  the  ideal  or  principal  stresses  in  the  toe, 
MNIL,  under  the  action  of  the  vertical  reaction.  This  figure  may  be 
obtained,  for  instance,  by  cutting  Fig.  ISf  at  4-4  or  5-5. 

Obviously,  those  stresses,  with  respect  to  NI,  are  not  altogether 
compressive  stresses,  but,  at  each  point  of  NI,  the  component  of  it, 
normal  to  NI,  will  be  the  compressive  stress,  and  the  component  of  it, 
parallel  to  NI,  will  be  the  shear  at  tha,t  point,  this  being  quite  an  ele- 
mentary matter. 

Speaking  of  compressive  stresses  not  being  normal  to  a  cross-section 
is  nonsense.  Furthermore,  the  stretching  of  the  fiber,  PP',  with 
respect  to  the  section,  NI,  is  a  function  of  the  modulus  of  elasticity. 
E,  as  well  as  of  the  coefiicient  of  Poisson,  and  not  of  the  modulus  of 
elasticity,  E.  only.  However,  whatever  may  be  the  meaning  of  the 
paper  concerning  the  nature  of  those  internal  forces,  the  writer  thinks 
that  the  author  entered  a  rather  difficult  field  when  he  tried  to  devise 
a  workable  formula. 

The  mere  fact  that  the  shear  at  N  is  never  zero,  as  a  consequence 
of  the  method  of  design  shown  in  the  paper,  should  have  warned  the 
author  that  something  was  wrong  with  his  method. 

Following  his  method,  the  shear  at  ^  is  a  maximum  when  ^  =  45°; 
that  is  to  say,  at  N,  ii  /3  =  45°,  there  is  maximum  compression  and 
maximum  shear  simultaneously. 

The  author,  however,  states:  "Above  the  neutral  surface,  it  de- 
creases, by  the  usual  parabolic  law,  to  zero  at  N." 

Formula  8^  for  the  computation  of  the  maximum  compressive 
stress  in  concrete,  may  also  be  written   Csee  Fig.  10§) : 

2  J/ 


hy  (h  —  ^  y\  cos."  /i 


where :  ff.  =  maximum  compressive  stress  in  concrete, 
M  =  external  moment, 

13    =  angle  of  inclination  of  tlie  tnji  of  the  beam  to  the  hori- 
zontal, 
the  other  letters  having  the  meaning  shown  in  Fig.  10. 

This  formula  shows  that,  if  N  keeps  a  constant  section,  and  MN 
rotates  about  N,  the  angle,  /3,  increasing  gradually,  while  M  keeps 
constant  also,  the  NI  becomes  weaker  and  weaker. 

*  Transactions,  Am.  Soc.  C.  E..  Vol.  LXXVIl,  p.  765. 
t  Log.  cit.,  p.  771. 
J  Loc.  cit.,  p.  751. 
§  Loc.  cit.,  p.  758. 
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Neither  does  the  limitation  of  /J  to  60°  for  the  permissible  use  of    Mr. 
the   author's   formula   prevent   the   foregoing   absurd    conclusion;    nor    *°°'" 
should  his  remark,  that  the  line,  MN ,  should  be  extended  to  the  left 
of  the  section,  NI,  be  taken  into  serious  consideration. 

It  is  well  known  that  the  left  part  of  that  solid  remains  there  only 
and  solely  in  order  to  carry  the  action  of  the  external  force,  which 
is  acting  on  it,  on  the  section,  NI;  provided  the  acting  external  force 
has  constant  intensity,  direction,  and  distance  from  the  section,  NI, 
its  moment  (external  moment)  will  not  change  in  the  least  its  value, 
whatever  be  the  geometrical  shape  of  the  soljd  on  the  left  of  NI. 

If  the  author,  in  dealing  with  wedge-shaped  beams,  as  in  Fig.  IS, 
had  considered  the  cross-section  at  N  normal  to  MN ,  instead  of  parallel 
to  the  acting  forces,  he  would  have  avoided  absurdities,  and  would  have 
seen  that,  after  all,  theory  is  not  "plainly  inadequate". 

The  author  says: 

"Suppose  a  reinforced  concrete  T-beam,  Fig.  15,  with  an  inclined 
flange;  would  not  a  designer  naturally  take  the  compressive  stresses 
in  the  flange  as  acting  parallel  to  its  surface?" 

To  this  the  writer  would  like 
to  reply  that  a  designer  would 
take  the  compressive  stresses  as 
the  author  says ;  but  he  would 
not  consider  those  compressive 
stresses  as  acting  on  the  vertical 
section,  as  shown  in  Fig.  15;  if 
he  did,  he  would  be  flatly  wrong. 

The  case  of  a  toe-beam,  as  in 
Fig.  18,  is  not  one  of  bending 
only,  but  of  bending  and  com- 
pression at  the  same  time.  ^*''    ' ' 

Fig.  19  shows  how  the  vertical  reaction,  R,  acts  on  a  toe-beam. 
In  this  figure: 


C 


the    intensity   of   compressive 


Component   normal    to   NI 
force  acting  on  NI; 
C  y(d=^  External  moment  of  the  compressive  force.  C,  acting  on  NI ; 
S  =  Component  parallel  to  NI  =  shear  along  NI. 

It  would  be  rather  interesting  to  know  what  are  the  "mathematical 
difficulties  in  the  way  where"  a  section  "is  not  parallel  to  the  line 
of  action  of  the  loads". 

The  writer  has  reason  to  believe  that,  in  the  location  of  the  neutral 
axis  in  a  cross-section  of  a  wedge-shaped  beam,  the  elementary  prin- 
ciples, which  are  the  basis  of  such  determination,  have  been  ignored. 

In   fact,   assuming   that   all   stresses   have   the  same   direction   and 
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Mr.  that  plane  sections  before  stress  will  remain  plane  sections  after 
■  stress,  is  the  same  as  assuming  that  the  stresses  are  proportional  to 
the  distances  from  the  neutral  axis,  no  matter  what  the  eonnnon 
direction  of  those  stresses  may  be. 

In  other  words,  the  center  of  compression,  being  fixed  in  position, 
as  well  as  the  center  of  tension,  the  position  of  the  neutral  axis  is  fixed 
also,  no  matter  what  may  be  the  intensity  of  the  stresses  (within  the 
elastic  limits)  and  their  direction. 

The  center  of  compression,  after  all,  is  the  antipole  of  the  neutral 
axis  with  respect  to  the  ellipse  of  inertia  of  the  compressed  part  of 
the  section,  and  the  center  of  tension  is  the  antipole  of  the  neutral  axis 
with  respect  to  the  ellipse  of  inertia  of  the  part  of  the  section  under 
tensile  stress. 

This  relation  is  purely  a  graphical  one,  and  as  long  as  the  centers 
of  compression  and  tension  do  not  change  their  position,  that  of  the 
neutral  axis  cannot  change. 

The  statement,  therefore,  that  the  plain  methods  used  to  locate  the 
neutral  axis  in  a  cross-section  of  a  prismatic  beam  "are  entirely  inap- 
plicable to  a  wedge-shaped  beam"  is  quite  incorrect.  This  remark,  how- 
ever, is  purely  incidental;  because,  in  the  case  under  discussion,  the 
position  of  the  neutral  axis  is  determined  either  by  an  equation  of  the 
third  degree,  or  by  graphical  methods. 

Equation  3  (a  quadratic  in  k),  obtained  by  the  author,  should 
have  warned  him  again  that  his  theory  was  astray;  for,  a  quadratic 
equation  for  determining  the  position  of  the  neutral  axis  is  obtained 
when  it  is  a  case  of  bending  only;  but,  in  the  case  of  a  reinforced 
concrete  toe-beam,  as  in  Fig.  18,  as  has  been  said  already,  there  is 
both  bending  and  compression  at  the  same  time. 

Mr.  William  Cain,*  M.  Am.  Soc.  C.  E.  (by  letter), — The  writer  is 
*^**'"'  again  indebted  to  Mr.  Janni  for  a  stimulating  discussion  in  which 
he  introduces  some  new  points  of  view.  Since  the  publication  of 
his  paper,f  the  writer  has  attacked  the  subject  from  another  point 
of  view  and  instituted  a  comparison  of  methods  which  leads  to  some 
results  of  interest.  He  intended  to  publish  this  independently,  but 
it  can  also  appropriately  be  given  here  in  connection  with  Mr.  Janni's 

fui'ther  discussion. 

V  sin.  a 

Mr.  Janni  devotes  much  space  to  the  expression,  P  Q  = ; ---. 

cos.  (a  -f-  p) 

According   to    the   writer,    as    a   tends    indefinitely    toward   zero,    this 

»'  a 

expression  tends  toward  the  value, =   v  a  sec.  fi.      The  writer  is 

"  cos.  p 

unafcle  fa'datHH  Mr.  Janni's  view-point  in  objecting  to  this  statement, 

_ij — : — 1^_ "  I-  ii ' — ■ — ■ ^ ^ ■  -  ■ 

r  „    *  Chapel  Hill.  N.  C. 

■f  Transactio7is,  Am.  Soc.  C.  E.,  Vol.  L.XXVII,  p.  745. 
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Mr.  Janni  contending  that  cos.  (^  +  «)  does  not  tend  to  cos.  (3  when  Mr. 
a  tends  to  zero.  A  number  of  proofs  will  be  given,  in  the  hope  that  "' 
one,  at  least,  may  meet  his  objections. 

(1)  From  the  unit  circle,  Fig.  20,  in  which,  P  C  M  =  ^, 
M  C  N  =  a,  cos.  (ft  -\-  a)  ^=  C  A,  cos.  ft  =  C  B,  we  see  that  as  a 
tends  toward  zero,  N  approaches  AI,  A  approaches  B,  and  C  A 
approaches  0  B  indefinitely,  which  proves  that  cos. 

(ft  +  a)  approaches  cos.  ft  indefinitely  as  a  tends 
toward  zero.  Further,  cos.  (^  +  a)  =  C  ^4,  is  as 
much  a  "value"  as  cos.  ft  =  C  B. 

(2)  Cos.    (/S   +   a)   =  eos.   ft   cos.   a  —  sin.   ft 
sin.  a.     As  a  tends  toward  zero,  the  right  member 
tends   toward   cos.   ft   —   0   =   cos.    ft.      Otherwise, 
sin.  ft  sin.  a  is  an  infinitesimal  and  can  be  neglected  in  comparison 
with  the  finite  first  term,  cos.  ft  cos.  a,  which  by  the  same  theory  of 
infinitesimals  can  be  replaced  by  cos.  ft. 

(3)  From  Fig.  21,  R  Q  =  0  B  tan.  a,  P  Q  =  R  Q  sec.  ft  =  0  R 
tan.  a  sec.  ft;  therefore,  as  a  approaches  zero,  Q  approaches  P,  0  R 
approaches  0  P,  and  tan.  a  approaches  a;  whence  P  Q  approaches 
indefinitely  the  value, 

0  P.  a  sec.  ft  =^  V  a  sec.  ft. 

(4)  Finally,  take  the  expression  deduced  by  Mr.  Janni : 

^    ^  a-  r  tan.  6 

P  Q  =  r  a  sec.  f3  H . 

COS.  /i  —  sin.  fj.a 

The  last   term,   containing   a-   as   a   factor,   is   an   infinitesimal  of  tlie 
second  order  in   comparison  with  the  preceding  term  having  a  as  a 
factor;  hence,  by  a  well-known  theory  of  infinitesimals,  the  last  term 
can  be  omitted  in  comparison  with  the  preceding,  giv- 
ing, as  before,  P  Q  ^=  v  a  sec.  ft.     ."' 

Turning  now  to  the  subject  of ,  principal  stresses, 
the  term  "principal  stress"  in  the  case  of  beams  sub- 
ject to  flexure,  is  to  be  understood  in  the  usual  sense 
as  defined  in  the  textbooks.  Thus,  Morley,*  in  addi- 
tion to  the  usual  figure,  showing  the  directions  of  the 
principal  stresses  at  various  points  in  a  short  pri.smatic 
beam  of  rectangular  cross-section,  gives  the  magni- 
tudes of  the  principal  stresses  for  all  points. in  a  vertical  section  where 
the  shear  is  large.  A  figure  corresponding  to  this,  but  to  a  larger  scale, 
is  given  by  Turneaure  and  Maurer.f 

In  the  case  of  the  wedge-shaped  beam  without  reinforcement,  Mr. 
Janni's  Fig.  9:}:  represents  the  directions  of  the  principal  stresses  at 


Fio 


*  "Strength  of  Materials,"  p.   13S. 

t  "Principles  of  Reinforced   Concrete   Construction,"  Art.   46. 

t  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXVII.  p.  765. 
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Mr.  the  various  points  of  the  cross-section  approximately,  about  as  the 
^*'°"  writer  would  conceive  them.  It  was  because  Mr.  Janni  identified 
these  intermediate  "principal  stresses"  with  the  writer's  "intermediate 
bending  stresses"  that  he  objected.  In  the  hope  that  the  distinction 
may  be  defined  clearly,  an  attempt  has  been  made  to  draw  the  prin- 
cipal compressive  stresses  at  various  points  on  the  section,  /  N,  of 
Fig.  22  (3),  from  analogy  to  the  figures  of  the  textbooks  referred  to. 
The  principal  tensile  stresses  on  0  N  are  not  drawn.  The  figure  is 
supposed  to  represent  part  of  the  toe  of  a  reinforced  concrete  beam, 
subjected  to  a  load  acting  vertically  upward.  The  upper  part  of  the 
beam  is  supposed  to  make*  an  angle.  /?,  with  the  horizontal. 


Fig.  22. 

Professor  O.  H.  Basquin,*  has  kindly  sent  the  writer  what  he 
styles  a  "Eough  Test  of  a  Wedge-Shaped  Glass  Beam",  with  polari- 
scope,  to  show  the  inclination  of  the  principal  compressive  stresses  with 
the  horizontal  at  the  points  indicated  in  Table  2.  The  value  of  /? 
was  15.5°,  and  the  small  beam  was  subjected  to  a  single  vertical  load 
about  3^  in.  from  the  section  where  the  measurements  were  taken. 
The  entire  vertical  section  was  divided  into  fourteen  equal  parts,  and 
the  center  of  each  (where  the  angle  was  measured)  was  numbered  from 
the  top  down,  consecutively,  1,  2,  3,  .  .  .  The  results  are  given  in 
Table  2. 

TABLE  2. 


Point. 

Angle. 

Point. 

Angle. 

Point. 

Angle. 

Point. 

Angle. . 

1 
2 
3 
4 

15.6° 
14.9 
14.4 
15.9 

5 
6 
7 
8 

17.7° 
22.2 
35.9 
60.5 

9 
10 
11 

12 

70.4° 
83.9 
86.7 
88.0 

13 
1        14 

89.2° 
89.5 

"The  values  given  for  angles  away  from  center  of  beam  may  have 
an  error  of  about  half  a  degree  with  a  larger  probable  error  near  the 
center." 


*  Northwestern  University,  Bvanstbn,  111. 
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The  results  are  very  interesting.  It  will  be  observed  that  the  angle  Mr. 
first  decreases  slightly  and  then  increases.  For  one-fourth  of  the  way  *'"* 
down,  it  is  practically  constant  and  nearly  equal  to  j8. 

The  writei''s  assumption  as  to  his  so-called  "bending  stresses"  is 
shown  in  Fig.  22  (2).  These  stresses,  for  a  given  ^,  are  all  taken 
parallel  to  the  upper  surface,  and  increase  regularly  in  going  from 
the  neutral  axis,  0,  to  N. 

If,  in  Fig.  22  (3),  the  tensile  principal  stresses  acting  on  0  N  are 
supposed  to  be  added,  the  relation  between  the  state  of  stress  in  the 
revised  figure  (which  represents  all  the  stresses  acting  on  the  section. 
/  N)  and  that  given  in  Fig.  22  (2)  can  be  shown  by  aid  of  the  ellipse 
of  stress  in  a  manner  kindly  suggested  by  Professor  H.  A.  Thomas,* 
in  a  recent  letter  to  the  writer.  At  a  given  point  on  0  N,  let  t  = 
principal  tensile  stress  and  c  =  principal  compressive  stress  (at  right 
angles  to  t)  ;  then  the  ellipse  of  stress  can  be  drawn  with  t  and  c  as 
semi-axes.  Fig.  23.  From  this,  the  re- 
sultant stress,  r,  at  the  point  on  the 
plane,  /  N,  can  be  found;  otherwise,  it 
can  be  found  by  Rankine's  well-known 
construction.  This  resultant,  r,  can  be 
decomposed  into  a  component,  p,  par- 
allel to  the  compressed  surface,  and  a 
vertical  component.  A  similar  construc- 
tion being  supposed  to  be  effected  for 
each  point  of  0  N,  the  fundamental 
assumption  made  by  the  writer  can  be 
stated  thus :  the  component  of  the  re- 
sultant stress,  r,  parallel  to  the  surface 

in  compression,  at  any  point  of  the  reference  plane,  /  N,  is  assumed 
to  increase  directly  as  the  distance  of  the  point  from  the  neutral 
axis.  The  neutral  axis  may  be  defined  as  the  line  where  the  parallel 
component  vanishes. 

This  is  in  agreement  with  the  common  theory  of  flexure  for  pris- 
matic beams,  which  states  that  "the  normal  component  of  the  resiiltant 
stress  on  the  reference  section,  at  any  point,  is  assumed  to  increase 
directly  as  the  distance  of  the  point  from  the  neutral  axis". 

This  use  by  Professor  Thomas  of  the  ellipse  of  stress  furnishes 
a  scientific  basis  for  the  system  of  parallel  stresses  proposed,  and 
shows  very  clearly  that  no  one  of  the  parallel  stresses  is  a  principal 
compressive  stress,  except  at  N,  where  the  principal  stress  is  parallel 
to  the  surface.  Further,  when  this  construction  is  supposed  to  be 
made  for  each  point  of  0  N,  Fig.  22  (3),  the  result  will  be,  not  only 
the  system  of  parallel  forces.  Fig.  22  (2),  but,  in  addition,  a  vertical 
force  acting  downward  along  N  0,  equal  to  the  sum  of  the  vertical 

*  Rose  Polytechnic  Institute. 


Fig.  23. 
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Mr.  components  referred  to  in  connection  with  Fig.  23.  This  force, 
*"^*'°'  together  with  the  sura  of  the  vertical  compononts  of  the  parallel 
stresses,  constitutes  the  total  vertical  shear  on  the  part  of  the  section 
under  compression.  As  just  shown,  the  parallel  stress  at  some  point, 
0,  is  zero,  and  if  the  hypothesis  that  plane  sections.  /  N,  remain 
such  after  strain  is  realized,  then  the  original  analysis  shows  (at 
least  for  a  constant,  E),  that  the  linear  law  of  variation  holds,  or 
the  parallel  stresses  increase  uniformly  from  0  to  N. 

It  thus  appears  that  the  system  consisting  of  the  uniformly  varying 
parallel  stresses  of  Fig.  22  (2),  with  the  vertical  force  acting  along 
N  0,  is  the  exact  equivalent  of  the  stresses  shown  in  Fig.  22  (3), 
mth  the  tensile  principal  stresses  added.  It  follows  that  the  moment 
of  the  system  of  Fig.  22  (2)  about  /  (say),  is  exactly  equal  to  the 
moment  about  /  of  the  stresses  of  the  other  system.  This  tacitly 
assumes  that  the  point,  0,  of  Fig.  22  (2),  as  determined  by  the  formula,^ 
is  identical  with  the  point,  0,  of  System  3,  where  the  parallel  com- 
ponent is  zero.  It  would  seem  that  any  error,  in  this  particular,  is 
mainly  due  to  the  hypotheses  being  inexact.  The  conservation  of 
plane  sections  after  strain,  may  not  be  sufficiently  realized,  particu- 
larly near  N;  besides,  the  modulus,  E,  is  not  a  constant  when  j3 
is  not  zero;  for  Poisson's  ratio  is  really  involved,  since  the  interior 
fibers  are  subjected  to  stressas  at  right  angles  to  their  axes  in  addi- 
tion  to   the  longitudinal   stresses.     But  Poisson's   ratio   is  said  to  be 

very  small  for  concrete  (  77;  to  —  )  ,  and  the  error  resulting  from  ignoring 

it  should  be  small.  Of  course,  in  place  of  the  last  two  hypotheses. 
the  formulas  coiJd  all  be  derived  from  the  one  assumption  of  uniformly 
increasing  stresses,  but  perhaps  the  results  would  not  be  so  obvious. 

It  may  be  well  to  remark  that  p^,  in  Fig.  23,  is  an  oblique  stress, 
per  unit  of  area  of  the  vertical  plane,  whereas  the  unit  stress,  f,  of 
Fig.  22  (2)  and  of  the  formulas,  acts  normally  to  a  plane  perpendicular 
to  the  surface;  therefore,  P  X  1  =  /  cos.  (3,  or  f  ^  p  sec.  jS.  Hence  / 
varies  with  p  and  thus  follows  the  linear  law  with  p. 

The  writer  will  now  try  to  make  clear  the  term  "intermediate 
bending  stress"  in  connection,  say,  with  a  homogeneous  toe-beam. 
In  Fig.  23,  if  r  is  resolved  into  a  vertical  component  and  a  component, 
p',  the  inclination  of  which  to  the  horizontal  at  N  is  ^,  and  which 
is  then  decreased  according  to  some  arbitrary  law,  gradually  from 
/3  at  N,  to  zero  at  /,  as  the  point  considered  moves  down  the  joint, 
the  system  of  stresses,  p',  would  constitute  the  system  of  "intermediate 
bending  stresses".  Below  0  (were  p'  =  0)  the  stresses  would  be 
tensile.  Such  a  conception  of  "intermediate  bending  stresses"  was 
entertained  to  try  to  bridge  over  the  gap  between  the  states  of  stress 
of  reinforced  and  homogeneous  toe-beams;  it  was  not  used,  and  is 
not   necessary,   in   the   development   of   the  formulas,    and    it   will   be 
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entirely  eliminated  from  the  discussion  that  follows.  In  this,  a  dis-  Mr. 
cussion  of  such  experiments  as  are  at  present  available  will  be  given  ^'°" 
the  better  to  estimate  the  degree  of  security  of  the  formulas. 

From  the  experiments  on  dams,  discussed  later,  it  seems  highly 
probable  that  plane  sections,  I  N ,  do  not  remain  such  after  strain  in 
the  vicinity  of  N.  In  fact,  the  resistance  there,  to  the  left  of  I  N, 
is  less  than  for  a  prismatic  beam  of  the  height,  /  N.  If  so,  the  value 
of  fc.  Fig.  22  (2),  as  computed  from  the  formula,  will  be  in  excess, 
or  the  result  will  be  on  the  side  of  safety,  as  originally  claimed.  Direct 
experiments  on  wedge-shaped  beams  could  easily  be  made  to  decide 
as  to  whether  the  conservation  of  plane  sections  after  strain  is  suffi- 
ciently realized,  also  to  determine  the  neutral  axis  and  the  values  of  /p 
and  other  parallel  stresses  near  the  surface.  It  is  the  writer's  belief 
that  some  of  the  latter  are  nearly  as  large  as  the  computed  fg  and 
that  the  actual  principal  compressive  stress  at  N  is  less  than  fc  as 
computed.  In  fact,  if  the  latter  statement  is  true,  then  certain  stresses 
below  N  must  be  largely  increased,  so  that  the  resisting  moment 
about  /  may  equal  the  constant  moment  of  the  external  forces.  As 
a  comparison  will  ultimately  be  made  between  the  results  pertaining 
to  the  systems  of  stress  shown  in  Fig.  22  (1)  and  (2),  the  first  system 
(1)  will  now  be  examined.  In  this,  the  direct  stress  at  iV^  f^,  due 
to  bending  (using  Morley's  term)  acts  horizontally,  and  is  to  be 
foimd  by  the  well-known  formula  for  a  prismatic  beam,  just  as  if  (3 
was  zero. 

_     2  M,. 

This  formula  is  found  in  any  of  the  textbooks  on  reinforced  concrete, 
or  it  is  given  by  Equation  12  of  the  writer's  paper,*  provided  A;^  and  j^ 
denote  the  values  of  k  and  ;  for  ^  =  0,  the  steel  bars  being  horizontal. 
Since  the  moment  of  the  external  forces  about  7  is  exactly  equal  to 
the  moment  of  the  internal  stresses  about  I,  we  can  put  M  =  M^. 
For  brevity,  write, 

2  M^_2  M  _ 

h  d^  '~  Vcf^^  "  ■ 

then  the  formula  can  be  written, 

c 

It  was  long  ago  pointed  out,  in  the  case  of  dams  at  least,  that  /q 
was  only  one  conveniently  chosen  component  of  the  resultant  stress 
at  N,  which  last  acts  parallel  to  the  surface  on  a  plane  perpendicular 
to   it.      Call   this   principal   stress   p^ ;    then   if   /^    is   really   the  true 

•  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXVII.  p.  754. 
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Mr.  normal  unit  stress  on  a  vertical  plane,  it  follows  that  p^  =  f^  sec.^  /J.* 
Now,  for  large  values  of  ft,  with  M  and  therefore  f^  constant,  it  is 
seen  that  p^  =  /„  sec.^  /?  becomes  verj^  large,  increasing  indefinitely  to- 
ward infinity  as  ^  approaches  90  degrees.  As  this  is  totally  unreasonable, 
it  must  follow,  for  a  given  M,  h,  and  d,  that  /„  must  decrease  as  /3  in- 
creases, so  that  p„  =  /o  sec.2  /S  shall  remain  within  reasonable  limits  as  ^ 
increases.  Also  since  sec.^  /5  is  a  continuous  function  when  fi  <  00°, 
increasing  with  /S,  and  since  p^  =  /„,  for  ^  =  0,  is  an  accepted  value, 
it  seems  very  probable  that  /,^  decreases  continuously  as  /3  increases 
from  zero,  the  decrease  being  small  for  small  values  of  /?  and  becoming 
greater  and  greater  as  larger  values  of  (3  are  taken.  This  probability 
becomes  a  certainty  when  it  is  considered  that  the  toe  to  the  left 
of  /  N,  Fig.  22  (1),  is  less  resisting  than  a  prismatic  beam  of  the 
cross-section,  /  A^,  of  the  same  length,   and  ^ 

consequently  the  actual  value  of  f^  at  N,  for 
the  toe,  is  less  than  that  for  the  prismatic  Xy^ 

beam   of   the  same   length.      This   is   easily  y^\. 

realized,    especially    for    large    values    of    /?,  ^/     |3 G/ '^ 

by  supposing  the  toe  to  be  cut  out  of  the       -^^  y^    — 
corresponding    prismatic    beam,    when    it    is     "  " 

apparent  that  near  N,  there  is  less  matter  ^^^-  ^• 

to  resist  horizontal  forces  to  the  left  than  to  the  right  of  /  N,  and 
the  conservation  of  plane  sections  after  strain,  may  not  apply  there. 
It  appears,  further,  that  the  excess  in  the  computed  value  of  f^, 
over  the  true  value  for  the  toe,  should  be  very  small  near  the 
truncated  end  of  the  toe,  since  the  resistances,  as  regards  bending 
of  the  toe  and  the  corresponding  prismatic  beam  (the  common  section, 
/  N,  being  now  near  the  end  of  the  toe)  are  nearly  equal.  As  the 
section,  I  N,  Fig.  22,  is  taken  farther  from  the  end  of  the  toe,  the 
excess  should  increase  and  reach  a  maximum  where  the  toe  joins 
the  stem. 

The  state  of  the  horizontal  stress  on  the  vertical  plane,  /  N,  is 
probably  as  indicated  in  Fig.  25,  the  unit  stress  at  N  being  less  than 
the  value  of  f^  as  computed  by  the  foregoing  formula,  the  unit  stress 
then  increasing  for  a  little  distance  below  iV  and  then  decreasing  as 
0  is  approached,  the  simi  of  the  moments  of  all  the  stresses  on 
the  cross-section  about  I  being  equal  to  M,  as  before.  The  unit 
stresses,  a  little  below  N,  are  thus  greater  than  the  ordinary  theory 
would  give,  and  plane  sections,  as  7  N,  do  not  remain  so  after  bending, 
otherwise   the   stresses   would  follow   a   linear   law   of   variation   from 

*  In  Fig.  24,  let  ^  iV  be  at  right  angles  to  the  surface,  M  N.  Then,  when  AN  is  regarded 
as  infinitesimal,  the  stress  on  it  is  po  .  A  N  =z  po.  A  B  cos.  /3,  and  its  horizontal  compo- 
nent is  po  ■  ^  -B  cos. 2  (3.    For  equilibrium  of  A  N  B,  this  must  equal  the  horizontal  stress 

on  A  B  —  fo.  A  B.    On  equating  and  solving,  we    find,  po  =         '      =  /o  sec.2  /3,  a  for- 
mula that  seems  to  be  better  known  in  Europe  than  in  America. 
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0  to  N.  The  same  reasoning  would  indicate  a  similar  modification  Mr. 
in  the  state  of  stress  shown  in  Fig.  22  (2),  so  that  /p,  as  computed  ^'°' 
by  the  formula,  is  in  excess  of  the  true  value.  It  is  to  be  hoped 
that  direct  experiments  on  wedge-shaped  beams  will  soon  be  instituted 
to  test  these  inferences.  Lacking  these,  the  experiments  on  india- 
rubber  dams  of  Wilson  and  Gore  and  those  on  plasticine  dams  of 
Ottley  and  Brightmore*  will  be  appealed  to.  From  these  experiments 
it  was  asceiiiained  that  the  vertical  unit  stress  on  horizontal  planes 
did  not  vary  uniformly,  the  stresses  near  the  down-stream  face  being 
generally  less  than  corresponds  to  the  law  of  uniform  variation,  the 
difference  being  practically  nothing  in  the  upper  part  of  the  dam  and 
increasing  as  the  foundation  is  approached,  where  it  is  comparatively 
large. 


The  variation  of  this  stress  is  shown  in  Fig.  26,  which  may  be 
taken  as  typical  of  the  results  of  the  various  experiments.  In  this 
figure,  A  B  is  a  horizontal  section  of  the  dam,  A  B  N  M,  near  its 
base,  the  angle,  fi,  being  40°  55'  for  the  plasticine  dam  and  32°  for 
the  straight  portion  of  the  rubber  dam.  The  resultant  on  the  section 
was  supposed  to  cut  it,  ^  A  B  from  B,  so  that  the  vertical  ordinates 
from  AB  to  a  straight  line,  A  H,  represent  the  stresses  in  question, 
according  to  the  usual  theory.  Also,  if  C  is  the  mid-point  of  A  B, 
the  vertical  ordinates  from  A  B  to  E  F  represent  the  uniform  com- 
pression due  to  the  supposed  vertical  load  at  C.  The  ordinates  from 
D  F  to  D  H  and  from  D  E  to  D  A  represent  the  stresses  due  to  the 
bending  moment,  all  according  to  the  ordinary  theory.  By  experiment, 
the  vertical  unit  stress  on  A  B,  at  any  point  of  it,  is  given  by  the 
vertical  ordinate  there,  from  A  B  to  the  curved  line,  A  I  D  J  G.  The 
variation  of  stress  due  to  a  central  load  at  C  is  unknown,  but  it  is 
certainly  not  uniform,  and  the  stress  is  a  little  less  than  B  F  at  B, 
and  probably  a  little  greater  than  C  D  at  C,  the  variation  being  given 
by  the  ordinates  from  A  B  to  a  slightly  curved  line  between  the 
extreme  points,  and  not  hj  E  D  F.     The  actual  unit  stresses  corre- 


*  Minutes  of  Proceedings,  Inst.   C.   E.,   Vol.   CLXXII,   Session   1907-08,   Part    II, 
see  PI.  3.  Fig.  4,  and  PI.  5,  Figs.  19-21. 
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Mr.  spending'  to  the  bending  moment  will  be  represented  by  the  vertical 
*'"'  ordinates  between  this  slightly  curved  line  and  A  I  D  J  G.  This 
(for  the  part,  C  B,  of  the  section)  would  give  about  the  variation 
of  stress  shown  in  Fig:.  25.  The  unit  stress,  corresponding  to  the 
bending  moment,  that  particularly  interests  us,  is  that  at  B,  Fig.  26, 
which  is  represented  by  a  vertical  line  from  G  to  a  point  slightly 
below  F.  This  stress  will  be  smaller  than  F  H,  and.  similarly,  we 
should  conclude  for  the  toe,  Fig.  22  (1),  that  /^  as  computed  is  too 
large  (at  least  for  /?  =  32°  to  41°),  though  the  excess  over  the  true 
value  is  negligible  near  the  truncated  end  of  the  toe  and  increases 
as  the  stem  is  approached,  where  it  is  comparatively  large. 

No  quantitative  results  can  well  be  given,  but  a  glance  at  the 
diagrams  relating  to  the  cxperimc^nts  on  the  dams  referred  to  will 
show  an  excess  in  the  total  vertical  unit  stress  on  a  horizontal  plane, 
say  one-fifth  of  the  height  of  the  dam  above  the  foundation,  of  more 
than  25%.  the  amount  increasing  verj'-  materially  as  the  foundation 
is  neared.  From  the  relation  between  this  stress  and  the  part  of  it 
due  to  flexure,  we  must  infer  a  large  proportion  of  the  same  excess 
in  the  computed  over  the  real  value  of  the  stress  due  to  direct  bending. 
A  similar  result  then  would  follow  for  the  toe  in  question. 

From  all  that  precedes,  both  as  to  facts  and  theory,  it  follows,  for 
the  toe,  Fig.  22  (1),  that  /,,,  as  usually  computed,  is  in  excess  of  the 
true  value,  the  amount  being  small  for  small  values  of  fi  and 
increasing  with  ^,  slowly  at  first  and  more  rapidly  when  y8  is  large, 
the  excess  being  enormous  when  jS  approaches  90  degrees.  Further, 
it  would  appear  that  this  e^xcess  should  be  very  small  when  the  section, 
/  N,  is  taken  near  the  truncated  end  of  the  toe,  and  that  it  should 
increase  as  the  vertical  section  is  taken  nearer  its  junction  with  the 
stem  of  the  retaining  wall,  where  it  is  a  maximum. 

A  comparison  will  now  be  made  between  the  results  obtained  in 
compixtiug  the  principal  stress  at  N,  (1)  by  the  formula  previously 
given.  ,, 

and   (2)   by  use  of  Equation  15  of  the  writer's  paper,* 
_  2  Jf  _  ,_^  2 

1  M 

where,  c  =  tt^-.    Fiu'.  22  (2),    showins;   the    assumed    distribution    of 
hcV 

stresses  along  the  vertical  section. 

On  dividing  the  first  equation  by  the  second,  we  have. 
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where   k,  j,  refer  to   System   (2)    of  .stresses,  the  values  being  taken    mi'^ 
from  the  full   lines   of   the   diagram,   Fig.   6,   of   the  writer's   paper,* 
for  the  assumed  value  of  fi.     The  values  of  h^,  j^,,  may  be  found  on 
the  same  diagram  from  the  line  corresponding  to  j8  =^  0. 

The   results   are   given   in   Table   3   for   various   values   of   ^    and 
A 


TABLE  3. 

— Stel 

L  Percent.^oe,  100  p. 

100/5  = 

0.2 

0.6 

1.0 

2.0 

PC 

fc 

Po 

fc 

Po 

fc    , 

3=  10° 
20° 
30° 
40° 

1.02 
1.05 
1.13 
1.24 

1 

i 

1.02 
1.05 
1.11 
1.20       .\ 

1.01 

1.04 

1.09 

iiiij     1.17 

1.00 

1.02 

l.OG 

•1.12 

In  Fig  2Z,d  =  IN.b  =  constant  width  of  section 
InFig.  22(l),fcod  =  NO,J(,d  =  D  I. 
In  Fig.  22  '2),  k  d  =  y  OJ  d  =  D  I. 

Recalling  that  p^  is  always  in  excess  of  the  true  value,  the 
excess  appreciably  increasing  with  ^,  the  values  of  fr,  corresponding  to 
System  (2)  of  Fig.  22,  are  seen  to  give  consistent  results  and  in  the  right 
direction.  The  regularity  of  the  changes  in  the  ratio  is  noticeable,  and 
the  near  approach  to  unity  for  ^  =  10  to  20  degrees.  The  excess  of  p^ 
over  fc,  which  varies  from  0  to  an  extreme  of  24%  for  100  p  =^  0.2,  /g 
■-=  40°,  is  what  might  have  bfeen  expected  from  the  diagrams  relating  to 
the  experiments.  Also,  since  the  computed  value  of  p^,  for  the  toe, 
is  in  excess  (much  more  than  25%)  near  or  at  its  junction  with  the 
stem  for  ^  =  32°  or  /?  =  41°,  reasoning  from  the  results  of  the 
experiments  on  dams,  it  is  seen  from  Table  3  that  /^  for  p  =  32°  or 
^  =;  41°,  is  in  excess  of  the  true  value,  and,  presumably,  f^.  is  in  excess 
lor  any  value  of  ^  considered. 

It  is  impossible  to  draw  certain  conclusions  when  experiments  in 
great  variety  are  lacking,  but  all  the  results,  theoretical  and  experi- 
mental, given  thus  far  tend  to  support  the  approximate  formula  for 
/(.  as  a  good  practical  formula  within  the  limits  ^  =  0  to  /?  =  45°, 
and  on  the  side  of  safety.  Further,  the  value  of  fc,  as  just  com- 
puted, is  much  nearer  the  truth  than  the  value  of  p^  =  f^  sec-  ^. 

It  has  been  suggested  that  perhaps  f^  sec.  ^  would  be  preferable 
to  use,  as  a  semi-empirical  formula,  in  place  of  f^  sec.^  ^,  which  gives 

"    was  made  out 


results  too  large.     Calling  jJq' ^ /'o  sec.  fi,  the  ratio 


L 


for  different  steel  percentages  and  values  of  (3.  as  given  in  Table  4., 
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TABLE  4. — Steel  Percentage,  100  p. 


lOOp  = 

0.2 

0.6 

'i.'o'  '  -  ' 

-"•^^  2.6^ 

:"    M^  'Ji.'.hii, 

<:■   .    ■■   .•  -;  i-;    ■) 

;,■*    .T:"'.''     'ilyi;: 

<j  1 ;  1  •-, , 

P'k 

P'o 

P'o 

P'o 

/ 

f 

/ 

/ 

c 

c 

1          -i     ,  >  TV-  - 

P  =  10° 

1.01 

1.01 

1.00 

0.99 

20° 

0.99 

0.99 

0.98 

o.9e 

:«° 

0.98 

0.97 

0.95 

0.92 

40° 

0.95 

0.92 

0.90 

0.86 

As  p^'  is  generally  less  than  /(,,  until  more  decisive  experimental 
evidence  is  forthcoming,  it  seems  unwise  to  use  the  smaller  value. 

Although  the  previous  investigation  shows  that  the  value,  ?)q,  is 
always  in  excess,  and  that  fc  is  nearer  the  true  value,  the  question 
at  once  occurs:  why  not  use,  for  such  an  uncertain  quantity  as 
concrete,  the  larger  value? 

By  reference  to  Table  3,  it  is  seen  that  p^  exceeds  fc  by  from 
1  to  5%  only,  for  10°  <  /3  <  20°  and  by  from  6  to  24%  for  30° 
<.  fi  <i  40°,  for  the  various  steel  percentages.  The  average  excess 
is  small;  besides,  the  junction  of  toe  and  stem  is  a  recognized 
point  of  weakness  in  concrete  construction,  so  that  a  decided 
excess  value  seems  desirable.  Further,  the  method  of  computation 
of  p„  is  simple  and  more  generally  understood  than  the  method  by 
which  /c  is  computed,  which  introduces  the  novel  hypothesis  of  parallel 
stresses.  If  this  method  is  adopted  in  the  computation  of  f^,  Fig. 
22  (1),  the  values  of  h^  and  i^,  can  be  found  from  usual  diagrams  per- 
taining to  prismatic  beams,  the  principal  stress  in  the  concrete  com- 
puted from  the  formula,  Vo  ="  /o  sec-  /?,  and  the  stress  in  the  stet^l 
(which  is  usually  the  determining  factor)  found  as  usual.  If  ?)„ 
is  assigned  a  limit  of  say,  650  lb.  per  sq.  in.,  then  /^  =  650  X  cos.-  p; 
with  this  value  and  the  maximum  unit  stress  allowed  in  the  steel, 
the  usual  French  diagram  can  be  consulted.  The  serious  drawback 
to  the  use  of  this  method  is  that  /^  is  known  to  be  in  excess,  and 
that  the  state  of  stress  shown  in  Fig.  22  (1),  cannot  be  justified.  We 
liave  seen,  though,  that  the  state  of  stress  shown  in  Fig.  22  (2)  is 
on  a  more  satisfactory  basis,  in  that  it  introduces  /?  and  /<.  from  the 
start,  and  that  it  may  be  near  the  true  state,  any  variation  being  most 
marked  near  N.  At  any  rate,  it  is  a  good  working  hypothesis,  con- 
sistent with  the  few  experiments  available,  and  to  be  tested  by  future 
more  direct  experiments.  The  formulas  corresponding  to  the  hypoth- 
eses have  been  developed  by  rigorous  methods,  and  the  resulting 
values  of  fc  agree  fairly  well  with  the  results  of  the  experiments 
quoted.     It  seems  to  be  common  practice   (which  Mr.  Janni  endorses. 
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when  "^  is  not  large")  to  use  f^  as  the  "maximum  compressive  stress"    Mr. 
in  the  concrete,   in  place  of  either  p^  or  /p.     It  would  appear  from       "' 
the   foregoing    investigation   that   such  practice  may   be   considerably 
on  the  danger  side,  and  should  be  condemned— certainly  until  more 
decisive  results   can  be  reached  from  future  experiments. 

The  previous  discussion  deals  with  the  case  where  /i  >  0  and  /?j  =  0. 
For  the  case  of  the  heels  and  counterforts  of  retaining  walls,  /3  =  0. 
and,  generally,  some  of  the  steel  bars  are  not  at  right  angles  to  the 
section,  /  N.  For  this  case,  all  the  general  formulas  of  the  writer's 
paper  hold  on  putting  /3  =  0.  This  is  a  much  simpler  case  than  the 
former,  since  the  only  hypothesis  introdviced  is  that  plane  sections 
remain  such  after  bending. 

In  the  writer's  first  draft  of  his  paper,  this  case  was  considered 
by  itself,  and,  following  it,  the  case  where  /3  >  0,  which  introduced 
a  second  hypothesis  as  to  parallel  stresses.  Both  cases  were  then  com- 
bined into  one  to  save  space  in  the  final  writing.  It  is  regretted  now 
that  the  two  cases  were  not  considered  separately,  as  then  the  merits 
or  demerits  of  each  could  have  been  more  easily  seen  or  discussed. 

Taking  up  again  Mr.  Janni's  further  comments,  it  may  be  observed 
that  his  Fig.  17  shows  a  buttressed  wall,  which  is  not  the  case  of 
the  counterforted  wall  investigated  by  the  writer.  In  the  latter,  the 
earth  is  to  the  right  of  the  face  wall,  the  counterfort  being  buried 
in  it.  The  force,  F,  of  Fig.  17,  thus  acts  to  the  left.  In  practice, 
too,  the  friction  forces  are  usually  neglected,  for  simplicity.  The 
base  of  the  counterfort  is  connected  to  the  foundation  slab  (which 
is  loaded  with  earth)  by  steel  rods,  vertical  and  inclined,  so  that  the 
counterfort  can  be  regarded  as  a  beam  fixed  at  the  ends  or  at  its 
junction  with  the  base  slab.  It  is  true  that  it  is  a  very  short  beam, 
so  that  the  effect  of  shear  is  very  large;  stili,  a  bending  moment  has 
to  be  accounted  for,  and  beam  action  is  thus  induced.  The  theory 
of  such  beam  action  enables  one  to  compute  the  stresses  in  the  rods, 
as  was  illustrated  in  connection  with  Fig.  3.* 

With  regard  to  the  toe-beam,  Fig.  18,  if  the  friction  is  included, 
the  "principal  stress"  at  P'  is,  of  course,  inclined  to  the  horizontal ; 
but  the  writer  had  in  mind  the  "bending  stress",  as  explained  in  the 
foregoing,  which  was  taken  as  acting  parallel  to  L  I,  according  to 
the  original  assumption.  Mr.  Janni  is  right  in  his  remark  about 
the  modulus,  E,  not  exactly  applying,  as  before  remarked.  It  wa.-^ 
considered,  however,  that  in  an  approximate  computation,  the  Poisson 
ratio  consideration  could  be  ignored,  particularly  as  in  concrete  this 
ratio  is  very  small.  In  all  approximate  computations,  one  or  more 
assumptions,  not  exactly  true,  are  usually  made,  it  being  considered 
that  the  degree  of  accuracy  in  the  final  computations  is  the  final  test, 
and,  from  what  has  preceded   (see  Table  4)   the  computations  for  /„ 
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stand  the  test  for  practical  accuracy  remarkably  well.  The  ordinary 
modulus  could  evidently  be  used  near  the  surface,  where  the  larger 
stresses  with  the  larger  arms  are  most  effective  in  resisting  the 
bending  couple,  so  that  the  error  should  not  be  large  in  using  a 
constant   modulus   throughout. 

As  to  shear,  let  Fig.  27  represent  an  infinitesimal  rhombic  prism  at 
the  neutral  axis,  two  faces  being  parallel  to  the  neutral  surface,  00', 
and  the  other  faces  being  vertical.  The  stress  on  the  two  vertical  faces 
shown  is  a  pure  shear,  s.  As  there  is  generally  a  vertical  component 
on  all  planes  parallel  to  00'  to  the  compressed  surface,  the  possibility 
of  such  a  component  must  be  recognized  at  the  neutral  surface.  Then, 
if  we  resolve  r,  the  resultant  unit  stress  on  0  0',  into  a  vertical  com- 
ponent, t,  and  one  acting  parallel  to  0  0' ,  it  follows  that  the  latter  is 
equal  to  s,  as  is  shown  by  taking  moments  of  the  forces  shown,  say 
about  0.  By  reference  to  Fig.  8,*  it  is  seen  that  s,  this  component  of  r, 
is  given  by  Equation  17,  and  is  thus  identical 
in  value  with  v  of  the  formula.  The  unit 
shear,  s,  on  a  vertical  plane  is  likewise  equal 
to  the  unit  shear  on  a  horizontal  plane  at  0 , 
from  the  well-known  theorem.  In  the  demon- 
stration, 00'  was  assumed  to  be  parallel  to 
the  upper  surface,  which  is  not  strictly  true; 
in  addition,  Y  should  have  the  meaning  given 
later,  where  shear  is  thoroughly  discussed.  It 
can  be  easily  shown,  by  a  slight  modification 
of  usual  methods,  that  the  unit  shear  compon- 
ent, s  (as  just  defined),  on  a  plane  parallel  to 
00'  (assumed  to  be  parallel  to  the  surface) 
and    at    a    vertical    distance,    y,    above    it,    is 

Thus,  this  component,  s,  vai'ies  according  to  the  parabolic  law,  and  is 
zero  when  y^  ==  ^  (i^  or  at  the  surface,  as  we  know  to  be  true  from  the 
elementary  considerations  given  in  connection  with  Fig.  l.f 

This  component,  s,  is  thus  exactly  the  shear  on  a  horizontal  or 
vertical  plane  at  0 ,  and  "above  the  neutral  surface,  it  decreases,  by 
the  usual  panaholic  law,  to  zero  at  A'".  It  is  not  the  shear  on  a  hori- 
zontal or  vertical  plane  between  0  and  A.     That  will  be  given  later. 

It  will  be  observed,  at  the  point,  0,  that  if  r,  Fig.  27,  is  resolved 
into  components  perpendicular  and  parallel  to  00' ,  the  latter — the  full 
shear  on   00' — may  be  greater  than  s.     The  vertical  component  was 


.-'0 


Fig.  27 


riven    by    the    formula, 
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overlooked  in  the  writer's  first  analysis.     The  decomposition  indicates   Mr. 
that  the  true  shear  on  00'  may  be  greater  than  s. 

Mr.  Janni  again  introduces  Fig.  10,*  in  which  it  seems  that  he 
intends  to  leave  the  part  of  the  beam  to  the  left  oi  I  N  ;nichanged.  as 
MN  shifts  to  the  different  positions  shown  by  the  dotted  lines.  As  ^ 
approaches  90°,  the  value  of  fg,  given  by  him,  becomes  smaller  and 
smaller  for  a  constant  M,  and  at  ^  =  90°,  f^  =  0.  which  is  characterized 
as  absurd.  Messrs.  Slocum  and  Hancockf  give  a  complete  solution 
of  this  case.  These  authors  conclude  that  "if  a  piece  is  bent  exactly 
at  right  angles  on  itself,  the  slightest  bending  strain  must  produce 
incipient  rupture";  also,  that  "the  neutral  axis  passes  through  the 
vertex  of  the  angle"  (N  in  Fig.  10).  This  seems  to  dispose  of 
Mr.  Janni's  "absurd  conclusion". 

As  to  the  solution  proposed  by  Mr.  Janni  in  connection  with  Fig.  19, 
no  objection  can  be  urged,  provided  the  inclination  of  the  reinforcing 
bar  to  the  section,  N  I,  is  properly  included  in  deducing  the  formulas 
for  Jc,  etc.  If  this  is  not  done,  then  the  solution  would  be  "flatly 
wrong";  but,  supposing  a  correct  solution  to  have  been  made,  the 
resulting  computations  would  be  long  and  wearisome,  as  note  the  cor- 
responding solutions  for  a  prismatic  beam,  subjected  to  "flexure  and 
direct  stress"  given  by  Turneaure  and  Maurer.:}:  The  solution  given 
by  the  writer,§  in  connection  with  the  diagram  for  finding  h  and  ;',  is 
very  short  and  practical. 

The  concluding  remarks  of  Mr.  Janni  about  the  neutral  axis  being 
fixed,  if  the  hypothesis  of  parallel  stresses  is  adopted,  is  inexplicable 
to  the  writer ;  for  this  hypothesis  leads  by  rigorous  mechanical  laws  to  a 
value  of  k  which  varies  with  j8,  ^^,  etc.  It  may  be  added,  likewise, 
that  whatever  objection  applies  to  the  determination  of  k,  with  regard 
to  the  state  of  stress  shown  in  Fig.  22  (2),  would  seem  to  apply  equally 
to  the  state  of  stress  shown  in  Fig.  22  (1),  when  ^  was  not  zero.  The 
exact  deteiTnination  of  0  is  doubtless  a  very  complicated  problem, 
which  awaits  a  solution.  The  writer's  only  aim  was  to  get  an  approxi- 
mate result  leading  to  safe  fonnulas. 

The  writer  has  studied  more  carefully  the  subject  of  shear,  since 
the  publication  of  his  paper,  and  is  glad  of  this  opportunity  to  state 
his  agreement,  in  part,  with  Mr.  Nishkian  in  his  contention  that  the 
vertical  component  of  the  stress  in  the  inclined  rod  should  be  deducted 
from  the  vertical  load  to  get  the  shear  in  the  concrete  of  the  heel, 
Fig.  12. 1 1  Thus,  to  take  a  more  general  case,  consider  the  toe.  Fig.  28, 
subjected  to  the  vertical  load,  Q.   The  stress,  C,  inclined  at  the  angle,  (3, 

*  hoc.  cit.,  p.  766. 
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Mr.  the  tension  in  the  rod  at  I  inclined  at  the  ang'le.  ^f,,  to  the  horizontal. 
■  and  the  shear,  V,  in  the  section,  N  I,  to  be  carried  by  the  concrete,  in 
addition  to  the  vertical  component  of  C  already  included.  V  is  thus 
the  shear  in  the  section  still  to  be  accounted  for  after  the  vertical 
components  of  C  and  T  have  both  been  considered.  For  equilibrium, 
we  must  have,  ■••'   ■'J'^'  •  ''-^*• 

7  =  Q  —  C  sin.  (3  —  T  sin.  /3^. 

This  portion,  L  M  N  I,  oi  the  beam  acts  on  the  part  of  the  beam  to 
the  right  of  the  section,  N  I,  with  forces  exactly  equal  and  opposed  to 
C.  r.  and  V. 


Fig.   28.  Fig.   29. 

When  the  steel  is  horizontal.  ^^  =^  0  and  V  =  Q  —  C  .sin.  ^.  This 
refers  to  the  case  shown  in  Fig.  22  (2).  For  the  case  shown  in  Fig. 
22  (1),  C  is  horizontal  and  V  =  Q.  When  T,  Fig.  28,  acts  upward,  the 
last  term  in  the  first  formula  changes  sign.  In  the  first  investigation 
of  shear,  C"  was  assumed  to  act  in  the  same  line  as  C,  which  is  only 
approximately  true.  To  make  an  exact  analysis,  consider  Fig.  29, 
representing  a  portion  of  the  beam  between  the  two  vertical  sections,  I  N 
and  r  N',  dx  apart  and  subjected  to  the  forces,  V,  V,  C,  and  C  (the 
horizontal  components  of  which  are  C^,  G^'),  T,  the  resultant  of  the 
tensions  in  the  bars,  /  /',  L  U ,  S  S',  acting  at  G  and  inclined  at  the 
angle,  ^f,-  to  the  horizontal  and  the  corresponding  resultant,  Z",  at  G', 
supposed  to  act  in  the  line  of  T,  but  opposite  in  direction.  The  con- 
stant width  of  the  cross-sections  will  be  called  h,  and  the  unit  shear 
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on  a  horizontal  plane,  A  A',  just  below  the  neutral  surface,  v.    We  have,    Mr. 

Cain. 

r  D'  —  I  D  =  j  (/'  N'  —  I  N)  =  j  dx  (tan.  j3  +  tan.  ^^) 
D  E  =  I  E  —  I  D  =  r  D'  —  dx  tan.  jS^  —  I  D  =  j  dx  (tan.  R 
+  tan.  /3i)  —  dx  tan.  ^^.  ^.;*"  ■ 

Now,  whatever  the  inclinations  assiimed  of  C  and  C",  we  have 

C,  =:  T  COS.  13, (24) 

C^;  —  C^  =  V  h  dx (25) 

the  latter  equation  resulting  from  placing  the  sum  of  the  horizontal 
components  of  the  forces  acting  on  A  A'  N'  N  equal  to  zero.  Two 
cases  will  be  considered,  corresponding  to  the  dispositions  of  stress 
in  the  concrete  shown  in  Figs.  22  (1)  and  (2). 

In  the  first  case,  C  and  C"  are  taken  as  horizontal ;  whence  C  =  C^. 
C  =  C,/.  The  corresponding  value  of  j  (call  it  ;',,)  can  be  derived 
from  the  proper  formula  (or  diagram,  for  one  layer  of  rods  at  /  /') 
on  taking  /J  =  0. 

On  taking  moments  of  the  forces  acting  on  /  1'  N'  N  about  G, 
we  have, 

C,;{G  D  +  D  E)  —  C^.  G  D  =  V'  dx (26) 

therefore  (C,,'  —  (7„)  G  D  =  V  dx  —  C,'  .  D  E; 

whence,  by  equations  above, 

V  h  dx  .  G  D  =  V  dx  —  C^'  [i„  (tan.  fi  +  tan.  /?j)  —  tan.  /?,]  dx. 

Divide  by  dx  and  take  the  limit  as  dx  tends  toward  zero;  so  that  V 
and  C,,'  are  replaced  by  F  =  ((?  —  T  sin.  ^^)  and  C,^. 

V  h.G  D  =  Q  —  T  sin.  /3^  +  C^  tan.  (3,  —  j^  C^  (tnn.  j3  +  tan.  I3,).(2'I) 

The  usual  case  is  where  there  is  only  one  layer  of  bars,  I  /';  whence 
^^  =  fS^,  G  D  =  I  D,  and.  by  Equation  24,  0^  tan.  ^^  =  T  sin.  p^ 
=  T  sin.  jSo-     Therefore, 

vh.G  D  =  Q  —  i„  (C„  tan.  j3  +  T  sin.  ,«, ) (28) 

where  G  D  =  ;„  .  /  N. 

In  the  second  case.  C  and  C  will  be  assumed  to  act  parallel  to 
N  N\  Therefore,  C^=  C  cos.  (3,  C/  =  C  cos.  p,  and  ;  is  to  be 
found  as  usual,  for  the  given  value  of  (3.  The  right  member  of 
Equation  26  is  now  to  be  increased  by  C  sin,  /?  .  dx;  whence,  pro- 
ceeding as  before,  and  substituting,  V  ^  Q  —  T  sin.  (3^^  —  C  sin.  j8, 
as  just  explained,  we  have, 
vh.GD  =  Q  —  T  sin.  ^0  +  C„  tan.  13,  —  j  C^  (tan.  ^  +  |8i) .  (29) 

where  C,,  =  C  cos.  p.  For  one  layer  of  bars  I  I',  /S^  =  /Jj,  G  D  =  1  D, 
C^  tan.  J3.,  =  T  sin.  (3^.    Therefore  /v  " -- 

vh.  G  D  =  Q  ^  j  {C  sin.  (3  +  T  sin.  (3,) (30) 

where  G  D  =  j  .  1  X. 
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Mr.  In  Equations  27  to  30,  on  dividing  by  &  .   G  D,  we  find  the  shear,  v. 

Xote,  in  the  right  member  of  Equation  30,  that  in  place  of  sub- 
tracting the  sum  of  the  vertical  components  of  C  and  T  from  Q, 
that  only  ;'  times  this  amount  is  subtracted.* 

The  bond  stress  for  the  general  case  of  many  layers  of  bars, 
Fig.  29,  is  easily  found.  Using  the  previous  notation,f  and  since  the 
shear  on  the  horizontal  plane,  A  A\  equals  the  sum  of  the  horizontal 
components  of  the  bond  stresses  in  the  bars.  Fig.  27, 

h  r  (Ix  =  »'j  I  r  COS.  //j  .20,  +  i(.,  LL'  cos.  (5.,  So.,   4    .    .    . 
=  dx  (»,  2o^  +  i)2  :2o,  -H  .  .   .) 

Therefore, />r  =  »,|^v,>^  -^  ^-^  2o,   +    -^^    So,         .   .    .] (.•{!) 

For  any  one  of  the  cases  corresponding  to  Equations  27  to  30, 
substitute  the  value  oi  b  v  corresponding,  in  the  foregoing  equation, 

O  L 

whence  ?(p  and,  subsequently,  it.,  =  n,   — — ,  etc..  can  be  found.      For 

b  r 
only   one  layer  of  bars,  »,   =   —    .  aiul  usins.   say.  Equation  30.   also 


(32) 


placing  D  G  =  D  1  =-  j  .  I  X, 

^  Q  ~j(C  sin,  /i    -  7- sin.  /i,) 
"'  "       '  j  .  I N  2o^  

The  formulas  for  shear  and  bond  stress  just  given  are  to  replace  the 
corresponding  formulas  for  shear  and  bond  stress  hitherto  given.  In 
the   applications,   it   may  prove   desirable   to   express   C^,   in   the   ''first 

case"  by  Tens.  /?,,,  and  in   the  '•'second  case"  to  place  C  =    T"  — -. 

'^  '  cos.  /i 

In  all  the  formulas.  Q  represents  the  algebraic  sum  of  the  reaction  (if 

any)  and  the  loads  left  of  the  section  /  N.     Also,  if  T"  is  directed  to 

the  right  and  upward,  sin.  /?,,  is  changed  to   ( —  sin.  p^^').     Similarly, 

change  fS^  to   ( —  fi^)   if  /  /'  lies  above  the  horizontal  through  1,  with 

a  consequent  change  of  sign  of  sin.  j^^  and  tan.  /?,. 

It  will  be   observed   that,    in   consequence   of   the   term   subtracted 

from  Q  being  often  large,  the  values  of  v  and  u  are  small  as  compared 

*  In  Morsch's  "Concrete-Steel  Construction"  (Goodrich's  translation),  p.  190,  similar 
results,  for  some  of  the  simplest  cases,  are  found  by  a  very  neat  method  involving  the 
calculus.  This  method  can  easily  be  extended  to  other  cases,  but  it  is  perhaps  not  so 
obvious  as  the  above.  The  moment,  ili,  of  the  external  forces  about  either  tf  or  />  is  con- 
stant;  hence,  for  one  layer  of  rods.  /  T ,  with  (t  at  /,  M  =  Co  ..;o  I N m  Equation  38  =  C 
COS.  fi  .j  I  Nin  Equation  SO  :  therefore  ja  Co  ran.  p  in  Equation  28  =  /  C  sin.  ^  in  Equation 
30.  Similarly,  if  To  is  put  for  Tin  Equation  28  to  distinguish  it  from  the  Tin  Kquation  30. 
To  jo  I  N  iu  Equation  28  =  Tj  /iV  in  Equation  30;  therefore.  To  jo  sin.  Pi  in  Equation  28 
=  T  j  sin.  3]  in  Equation  30.  Whence  the  right  members  of  Equations  28  and  30  are 
equal  in  value ;  so  that  the  values  of  v  derived  from  Equations  28  and  80  are  in  the 
ratio  of  the  G  D  =  j  .  I  N  of  Equation  30  to  the  G  D  =  jo  ■  I N'  of  Equation  28,  or  of  ./  to  jo- 
The  values  J  and  jo  differ  by  only  a  small  percentage. 

t  Loc.  cU..  p.  760. 
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with    results    obtained   for   prismatic   beams   where   ^    =   0.   jS^    =   0.    Mr. 
Hence  it  will  rarely  be  necessary  to  use  the  formulas  above  in  their 
entirety,   since  a  rough  estimation  of  the  subtractive  term  will  gen- 
erally suffice  to  indicate  safe  limits. 

It  has  been  remarked,  in  connection  with  Fig.  27,  that  the  unit 
shear  at  0,  on  a  plane  inclined  to  the  horizontal,  may  be  greater 
than  the  shear  on  the  horizontal  plane.  The  difference  will  usually 
be  small.  The  unit  shear,  q,  on  a  horizontal  plane  at  the  distance,  y^, 
above  0  in  the  case  of  the  toe,  Fig.  22  (1),  for  the  state  of  stress 
shown  in  that  figure,  can  be  found  by  a  method  similar  to  that  used 
for  prismatic  beams,  only  the  rise  of  N'  above  N  and  of  0'  above  0, 
Fig.  29,  must  be  considered  in  the  limits  of  the  integrations,  etc. 
The  results  are  to  be  written  only  to  first  order  infinitesimals,  but 
even  then,  the  work  is  long,  so  that  only  the  final  result  will  be  given. 
As  before,  h  =  constant  breadth  and  d  =  depth,  N  I,  Fig.  22  (1), 
M  =  moment  of  external  forces  about  /.  and  Tc^,  ;„,  refer  to  the  state 
of  stress  shown  in  the  figure.  The  value  of  q  is  given  by  the  following 
equation, 

V  <'  {Q  d  ~  '^^  tan.  /i)  +  [2(1  —  Ap)  M  tan.  fi]  v/j 
r?.  Jf  tan.  /i  -]     , 

The  unit  shear  at  0  is  found  by  putting  ^^  ^^  0  and  substituting 
Co  io  d  for  M, 

as   found   in   another  manner   above.     At  N,   the   shear   is   found   by 
putting  y^  =  l'^  d.    Therefore, 

2  M  tan.  /i 

as  can  be  proved  independently.     Here,  /q  indicates  the  direct  bending 
stress  at  N,  Fig.  22  (1). 

Another  check  is  afforded  by  taking  ^  :=  0,  whence, 

which  is  very  easily  proved  independently. 

Reasons  have  been  given  for  the  computed  value  of  /y  being  in 
excess,  the  state  of  horizontal  stress  on  the  vertical  plane,  /  N,  being 
nearer  that  shown  in  Fig.  25  than  the  one  given  in  Fig.  22  (1)  ;  hence 
7  at  JV  <C  /p  tan.  /5,  and,  similarly,  the  variation  in  q  is  not  exactly 
that  given  by  the  equation,  as  y^  increases  from  zero  to  0  N.    How- 
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Mr. 
Cain. 


ever,  accepting  it  as  showing  roughly  the  variation  in  q,  it  is  seen 
that  Equation  33  can  be  written  in  the  form, 

where  q  and  y^  are  the  only  variables.  When  n  =  0,  this  is  the  equa- 
tion of  a  straight  line.  When  n  is  riot  zero,  it  may  be  positive  or  nega- 
tive, and  the  equation  is  that  of  a  parabola,  the  axis  of  which  is 
horizontal,  and  the  vertex  is  at  the  point,  the  abscissa  of  which  (parallel 

to  axis  of  7)  is  (  Z  —  - —  \    and   tl)e    ordinate    (parallel   to  axis   of  ?/,)  is 


0,   respectively, 


Filrs.  30  and  31  show  the  loci  for  n  >  0,  n 
for  assumed  values,  the  value 
of  q  at  y^  =  0  N,  being  /„  tan. 
/3  in  both  cases.  In  Fig.  30,  q 
increases  with  ?/,  from  0  to  N ; 
in  Fig.  31,  q  decreases  with  y^ 
above  the  vertex.  Of  course, 
only  the  portions  of  the  curves 
from  i/j  =  0  to  i/j  =  0  iV  per- 
tain to  the  problem.  If  the  load,  Q,  acts  a  units  to  the  left  of  /  N 
Fig.  22  (1),  we  have,  M  =  Q  a,  hence,  \  "^ 

Q  (d  —  a  tan.  /S) 


Fig   31. 


I 


in  ^  d' 


is  always  positive,  since  d  >  a  tan.  ^.  In  fact,  when  y^  =  0,  g  =  /, 
or  the  shear  at  the  origin  acts  to  the  right,  so  that  the  locus,  whether 
a  parabola  or  a  straight  line,  cuts  the  axis  of  q  to  the  right  of  0.  It  is 
evident  from  the  general  equation  above  that  m  is  always  positive. 
Also,  since 

Q         /3  n  tan.  /J         \ 


■'     Vi„  /.  d^^  V       a 

it  is  evident  that, 

n  >  0,  =  0,  <  0. 

according  as, 

d         d         d 
a  tan. /i>  ^,=  .^  ,  <  ^, 

corresponding,  respectively,  to  a  long  toe,  a  medium  toe,  or  a  very  short 
toe.  When  n  is  positive,  the  abscissa  of  the  vertex  may  be  positive,  as 
shown  in  Fig.  30,  or  it  may  be  negative.  When  ?i  approaches  zero,  the 
vertex  recedes  indefinitely  to  the  left  and  downward,  and  the  locus 
approaches  the  straight  line,  q  =^  I  -{-  m  y^,  where  m  and  I  are  always 
positive. 
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Similarly,  when  n  is  negative,  Fig.  31,  although  the  vertex  of  the  ^Mr 
parabola  is  always  in  the  first  quadrant,  yet  as  n  tends  toward  zero,  it 
recedes  indefinitely  from  the  origin,  and  the  shear  increases  in  going 
from  0  to  N,  and  the  locus  approaches  again  the  straight  line,  q  =  I 

The  foregoing  general  formula  only  gives  the  unit  shear,  q,  on  a 
horizontal  (or  vertical)  plane  at  the  distance,  y^,  above  0.  At  this 
point,  in  addition  to  these  shears,  there  is  a  horizontal  pressure,  /,  on  a 
vertical  plane  and  a  vertical  pressure  on  a  horizontal  plane.  The  latter 
is  unknown,  except  at  the  surface,  M  N,  where  it  is  /„  tan.^  ^,  as  can 
easily  be  proved  by  aid  of  an  infinitesimal  wedge  like  A  M  B,  Fig.  23. 

If  the  state  of  stress  indicated  by  Fig.  22  (2)  is  assumed,  the  same 
general  formula,  as  given  above,  is  derived,  except  that  k^,  ;„,  are  to 
be  replaced  by  h,  j. 

The  writer  has  now  given  formulas  for  the  two  states  ot  stress 
indicated  in  both  Fig.  22  (1)  and  22  (2),  referring  to  stresses  due  to 
flexure  as  well  as  to  bond  and  shear  stresses,  and  certain  results  have 
been  tested  by  such  experiments  as  were  available.  The  case  must  now 
rest  until  the  results  of  direct  tests  on  wedge-shaped  beams  are  avail- 
able. There  is  a  prospect  that  such  tests  will  be  made  at  several  insti- 
tutions within  the  next  year. 
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Synopsis. 

It  is  believed  that  a  good  practical  working  knowledge  of  the  surge 
tank  problem  is  a  valuable  asset  to  the  modern  hydraulic  engineer. 
The  writer  has  gathered  together,  in  the  past  tweTve  years,  many 
useful  formulas,  has  made  a  thorough  study  of  the  subject,  and 
takes  this  opportunity  of  presenting  a  concise  analysis  to  his  fellow 
engineers  for  their  consideration  and  criticism.  Mr.  Eoy  Taylor,  the 
writer's  assistant,  has  been  sufficiently  interested  to  give  up  months 
of  his  time  patiently  to  work  out  illustrative  examples,  and  his  criti- 
cism should  be  carefully  read  as  a  necessary  adjunct  to  this  paper.f 

The  ordinary  simple  surge  tank,  or  storage  reservoir,  which  is 
commonly  placed  at  the  end  of  a  long  pipe  line,  has  been  entirely 
neglected  in  this  paper,  for  four  reasons  which  experience  has  demon- 
strated : 

First.— It  never  costs  less  than  the  differential  type  for  approxi- 
mately the  same  benefit  realized. 

Second.— It  can  seldom  be  made  quite  so  effective  as  the  latter 
type,  even  at  a  greatly  increased  cost. 

Third.— It  is  not  capable,  to  anything  like  the  same  degree,  of  a 
rigid  mathematical  treatment. 


*  Presented  at  the  meeting  of  December  2d,  1914. 
7  For  Mr.  Taylor's  discussion,  see  p.  785. 
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Fourth.— It  is  subject  to  unstable  conditions  of  the  vibrating  water 
column,  to  an  extent  which  renders  an  exact  prediction  of 
its  behavior,  if  not  impossible,  at  least  far  more  difficult  than 
that  of  the  differential  type.  ■'  "^^^i 


ffu: 


The  differential  surge  tank  consists  of  a  stand-pipe  of  about  the 
same  diameter  as  the  conduit,  freely  connected  to  it,  and  a  storage 
tank  of  larger  dimensions,  surrounding  the  stand-pipe  and  connected 
to  the  conduit  by  a  properly  restricted  passage. 

In  a  simple  tank,  the  level  of  the  stored  water,  following  a  demand 
for  more  power,  represents  the  accelerating  level  which  is  urging  more 
water  from  the  forebay,  and  measures  the  head  acting  on  the  water- 
wheel.  In  the  differential  type,  owing  to  the  resistance  interposed 
between  tank  and  conduit,  the  level  of  the  stored  water  is  quite  inde- 
pendent of  the  acceleration,  and  does  not  affect  the  water-wheel  gov- 
ernor directly.  The  water  in  the  stand-pipe  takes  care  of  these 
things,  and  acts  like  a  simple  tank  of  small  dimension  which  is  sup- 
plemented by  the  steadying  action  of  the  stored  water,  fed  into  the 
system  in  an  independent,  non-synchronous  manner,  meeting  all  de- 
mands for  water  without  causing  the  unstable,  pendulum-like  behavior 
which  is  so  characteristic  of  the  simple  surge  tank. 

On  account  of  the  possibility  of  a  rigid  mathematical  treatment 
of  the  ideal  or  theoretical  differential  action,  several  interesting  facts 
are  discoverable  which  would  probably  not  have  been  generally  demon- 
strable by  a  study  of  the  so-called  simple  tank,  which,  by  the  way,  is 
anything  but  simple  in  all  respects  save  as  to  the  conception  of  its 
physical  structure.     Some  of  the  features  most  noteworthy,  are: 

a,— The  working  volume  of  a  differential  surge  tank,  for  a  given 
velocity  change  and  for  a  given  degree  of  stability  in  regu- 
lation, is  independent  of  the  length  of  the  conduit,  the  area 
decreasing  as  the  length  of  conduit,  and  consequent  height 
of  tank,  increase. 
h. — The  highest  possible  surge  above  forebay  level  following  a 
complete  shut-down,  is  not  necessarily  due  to  the  shutting  off 
of  the  maximum  velocity  obtainable,  but  may  occur  as  a 
result  of  throwing  off  part  load  a,t  a  critical  velocity. 
c.—lt  is  possible,  and  often  quite  feasible,  to  design  for  a  perfect 
dead-beat  or  non-oscillatory  condition,  where  no  unnecessary 
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motion  of  the  water  occurs,  nothing  more  than  a  change  of 
level  corresponding  to  the  inevitable  gradient  change, 
c^.— Every  design  is  intimately  associated  with  an  infinite  number 
of  similar  designs,  so  related,  kinematically,  that  the  one  type 
may  be  varied  indefinitely  in  its  own  class,  without  further 
computation,  except  of  a  primitive  nature.  This  fact  favors 
graphical  methods,  and  enables  all  computations  to  be  reduced 
to  the  utmost  simplicity. 

These  features  are  here  brought  out,  along  with  a  general  mathe- 
matical treatment  deduced  from  fundamental  principles  of  mechanic*. 
and  the  illustrations  by  Mr.  Taylor  complete  the  demonstration  of 
the  differential  principle,  and  show  its  advantages  over  the  ordinary 
method  now  in  somewhat  general  use. 

IXTRODUCTIOX. 

The  function  of  a  stand-pipe  or  simple  surge  tank,  to  regulate  a 
long  enclosed  column  of  water  feeding  water-wheels,  is  well  enough 
understood,  and  many  authors  have  written  on  this  subject  since  the 
presentation  of  the  writer's  paper  entitled  "The  Surge  Tank  in  Water 
Power  Plants."*  Therefore  he  will  pa.ss  over  the  elementary  matter, 
inyolving  description  of  the  undulating  water  wave  produced  by  load 
changes,  and  take  up  the  more  technical  side  of  the  question,  illus- 
trating some  exact  mathematical  methods  of  arriving  at  intelligent 
results  in  design.  In  the  following  studies  the  exact  determinations 
are  confined  to  the  first  quarter  cycle  of  the  water  wave,  that  is  to  say, 
the  period  during  which  the  first  drop  or  rise  of  water  within  the  tank 
takes  place,  up  to  the  time  when  a  reversal  of  motion  of  the  water 
begins.  ■vsn;-'  ■' 

The  differential  surge  tank  or  regulator,  as  has  been  described  in 
the  writer's  previous  paper,  consists  of  a  simple  stand-pipe  freely  con- 
nected to  the  water-power  conduit,  and  supplemented  by  a  tank  sur- 
rounding the  stand-pipe  and  communicating  with  the  conduit  through 
a  definitely  restricted  opening.  This  restricted  passage  offers  a  re- 
sistance to  the  flow  of  water  back  and  forth  through  it,  and,  when 
properly  designed  and  proportioned,  has  a  remarkably  beneficial  effect 
on  surges  which  would  otherwise  attain  harmful,  if  not  dangerous, 
proportions  in  a  simple  surge  tank  of  much  larger  dimensions. 
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No  one  has  yet  succeeded  in  writing  correct  equations  for  the 
phenomena  during  the  first  quarter  cycle  in  a  simple  surge  tank,  when 
friction,  velocity  head,  and  governor  action  are  considered.  Neither 
is  it  possible  to  do  this  for  the  differential  regulator,  except  for  the 
case  when  the  stand-pipe  area  approaches  zero  for  a  surrounding  tank 
of  a  given  size.  A  certain  capacity  of  stand-pipe  is  essential  for  many 
reasons,  as  will  appear  later;  one  of  its  principal  benefits  is  to  furnish 
a  little  time  for  the  pressure  change  following  a  load  change,  so  as 
not  to  interfere  with  the  governor  and  throw  additional  duty  on  the 
fly-wheel.  It  is  highly  instructive  and  very  satisfactory  to  be  able 
to  write  perfectly  exact  equations  for  all  the  phenomena  which  take 
place  during  the  first  quarter  cycle,  taking  into  account  the  friction 
in  the  conduit  and  eliminating  without  error  the  action  of  the  governor. 
This  can  easily  be  done  when  the  capacity  of  the  internal  stand-pipe 
approaches  zero,  and  the  subsequent  addition  of  this  capacity  and 
the  further  refinement  of  the  area  of  the  restricted  passage  for  an 
actual  design  become  an  easy  task  for  a  little  judgment  assisted  by 
arithmetic  integration. 

An  undulation  or  water  wave  once  set  in  motion  by  a  load  change 
may  have  any  one  of  four  characteristics,  depending  on  the  size  of 
the  tank,  other  conditions  being  fixed. 

(1)  It  may  die  out  as  a  damped  harmonic; 

(2)  It  may  live  indefinitely  at  the  same  amplitude; 

(3)  It  may  increase  in  amplitude  with  each  oscillation; 

(4)  It  may  continue  to  drop,  theoretically,  without  turning  around 
to  rise  again,  if  the  acceleration  of  the  conduit  is  not  fast 
enough  to  catch  up  to  the  increasing  draft  velocity  as  the 
head  recedes  and  the  governor  opens  up  the  water-wheel  wider 
and  wider. 

(This  last  case  is   interesting  only  from   a  mathematical 
standpoint,  and  will  not  here  be  further  considered.) 

(5)  As  a  modification  of  Case  (1),  it  may  die  out  with  no  oscilla- 
tion at  the  end  of  the  first  quarter  cycle  in  infinite  time.  This 
case  is  called  the  non-oscillatory  or  dead-beat  condition,  where 
perfect  or  absolute  damping  takes  place,  and  the  water  does 
not  pass  beyond  the  normal  quiescent  level  due  to  the  velocity 
required  by  the  suddenly  applied  load. 


764 


THE   DIFFERENTIAL   SURGE   TANK 


When  load  changes  happen  to  occur  in  step  with  tlie  natural  period 
of  vibration  of  the  water  column,  Case  (1)   usually  takes  on  the  char- 
acteristics of  Case   (3),  and  experience  has  shown  that  this  test,  ap- 
plied  to   many   simple   tank   designs,    disqualifies   them    for   safe   use. 
On  the  other  hand,  it  is  extremely  rare  to  hit  upon  a  case  where  a 
differential   regulator  will   not  hold  the   water  within   definite  limits 
up    and    down,    however   long    synchronous    load    changes   be   applied. 
Under    these    conditions    the    vibration    may    sometimes    increase    for 
one  or  two  swings,  after  which  it  will  remain  at  constant  amplitude 
for  an  indefinite  number  of  continued  synchronous  load  changes.     The 
writer  recently   ran    across   a   practical   case  where   a   simple  tank   of 
certain  dimensions  took  on  the  characteristics  of  Case  (3),  following 
a   single  load   change,   and  the   same  tank,   converted   into   a  suitable 
differential    regulator,    successfully   withstood   the   test,    even,    of  syn- 
chronous load  changes.     Case   (5)   is  in  most  cases  economically  out 
of  the  question  to  obtain  with  a  simple  tank,  but  frequently  for  long 
pipe  lines,  large  friction,  or  high  velocities,  or  all  of  these,  it  becomes 
quite  possible  to  design  for  the  dead-beat  condition  with  the  differential 
principle. 

One  of  the  interesting  paradoxes  of  this  question  is  the  fact  that 
stable  regulation,  or  freedom  from  vibration,  becomes  easier  to  obtain 
as   the   inertia    effects   get   worse.      In   other   words,    a   surge   tank   of 
given  area  will  approach  the  dead-beat  wave  as  the  length  of  the  pipe 
line   and    the   velocity   increase.      The   height   of   such    a   tank   would 
have  to  increase  with  the  length  of  the  pipe  line  and  with  the  velocity, 
but  unless   the    area    were   correspondingly    decreased,    the   oscillation 
would    become    steadier    as    the    inertia    effects    became    worse.      The 
reason  for  this  is  that  the  work  which  may  be  accomplished  within 
a  surge  tank  is  proportional  to  the  square  of  the  height  through  which 
the  water  may  be  permitted  to  vary,  and  this  height,  for  equivalent 
stability,  may  vary  directly  as  the  friction  gradient,  which  itself  varies 
directly  as  the  length  of  the  pipe  line  and  about  as  the  square  of  the 
velocity.     The  work  required  to  be  done,  however,  varies  only  directly 
as   the  friction   gradient,  which  is  to  say,   also,  as  the  length  of  the 
pipe  line  and  as  the  square  of  the  velocity.     Hence,  doubling  either 
of    these    quantities   would   double    the   permissible   height   for   water 
variation  within   the   tank,   and   would   thereby   multiply   its   capacity 
for  work  by  four.     This  brings  out  forcibly  the  important  fact  that 
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very  long  pipe  lines  need  not  be  avoided  throngh  any  misconceived 
fear  of  dangerous  oscillations  of  the  water  column.  The  unavoidably 
large  change  in  gradient  following  a  load  change  is,  to  be  sure,  a 
somewhat  undesirable  attribute  of  a  very  long  pipe  line,  because  it 
causes  the  governor  to  travel  a  little  farther  than  it  would  if  the 
head  did  not  vary,  but  no  more  serious  effect  than  this  comparatively 
mild  one  need  be  apprehended  if  the  regulator  is  designed  intelligently. 
Some  people  have  argued  against  the  differential  action  because 
it  causes  a  more  rapid  initial  variation  in  head  than  the  simple  surge 
tank,  but  the  fact  is  that  the  small  capacity  furnished  by  the  internal 
stand-pipe  of  the  differential  regulator  is  quite  sufficient  to  afford 
just  as  good  practical  results  as  a  simple  tank  of  like  dimensions, 
and  the  manifest  advantages  in  all  other  respects  ought  to  make  it 
the  preferred  type  in  all  cases.  The  writer  has  never  yet  found  a 
condition  where  he  could  see  any  advantage  in  the  use  of  a  simple 
surge  tank,  and  long  ago  he  abandoned  the  idea  entirely,  a.s  always 
extravagant,  often  impracticable,  and  sometimes  dangerous. 

Another  important  function  of  the  internal  stand-pipe  is  to  afford 
a  relief  overflow  into  the  tank  in  case  of  a  sudden  shut  down,  which 
causes   the   water   to   rise   immediately   to   the  top   of   the   stand-pipe, 
and,  while  spilling  into  the  tank,  the  conduit  receives  the  beneiit  of 
this  suddenly  applied  back  pressure  which  cuts  down  to   a  minimum 
the  total  quantity  of  water  to  be  caught.     For  ordinary  load  changes, 
the  water  merely  rises  or  falls  a  moderate  distance  within  the  stand- 
pipe,  without,  of  course,  overflowing,  and  the  effect  of   the  restricted 
opening  is  to  force  a  more  rapid  variation  of  level  in  the  stand-pipe 
than  takes  place  in  the  surrounding  tank,  but  the  restriction  is  ordi- 
narily  not   sufficient   to   cause    a   greater   total   variation    of   level    in 
the  stand-pipe  than  subsequently  takes  place  in  the  tank  due  to  the 
transfer  of  water  through  the  restricted  passage.     The  object  of  this 
restriction  is  to  cause  a  greater  acceleration  than  would  result  from 
the  comparatively  sluggish  movement  of  the  water  surface  in  a  simple 
tank    thereby   minimizing   the   quantity   of   water    to   be   handled   by 
the  tank  and  greatly  increasing  its  ability  to  check  or  choke  harmful 
and  tmnecessarj-   surges.     The  size   of   a  simple  tank   to  produce  the 
same   net    results    as   to    regulation   of   the  water-wheel    is   sometimes 
enormously    larger   than    that    of    a    differential    regulator,    the    exact 
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ratio  depending  on   the  conditions  to   be  met,   and   this   is  especially 
evident  when  the  test  of  synchronous  load  changes  is  applied. 

The  ideal  differential  action  to  which  the  following  equations 
apply  needs  a  careful  description  in  order  to  forestall  any  miscon- 
ception as  to  the  limitations  of  the  mathematics,  and  to  set  forth 
clearly  the  general  fundamental  conditions  which  mal.'e  possible  at 
all  a  rigid  mathematical  treatment  of  the  surge  phenomena.  Certain 
assumptions  are  necessary,  which  are  not  strictly  adhered  to  in  the 
final  design  but  may  be  modified  with  little  additional  labor  when  the 
action  of  the  regulator  is  fully  understood. 

First— The  stand-pipe  area  is  considered  to  be  so  small  that  a 
variation  in  water  level  within  it  takes  place  in  a  negligible  time  com- 
pared to  the  remaining  time  in  which  complete  acceleration  of  the 
water  column  is  effected. 

Second.— The  restricted  opening  is  assumed  to  varj^  in  size  accord- 
ing to  certain  laws,  with  the  result  that,  when  a  sudden  change  in 
level  takes  place  within  the  stand-pipe  (due  to  a  sudden  load  change), 
the  water  level  remains  absolutely  stationary  at  the  new  position 
until  complete  acceleration  is  effected  in  the  conduit. 

Third.-The  size  of  the  tank  is  required  to  be  such  that  the 
ultimate  change  in  water  level  in  one  direction  shall  be  exactly  equal 
to  the  sudden  change  in  the  stand-pipe  for  the  given  load  diange 
under  consideration. 

Fourth.— The  inertia  of  the  water  in  the  regulator  itself  is 
neglected. 

i^i/^/n— Velocity  changes  only,  rather  than  load  changes,  are  con- 
sidered, and  therefore  the  head,  H,  is  not  involved  in  the  theory;  it 
enters  only  in  an  extraneous  computation  to  convert  velocity  change 
into  load  change. 

Sixth.— The  friction  in  the  stand-pipe,  velocity  head,  and  the  weir 
head  when  spilling  over  the  top.  are  neglected. 

Seventh.— The  kinetic  energy  in  the  flowing  water  is  computed 
from  the  average  velocity,  -,  and  is  not  refined  to  take  into  account 
the  slight  error  introduced  by  reason  of  the  non-uniform  velocity 
existing  in  the  cross-section  of  a  cylinder  of  flowing  water. 

The  first  assumption  is  never  actually  realized,  except  where  com- 
pressed-air tanks  are  used. 
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The  second  assumption  is  seldom,  if  ever,  actually  necessary, 
because,  as  will  appear  later,  a.  constant  size  of  choke  hole  is  quite 
adequate  for  practical  results,  especially  when  assisted  by  some 
capacity  in  the  stand-pipe  which  has  to  be  neglected  for  the  sake 
of  the  integral  calculus.  ;,;[fl)  ;it-iiL?-x./ 

As  has  been  stated  before,  the  following  mathematical  treatment 
in  its  entirety  deals  only  with  the  phenomena  which  take  place  during 
the  first  quarter  cycle  of  the  water  wave;  that  is  to  say.  during  the 
period  of  the  first  programme  of  acceleration,  positive  or  negative, 
while  the  water  level  in  the  tank  is  changing  in  one  direction  and 
that  in  which  it  has  been  started  by  a  load  change.  The  subsequent 
plotting  of  the  various  waves  of  pressure  and  velocity  must  be  carried 
on  by  recourse  to  the  principles  of  arithmetic  integration  which  any 
one  who  has  the  patience  and  is  sufficiently  interested  may  do  with 
no  more  than  an  ordinary  understanding  of  the  fundamental  laws 
of  Newton  and  a  good  training  in  the  rapid  vise  of  a  slide-rule.  It  is 
not  the  present  purpose  to  describe  these  methods  in  detail,  because 
satisfactory  results  may  be  obtained  in  many  ways,  and  the  individual 
may  often  select  the  method  best  suited  to  his  mind.  Suffice  it  to 
say  that  although  the  mathematical  treatment  herein  set  forth  is  as 
complete  as  the  writer  has  been  able  to  make  it,  yet  when  the  design 
of  a  regulator  is  approximated  as  closely  as  possible  from  the  avail- 
able equations,  it  is  usually  much  more  satisfactory  and  profitable 
to  one  lacking  experience,  to  integrate  the  phenomena  second  by  second 
in  the  common-sense  way  than  to  rely  solely  on  judgment  for  the  effect 
of  the  departures  which  have  to  be  made  from  the  hard  and  fast 
mathematical  assumptions  and  results.  ''rUyi'-'i 

The  ideal  differential  action  to  which  the  equations  apply  is 
necessarily  confined  to  one  particular  load  change,  and  if  mathemati- 
cally ideal  conditions  were  required  for  a  greater  load  change,  the 
size  of  the  choke  hole  would  have  to  be  increased.  It  follows,  therefore. 
that  the  design  should  be  made  ample  in  the  first  place  for  the  greatest 
load  change  for  which  good  regulation  is  desired,  and  this  should 
be  controlled  by  the  size  of  the  greatest  ordinarj^  daily  sudden  variation 
when  the  operation  of  the  plant  is  regular  and  normal.  If  there  occurs 
a  greater  load  change  than  that  for  which  the  regulator  has  been 
designed,  the  result  will  be  a  greater  total  variation  of  pressure  level 
within   the   stand-pipe   than   is   necessary   or   than  subsequently  takes 


768 


THE   DIFFERENTIAL    SURGE   TANK: 


place  in  the  tank,  and  this  condition  is  not  desirable  as  an  ordinary 
operating  feature.  If,  however,  abnormal  conditions  obtain  for  a  time, 
such  as  synchronous  load  changes  or  excessively  large  ones,  this  dis- 
proportionate variation  in  water  level  within  the  stand-pipe  is  an 
excellent  thing,  because  it  serves  to  counteract  and  deaden  any  tendency 
toward  an  increasing  or  unstable  vibration  of  the  water  level.  In 
other  words,  the  differential  action  should  be  harmless  under  normal 
conditions,  if  properly  designed,  and  should  be  particularly  beneficial 
for  abnormal  conditions.  The  advantage  of  this  principle,  as  dis- 
tinguished from  the  simple  tank,  is  not  nearly  so  apparent  during 
the  first  quarter  cycle  as  it  is  later  in  the  history  of  the  wave,  but 
even  at  first  it  has  one  decided  advantage  in  that  the  total  variation  of 
head  on  the  wheel  is  considerably  less  than  in  a  simple  tank  of  equal 
size;  this  permits  a  smaller  water-wheel  to  adhere  to  the  load  following 
a  load  change  without  reaching  full  gate,  or  conversely,  permits  a 
wheel  of  the  same  size  to  deliver  the  new  increased  load  at  smaller 
gateage,  which  means  at  better  efficiency  if  near  full  gate,  and  which, 
therefore,  means  less  acceleration  required  in  the  long  conduit,  and 
better  conditions  all  around. 

Proper  characteristics  of  the  water-wheel  itself  are  of  great 
importance  in  assisting  the  surge  tank,  and  particular  attention  should 
be  paid  to  the  water-wheel  specifications,  if  the  surge  tank  is  not 
to  be  unreasonably  taxed;  and,  if  the  wheels  are  already  installed 
when  the  task  of  providing  a  suitable  regulator  is  undertaken,  a 
knowledge  of  the  water-wheel  characteristics  is  essential  for  intelligent 
design.  While  the  efficiency  is  increasing  with  the  load,  regulation 
is  comparatively  easy,  but,  beyond  the  crest  of  the  efficiency  curve, 
the  regulator  has  additional  work  to  do,  and  in  some  instances  of 
excessive  friction  in  a  long  conduit,  further  opening  of  the  gates 
may  actually  produce  less  power,  which  is  a  case  impossible  for  any 
regulator  to  improve. 

Nomenclature. — The  nomenclature  herein  adopted  is  as  follows: 
t  =  time  in  general ; 
^„  =  time  of  acceleration; 
/,•  =  time  of  retardation ; 

T  =  time  to  complete  one  quarter  cycle  of  the  water  wave ; 
L  =  length  of  the  conduit ; 
A   =  area  of  the  conduit ; 
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^  —net  area  of  tank,  that  is,  in  excess  of  the  stand-pipe  area; 
a  =  area  of  restricted  opening  or  port  with  100%  coefficient  of 

discharge ; 
a  =  area  of  restricted  opening  when  ^  =  0 ; 
a^  =  area  of  restricted  opening  when  t  =  T; 
V  =  velocity  in  the  conduit; 

t;^  =  initial  conduit  velocity  before  acceleration  begins  (ta  =  0), 
or  =  conduit  velocity  when  t^  =  T,  or  =  constant-draft 
velocity  between  surge  tank  and  water-wheel,  in  terms  of 
^  the  conduit  velocity  during  retardation; 

V,  =  conduit  velocity  when  ta  =  T,or  =  initial  conduit  velocity 
before  retardation  begins  {t,.  =  0),  or  =  constant-draft 
velocity  between  surge  tank  and  water-wheel  in  terms 
of  the  conduit  velocity  during  acceleration;  ;j,,^3  doui/v 
.,  :  c  =  a  coefficient  such  that  cv^  =  total  losses  of  head  in  the 
conduit  (these  losses  may  or  may  not  include  the  velocity 
head,  depending  on  the  location  of  the  surge  tank);  t^f,,,^ 
y  =  departure  of  the  water  level  in  the  tank  from   its   initial 

quiescent  position  previous  to  a  load  change; 
y  —yioTt  =  T  =  also,  by  hypothesis,  the  amount  of  the  initial 
'     "'   '        sudden  change  of  level  in  the  stand-pipe; 

jy  =  percentage  of  velocity  change  =  ^-^ — ^  in  acceleration; 
k   =  stability  factor  of  the  water  wave  =  -— 2 TTJ 

C  (^Ig         '  ''I  ) 

-me-iQg^  =  natural  logarithm,  where  not  specified ; 

V    C  a 


^x  =  J./-'^,orzA^  =  c(r;^-Z/); 
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X   =  — =  Vfcri—  r')  -f" H  o! 
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Acceleration. 
By  hypothesis  we  have,  for  positive  acceleration, 

L 

—  d  V 


from  which,  by  integration  between  the  limits  v^  and  v,  we  have  the 
general  expression  for  the  time  which  has  elapsed  in  acquiring  any 
velocity 

2gcZ     ^-  (Z  +  v,)(Z~v) <^^) 

Multiplying  both  sides  of  the  differential  equation  by  A   v,  we  have 


V  dv 


u-hich  equals  the  total  quantity  of  water  discharged  through  the  con- 
duit in  the  time,  t  Now,  by  hypothesis,  the  total  quantity  drawn 
through  the  water-wheels  in  the  time,  /,  is  A  v.^  t,  and  the  difference 
must  be  taken  from  the  tank;  whence. 

Integrating  and  simplifying,  and  substituting  the  value  of  t,  from 
Equation  (1),  we  have 

This  is  the  general  expression  giving  the  momentary  relation 
between  the  drop  in  water  level  in  the  tank  and  the  corresponding 
conduit  velocity  which  has  been  attained. 

When  V  becomes  equal  to  v^_,  y  becomes  equal  to  y^,  ii  F  is  of  the 
correct  size,  hence  we  may  place  y  =  y^,  and  solve  for  F.  Remem- 
bering that 

we  have,  for  correct  size  of  tank, 

^^^^^  i  -A  loc.    (^^^511^  +  ^'2)        ,        -Z^  -  r,2  ^ 


or,  in  other  notation, 

— ~-Ui 1 2_  lo.  ^-^-  ^)  c-Y  + 1)  i-    ^ 


F=—       ^^^ 
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from  which  F  may  be  solved  directly  for  any  velocity  change  and  any 
degree  of  stability,  h,  desired.  Equation  (5),  at  first  sight,  may  seem 
to  be  a  useless  algebraic  contortion  of  Equation  (4),  but  it  may  be 
found  instructive  to  have  due  regard  to  h  rather  than  the 
more  direct  value  y,  which  in  itself  gives  no  adequate  idea  of  how 
much  the  motion  of  the  water  level  exceeds  the  gradient  change. 

The  head,  \,  acting  on  the  restricted  passage  or  "port"  at  any 
time  =  y^  —  y,  and  may  be  expressed  in  terms  of  the  corresponding 
velocity  as  follows: 

AL      i    V,    ,        (Z  -  t-0  (Z  +  V)  ^Ijz^  \ 

y^-2i7F  \-z''^-  (-z  +  .o(Z_-T)-^^-z^-.-n 

or,  substituting  the  value  of  y,  in  terms  of  Z  from  Equation   (4), 
we  nave 

A  L    j  .,  j^^^  (Z^-vHZ±v^  _        f;::L!lJ     (6) 

'^^  =  YgTF  \  'Z    ^^^-  (Z  +  V)  (Z  -  V,)  2^-.,-  ^ 

The  quantity  of  water  necessary  to  be  forced  through  the  port  by 
the  head,  V  i^  ^  (I'o  —  v)  ;  therefore, 

and 

V  A  (U2  —  V) 


(7) 


which  is  the  general  expression  for  the  size  of  the  port  for  any  assigned 
conduit  velocity,  during  a  surge. 

When  V  =  v^  at  the  beginning  of  the  cycle, 

^A(v,-r,) (8) 


,jii; 


a,  =  

V2(/?/i 


^^l^Q^  ^  ==  v^,  the  expression  becomes  indeterminate,  but  when 
evaluated  by  diffe'rentiating  the  numerator  and  denominator,  we  find 

-H^-O-l)}' ■ ''' 

which  is  always  less  than  a^y 

It  is  interesting  to  note  the  extreme  simplicity  of  the  foregoing 
equations  when  there  is  considered  to  be  no  friction  in  the  conduit. 
A  single  port  of  fixed  area  is  then  found  to  be  exactly  adequate  to 
hold  the  accelerating  water  level  at  one  point  while  the  conduit  velocity 
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is  attaining  a  value  which  satisfies  the  new  load.  In  other  words 
when  the  tank  has  the  correct  area,  F,  the  pressure  head  on  the  fixed 
port  which  exists  at  any  instant  is  just  that  required  to  force  through 
It  the  difference  between  the  quantity  of  water  demanded  by  the  water- 
wheel  and  that  being  furnished,  at  that  particular  instant,  by  the 
conduit. 

'By  hypothesis,  we  hare 

L  A 

(it  =  cli:  and  dy  =  —  (>■   —  i-\  (U 

Eliminating  dt,  we  have 

from  which,  by  integration  between  the  limits  v^  and  v,  we  obtain 

^  =  2T^/!^^^-'>)■^-Cv,-^•)^' (10) 

also,  similarly, 

'  =  .^/--'''> (") 

These    equations    hold    good    for    both    acceleration    and    retardation. 
Expressing  the  area  of  port  in  terms  of  v  and  y  we  have,  as  before, 

a-^ —^ i- 

2.9  (^1  — .V)' 

or,  substituting  the  values  of  y^,  and  y  in  terms  of  v. 


a^  =. 


^^Vi  (i'2  —  vf  AFy. 


i  {(^'2-i'i)'-(y2-'-i)=N^7v^r^[  -~~ir     =  constant, 

or,  :-jf^-£nqx9    Qib    ,.:■ 

«  =  ^J — ^ —  =  constant (12) 

Equation   (12)   is  the  limit  of  Equation   (7)   as  c  approaches  zero. 

The  value  of  a^  for  c  =  0  may  also  be  shown  to  be  the  same,  by 
substituting  for  (v^  —  v^)  in  Equation  (8)  its  value  as  just  determined 
in  terms  of  y^,  and  we  again  have 
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Also,  since   -  becomes  zero.  Equation  (9)  bep^ome^ 

AFy,     '    ' 
L 
The  port  area  remains  constant  throughout  the  quarter  cycle. 

Equations   (10),   (11),  and  (12)   are  useful  when  c  is  so  small  as 
to   make  the  previous  formulas   too   sensitive  to   solve   with  ordinary 
logarithmic  tables.     Equation    (12),  as  compared  with  Equation   (7), 
shows  that  the  less  the  friction  the  less  the  variation  in  a  in  order 
to  hold  a  perfectly  stationary  accelerating  water  level  in  the  stand-pipe. 
This  variation  in  the  size  of  effective  port  may  be  approximated  as 
closely  as  desired  by  a  series  of  holes  up  and  down  the  stand-pipe, 
which  would  shut  off  automatically  as  the  water  dropped  below  them 
in  the  tank,  but  this  refinement  is  ordinarily  not  warranted,  and  when 
there  is  some  appreciable  capacity  in  the  stand-pipe,  as  for  example, 
if  it  has  an  area  =  A,  a  single  port  of  fixed  size  is  quite  sufficient 
for   all   practical   purposes    except   for   very   unusual   conditions.      No 
serious  error  would  be  made  in  fixing  the  size  of  the  port  by  Equation 
(8),  but  a  trial  computation  by  arithmetic  integration  for  any  par- 
ticular case  would  show  that  a  somewhat  smaller  hole  than  %  gives 
slightly   better   results.      The    reason    it    is    not   usually   necessary   to 
refine  too  carefully  the  dimensions  of  the  port,   is  that,   if  one  uses 
Equation   (8),  the  port  will   always  be  somewhat  too  large,  which  is 
the  same  thing  as  saying  that  a  somewhat  larger  velocity  change  than 
the  one  assumed  would  most  nearly  approach  the  mathematical  ideal. 
No  particular  harm  results  from  making  the  hole  a  little  too  large, 
although  it  should  be  as  nearly  right  as  possible,  for  as  it  gets  larger 
the  dangers  of  the  simple  tank  are  being  approached. 

When  Ic  approaches  unity.  Case  (5),  or  the  dead-beat  wave,  is 
approximated,  and  for  h  =  1,  the  water  level  does  not  pass  beyond 
the  final  quiescent  position  for  the  increased  load. 

^y^gj^  J.  ^  -^^  Z  =  v^_,  and  Equation   (1)   becomes  for  dead-beat 

^^^^'^^^^^^^^'  L_     ^   (t^- .,)  (r,  +  ^0  ,13) 

^«  '  2  (/  C  ^2    ^^'  (W2  +  ^'i)  ("2  —  ^')  '  ^^Sibi;Oiqcf£   •':   ■■.; 
and  when  v  =  v^,  T^  =   ^• 

Equation  (2)  is  much  simplified  by  substitution  oi  Z  =  v„  and 
combining  the  logarithms,  and  becomes,  for  dead-beat  conditions, 

y  =  log.  -^ .  •  •  •-  -_..%? {i-V 
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and  when  t;  =  -v,  and  y  becomes  y^,  we  have 
A  L  2  v., 

from  which 

^^.cM".^-..V^^-^-+^ ^^•^> 

Also,  when  ^-  =  1,  Z  =  v,  and  Equation  (7)  becomes,  for  dead-beat 
conditions,  


a  =  — 


2  i  ^  2  »„ 

lOff. 


(10) 


i^  c      "■  ^2  +  r 

Equation   (8)   remains  unchanged,  except  for  the  possible  substitution 
of  2/i  —  c  (t;,^  _  -i;^2)  .  and  Equation  (9)  becomes  a^  =  0. 

It  has  been  pointed  out  previously  that  the  extent  of  the  variation 
in  a  depends  on  the  amount  of  the  friction,  and  the  greatest  variation 
from  Oq  to  o-j  is  found  when  a^  =  0,  for  the  condition  of  perfect 
damping  effect.  If  this  ideal  result  were  required  to  be  practically 
obtained  with  a  tank  as  small  as  given  by  Equation  (15),  the  stand- 
pipe  would  need  to  contain  an  infinite  number  of  holes,  which  would 
merge  into  a  slot  of  peculiar  shape,  but  this  is  an  unnecessary  amount 
of  refinement  because  absolute  damping  is  very  little  better  than 
a  near  approach  to  it,  and,  besides,  a  moderately  larger  tank  could 
be  made  to  accomplish  it  with  far  less  refinement  of  the  port  area. 
One  fixed  hole  should  usually  be  sufficient  in  all  cases. 

The  limiting  value  of  F  for  small  load  changes  is  interesting, 
particularly  because  as  v^  approaches  v^  in  value,  the  solution  of 
previous  equations  becomes  troublesome,  and,  for  the  complete  plotting 
of  a  curve,  for  example,  the  limit  must  be  known.  It  might  appear 
at  first  thought  that  when  the  velocity  change  is  zero  the  tank  area 
would  also  be  zero,  but  for  a  given  required  stability,  k,  the  value  of 
F  approaches   a  perfectly  definite  limit  as  r  approaches  unity.     The 

value  of  a,  however,  does  approach  zero.    Tlie  limit  of  — — ~ — ^-^ — 

(X+r)(X~\y 

as  r  approaches   unity,  is ;    therefore    Equation   (5)    is    a    tru.- 

A*  J. 

indeterminate  with  respect  to  F,  and  by  multiplying  numerator  and 
denominator  by  X  and  performing  the  necessary  successive  differenti- 
ations we  find 

^«  =  TY^  1 1  -  ('■  -  1)  '"s-  T^^l <i") 
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The  value  of  F^  for  dead-beat  conditions  is  also  useful  to  assist  in 
solving  equations  which  approach  the  indeterminate  form  as  h 
approaches  unity. 

The  limit  of  (k  -  1)  log.  ^^^  as  k  approaches  unity  is  zero,  and 

therefore  .,      o. 

p     ^     ^L    .  . . .  !  .T.  '>.Y'.\\" (IS) 

This  completes  tlie  study  for  positive  acceleration,  so  far  as  the  writer 
has  carried  it  up  to  the  present  time,  and  the  variations  which 
occur  for  retardation  will  now  be  considered. 

Eetardation. 
By  hypothesis,  we  have  foj,  retardation 

—  dv 

,,  g 

at  = r-^ "2" 


In  the  corresponding  equation  for  acceleration  the  constant  term 
in  the  denominator  was  always  positive  and  hence  the  integration 
took  but  one  form.  In  this  case,  however,  y,  does  not  always  reach 
forebay  level  for  part  load  rejected,  and  therefore  may  have  a  value 
either  greater  or  less  than  cv./,  thus  causing  the  constant  term  in 
the  denominator  to  vary  through  zero  from  negative  to  positive  as  y, 

is  increased. 

(1)    When  Water  Does  Not  Reach  Forehay  Level  on  Rejection  of 
XoacL— When  y^  <  c  v.^,  we  have,  as  for  Equation  (1), 

L       ^        (v,-Z,)(v  +  Z,)  ^^,,^ 

^--  2gcZ,     "•  (1-2  +  Zi)  (V  -  Z,) 

and,  as  a  companion  of  Equation  (2),  we  have,  similarly, 

and  for  the  value  of  F  we  have  ..div'r   no    avio-nh     xi 

For  the  case  when  y,  =   cv,\  which  means   that   a  certain   critical 
value  of  F  just  forces  the  water  to  forebay  level  for  an  assigned  value 
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of  v^_  —  v^,  we  find  that  Equation  (19)   becomes  indeterminate  as  Z, 
approaches  zero.     On  evaluation  by  differentiation  we  have 


L 


,(■22) 


t,  (for  Z,  =  0)  .=  —  X  '^^^^ 

and  Equation   (20)  becomes 

and  i^  (for  Z,  =  0)  =  -44,   i   lo-   ^A  _  ^^^Zl3  /  ..,4n 

'When    c'  approaches   zero,    the   equations    for   retardation    are   exactly 
the  same  as  already  derived  for  acceleration,  namely.  Equations  (10) 
(11),  and  (12). 

The  foregoing  equations  for  retardation  are  chiefly  interesting 
from  a  mathematical  standpoint  because  in  a  practical  case  very 
little  attention  need  be  paid  to  what  happens  when  part  load  is 
rejected,  so  long  as  a  complete  shut-down  is  properly  taken  care  of. 
Therefore,  the  size  of  the  port  is  controlled  by  the  acceleration  studies, 
and  is  limited  in  size  only  by  the  shut-down  conditions,  as  will  appear 
later.  The  equations  for  dead-beat  conditions  in  retardation  may  as 
well  be  written,  for  the  sake  of  comparison  with  Equations  (14)  and 
(15).  By  processes  strictly  analogous  to  the  previous  cases,  we  have 
for  dead-beat  retardation,  which  can  exist  only  for  rational  values  of 

A  L  V    -\-  V, 

y  =  — :^  log.  ^ 1 C2,5) 

and  when  v  =  v^  and  y  becomes  y,,  we  have  as  compared  to  Equation 
(15) 

It  Avill  now  be  seen  that  F  in  Equation  (26)  is  always  larger  than  F  in 


Equation  (15),  because  '^       "^  >  -^^,  and,  although  full  load  may 
be    thrown    on    without   producing  oscillation,    in   which    case       ^  ''^ 

''o    -j-    I'l 

becomes  =  2  for  v^  =  0,  yet  oscillation  is  bound  to  occur  for  full  load 

rejected,  except  for  an  infinite  value  of  F,  because  !A+Ji  becomes  cc 

2  {-J 
for  i-j  =  0. 
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In  other  words,  the  water  must  in  all  cases  reach  a,  level  higher 
than  the  forebay.  The  value  of  F  for  dead-beat  conditions  for  very  small 
load  changes,  however,  would  be  identical   with  that  given  by  Equation 

(18),   because    the   limit   of   log.    ^^^^^'   ^  ('-2'  —  ^'1')  ^«  ''2  becomes 
.1 

When  Water  Rises  Above  Forehay  on  Rejection  of  Load.— The 
phenomena  resulting  from  irrational  values  of  Z^  will  now  be  taken  up. 
This  is  by  far  the  more  usual  case  in  practice,  where  the  water  rises  above 
forebay  level  following  a  rejection  of  part  load.  As  Z,  becomes  a  surd,  it 

kr ^ 

is  no  longer  of  any  use,  and  it  must  be  supplanted  by  Z^  =  s^-  —  v.-,  .^ 

Eeverting  to  the  original  differential  equation, 
dt  =  ^ 


we  find  that  when  ?/i  >  c  v.{,  the  integration  takes  the  form  of  the  tan.-  ^ 
instead  of  the  log.,  and  we  have 

t  =-^1tan.-i  ^_tan.-^  ;^l (:^7) 


Z„  Z 

byil'o:-^X-.-  (  ,         lU^  +  Z^^       2  15 


g  cZq  ^  ^0 

and 


y-2gcF   I      °     v-"  +  Zo^        Zo  V  Z,    ■  Zj  i. 

and  rrrfi  odt  lo': 

AL 


F  = 


.og.^i^-?^'(tan.-.^-ta„.-'|L)[(29) 

9  c  Vi  (  ^'i    +  Zq  Zq   \  Zrg  -^0  ^    ) 

and  evaluating  Equation  (29)  for  Z^  =  0  we  again  have  Equation 
(24),  which  shows  that  Equations  (29)  and  (21)  draw  together,  as  they 
should,  and  become  identical  for  the  condition  that  forebay  level  shall 
exist  in  the  tank  when  tr  =  T^. 

The  most  useful  equations  for  rejected  load  are  those  pertaining 
to  a  shut-down  when  v^  =  0,  and  Equation  (28)  becomes 

A  L  V2   +  Zq~  .3^ 

-*'  ^        2g  cF     °.    i^  +  Zq^ 

and  Equation  (29)  becomes  .,g.j^  ,^^  bani:  d  xbiriv? 

jfi:   sagi  sax  JBdi  ^  ^  jLI^  log.  ""''  'f' f^^  .  .^^h  v^^".  /i^^.V\i?^3lj 
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and,  as  k^  =  -^,  we  may  rewrite  Equation  (31)  in  terms  of  A-^  as  fol- 
lows: 

E,  A  L  k 

'^-2,c^,./A-/''^-a7±1 (32) 

from  which  A,-  may  be  determined  by  trial,  provided  F  has  been 
previously  fixed  by  the  consideration  of  demanded  load.  It  sometimes 
happens,  however,  that  F  is  fixed  by  the  maximum  hydrostatic  pressure 
desirable  which  determines  h^,  in  which  case  the  value  of  a  for  demanded 
load  is  subject  to  adjustment  to  a  given  value  of  F. 

The  limiting  size  of  the  port  hole,  a^,  for  a  shut-down  which  obtains 
when  fr  =  Tr,  just  as  the  water  comes  to  rest  in  its  upward  move- 
ment in  the  tank  at  the  level  of  the  top  of  the  stand-pipe,  is  determined 
by  processes  analogous  to  those  used  in  arriving  at  Equation  (9)  and 
becomes  ■  ■: .  ..j..  i  i; 


«-l^- 0-^)1 


or, 


(  A  F  c                   )  1 
«i  =  ^-2    j--^-  aV-1)  [- (33) 

If  Av  has  been  determined  by  trial  from  Equation  (32),  its  value  may 
be  substituted  in  Equation  (33)  and  the  limiting  value  of  a  derived. 
The  size  of  the  port  hole,  as  determined  for  demanded  load,  must  not 
exceed  this  limiting  value,  for  otherwise  the  water,  having  reached 
the  top  of  the  stand-pipe,  following  a  shut-down,  will  not  remain  there 
for  the  time,  T,  but  will  shrink  back  down  the  stand-pipe  during  the 
quarter  cycle,  afterward  rising  again,  and  thus  will  produce  a  condi- 
tion contrary  to  the  hypothesis  of  a  constant  value  of  y^,  and  may 
introduce  an  eiTor  of  some  magnitude.  It  happens,  fortunately,  that 
the  requirement  of  design  for  excessively  large  demanded  loads  is  rare, 
and  almost  aJways,  when  the  value  of  a  is  decided  on  for  demanded 
loads,  it  is  incidentally  smaller  than  the  limiting  value  given  by  Equa- 
tion (33).  This  will  always  be  the  case  when,  in  the  acceleration  studies, 
2  r  is  not  less  than 


c  V. 


\Ial^  10' 


(34) 


which  has  been  determined  by  graphical  methods,  but  should  be  verified 
by  trial  for  any  particular  case.  It  will  be  observed  that  the  less  the 
friction,  other  things  remaining  unchanged,  the  greater  the  load  change 
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for  winch  the  capacity  of  the  port  will  provide  without  exceeding  a 
suitable  size  for  a  shut-down;  and  when  c  =  0,  the  same  value  of 
a  would  be  suitable,  either  for  throwing  on  or  off  the  full  load.     The 

factor,  — ,  in  Equation  (34)  is  merely  empirical. 

In   selecting  the   value   of   v^^,   to   determine  the  maximum  height 
of  the  tank,  it  must  be  borne  in  mind  that  a  larger  value  is  likely 
to  be  required  than  the  value  of  v,  found  for  a  maximum  load  demanded, 
because  the  conduit  velocity  somewhat  exceeds  the  value  existing  when 
/„  =  T,  except  for  dead-beat  conditions,  and  a  shut-down  could  occur 
jLt   at\he   critical  point   of   maximum   conduit  velocity  ^  during  the 
second  quarter  cycle  following  an  increment  of  load.     The  extent  of 
this  excess  may  be  left  to  the  judgment,  or  it  may  easily  be  roughly 
determined  by  a  few  steps  of  arithmetic  integration.     It  is  really  so 
small  a  matter  as  compared  to  the  uncertainty  attending  the  selection 
of  a  low  enough  value  of  c,  that  the  judgment  is  usually  quite  sufficient, 
and    furthermore,  it  does  not  always  follow  that  higher  velocities  call 
for 'higher  surge  tanks  to   catch   all  the  water,   for,    as  wiU   now  be 
demonstrated,  there  exists  for  all  conditions,  except'  the  hypothetical 
one  where  c  =  0,  a  critical  velocity  which  necessitates  a  higher  surge 
tank  than  any  greater  or  smaller  velocity.     This  critical  velocity,  of 
course,  may  be  greater  than  that  due  to  full  load,  but  it  frequently 
occurs  at  part  load  for  large  values   of   c  or  L,  and  in  general  for 
values  of  h^  near  unity.  '    '^'  ^' 

The  height  above  forebay  level  to  which  the  stand-pipe  and  tank 
must  be  carried  to  provide  sufficient  capacity  to  catch  all  the  energized 
water  following  a  shut-do.vTi,  let  us  call  d,  and  its  value  is  evidently 

1   __   ^   Z  ^.  ..  ..  n?'?T\  h^AK^^^9 (35) 

and  it  is  required  to  find  the  value  of  v^_  which  makes  d  a  maximum; 
and  as  c  is  constant  for  any  particular  case,  d  will  be  a  maximum  when 
Zq  is  a  maximum. 

Putting  y,  =  c  {Z;-  +  v.^)  in  Equation  (31),  we  have 

2  g  c2  F  _  log,  {v^  +  -Zq")  —  ^  iQg-  -^0 


A  L     "  V  +  ^ 


2      l_    -.,  2 
2 


ftiom  which  wemay  find  the  value  of  ,,  when  i|  =  0,  which  we  .hall 
call.,,  and  ^e  have  ,  .1  i  (.  _  1) ,  /  .^     , 
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in  which  e  is  the  base  of  the  natural  logarithms  and   v,  becomes  a 
little  less  than 


1         jA  L 
10  c  \~F~ 


(37) 

If  the  value  of  v^  which  is  chosen  as  a  maximum  to  determine  the 
greatest  height  of  tank  and  stand-pipe  is  greater  than  v„  we  must  con- 
clude that  a  shut-down  from  some  part  load  will  require  a  higher  eleva- 
tion to  avoid  spilling.  In  many  cases  v,  may  not  be  so 
much  above  v^  as  materially  to  increase  the  height  of  tank  if  the 
former  value  is  assumed,  even  though  we  do  not  expect  quite  so  high 
a  value,  and,  where  economically  feasible,  it  is  best  to  provide  for  the 
worst  case  chiefly  because  the  absolute  maximum  velocity  which  may 
at  some  future  time  exist  coincident  with  a  shut-down  is  a  difficult 
thing  to  fix  with  precision.  It  is  usually  economically  feasible  to  do 
this  when  the  value  of  c  is  high,  as  is  commonly  the  case  for  very  long 

pipe  lines.    When  hot  commercially  desirable  to  do  this,  tlie  value  of  -*2- 
■  '       ■     ■  '  c 

must  be  made  large  enough  to  cover  all  reasonable  contingencies.  The 
value  of  d  for  v^  =  v^  may  be  expressed  by  solving  ior  d  =  c  Z^-  in 
Equation  (31)  and  we  have 

'"«^-  ~  'IgceF-;  •  •  V  V  ■  ■/  ■;■■■■  ■  ■  *  ■  '^^^^ 
which  is  the  greatest  distance  above  forebay  level  which  a  tank  of  area 
F  need  ever  be  carried  for  any  velocity  whatsoever.  Perhaps  the  most 
striking  feature  of  this  equation  is  its  independence  of  the  value  of  L. 
This  is  evident  because  c  is  proportional  to  L.  The  limiting  value  of  a^ 
for  V,  is  obtained  from  Equations   (33),   (36),  and  (38),  namely, 

«i  (foi-  "c)  =  -■  (H9) 

V2  .7  ce 

Equation  (33)  may  also  be  written 

This  concludes  the  study  in  its  present  state  of  development,  and  it  is 
to  be  hoped  the  critics  will  add  something  to  it.  Before  closing  it  is 
desired  to  call  attention  to  the  kinematic  relation  which  ties  together 
all  the  foregoing  equations. 
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For  a  given  value  of  p  and  k  in  Equation  (5),  the  number  represented 

■2gc'v,'  F      ^Qj^g^^j^^  _  ^Y2  (^       y (41) 

^  AL 
That  is,  if  a  certain  fixed  percentage  velocity  change,  p,  is  desired 
together  with  an  assigned  fixed  degree  of  stability,  Tc,  then  any  mutual 
interchange  in  the  values  of  Equation  (41)  may  be  made  without 
affecting  the  result.  This  is  very  important  because  each  assignment 
of  p  and  k  covers  an  infinite  variety  of  combinations  without  further 
computation  except  to  manipulate  Equation  (41)  in  any  conceivable 
manner  so  long  as  the  ratio  there  expressed  remains  constant.     As  c 

T  ^ 

varies    approximately    as    — ^,  we    may  more   properly  write,  in    this 

A~^ 
connection    c  =  '^  where   f  is  the  coefficient  of  friction,  and  Equa- 

tion  (41)  becomes,  omitting  the  const'a'iits,"-2^S'  and,  /, 
-^ — r— ^  =  constant. 


\lso   similarly,  ^     .  .      =  constant,  as  ^^—r^  is  constant  in  Equations 
^1  J 1      ^4  •  A 

(8),  (9),  etc.,  for  fixed  values  of  p  and  l\ 

L  and  F  may  be  varied  inversely  with  respect  to  each  other,  v  and  A 
remaining  constant,  or  any  other  similar  interchange  may  be  made 
without  affecting  the  kinematic  relation  of  the  design  to  the  assigned 
requirements.  --^,  ^""^^T       i" 

As  L  v^  is  a  measure  of  energy,  it  is  apparent  that  the  area  of  the 
surge  tank  varies  inversely  as  the  energy  in  the  water  column,  other 
conditions    remaining    unchanged.      If    a    design    were    contemplated 

where  the  values   were  as  follows:    ""~~i----C;;^^--C. '"^l "~ i 

t,.,  =  5,  L  =  5  000,  F  =  1  600;  A  =  100,  and  a  =  10, 
a  model  on  a  small  scale  might  be  made  which  would  give  a  good  idea 
of  the  adequacy  of  the  design,  if  the  following  values  were  used,  keep- 
ing the  total  ratio  =  7  962  and  1.776,  respectively, 

V    =  2,  L  =  500,  F  =  10,  A  =  1.52,  and  a  =  0.137. 


*This  expression  for  the  variation  of  c  is  not  intended  to  represent  an  accepted  law  ;  it 
is  merely  illustrative.  According  to  Williams  and  Hazen,  for  example,  c  would  vary  as 
^ ,  and  some  such  suitable  refinement  would  be  desirable  for  actual  use. 

^0.584  X  i;0.15 
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This  interesting  relation  of  scale  suggests  a  convenient  method  of 
treating  the  entire  subject  graphically  and  thus  avoiding  all  trial  and 
error  computations,  involving  cumbersome  logarithms  and  anti-tangent 
functions,  and  enabling  determinations  to  be  easily  made  where  the 
equations  become  sensitive  as  they  approach  indeterminate  forms.  The 
writer  uses  graphical  methods  almost  entirely,  where  all  the  possible 
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combinations  are  computed  once  for  all.  As  N  (in  Equation  41)  need 
never  be  larger  than  the  value  which  provides  non-oscillatorj-  condi- 
tions for  full  load  thrown  on,  its  maximum  value  may  be  determined 
from  Equation  (15)  when  r,  =  0.     This  is  found  to  be 


!{„  max. 


V  2  log.  2=1.178 (42) 


Thus  it  is  seen  that  the  value  of  N  in  acceleration  does  not  vaiy  through 
a  wide  range,  and  all  possible  values  may  easily  be  contained  on  one 
sheet  of  cross-section  paper,  for  they  all  lie  between  0  and  1.178. 
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Similarly,  for  a  shut-down,  the,  v4^Q  of  .Y,  max.  may  be  obtained 


from  Equation  (36)  in  which      ,.rrp.-,f,f 


X.  max.  = 


e  — 1 


=  ^-"^'' (4:!) 

and  all  the  possible  values  of  N^  lie  between  zero  and  0.796,  and  may 
also  easily  be  completely  contained  on  a  single  sheet  of  cross-section 
paper.  The  most  convenient  method  is  to  plot  100  N^  as  ordinates 
with  100  p  as  abscissas  for  each  assigned  value  of  k^  (Fig.  1).  Also, 
for  the  shut-down  chart,  it  is  quite  convenient  to  plot  one  curve,  express- 
ing the  relation  between  N^  and  kr  (Fig.  2). 

In  closing,  the  writer  wishes  to  emphasize  the  necessity  of  perform- 
ing the  computations  for  numerous  cases  by  the  tedious  process  of 
arithmetic  integration  in  order  to  become  familiar  with  the  uses  and 
limitations  of  the  foregoing  equations.  Since,  with  one  fixed  value  of 
a.,  the  water  level  in  the  stand-pipe  cannot  be  made  to  hold  exactly 
constant,  it  follows  that  the  head,  H,  and  the  action  of  the  governor 
have  some  influence  on  the  results,  very  little  for  small  values  of  N 
and  mcreasing  as  -  increases,  but  seldom,  if  ever,  leading  to  serious 
errors  in  a  practical  case. 
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EoY  Taylor,*  Esq.  (by  letter). — Tn  comparison  with  the  great  Mr. 
advancement  made  during  recent  years  in  all  branches  of  hydro-  '^^  ^'■• 
-electric  work,  progress  in  the  matter  of  regulating  long  pipe  lines 
seems  to  have  remained  practically  stationary.  With  the  exception 
of  improvements  in  some  details,  regulating  works  to-d^y  are  built  the 
same  as  those  of  ten  years  ago.  In  many  cases  even  the  idea  of  regulat- 
ing the  long  water  columns  has  been  abandoned,  and  the  fluctuations 
of  draft  have  been  taken  care  of  by  nozzle  deflectors  and  waste  weirs. 
The  only  explanation  of  this  lack  of  progress  seems  to  be  that  until 
recently  only  the  attractive  developments  were  undertaken  where  long 
pipe  lines  were  not  required.  Troubles  with  electrical  apparatus  in  the 
past  were  so  common,  and  interruption  in  service  so  frequent  that  occa- 
sional poor  hydraulic  regulation  was  of  small  importance  in  comparison. 
To-day  conditions  are  rapidly  changing,  electrical  devices  are  far 
more  reliable,  interruptions  are  becoming  more  infrequent,  and  the 
desirability  of  satisfactory  regulation  without  waste  of  water  will 
soon  become  a  necessity.  if.;, 

The  most  common  type  of  hydraulic  regulator  now  in  operation, 
and  the  one  most  productive  of  good  results,  is  an  open  storage  tank 
or  reservoir  at  the  lower  end  of  the  pipe  line.  In  the  future,  as  the 
market  for  power  grows,  more  and  more  of  the  less  desirable  develop- 
ments requiring  long  pipe  lines  will  attract  attention,  and  this  form 
of  regulation  will  have  even  greater  claim  to  importance.  A  certain 
few,  however,  where  the  ground  at  the  lower  end  of  the  pipe  line  is 
too  low  to  make  an  open  tank  practicable,  will  have  to  depend  on  the 
less  satisfactory  though  perfectly  feasible  device  of  air  tanks.  The 
differential  principle  is  adaptable  advantageously  to  them  as  well  and 
is  treated  mathematically  in  Mr.  Johnson's  paper  of  1908. 
71';,  The  form  of  open  storage  now  in  general  use  is  a  simple  tank  or 
reservoir  with  an  unrestricted  flow  between  it  and  the  conduit.  Many 
of  these  have  been  provided  with  overflows  which,  although  they  waste 
water,  are  necessary  to  carry  away  excess  w^ater  following  shut-downs. 
In  some  cases,  as  for  example  that  of  the  surge  chamber  at  San  Fran- 
cisquito,  Power  Station  No.  1,  on  the  Los  Angeles  Aqueduct,  it  has 
been  deemed  necessary  to  go  to  great  expense  to  provide  sufiicient  capac- 
ity to  insure  good  regulation.  Many  others  have  been  intended  to 
regulate  under  certain  load  changes,  yet  when  put  in  operation  have 
proved  unsatisfactory,  due  probably  to  the  coincidence  of  change  of 
load  with  the  periodic  surges  in  the  tank.  Some  find  it  possible  to 
go  on  operating  under  these  unstable  conditions  with  poor  regulation, 
and  a  few  have  been  forced  through  expensive  accidents  to  remodel 
their  whole  regulating  works.  ,,,,.,.. 

*  Niagara  Falls,  N.  Y.-^ifi    --fb    -norU    oJ    r(-2i.fOiLii 
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Mr.  That  practically  all  these  disadvantages  of  the  simple  tank  can  be 

■  overcome,  and  the  difficulties  novp  arising  in  operating  with  some  of 
.,'.{'-. .p  them  can,  in  a  large  measure,  be  relieved  by  the  use  of  the  differential 
principle,  there  is  not  the  slightest  doubt. 

For  equal  regulating  ability  under  the  same  load  changes,  the  dif- 
ferential surge  tank  can  be  made  (1)  much  smaller  in  diameter  than 
the  simple  tank;  (2)  it  does  not  have  to  be  carried  to  svich  height  as 
the  latter,  often  saving  an  expensive  spillway  and  waste  of  water;  and 
(3),  most  important  of  all,  it  is  proof  against  synchronous  load 
changes,  which,  however  small,  are  likely  to  carry  the  water  in  the 
ordinary  simple  tank  beyond  bounds,  or  at  least  to  cause  serious 
surging.  The  probability  that  load  will  be  thrown  on  and  off  many 
times  synchronously  with  the  natural  period  of  the  water  wave  in  the 
tank,  may  be  slight,  yet,  as  a  possibility,  it  is  always  present,  espe- 
cially as  the  loads  may  be  of  almost  any  size  and  do  not  have  to  come 
directly  in  step  with  the  water  wave  to  cause  serious  surging.  An 
example  of  the  comparative  effect  of  the  same  synchronous  load  changes 
on  the  operation  of  a  differential  and  simple  tank  of  equivalent 
capacities  has  been  computed  by  the  method  of  arithmetic  integra- 
tion, and  is  shown  graphically  in  Fig.  3.  It  may  be  interesting  to 
know  that  this  diagram  is  taken  from  an  actual  study  made  for  a 
proposed  development.  The  surge  in  the  simple  tank  soon  increases 
beyond  bounds,  but,  in  the  differential  tank,  it  increases  slightly  until 
the  choking  action  is  enough  to  prevent  further  increase  in  the  surg- 
ing; and,  if  the  same  load  changes  are  continued  periodically,  the 
surging  remains  at  constant  amplitude. 

Although  Fig.  3  represents  very  well  the  usual  difference  in  per- 
formance to  be  found  between  the  two  types  of  tank,  it  must  not  be 
concluded  that  every  simple  tank  will  behave  in  this  manner,  for,  by 
increasing  the  diameter  sufficiently,  a  surging  of  constant  amplitude 
can  be  approached,  though  the  cost  of  this  absolute  safety  is  usually 
prohibitive.  The  Salmon  River  development  at  Altmar,  N.  Y.,  in  all 
probability  would  never  ha.ve  been  attempted  if  the  "differential"' 
method  of  controlling  surges  in  a  long  pipe  line  had  not  been  avail- 
able, for  the  cost  of  a  simple  tank  extending  perhaps  250  ft.  into 
the  air,  and  sufficiently  large  to  obtain  reasonable  regulation  and  safe 
operation,  would  not  have  been  commercially  feasible.  There  is  no 
dovibt  that  many  simple  tanks  have  been  built  and  are  now  operating 
with  a  large  element  of  risk,  not  always  because  the  dangers  were 
tmknown,  but  because  greater  safety  would  have  cost  too  much. 

Fig.  4  represents  the  difference  in  performance  between  a  simple 
and  differential  tank  for  one  load  change.  The  simple  tank  has  a 
diameter  equal  to  that  of  the  differential  tank  and  all  conditions 
effecting  regulation  are  identical.  The  integration  has  been  carried 
through  to   show   the  high  surge   following  the  first  large   downward 
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Velocity,  in  Feet  per  Second 
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Mr.  dip  or  to  a  point  beyond  three-quarters  of  a  complete  cycle.  In  both 
'^^y^°''-  cases  the  surging  is  decreasing,  and  the  marked  difference  of  5  ft. 
appearing  between  the  two  in  the  first  quarter  cycle  is  not  so  pro- 
nounced on  the  following  upward  wave,  for,  as  the  surging  dies  out, 
the  port  becomes  proportionately  too  large  and  the  differential  action 
is  reduced  and  approaches  more  nearly  to  the  action  of  a  simple  tank. 
If  a  larger  load  change  were  considered,  larger  than  that  for  which 
the  port  was  designed,  the  differential  or  choking  action  would  be 
increased,  and,  although  the  first  drop  in  riser  level  might  not  be 
much  less  than  the  drop  in  a  simple  tank  for  the  same  change,  it 
would,  on  the  following  surge,  show  a  marked  difference,  and  the  dis- 
turbance itself  would  cease  long  before  that  in  a  simple  tank. 

The  quick  changes  in  pressure  level  taking  place  in  the  riser  have 
been  urged  as  an  objection  to  the  differential  action,  on  the  ground 
that  they  throw  extra  duty  on  the  governors.  Practically,  however, 
if  the  riser  is  made  about  three-quarters  of,  or  equal  to,  the  conduit 
area,  any  change  of  level  will  occupy  sufficient  time  for  the  governor 
easily  to  make  its  stroke,  as  governors  are  usually  set  to  complete  a 
full  movement  of  the  water-wheel  gates  in  from  2  to  6  sec.  It  is 
evident  that  a  governor  set  to  take  care  of  any  given  change  in,  say, 
4  sec,  with  constant  head,  is  perfectly  capable  of  taking  care  of  the 
same  change  with  the  slight  and  comparatively  gradual  change  in 
head  which  occurs  in  the  riser  in  this  short  time. 

Passing  then  to  a  detailed  consideration  of  the  differential  prin- 
ciple, it  is  the  primary  object  of  this  discussion  to  ascertain  the  degree 
of  approximation  attained  in  the  use  of  the  formulas  derived  by 
Mr.  Johnson,  and  to  demonstrate  their  value  in  arriving,  in  a  com- 
paratively short  time,  at  the  general  design  of  a  tank  for  any  desired 
degree  of  regulation. 

Before  considering  specific  numerical  cases,  it  may  be  well  to  em- 
phasize the  points  of  departure  which  cause  the  performance  of  an 
actual  tank  to  differ  somewhat  from  that  indicated  by  the  formulas. 
In  order  to  treat  the  phenomena  mathematically,  Mr.  Johnson  has 
had  to  assume: 

(1)  That  the  riser  has  zero  area,  causing  the  pressure  level  to 
vary  instantaneously  following  a  load  change;  and 

(2)  That  the  port  area  varies  during  the  quarter  cycle  in  such 
a  way  as  to  supply  to.  or  receive  from,  the  riser  a  quantity 
of  water  just  equal  to  the  difference  in  flow  between  that 
flowing  in  the  pipe  line  and  that  drawn  by  the  water-wheel 
at  any  instant,  and  thereby  hold  the  pressure  level  constant. 

These  are  the  essential  departures  of  the  theoretical  from  the  actual 
design,  for,  in  practice,  to  obtain  the  best  results,  the  riser  is  given  an 
area  of  from  three-quarters  to  the  full  area  of  the  pipe,  although  other 
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Mr.     sizes  may  sometimes  be  used  to  advantage,  and  the  port  is  made  as 
*^  °  ■  simple  as  possible,  merely  a  hole  or,   occasionally,  several  holes   con- 
necting the  riser  pipe  with  the  tank,  at  different  elevations,  and  ar- 
ranged, where  possible,  with  their  axes  parallel  to  the  riser  axis  to  avoid 
impact  of  converging  streams,  and  consequent  uncertainty  of  discharge. 

Any  mechanical  device  to  alter  the  size  of  the  port  during  the  quarter 
cycle  is  of  little  practical  benefit,  and  introduces  a  movable  part  which 
destroys  the  simplicity  of  the  design.  With  a  port  of  constant  area, 
the  pressure  level  during  the  quarter  cycle  varies  slightly,  so  that,  in 
addition  to  the  variables  involved  in  the  formulas,  the  performance 
of  the  tank  becomes  somewhat  dependent  on  net  effective  head,  gov- 
ernor action,  and  changes  in  water-wheel  efficiency  at  different  heads 
and  gate  openings. 

Acceleration. — Regulation  imder  demanded  load  should  naturally 
be  considered  first,  as  the  required  degree  of  stability  and  the  amount 
of  such  load  changes  determine  the  important  features  of  the  tank, 
namely,  the  area,  elevation  of  bottom,  size  of  riser,  and  size  of  ports. 
The  study  of  rejected  loads,  although  in  some  cases  necessitating 
alterations  in  the  foregoing,  is  generally  useful  only  in  fixing  defi- 
nitely the  upper  limits  of  the  tank  and  riser. 

Perhaps  the  best  way  to  illustrate  the  use  of  Mr.  Johnson's  for- 
mulas is  to  consider  a  general  method  of  procedure  in  arriving  at 
a  design.  The  length  of  pipe  line,  L,  is  the  one  factor  most  often 
determined  at  the  start.  The  area.  A,  of  the  pipe  line  may  be  fixed, 
within  comparatively  narrow  limits,  by  questions  of  economy.  Assum- 
ing that  it  is  thus  fixed,  the  value  of  c  becomes  a  matter  of  judgment, 
depending  on  a  knowledge  of  the  frictional  coefficient  of  the  pipe 
material  and  the  probable  losses  of  head  due  to  bends,  etc.  In  fixing 
the  elevation  of  the  tank  bottom,  this  should  be  given  the  highest 
value  that  could  reasonably  be  expected,  for  the  higher  the  value  of  c, 
other  conditions  remaining  the  same,  the  lower  the  surge  level.  A 
knowledge  of  the  water-wheels  and  their  characteristics  will  make 
it  possible  to  estimate  accurately  the  full  load  velocity,  v^. 

It  remains  then  to  decide,  first,  for  how  great  a  sudden  velocity 
change  good  regulation  is  desirable;  and  second,  the  amount  of  surge 
to  be  allowed,  or  the  degree  of  stability,  that  is,  the  distance  the  water 
level  should  be  allowed  to  drop  beyond  the  final  quiescent  gradient 
level.  The  wide  variation  in  load  requirements,  mechanical  equipment, 
adaptability  of  the  site  for  regulating  works,  and  the  value  of  the 
coefficient,  c,  make  it  impossible  to  formulate  even  a  general  rule 
for  deciding  these  points.  The  design,  however,  should  be  best  suited 
to  the   largest  load   change  likely  to  occur  during  normal   operation. 

Adopting,  then,  a  certain  velocity  change,  t\  =  v,  and  the  values  of 
h,  y^,  and  z  can  be  computed.  Substituting  them  in  Equation  (4)  and 
solving  for  F  will  give  the   correct   area  for  the  tank.     This   is   net 
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tank  area,  and  is  exclusive  of  the  area  of  the  riser  pipe.  With  very  ^Mn^ 
little  further  vrork,  y^  may  be  varied  and  its  effect  on  the  size  of  tank  *^  *''"■ 
determined.  Experiments  with  different  velocity  changes  or  other 
assumptions  as  to  the  probable  value  of  c,  can  be  tried,  even  a  change 
in  A,  the  area  of  the  pipe  line,  may  be  found  to  give  a  more  economical 
design.  In  short,  by  the  use  of  the  formulas,  the  whole  field  of  possi- 
bilities can  be  investigated  without  needless  work,  and  the  combination 
adopted  which  is  best  suited  to  the  exigencies  of  the  case. 

As  for  the  elevation  of  the  tank  bottom,  a  liberal  allowance  of  depth 
below  the  calculated  surge  should  be  made  for  occasional  larger  load 
demands  and  for  absolute  insurance  against  lower  surge  levels  due 
to  a  coefficient  of  friction  higher  than  expected.  The  size  of  port  and 
upper  limits  of  the  tank  will  be  considered  later  under  "rejected  load." 

To  illustrate  how  closely  the  formulas  may  be  depended  on  to 
approximate  the  actual  performance  of  a  design,  under  demanded  load, 
four  numerical  cases  have  been  selected,  differing  widely  in  all  respects 
affecting  regulation.  They  have  been  first  calculated  by  the  formulas^ 
then  by  the  method  of  arithmetic  integration,  and  the  two  results 
compared. 

The  assumptions  are  given  in  Table  1. 

TABLE  1. 


Case. 


Length  of 

pipe  line, 

in  feer. 

L. 


10  000 
6  440 

32  200 
3S20 


Area  of 

pipe,  in 

square 

feet. 


100 
200 
100 
113 


Gross 
nead. 
in  feet. 

H. 


Frietional 
coeflScient. 


250 

300 

1000 

300 


0.3 
0.05 
0.56 
0.0555 


Velocity, 

in  feet  per 

second. 


6 

7.2 
12 


Velocity, 

in  feet  per 

second. 


24 


Stability, 


1.7 
2.2 
1.15 
1.05 


In  using  the  formulas,  it  is  necessary  to  deal  entirely  with  velocity 
changes,  though,  fundamentally,  the  load  changes,  in  terms  of  power, 
are  what  influence  the  design.  To  change  one  into  the  other  is  com- 
paratively simple,  if  it  is  remembered  that  v^  is  the  conduit  or  draft 
velocity  at  the  bottom  of  the  surge,  or  end  of  the  quarter  cycle.  The 
head  at  that  time  being  less,  the  velocity  change,  v^  —  v^,  represents 
more  than  the  actual  load  change  by  an  amount  depending  on  the  size 
of  surge  and  the  net  effective  head.  Expressing  the  relation  mathe- 
matically : 

{E  —  cv^-)v^   =  original  power  before  load  change, 
{E  —  cv  ")v^'^  =  demanded  power  at  instant  load  is  thrown  on  and 
liiuvi'  before  riser  level  has  dropped, 

■;i    t;  1  being  the  initial  draft  velocity  for  the  new  load,  in  terms  of 
the  conduit  velocity, 
(^E  —  c  v^2  —  2/^)  y^  =  demanded  power  at  the  end  of  the  quarter 
cycle  with  riser  level  at  the  bottom  of  the  surge. 


7^9^ 
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Mr  As  the  demanded  power  must  be  held  constant  after  the   initial 

'T^y'"''-  change, 

;     Or  the  actual  load  change  in  horse-power  can  be  expressed  as  fol- 
lows: 

A  i-Q*  (H—  c  w,2)  X  62.5  X  Efficiency 

:    r    |<1    •;.■>■''-,-:    550 

A!»ii(iH-^ou,2)  X  62.5  X  Efficiency 

and,  if  the  water-wheel  efficiency  is  assumed  to  be  constant,  as  has 
been  done  throughout  this  discussion,  the  load  change,  in  horse-power  is 


A  {H  —  c  v^^)  X  Efficiency 

.8.81  t..  -. 


(^V  -  ^i)- 


The  results  obtained  for  the  trial  cases  by  Mr.  Johnson's  formulas, 
and  using  his  nomenclature,  are  given  in  Table  2. 


TABLE  2. 

Case. 

z. 

in  square 

in  feet. 

in 

seconds. 

in  square 
feet. 

in  square 

feet. 

S 
T 
U 
V 

11.65 

28.87 

24.43 

589 
2  800 

709 
2  0.38 

17.35 

40.0(J 
18.82 
25.2 

79 

89 

217 

134 

8.97 
55.2 

5.18 
33.7 

6.49 
43.5 
2.32 
9.25 

The  same  cases  were  then  computed  by  using  arithmetic  integration, 
following  the  changes  in  velocity  and  water  levels  second  by  second. 
A  head  had  to  be  assumed  and  the  velocity  change  at  the  start  corre- 
sponding to  the  load  change  calculated.  As  the  head  at  the  quarter 
cycle  was  unknown  without  a  trial,  that  given  by  the  formulas  in 
Table  2  was  used,  and  the  value  of  v^^  computed  from  v^  X  ^^t  head 
quarter  cycle  =  v^^  X  ^et  head  at  start.  The  initial  velocity  change 
is  then  v^^  —  v^,  and  as  the  pressure  level  in  the  riser  drops,  v^,  the 
draft  velocity,  increases  to  a  value,  v^,  to  hold  the  power  constant. 
The  resulting  surge  was  found  to  be  near  enough  to  the  assumed  value 
to  require  no  revision  of  the  value  v^^. 

The  friction  and  velocity  head  in  the  riser  and  the  inertia  of  the 
water  in  both  tank  and  riser  were  neglected,  and  3  sec.  were  allowed 
for  the  governors  to  open  up  the  turbine  gates.  A  riser  area  equal 
to  A  was  used,  and  the  water-wheel  efficiencies  were  assumed  to  remain 
constant.  The  work  was  first  carried  through  using  a  port  equal  to 
a^  and  then,  by  trial  and  error,  the  best  size  of  port  was  determined 
and  the  resulting  performance  calculated.     The  best  size  is  one  which 
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gives   an   initial   drop   in   the    riser   level   equal   to   the  final   level   of     Mr. 
tank  and  riser  at  the  end  of  the  quarter  cycle.     It  must  be  understood    ^y°'- 
that  all  port  areas  in  Mr.  Johnson's  formulas,  as  well  as  any  figxires 
for  port  area  appearing  in  this  discussion,  assume  a  100%  coefficient 
of  discharge,  so  that  the  actual  ports  when  built  must  be  increased  to 
allow  for  losses. 

The   results    are   given   in    Table   3,    together   with   those   obtained 
by  the  formula,  for  the  sake  of  comparison. 

TABLE  3.  .  '[' 


Case. 

Size  of  port, 

ao,  in 
square  feet. 

Surge,  Pi, 

with 

port  =  ao, 

in  feet. 

Best  size 

of  port,  o, 

in  square 

feet. 

Surge,  Vi, 

with 

port  =  a, 

in  feet. 

Surge,  j/i, 

by 

formula, 
in  feet. 

Percentage  of 

increase  of  surge 

over  result  by 

formula. 

S 
T 
U 
V 

8.97 
55. 2 

5.18 
33.7 

18.20 
41.49 
20.16 
27.29 

8.1 
52  6 

17.51 
40  53 

17.35 
40.00 
18.82 
25.2 

0.9    ■  -  "' 
13 

4.36 
30.0 

19.14 
26.45 

1.7 
5.0 

The  results  obtained  by  formula  and  those  computed  by  arithmetic 
integration  with  a  port  area  equal  to  a^,  as  well  as  the  best  size  of  port, 
were  plotted  together  for  comparison,  and  are  shown  in  Figs.  5,  6,  7, 
and  8.  Only  the  riser  levels  are  shown,  as  they  alone  affect  the  regula- 
tion directly.  In  all  cases  the  tank  and  riser  levels  coincide  at  the 
beginning  and  end  of  the  quarter  cycle. 
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How  closely  the  formulas  approximate  the  performance  with  the 
correct  size  of  port  can  readily  be  seen  from  the  diagrams.  In  Cases 
S,   T,  and  U,  they  almost  exactly   agree,   and   in   only  one  instance. 
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Mr.     Case  V,  do  they  diifer  by  as  much  as  2  per  cent.     In  computing  this 

Taylor,  particular  case,  if  the  results  of  the  formula  are  revised  to  be  identical 

with  the  conditions  of  the  arithmetic  integration,  making  i;,  =  24.10 

instead  of  24.00,  ^^  will  be  found  to  be  25.45  ft.  instead  of  2*5.2  ft.,  so 

that  the  computed  result  really  only  exceeds  that  obtained  from  the 
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formula  by  less  than  4%  instead  of  5%  as  given  in  Table  3.  Looking  at 
it  in  another  way,  if  the  surge,  y^,  in  the  formula  is  made  equal  to  that 
obtained  by  the  arithmetic  work  (26.45  ft.),  other  values  remaining  un- 
changed, the  actual  load  change  given  by  the  formula  will  only  exceed 
the  computed  load  change  by  1.5  per  cent.  This  difference  is  inap- 
preciable when  it  is  remembered  that,  in  the  first  place,  the  load  change 
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and  the  value  of  c  for  which  a  tank  is  designed  can  only  be  estimated.  Mr. 
This  indicates  that,  as  we  approach  dead-beat  stability  conditions,  or  *^  ^^' 
values  of  h  near  unity  with  large  load  changes,  where  the  difference 
between  the  theoretical  ports  a^  and  a^  is  large,  the  formula  drifts 
slightly  away  from  the  actual  results.  In  the  other  direction,  with 
values  of  h  greater  than  1.2  and  velocity  changes  of  10%  or  more  it 
has  been  found  that  the  two  methods  practically  coincide.  The  effect 
of  assuming  a  larger  head  was  tried  in  Case  S,  650  ft.  instead  of  250 
ft.,  and  the  resulting  surge  was  computed  as  substantially  the  same. 
The  value  of  v^'^  computed  from  the  same  v^  as  described,  however,  is 
greater  with  the  greater  head,  so  that  the  actual  load  change  repre- 
sented by  the  same  surge  is  larger  in  the  case  of  larger  heads.  This 
would  indicate  that  varying  the  head  does  not  materially   affect  the 
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degree  of  approximation  of  the  formula  to  the  computed  results,  but 
only  affects  the  conversion  of  velocity  change,  v.^  —  v^  into  load.  The 
higher  the  head  the  greater  the  load  change,  so  that,  with  H  equal  to 
infinity,  v^  becomes  equal  to  v^^,  and  v„  —  v^  represents  the  actual 
load  change. 

The  foregoing  conclusions  cannot  be  substantiated  beyond  doubt, 
as  they  are  drawn  only  from  the  results  of  a  number  of  cases  including 
the  ones  shown,  differing  widely  in  all  particulars.  It  is  possible  that, 
with  unusual  or  peculiar  conditions  of  one  kind  or  another,  still  unin- 
vestigated, a  larger  discrepancy  might  result  between  the  formulas 
and  the  actual  performance  so  that  too  much  emphasis  cannot  be  laid 
on  the  fact  that  after  a  design  has  been  determined  by  the  formulas  it 
should  in  all  cases  be  checked  by  arithmetic  integration.  Another 
point — not  to  be  overlooked — is  the  efficiency  curves  of  the  water-wheels. 


79G  Discus.siois"  OS  the  differential  surge  tank 

Mr.  If  there  is  a  considerable  drop  in  efficiency  from  three-quarters  gate  to 
^^  *""■  full  gate,  as  is  frequently  the  case,  it  means  that  an  added  draft 
must  bo  taken  by  the  wheels  to  overcome  the  loss  in  efficiency,  and 
the  actual  surge  for  a  certain  load  demand  may  be  a  great  deal  more 
than  computed,  enough  in  some  cases  to  interfere  seriously  with  good 
regulation.  If  the  gates  can  be  blocked  back  or  the  wheels  designed 
so  as  to  be  at  their  highest  efficiency  when  running  at  full  gate,  surge 
regulation  becomes  much  easier  under  both  demanded  and  rejected  loads. 

Retardation. — A  tank  having  been  made  ample  in  diameter  and 
depth  for  the  greatest  demanded  load  for  which  good  regulation  is 
desired,  it  is  next  necessary  to  fix  the  upper  limits  of  the  tank  and 
riser  in:  order  that  they  may  be  sufficient  to  store  the  water  following 
jL  sudden  shut-down. 

Although  the  results  desirable  to  attain  under  demanded  load  are 
largely  a  question  of  judgment  and  experience,  those  due  to  loads 
dropped  are  quite  definite.  Complete,  sudden  shut-downs  are  likely  to 
occur  on  any  plant,  on  account  of  line  accidents  and  short  circuits,  so 
that  the  tank  should  be  designed  to  handle  the  water  if  the  full  plant 
load  is  suddenly  rejected.  The  only  questions  left  to  judgment  are 
the  maximum  velocity  occurring  in  the  pipe  line  and  the  quantity  of 
water  likely  to  escape  through  relief  valves  and  by  water-wheel  leakage. 

There  is  for  every  specific  power  development  a  critical  conduit 
velocity  which  requires  the  maximum  height  of  tank.  This  is  shown 
by  Mr.  Johnson  in  Formulas  (36),  (37),  and  (38).  In  some  instances 
this  critical  velocity,  which  gives  the  maximum  height  of  surge,  hap- 
pens to  be  less  than,  or  not  much  greater  than,  the  maximum  full 
load  conduit  velocity.  In  such  cases  the  critical  velocity  should  be 
used  in  determining  the  height  of  tank,  for  it  will  assure  absolute 
safety  against  overflow. '".'      o«     or      i 

A  useful  shut-down  curve 'has  been  plotted,  and  is  shown  in 
Fig.  9.     Having  once  determined  the  critical  velocity  by  the  formula, 

0.0998      IaIj      ,  .  ,    .  ,    ^  ,      .      .  .       n     . 

V  = .  I — =-,  which  is  merely  i  onnula  (3(i)  in  a  more  simple  form. 

the  height  of  surge  to  be  expected  at  any  other  conduit  velocity  can 
be  picked  off  graphically  without  additional  computation.  The  height 
to  which  the  water  will  rise,  in  case  there  occurs  a  higher  conduit 
velocity  than  expected,  or  the  effect  of  varjnng  the  assumption  as  to 
the  value  of  c,  can  be  determined  with  quite  a  saving  of  time  by  the 
use  of  this  curve. 

The  great  danger  to  be  avoided  in  computing  shut-downs  is  an 
error  in  the  assumption  of  the  coefficient,  c,  which,  if  smoother  than 
figured,  will  cause  the  water  at  quiescent  full  load  to  stand  higher 
and  therefore  attain  a  higher  surge  level  than  contemplated.  For  this 
reason,  it  is  always  better,  when  considering  rejected  loads,  to  use 
the  smallest  value  of  c  that  it  is  reasonably  possible  to  expect. 
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The  four  cases  previously  referred  to  under  acceleration  were  also  Mr. 
computed  for  shut-down.  The  critical  velocity  giving  the  highest  '^^y'^'"- 
surge,  was  so  far  above  v^  in  Cases  S,  T,  and  V  that  it  was  disre- 
garded as  a  possibility,  and  the  surge  was  computed  for  a  maximum 
velocity  of  v^.  Nevertheless,  in  a  practical  case,  care  should  be  taken 
to  allow  for  a  slightly  higher  velocity  than  the  regular  quiescent  full 
load  velocity,  due  to  increased  draft  on  surges.  A  shut-down  in  Case  V 
was  computed  with  the  critical  velocity  of  23.9  ft.  per  sec,  which  hap- 
pened to  be  slightly  less  than  v,.  It  will  be  found  by  trial  that,  pro- 
vided c  is  not  made  smaller,  or  the  area  of  tank  or  conduit  changed, 
no  variation  in  velocity  or  length  of  pipe  line  will  result  in  a  higher 
surge  level.  '''   "^'"   '-'''''    -'-  '' 
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The  heights  of  riser  and  tank  for  these  four  cases  were  first  obtained 
by  Formula  (31),  solving  for  the  value  of  2/^  and  using  F  as  determined 
for  demanded  load.  This  height,  2/^,  was  adopted  for  the  riser,  and 
the  performance  was  computed  by  arithmetic  integration.  The  results 
are  shown  graphically  in  Figs.  10,  11,  12,  and  13,  and  the  dotted  line 
indicates  the  time  during  which  the  riser  was  spilling  and  represents 
also   the  height   of   surge   as   computed   by   the  formula.      The   added 
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Mr.     back  pressure  due  to  the  weir  height  on  the  top  of  the  riser  when 
Tay  or.  gpjujjjg^   r^jjjj   {j^q  inertia   and   velocity   head   in   tank   and   riser  were 
neglected.     Leakage  through   the  wheels  or   discharge   through   relief 
valves  was  not  considered. 

In  every  case  the  mathematical  formulas  lean  toward  the  side  of 
safety,  giving  a  somewhat  higher  tank  and  riser  than  necessary.  What 
actually  takes  place,  however,  in  a  shut-down,  agrees  so  nearly  with 
the  premises  of  the  theoretical  formulas  that  it  is  a  question  in  the 
writer's  mind  whether  they  may  not  give  results  fully  as  close  to  what 
really  takes  place  as  those  derived  by  arithmetic  integration,  unless 
the  latter  is  computed  in  very  small  increments  of  time,  and  inertia. 
Velocity   head   and   weir   heights    are   taken   into    consideration.      The 


30  40  50  eo 

Time,  in  Seconds 
FIG.   10. 

water-wheel  gates  being  closed,  governor  action,  water-wheel  effi- 
ciencies, and  operating  head  are  eliminated  as  factors  influencing  the 
performance,  and,  throughout  most  of  the  quarter  cycle,  the  retarding 
water  level  remains  constant. 

In  Fig.  13  is  shown,  by  way  of  comparison,  the  performance  of  a 
simple  tank  with  a  diameter  equal  to  that  of  the  differential  tank 
under  identical  conditions  of  full  load  rejected.  It  will  be  noted 
that  the  surge  in  the  simple  tank  attains  a  level  twice  as  high  above 
the  forebay.  It  reaches  a  height  of  35  ft.  above,  and  the  differential 
tank  only  touches  17  ft. 

The  conclusions  to  be  drawn  from  the  consideration  of  rejected 
loads  are  that  the  formulas  very  nearly  approximate  what  actually 
takes  place.  Even  more  reliance  can  be  placed  on  them  than  in  the 
case  of  demanded  loads.    It  is  the  writer's  opinion  that  in  the  ordinary 
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case  they  could  be  relied  on  to  determine  the  design  without  further     Mr. 
checking;  yet,  as  there  is  a  remote  possibility  that  with  certain  peculiar    ^^  °'^- 
conditions   a   discrepancy   might  appear,   it   is   advisable   to   use   some 
form  of  check  or  allow  a  factor  of  safety  in  extra  height. 
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Ports. — The  question  of  ports  is  very  interesting  as  well  as  impor- 
tant, for  the  whole  differential  principle  depends  for  its  success  on  the 
choking  action  of  the  port.  Pressure  level  changes  following  a  load 
change  are  directly  affected  by  the  size  of  the  port.     Through  it  must 
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Mr.     flow    the   water   to    keep   the    riser    level    from    dropping    too    far    on 
Taylor,  (jgjjjanded  loads  or  rising  too  high  on  ordinary  loads  rejected. 

In  order  to  treat  the  subject  mathematically,  Mr.  Johnson  assumes 
that  the  port  just  supplies  or  receives  enough  water  from  the  tank  to 
keep  the  riser  level  stationary.  To  do  this  it  must  change  size.  The 
variation  may  be  large  or  small,  depending  on  the  values  of  c,  h,  v.-,, 
and  Uj.  It  is  largest  for  values  of  Ic  near  unity  and  load  changes 
equivalent  to  more  than  20%  velocity  change,  and  small  for  large 
values  of  h  with  any  load  change.  It  also  increases  as  c  and  v^  are 
increased,  and  vice  versa,  to  zero  as  c  becomes  zero. 
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This  fact  makes  it  necessary  to  use  some  judgment  in  selecting  the 
size  of  port.  Wlien  a  simple  unchanging  port  is  to  be  used,  it  is 
desirable  to  have  it  of  such  size  as  to  approximate  most  nearly  the 
action  of  the  theoretical  variable  one,  and  hold  the  riser  level  as 
stationary  as  possible.  When  the  variation  between  the  values,  a^ 
and  a^,  is  small,  as  it  is  in  Cases  S  and  T  (Figs.  5  and  6)  size  a^  is 
quite  good  enough  for  all  practical  purposes.  The  best  size  of  port,  as 
shown  by  the  dotted  line,  does  not  show  much  improvement.  Even 
in  Case  V  (Fig.  8)  where  the  variation  is  large,  there  is  little  need 
for  refinement  unless  to  save  a  foot  or  so  of  surge.  In  general,  how- 
ever, when  the  variation  is  large,  a  trial  by  arithmetic  integration 
should  be  made,  and  the  area,  a^,  should  be  reduced  somewhat  for 
better  results.     A  rule  that  may  save  needless  trial  computation  is  to 
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assume  the  port  area  equal  to  a,  -  (0.1  to  0.3)  X  («o  "  «i)'  ^^^"g  \^f  ^^^l, 
factor  0.3  when  the  difference  is  small,  varying  to  0.1  for  large  dif- 
ferences. 4.    J   U 

The  reason  %  so  often  cannot  be  much  improved  is  illustrated  by 
the  curve  shown  in  Fig.  14.  The  variation  of  port  area  necessary 
during  the  first  quarter  cycle  to  hold  the  riser  level  perfectly  stationary 
has  been  plotted  against  the  drop  in  tank  level.     Case  V,  under  the 
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conditions  of  demanded  load  discussed  previously,  has  been  used.  Most 
of  the  change  in  area,  it  will  be  seen,  occurs  during  the  latter  part 
of  the  cycle,  when  the  head  on  the  port  is  small  and  the  quantity  of 
water  necessary  to  supply  the  wheels  from  the  tank  has  been  much 
diminished.  During  this  period  a  variation  from  the  theory  has  little 
effect  on  the  performance.  It  is  important  during  the  first  half  cycle, 
when  the  port  is  discharging  large  quantities  of  water,  that  its  actual 
size  should  not  be  far  from  the  theoretical.    The  curve  shows  that  dur- 
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Ta^for.  i^^  '^l'  P^".«^  '\'  theoretical  size  does  not  depart  to  any  great  extent 
from  the  original  area,  a,,  and,  for  this  reason,  a,  will  often  suffice 
tor  all  practical  purposes. 

The  performances  obtained  with  the  use  of  various  sizes  of  ports  for 
the  same  conditions  of  velocity  and  load  change  were  computed   for 
base  b,  and  are  shown  graphically  in  Fig.  15.     This  diagram  gives  a 
clear  conception  of  exactly  what  will  take  place  in  any  specific  case, 
It  the  port  be  made  too  large  or  too  small.     The  sizes  used  range  from 
an  area  large  enough  to  allow  free  flow  with  no  differential  action  to  a 
port  of  4.98  sq.  ft.  area  or  0.555  a,.     With  too  small  a  port,  the  surge 
.s  increased  on  the  first  dip  in  riser  level,  there  is  more  differential 
action,  and  at  the  end  of  the  quarter  cycle  the  water  is  much  nearer 
the    gradient    level.      Furthermore,    if   the   performance    were    carried 
beyond  the  quarter  cycle,  the  surging  would  be  found  to  die  out  more 
quickly  than  with  larger  ports.     With  ports  too   large,  the  first  dip 
disappears,  and  the  water  level  at  the  end  of  the  quarter  cvcle  is  drawn 
down,  causing  not  only  an  excessive  surge,  but  a  long  continuance  of 
the  disturbance  following  a  single  load  change.     The  minimum  surge 
occurs  when  the  first  dip  in  the  riser  level  is  equal  to  the  final  drop 
in  tank  and  riser.     The  port  area  of  8.1  sq.  ft.  very  nearly  fulfills  this 
condition,  and  is,  therefore,  the  best  size  of  port  for  the  load  change 
under  consideration.     The  slight  piling  up  of  the  water  in  the  riser 
between  the  lowest  points  of  surge  always  occurs,  and  is  characteristic 
of  the  pressure  level  curve  when  the  port  area  is  constant  and  about 
correct.     This  curvature  decreases  as  c  approaches  0,  and,  for  a  per- 
tectly  smooth  pipe,  a  straight  line  would  result 

The  advantage  of  making  the  port  of  a  size  best  suited  for  the 
greatest  daily  load  change  occurring  during  normal  operation  can  be 
realized  by  reference  to  this  diagram. 

For  the  frequent  smaller  fluctuations  of  load  taking  place  throuoh- 
out  the  day,  the  port  will  be  proportionately  too  large,  so  that  differ- 
ential action  IS  slight.  No  choking  is  needed  on  these  small  load 
changes,  and  any  advantage  claimed  for  a  slowly  moving  pressure 
le.el_  IS  realized,  as  the  action  is  almost  that  of  a  simple  tank  If 
surging  increases,  due  to  large  or  synchronous  load  changes  as' pre- 
viously explained,  the  choking  action  of  the  port  is  rapidly  accentuated 
and  stops  any  inclination  of  the  surge  to  increase  beyond  bounds  For 
greater  load  changes  than  the  normal  maximum  daily  which  mav  occa- 
sionally occur,  the  port  is  proportionately  too  small,  and  from  the 
diagram  It  wiU  be  seen  that  the  surge  is  quickly  dampened  and 
quiescent  conditions  are  restored. 

A  rather  remarkable  and    interesting   coincidence   to   be   noted   on 

he  diagram  is  the  fact  that,  no  matter  what  size  the  port,  after  53  sec 

the  ^^■atev  stands  at  approximately  the  same  level  in  the  riser,  and  it 

does  this  whether  the  water  is  rising  or  falling  at  that  time.     What 
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Ti^l'or  T'\f^T  ^"^"^^^^  *°  ^^'''  ^^"*  ^"^  ^^^t^^^'  theoretically  the  curves 
should  all  meet  m  a  point,  the  writer  has  been  unable  to  determine 
Ihey  were  computed  by  arithmetic  integration,  using  at  the  start  time 
intervals  of  1  sec,  and  increasing  to  2  sec.  after  about  20  sec  If 
smaller  increments  were  used  and  the  work  was  carried  to  another 
significant  figure,  it  is  possible  that  they  would  very  nearly  cross  at 
a  particular  point. 

The  question  of  time  is  also  interesting.  The  more  the  differential 
action  the  shorter  the  quarter  cycle,  the  limit  appearing  to  be  at  about 
53  sec,  or  the  point  of  coincidence.  The  upper  time  limit  is  the 
quarter  cycle  time  of  a  simple  tank  or  differential  tank  with  infinite 
port  area— m  this  case  about  100  sec.  The  time  varying  with  the 
use  of  ports  of  different  size  makes  Mr.  Johnson's  Formulas  (3)  and 
(27)  only  approximate  for  an  actual  design  with  single  constant  port. 
Ihe  extent  of  the  departure  from  the  actual  time  may  best  be  judged 
from  Figs.  5  to  8,  which  seem  to  indicate  a  variation  of  not  more  than 
10%  m  extreme  cases.  As  a  knowledge  of  the  exact  time  is  unimpor- 
tant, the  formulas  are  close  enough  for  all  practical  use. 

Thus  far,  only  port  areas  determined  for  demanded  loads  have 
been  considered,  as  in  nearly  every  case  this  requirement  for  good 
regulation  fixes  the  size  of  port.  One  error,  however,  must  be  guarded 
against,  that  of  making  the  port  area  too  large  for  shut-down  condi- 
tions and  thus  causing  the  riser  level  to  draw  down  during  the  quarter 
cycle,  with  the  accompanying  loss  of  retarding  head.  This  will 
result  in  a  higher  ultimate  surge  than  contemplated.  Such  a  predica- 
ment can  only  occur  when  severe  and  unusual  requirements  make 
it  necessary  to  compute  suddenly  demanded  velocity  changes  of  more 
than  50%  of  the  full-load  velocity.  For  large  values  of  h,  even  a  70 
or  80%  full-load  velocity  change  will  not  give  too  large  a  port  for 
shut-down  A  safe  course,  however,  is  to  investigate  a  complete  shut- 
down   performance    by    using    arithmetic    integration    in    everv    case 
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wneie  c  r,  ^-^   +   10  ^^  greater  than  2  r  (see  Formula  (34)). 

Shut-downs  of  any  description  are  often  only  temporary,  as  auto- 
matic electric  switches  trip  out  and  are  closed  again  within  a  minute 
or  so.  In  such  cases  it  is  not  desirable  to  have  the  conduit  velocity 
slowed  down  with  as  much  haste  as  possible,  for  the  demand  is  soon 
to  be  made  and  the  velocity  again  needed.  An  improvement  over  the 
simple  port  that  will  help  this  condition  can  be  made  by  adding  an- 
other port  at  a  higher  level  in  the  riser.  It  should  be  high  enough 
not  to  interfere  with  differential  action  following  any  ordinary  rejected 
load,  and  should  be  small  enough  to  hold  the  water  level  at  the  top 
of  the  riser  during  the  entire  quarter  cycle  of  a  complete  shut- 
down. On  partial  shut-downs  this  second  port  will  often  be  of  addi- 
tional  benefit   in   preventing   unnecessary   rises   of  the  pressure  level 


DISCUSSION   ON   THE   DIFFERENTIAL   SUEGE   TANK  SUo 

and  a  series  of  small  ports  around  the  riser  will  not  only  reduce  the  ^Mr^^ 
volume  of  water  spilling  over  the  top,  but  cushion  what  does  spill 
against  pounding  down  into  the  tank,  by  traversing  the  falling  water 
with  the  spouting  streams  from  the  ports.  This  device  is  a  feature 
of  Mr.  Johnson's  design  of  the  surge  tank  in  operation  at  the  plant 
of  the  Ontario  Power  Company,  at  Niagara  Falls,  and  has  proved 
very  beneficial. 

The  number  of  ports  can  also  be  increased,  and  if  properly  designed 
and  located  at  different  elevations,  the  theoretical  differential  action 
of  the  formulas  can  be  substantially  exactly  obtained.  The  practical 
advantage  of  this  procedure  is  doubtful,  however,  when  it  is  considered 
that  the  coefficient  of  discharge  through  the  holes  is  at  best  only 
an  approximation,  and,  if  the  value  of  c  should  turn  out  to  be  other 
than  expected,  the  refinements  might  result  in  an  actual  detriment 
to  differential  action. 

D.  L.  Webster,*  Esq.— There  is  one  way,  in  Mr.  Johnson's  con-  ^Mn^^ 
elusions,   in  which  the  formulas  might  be  simplified  for  purposes  of 
computation.     This   method   may  be  pointed   out,   although   it   would 
be  too  long  to  discuss  in  detail. 

Mr.  Johnson's  paper  contains  several  formulas  derived  from  inte- 
grals of  the  type,y*^4^2'  '''^'^'^'  integrates  into  \  log.  \^.  There  is 
also  another  way  of  expressing  these,  which  is  perhaps  easier  for 
computation,  as  \  log.  ^-^  is  also  equal  to  tan.  li  -'  x.  This  anti-hyper- 
bolic tangent  will  occur  in  such  expressions  as  Equation  (1),  in  which 
there  is  a  logaritlmi,  and  in  most  of  the  formulas  following  that.  The 
anti-hyperbolic  tangent  will  occur  here  in  exactly  tlie  same  way  that 
the  ordinary  anti-trigonometric  tangent  occurs  in  Equation    (27),  m 

which  the  integral,    /  7^7^,,  is  ^ised. 

J   l+x- 

.  Instructor  in  Applied  Mechanics,  Harvard  Univ.,  Cambridge,  Mass. 
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With  Discussion  by  Messrs.  C.  P.  Bowie,  Kexneth  Allen,  Willum 
W.  Brush,  Samuel  Tobias  Wagner,  R.  C.  Kellogg,  A.  D.  Flinn 
William  J.  Boucher,  George  M.  Purver,  W.  J.  E.  Binnie' 
Leonard  S.  Doten,  and  Marshall  R.  Pugh. 

Synopsis. 
Cast-iron    pipe    is   in    such   general    use   that    a    knowledge   of   its 
strong  pomts,  its  limitations,  and  the  precautions  necessary  to  insure 
Its  durability  under  certain  conditions,  is  of  the  highest  importance 
to  the  engineer. 

The  purpose  of  this  paper  is  to  warn  the  engineer  of  conditions 
where  special  protection  is  needed  against  external  corrosion,  and  to 
suggest  preventive  measures  adapted  to  different  cases,  in  the  hope 
of  bringing  out  more  information  in  the  discussion. 

Tuberculation  and  electrolysis  from  stray  currents  have  been 
studied  elsewhere  at  length  and  will  not  be  discussed  herein 

Examples  of  the  great  durability  of  cast-iron  pipe  are  first  given 
after  which  other  instances  are  cited  in  which  it  has  deteriorated  rap- 
idly. Mention  of  the  composition  of  cast  iron  and  the  theories  of  its 
corrosion  is  followed  by  a  study  of  conditions  contributing  to  and 
mJiibiting,  corrosion. 


*  Presented  at  the  meeting  of  October  7th,  1914. 
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In  the  light  of  this  information,  reasons  are  sought  for  the  de- 
terioration observed  in  typical  cases;  and  then  precautionary  and  pre- 
ventive measures  are  considered. 


Introductory. 
Eecords  of  the  facts  relating  to  the  corrosion  of  cast-iron  pipe  are 
so  scattered  (frequently  consisting  of  incidental  references  in  articles 
on  unrelated  branches  of  engineering),  and  so  much  of  the  literature 
is  found  only  in  publications  familiar  chiefly  to  the  chemist  and 
physicist,  that,  abandoning  any  effort  at  originality,  it  seemed  worth 
while  to  gather  these  scattered  facts  and  what  little  is  known,  in  the 
hope  that  additional  information  might  be  brought  out  and  light 
thrown  on  many  perplexing  problems;  and  that  the  whole  might  be 
placed  before  the  engineer  in  accessible  form. 

"There  is  no  limit  to  the  life  of  cast-iron  pipe",  says  a  recent 
advertisement  in  a  technical  journal,  and  this  undoubtedly  voices  the 
opinion  of  many  well-informed  persons.  Opposed  to  that  we  find  the 
following:  "The  relatively  high  rate  of  self -corrosion  [as  distinguished 
from  electrolytic  corrosion]  of  cast  iron  as  compared  to  the  other 
kinds  of  iron  tested  is  contraiy  to  the  generally  accepted  idea  that 
cast  iron  is  more  resistant  to  self-corrosion  than  wrought  iron."* 

This  paper  will  be  confined  entirely  to  a  study  of  the  external 
corrosion  of  cast-iron  pipe,  though,  obviously,  many  facts  must  be 
applicable  as  well  to  internal  corrosion.  As  stated,  electrolysis  from 
stray  currents  has  already  been  dealt  with  so  fully  that  it  will  not  be 
taken  up.  Tuberculation  has  been  studied  exhaustively.f  and  internal 
corrasion  and  hot  water  troubles  have  been  investigated  very  ably-t 
The  ancients  were  unacquainted  with  pipe  of  this  material,  as  the 
art  of  casting  iron  was  unknown  until  the  14th  or  15th  Century. 
The  Romans,  in  the  time  of  the  Csesars,  used  pipes  of  stone,  bronze, 
and  lead.  Fig.  1  shows  a  Roman,  bored  stone  pipe,  and  Fig.  2  a 
lead  pipe,  with  a  section  the  actual  size  of  the  pipe.  These  pipes 
were  always  oval  in  shape,  and  were  made  of  a  sheet  of  lead  bent 
up  and  the  edges  soldered  together.     Sextus  Julius  Frontinus,  Water 

*" Electrolytic  Corrosion  of  Iron  in  Soils,"  by  Burton  McCollum  and  K.  H.  Logan. 
Technologic  Papers,  U.  S.  Bureau  of  Standards,  No.  2o. 

t  "Tuberculation and  the  Flow  of  Water  in  Pipes ",  by  Nicholas  S.  Hill,  Jr.,  Proceedings, 
Am  Water  Works  Assoc,  1907,  p.  303. 

X  "Hot  Water  Troubles",  by  George  C.  Whipple,  M.  Am.  Soc.  C.  E.,  Proceedings, Km 
Water  Works  Assoc.  1911.  p.  231. 
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Commissioner  of  Eome  {Curator  Aquarum)  from  97  a.  d.  to  106  a.  d., 
wrote  two  books  describing  the  works  under  his  charge,  which  "are 
full  of  the  most  interesting  details.-*' 

In  more  modern  times, 
London,  in  1236,  was  pro- 
vided    with     water     from 
Tyburn,         which 
brought       to       the 
through  a  lead  pipe, 
water     rights     were 
chased  by  the  magistrates 
from   Gilbert   Sandford. 


was 
city 
The 
pur- 


SECTION,  ACTUAL   SIZE 


ANCIENT  ROMAN 
BORED  STONE  Pipe 


ANCIENT   ROMAN   PIPE 
MADE   FROM   SHEET  LEAD 


Fig.  1.  r^       o 

Fio.  2. 

Examples  of  Durability  of  Cast-Iron  Pipe. 
We  cannot,  go  back  so  far  in  our  study  of  the  life  of  cast-iron  pipe. 
The  earliest  records  which  appear  to  be  authentic  relate  to  several 
old   pipes   of  various   diameters   laid,   by   order   of  Louis   XIV,   near 


m^^^^^^^^^^^^i^T^i^ 
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Paris    from  the   reservoirs   of  Picardie   to  those   of   Montbauron,   to- 
o-ether  with  the  spring  water  conduit,  the  whole  supplying  the  town 
Ind  parks   of   Versailles.     According   to  the   Ministry   of  Public    In- 
struction and  Art*  these  were  laid  between  1664  and  1688,  or  from 
226  to   250  years   ago.     They   aggregate   about  8  000   m.    (26  000  ft.) 
in  length,   and   are  still   in   use.     The  great   fountains   at   Versailles, 
one  of  which,  the  fountain  of  Neptune,  is  shown  in  Fig.  10,  are  sup- 
plied   with    water    through    three    pipes,    20    in.    in    diameter,    which 
bring  the  water  from  the  Park  of  the  Trappists  to  the  reservoirs  of 
Montbauron;    two    20-in.    and   three    13i-in.    pipes    leading   from    the 
re'^ervoirs  to  the  gate-house;  and  two  20-in.  pipes  and  a  13A-in.  pipe 
leading  from  the  reservoirs  of  Gobert  to  the  reservoirs  of  I'Aile.     ihese 
aggregate  27  500  ft.  in  length,  were  laid  in  1685,  229  years  ago,  and 
are  still  in  use.    Two  years  later,  or  in  1687,  the  conduit  of  Chevreloup, 
134  in.  in  diameter  and  11500  ft.  long,  was  laid  from  the  reservoir 
TAile  to  the  Trianon. 

"All  of  these  pipe  lines  consist  of  pipes  one  meter  in  length,  joined 
by  mean.s  of  bolted  flanges.  They  are  of  considerable  weight,  and  still 
serve  their  purpose  satisfactorily.  n      i      „ 

"The  few  repairs  whieh  have  been  required  ha.e  geiierally  been 
neeessitated  by  the  bad  condition  of  the  flange  bolts,  whieh  have 
rusted  out."* 

At  Clermont-Ferrand,  Department  of  Puy-de-Dome,  on  September 
14th  1746  the  Commissioners  of  Fountains  made  an  agreement 
with' a  Parisian  iron  merchant,  Sieur  Marchais,  for  furnishing  about 
a  mile  of  5  or  6-in.,  cast-iron  pipe  to  supply  water  to  the  fountains. 
This  pipe  was  laid  in  1747-48.  The  lower  portion,  in  the  plain,  was 
under  quite  heavy  pressure,  and  was  A  in.  thick;  where  the  pressure 
was  less,  the  thickness  was  only  i  in.  These  pipes  were  m  3-lt. 
lengths,  flanged,  and  with  a  lead  gasket  sometimes  as  thick  as  i  m.  In 
1867,  the  system  was  paralleled  by  new  mains,  but  much  of  the 
original  pipe  is  still  in  use. 

At  Saint  Etienne,  in  1904,  there  were  cast-iron  pipes  which  had 
been  in  service  since  1782,  or  122  years.* 

A  few  years  ago,  the  City  of  Paris*  abandoned  the  Chaillot  Pumping 
Station,   the  first  erected  for  supplying  that  city  with  water.     The 

*  "  The  Life  of  Cast-iron  Pipe  '■.  by  C.  Cavallier.  Journal,  New  England  Water  Works 
Assoc,  June,  1904.  p.  218. 
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intake,  consisting  of  flanged  cast-iron  pipe  extending  out  into  the 
Seme,  was  removed  after  having  been  immersed  in  the  river  for  more 
than  a  centuiy.  When  removed  the  pipes  were  found  to  be  so  well 
preserved  that  they  could  readily  have  been  used  again,  except  for 
the  fact  that  they  were  of  an  antique  and  obsolete  pattern.  After 
removing  the  scale  and  shellfish  coating  from  the  exterior  the  in- 
scription, "Creusot,  An  10",  in  raised  letters,  could  be  readily 
seen.  This  date  corresponds  to  the  year  1802  in  the  present  calendar. 
The  metal  was  a  gray,  cast  iron  of  excellent  quality.  No  altera- 
tions of  either  the  interior  or  exterior  appeared  after  its  100  years 
of  service,  and  the  fractures  were  as  sharp  as  those  of  a  fresh 
casting. 

London  and  Glasgow  have  a  record  of  120  years  of  service  for 
cast-iron  pipe.  The  first  extensive  works  in  the  former  city  were 
built  by  Sir  Hugh  Middleton  between  1609  and  1613.  As  early  as 
1746,  the  Chelsea  Water  Company,  of  London,  laid  a  12-in.  flanged, 
cast-iron  pipe,  which  was  relaid  in  1791  on  account  of  the  joints' 
"being  perished."  It  was  the  engineer  of  that  water  company,  Mr. 
Thomas  Simpson,  who  designed  the  first  bell  and  spigot  pipes.  'tHs 
was  about  1785,  at  which  time  an  experimental  section  with  lead  joints 
was  laid.* 

As  a  rule,  liowever.  London  was  supplied  with  water  through 
wooden  pipes  until  about  1820. 

In  the  United  States,  the  earliest  pipes  were  of  bored  logs.  Phila- 
delphia adopted  them,  although,  in  1804,  a  length  of  about  |  mile 
of  iron  pipe  was  laid  as  an  experiment.  The  new  Fairmount  Water- 
Works  in  that  city  had  a  distribution  system  of  cast-iron  pipes,  which 
was  the  first  in  America,  at  all  events  on  an  extensive  scale. 

These  pipes  were  imported  from  England,  and  were  of  the  bell 
and  spigot  type,  in  9-ft.  lengths.  A  curious  feature  about  them  was 
that  each  length  had  three  or  four  ribs  or  rings  about  it,  approximately 
U  m.  wide,  which  were  presumably  to  aflford  places  with  heavier 
walls  in  which  to  tap  the  pipe.f  These  pipes  are  of  particular  in- 
terest owing  to  the  fact  that  they  are  still  in  use  after  95  years, 
with  every  evidence  of  continuing  to  give  a  good  account  of  them- 

WatVA'^ScTt/'^^'"'''^^  Philadelphia  water  pipes  was  furnished  by  the  Bureau'of 
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selves.     Though  forming  only  an  infinitesimal  portion  of  the  present 
distribution  system,  they,  nevertheless,  constitute  quite  a  considerable 

mileage. 

A  few  of  these  pipes  are  noted  in  order  to  give  an  idea  of  their 
character:    A   4i-in.   cast-iron   pipe   on   Chestnut    Street,  from   Broad 
to   15th   Street,  laid  in  1817,  was   removed  only  recently.     A  22-in., 
cast-iron  main  leads  from  Fairmount  Basin  to  Green  Street,  to  Penn- 
sylvania  Avenue,   to   Callowhill   Street.     It  then   reduces   to   a   20-in. 
main  leading  to  Broad  Street  and  thence  to  Chestnut   Street.     This 
pipe  was  laid  in  1819,  and,  with  the  exception  of  a,  portion  which  was 
removed  in  1897  on  account  of  the  construction  of  the  Pennsylvania 
Avenue    Subway,    is    still    in    use.      Mains   on    Market    Street,    from 
Juniper  to  Broad  Streets,  laid  in  1820,  from  Eleventh  Street  to  Juniper 
Street,  laid  in  1823,  and  from  Water  Street  to  Eleventh  Street,  laid 
in  1822,  were  in  good  condition  when  removed  in  1907  to  make  way 
for  the   Market   Street   Subway.     Mains,   6   and   10   in.    in   diameter, 
on    Second    Street,    between    Greenwich    Street    and    Lehigh    Avenue, 
were  laid  between   1823   and  1852;   8-in.  mains   on  Front   Street,  be- 
tween Wharton  Street  and  Laurel  Street,  were  laid  at  various  dates 
between   1822   and   1834;   one   10-in.   main  on   Chestnut   Street,   from 
Front    Street   to   Broad    Street,    was   laid    in    1821    and   1823;    and   a 
20-in.  main  on  Fifteenth   Street,  from  Callowhill  Street  to   Chestnut 
Street,  was  laid  in  1829.     All  these  mains  are  still  in  use. 

This  list  might  be  extended  to  several  pages,  but  it  serves  to  show 
that  a  century's  use  has  not  rendered  these  pipes  unfit  for  service. 
Virtually  the  whole  of  the  old  distribution  system  laid  at  that  time 
has  given  an  equally  good  account  of  itself. 

The  late  James  B.  Francis,*  Past-President,  Am.  Soc.  C.  E.,  cited 
the  case  of  Lowell,  Mass.,  as  follows : 

"It  is  within  my  experience  and  knowledge  that  pipes  at  Lowell, 
which  were  obtained  from  Philadelphia  in  1830,  were  then  intended 
to  be  used  under  a  pressure  of  150  feet  head,  and  are  now  m  use 
under  200  feet  head,  without  any  signs  of  failure  after  sixty 
years'  use." 

Even  when  immersed  in  the  fresh  water  of  streams  and  rivers, 
this   resistance   to   corrosion   is   manifested.      Cast-iron   cannon   taken 

*  Transactions.  Am.  Soc.  C.  E.,  Vol.  XXIV,  p.  261. 
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from   a   vessel  sunk   in   the   Delaware  River  for  more  than   40   years 
were  perfectly  free  from  rust. 

Summing  up  what  has  been  observed,  it  may  be  said  that  our  ex- 
perience of  250  years  with  cast-iron  pipe  has  not  been  sufficiently  long 
to  establish  just  what  its  life  is. 

Examples  of  Deterioratiox  of  Cast-Irox  Pipe. 
A   knowledge    of   this   fact,   however,   may   lead   to    very   mistaken 
conclusions.      One   of   the   earliest   observations   relating  to   the   rapid 
deterioration  of  cast-iron  pipe  was  that  of  Mr.  Thomas  Duncan,  who, 
in  1853,  in  describing  the  Liverpool  Corporation  Water- Works,'  said : 
"During  the  process  of  taking  up  and  adjusting  the  pipes  in  the 
lower  districts,  near  the  margin  of  tlie  docks,  where  the  soil  is  im- 
pregnated  with   muriate    [common   salt]    they   were   found,   in   manv 
instances,  to  have  become  so  soft,  that  they  could  easily  be  cut  by  a 
knite.     This  was  found  to  be  the  case  where  they  had  not  been  laid 
for  more  than  twenty  years;   whereas,   in  the  higher  districts,  where 
they  had  been  laid  for  nearly  fifty  years,   they  were  found  to  be  as 
good  as  when  first  laid  down.     In  all  instances  the  hardest  pipes  had 
deteriorated  least,  and  were  found  cleanest  on  the  inside."* 

In  other  words,  under  certain  conditions,  cast-iron  pipe  is  not 
durable,  unless  protected.  Therefore,  it  is  of  great  importance  to  the 
engineer  to  determine  just  what  those  conditions  are,  and  how  to  guard 
against  them. 

The  salt  of  the  ocean  is  particularly  destructive  to  cast  iron, 
and  its  action  is  manifested  in  a  peculiar  way,  differing  materially 
from  ordinary  rusting,  scaling,  and  pitting. 

In  contrast  to  the  case  in  which  cast-iron  cannon  removed  from 
the  fresh  waters  of  the  Delaware  River  were  found  to  be  free  from 
rust,  Major-General  Pasleyf  stated  that  the  cannon  of  the  Royal 
George,  which  had  been  sunk  in  the  ocean  for  62  years,  and  of  the 
Edgar,  which  had  been  similarly  submerged  for  133  years,  had  been 
examined  by  him.  The  cast  iron  had  generally  become  so  soft  that 
the  metal,  which  resembled  plumbago  in  appearance,  could  be  readily 
cut  with  a  knife.  The  cast-iron  shot  became  red  hot  on  exposure 
to  air,  and  fell  to  pieces.  The  cannon  hardened  after  a  time,  and 
the  late  William  J.  McAlpine,t  Past-President,  Am.  Soc.  C.  E.,'  said 

*  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  XII,  p.  487. 
■f  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  Ill,  p.  86. 
X  Transactions,  Am.  Soo.  C.  E.,  Vol.  I,  p.  2:^. 
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that  they  were  again  fired.  Be  that  as  it  may,  the  cast-iron  guns 
from  some  ancient  pirate  ship  were  brought  up  from  the  ocean  depths 
off  Holyhead  in  1822,  after  the  lapse  of  a  century.  They  were  quite 
soft,  but  hardened  so  much  on  exposure  to  the  air  that  they  were  used 
to  fire  salutes  to  King  George  IV,  when  he  passed  through  Holyhead 
on  his  way  to  Dublin.*  These  old  guns  were  said  to  have  given 
louder  reports  than  any  others! 

The  chemist,  Berzelius,t  also  refers  to  the  curious  heating  of 
cannon  balls,  and  states  that  some  which  were  raised  at  Ivarlskrona, 
from  a  ship  that  had  been  sunk  for  50  years,  were  found  to  have  been 
converted  into  a  porous,  graphitic  mass  which  heated  spontaneously  on 
exposure  to  air  for  15  min. 

It  is  well  known  that  iron  filings  will  burn  in  the  flame  of  a  candle, 
and  that  very  finely  divided  iron,  obtained  by  the  reduction  of  its 
oxides  in  hydrogen,  is  pyrophorous,  that  is  to  say,  it  ignites  spontane- 
ouslv  on  exposure  to  air.  These  cannon  balls,  therefore,  may  have 
contained  a  remnant  of  metallic  iron  in  an  exceedingly  fine  state  of 
subdivision.  The  heating  may  also  have  been  due  to  tlie  rapid 
change  from  ferrous  to  ferric  hydrate  on  exposure  to  air,  or  to  a 
combination  of  the  two  causes.  Just  why  the  shot  should  heat  up 
and  fall  to  pieces,  when   the   cannon   themselves   did   not,   is   difficult 

to  explain. 

The  corrosive  action  of  sea  water  is  not  uniform  under  all  condi- 
tions, but  may  be  materially  accelerated  or  retarded.  A  case  of  this 
sort  is  cited  by  Mr.  Robert  Mallet::}: 

"Iron  under  certain  circumstances  is  subject  to  a  peculiar  increase 
of  corrosive  action— as.  for  instance,  cast-iron  piling  at  the  mouth 
of  tidal  rivers— from  the  following  cause.  The  salt  water  being  of 
greater  density  than  the  fresh,  forms  at  certain  times  of  tide  an  under 
current,  while  the  upper  or  surface 'water  is  fresh;  these  two  strata 
of  different  constitution  coming  in  contact  with  the  metal,  a  voltaic 
pile  of  one  solid  and  two  fluid  elements  is  formed;  one  portion  of 
the  metal  will  be  in  a  positive  state  of  electrical  action  with  respect 
to  the  other,  and  the  corrosive  action  on  the  former  portion  is  aug- 
mented. The  lower  end  of  an  iron  pile,  for  instance,  under  the  cir- 
cumstances just  mentioned,  wiU  be  positive  with  respect  to  the  other, 

*Reniiie.  Minutes  of  Proceedings,  inst.  G.  E.,  Vol.  IV,  p.  333. 

tTrait6  de  Chimie,  1831,  Vol.  III. 

X  Minutes  of  Proceedings,  Inst.  C.  E.,  1840,  p.  71. 
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and  the  corrosion  of  the  lower  part  will  be  augmented  by  the  negative 
state  of  the  upper  portion,  while  the  upper  will  be  itself  preserved 
m  the  same  proportion." 

This  statement  would  seem  to  be  borne  out  by  observations  on 
the  Brandywine  Lighthouse,*  situated  on  a  shoal  of  that  name  in 
Delaware  Bay,  8  miles  inside  the  Capes.  It  is  founded  on  nine, 
hammered-iron,  screw-piles,  surrounded  by  fifty-two  rolled-iron,  fender- 
piles.  It  was  built  in  1849-50,  in  about  6  ft.  of  water,  but  at  times 
the  scour  and  shifting  sands  have  varied  this  depth  materially.  In 
1873,  an  examination  by  a  diver  revealed  the  fact  that  the  most  seri- 
ous corrosion  was  below  the  surface  of  low  water,  beyond  the  action 
of  the  atmosphere.  In  1879,  one  of  the  fender-piles,  together  with 
a  portion  of  the  cast-iron  socket,  was  broken  off  by  ice.  The  outer 
k  in.  of  this  casting  consisted 

"of  a  soft  dark  gray  coating  of  metamorphosed  iron,  which  could  be 
removed  readily  with  the  finger-nail,  but  the  piece  retained  the  sharp 
outlines  of  its  original  form.  The  coating  became  hard  after  ex- 
posure to  the  air  and  did  not  separate  from  the  iron,  but  the  iron 
seemed  rather  to  have  become  softened  by  the  action  of  the  water 
on  its  surface.     *    *    * 

"No  greater  deterioration,  where  the  wrought  and  cast  iron  were 
in  contact,  was  observable." 

Cases  occur,  and  with  considerable  frequency,  where  trouble  has 
resulted  from  laying  cast-iron  mains  in  saline  soils. 

In  1902,  the  Elizabethtown  Water  Company,  Elizabeth,  N.  J.,  laid 
about  2  miles  of  6-in.,  cast-iron  main  across  salt  meadows.  It  was 
ordinary  coated  water  pipe,  about  0.45  in.  thick,  and  was  laid  about 
8  in.  below  the  surface  of  a  salt  marsh.f  The  surface  of  the  marsh 
was  about  18  in.  above  ordinary  high  water,  and,  therefore,  was  covered 
at  times  by  salt  water.  The  nearest  trolley  is  about  3  miles  away, 
so  that  stray  currents  have  nothing  to  do  with  the  observed  deteriora- 
tion of  the  pipe.  In  1909,  or  only  7  years  after  it  was  laid,  the  pipe 
began  breaking,  under  a  pressure  of  40  lb.,  and  it  became  necessary 
to  renew  the  whole  line  in  1912,  after  a  life  of  only  10  years. 

Internally,  the  pipe  was  in  good  condition.  The  external  appear- 
ance was  equally  good,  there  being  an  entire  absence  of  pitting.     On 

*  Proceedings,  En^rs.  Club  of  Philadelphia,  1884,  p.  129. 
Com^ny'"""^^'''°  furnished  by  Mr.  D.  H.  Townley,  Superintendent,  Elizabethtown  Water 
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closer  examination  this  appearance  was  found  to  be  deceptive,  for, 
in  many  places,  sometimes  the  top,  sometimes  the  bottom,  and,  at 
other  times,  the  sides,  were  found  to  have  large  spots  where  the  iron 
appeared  to  be  leached  out,  so  that  it  could  be  cut  like  putty,  or 
rather  like  soft  graphite,  which  it  strongly  resembled  in  appearance. 
This  action  was  not  regular,  sometimes  skipping  several  feet,  but  was 
worst  at  the  bottom  of  the  pipe.  In  some  instances,  these  soft  places 
had  been  eaten  completely  through  the  walls  of  the  pipe,  which, 
although  not  pitted  or  sweUed  out,  had  entirely  lost  all  the  character- 
istics of  iron.  After  exposure  to  the  air,  this  metamorphosed  iron 
hardened,  just  like  the  cannon  used  in  saluting  King  George  IV   at 

Holyhead. 

At  Perth  Amboy,  N.  J.,  similar  trouble  was  experienced.  A  16-in. 
main,  crossing  a  salt  meadow  for  some  3  500  ft.,  had  to  be  abandoned 
altogether  in  less  than  20  years.  Mr.  A.  H.  Crowell,  Superintendent 
of  the  Water- Works,  under  date  of  March  20th,  1913,  says : 

"Our  second  main,  a  24-in.,  laid  under  the  same  conditions  [as 
the  16-in.  main]  about  seven  years  ago,  now  shows  evidence  of  the 
same  deterioration,  softening  in  spots  so  that  it  may  be  pared  with 
a  knife  on  the  exterior.  This  line  the  Board  has  decided  to  uncover 
and  leave  exposed  in  open  trench  to  the  flow  of  the  tides,  our  ex- 
perience having  shown  that  pipe  when  so  laid  exposed  to  the  light 
and  air  is  not  affected;  in  other  words,  we  have  reached  the  conclu- 
sion that  this  particular  deterioration  occurs  from  chemical  action 
due  to  contact  of  roots  of  salt  grasses.  _ 

"In  connection  with  the  deterioration,  one  peculiarity  noted  is 
that  when  such  pipe  is  removed  and  exposed  to  the  light  and  air 
for  a  period  of  several  weeks  it  will  harden  and  ring  apparently  somid." 

This  pipe,  which  was  laid  in  black  meadow  muck  from  which  salt 
grass  is  cut,  is  buried  with  3  ft.  of  cover.  The  meadow  is  completely 
submerged  at  extreme  tides,  with  an  ordinary  range  of  about  4  ft. 
The  pipe  was  ordinary  gray  cast  iron,  tar-coated,  weighing  140  lb. 
per  ft.,  and  the  deterioration  occurred  at  all  points,  but  principally 
on  the  top  and  upper  sides.  As  in  the  Elizabeth  pipe,  the  exterior 
did  not  pit,  but  deterioration  occurred  from  softening  in  spots  which 

finally  blew  out. 

At  Atlantic  City,  N.  J.,*  the  water  supply  is  delivered  to  the  city 
from  the  Absecon  Pumping  Station,  the  mains  leading  through  salt 

*  Information  furnished  by  Mr.  Lincoln  Van  Gilder,  Engineer  and  Superintendent, 
Water  Department. 
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marsh  for  a  distance  of  22  000  ft.  In  1882,  a  12-in.  cast-iron  main 
was  laid,  which,  in  1888,  was  paralleled  by  a  20-in.,  cast-iron  main; 
and,  in  1901,  the  capacity  was  further  augmented  by  laying  a  30-in. 
steel  main  alongside  the  others.  In  1911,  a  48-in.,  wood  stave  main 
was  laid  parallel  to  the  preceding  three  for  about  7  000  ft.,  after 
which  it  takes  a  different  route  for  the  remainder  of  the  line.  Both 
the  cast-iron  mains  are  soft  in  spots,  and  blow  out  from  time  to  time 
in  places,  under  a  normal  pressure  of  50  lb.  The  deterioration  is 
precisely  like  that  noted  at  Elizabeth  and  at  Perth  Amboy.  The 
steel  pipe  is  even  less  satisfactory.  Though  laid  at  a  later  date  than 
the  two  cast-iron  mains,  it  is  rapidly  deteriorating,  and  6  000  ft.  of 
it  are  now  out  of  service. 

The  top  of  each  of  the  two  cast-iron  mains  is  about  1  ft.  below 
the  surface  of  the  meadow;  the  steel  main  is  about  half  its  diameter 
below   the   surface,   and   the  top   is   covered   with   meadow   sod. 

At  Eichmond,  Va.,*  about  400  ft.  of  6-in.,  cast-iron  pipe,  laid 
in  a  salt  blue  marl,  in  20  years,  became  soft  enough  to  cut  with  a 
knife,  the  action  appearing  to  be  equally  great  at  its  top,  bottom, 
and  sides.  A  trolley  track,  450  ft.  distant,  may  possibly  have  con- 
tributed to  the  disintegration. 

Trouble  has  been  experienced  also  from  saline  soils  at  points  remote 
from  the  ocean.  At  Syracuse,  N.  Y.,  there  are  salt  springs  which 
have  been  used  in  the  manufacture  of  salt  since  their  discovery  by 
the  Jesuits  in  1654.  They  are  situated  along  the  shores  of  Onondaga 
Lake,  and,  in  1797,  were  taken  over  by  the  State,  which  passed  laws 
governing  the  manufacture  of  salt. 

The  Bureau  of  Waterf  of  Syracuse  has  had  much  trouble  from 
the  corrosion  and  disintegration  of  water  pipe  in  the  salt  lands.  A 
line  of  pipe  runs  in  a  very  low  section  of  these  lands,  the  major  part 
of  which  is  under  water  a  large  portion  of  the  year.  The  part  which 
is  continually  submerged,  however,  has  not  disintegrated,  but  that 
adjacent  to  it,  where  the  main  was  laid  about  1904,  began  to  fail  after 
several  years'  service.  The  corrosive  action  appears  to  have  been 
similar  to  that  noted  heretofore.  The  pipe  was  sound  in  parts,  and 
at  the  leaks  it  could  be  cut  with  a  knife.  The  salt  has  been  for 
a  centui*y  at  the  point  where  the  disintegration  occurs. 

*  Information  furnished  by  Mr.  E.  E.  Davis.  Superintendent,  Water-Works. 
t  Information  furnished  by  Mr.  George  A.  Glynn,  Superintendent. 
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A  third  soil  destructive  to  cast-iron  pipes  is  also  noted  by  Mr. 
Glynn  as  occurring  at  Syracuse.     He  says,  in  a  letter: 

"Since  submitting  this  matter  to  you  and  Dr.  Pattee,  I  have  ob- 
served two  cases  of  disintegration  in  differents  parts  of  the  town, 
the  pipe  being  eaten  precisely  as  that  in  Spring  Street.  In  each 
case  the  soil  above  the  pipe  was  composed  in  the  main  of  coal  ashes 
and  apparently  the  constant  trickle  of  water  had  created  some  chem- 
ical action  which  ate  the  pipe.  As  a  layman,  I  have  concluded  that 
coal  ashes,  where  there  is  a  possibility  of  a  flow  or  trickle  of  water 
through  them,  are  responsible  for  this  particular  kind  of  disin- 
tegration." 

A.  A.  Reiraer,*  Assoc.  M.  Am.  Soc.  C.  E.,  notes  an  instance  in 
his  experience  where  an  8-in.  main,  laid  in  clay  and  ashes — marl  with 
some  cinders  mixed  with  it — went  out  of  service  every  6  months. 

In  Germany,  R.  Krzizanf  cites  a  case  where  a  portion  of  an 
asphaltum-coated,  cast-iron,  water  main,  which  had  been  in  service 
for  20  years,  suddenly  became  defective.  A  number  of  conical  holes 
were  scattered  irregularly  over  the  surface  and  were  surrounded  by 
graphite-like  matei'ial  containing  particles  of  metallic  iron.  The 
composition  of  this  corroded  material  is  given  in  Table  1. 

TABLE  1. — Analysis  of  Corroded  German  Water  Pipe. 


Metallic  iron 

Ferric  oxide  and  hydroxide. 

Ferrous  phosphate 

Ferrous  silicate 

Ferrous  sulphate 

Carbon 

Sulphur 

Manganese 

Copper 


5.98 
34.09 
9.63 
37.16 
0.47 
11.42 
0.097 
1.362 
0.296 


100.505 


There  was  nothing  in  the  water  running  through  the  pipe  to  ac- 
count for  this  formation,  but  crystals  of  gypsum  were  distributed 
irregularly  in  the  clay  in  which  the  pipe  was  laid.  Krzizan  attributes 
the  corrosion  to  local  currents  set  up  by  contact  between  the  graphite 
particles  and  the  iron,  in  the  presence  of  a  solution  of  calcium  sulphate 
at  the  points  where  the  crystals  of  gj'psum  were  contained  in  the 
clay  adjacent  to  the  pipe. 


*  Proceedings.  Am.  Water  Works  Assoc,  1910,  p.  263. 
t  Zeitachrift  f iir  oflfentliche  Chemie,  Vol.  XVIII,  p.  433. 
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A  question  arises  as  to  what  effect  the  alkali  soils  of  the  West 
would  have  on  cast-iron  pipe,  and  it  is  hoped  that  information  on 
this  point  may  be  brought  out  in  the  discussion  of  this  paper.  In 
the  effort  to  obtain  some  facts  bearing  on  this  phase  of  the  subject, 
the  soil  survey  of  the  Uncompahgre  Valley,  in  Colorado,  made  by 
Messrs.  Nelson  and  Kolbe  for  the  United  States  Department  of  Agri- 
culture in  1910,  indicated  that  Montrose,  on  the  banks  of  the  Un- 
compahgre River,  had  areas  of  such  high  alkalinity  that  experience 
there  would  be  useful  in  giving  an  idea  of  what  might  be  expected 
in  such  cases. 

"The  source  of  most  of  the  alkali  of  this  area  is  the  underlying 
shales,  and  wherever  they  are  near  the  surface  its  presence  is  assured."* 

The  low  valley  soils  are  also  in  general  heavily  charged  with 
alkali,  the  principal  salts  being  sodium  sulphate  (NagSO^);  sodium 
chloride  (NaCl),  or  common  salt;  calcium  chloride  (CaClj) ;  mag- 
nesium chloride  (MgCU) ;  magnesium  sulphate  (MgSO^) ;  and 
sodium  carbonate  (N^a,C03),  named  in  the  order  of  the  quantities 
in  which  they  occur.  An  analysis  of  a  typical  alkali  crust  found  on 
the  surface  of  the  soil  is  given  in  Table  2.* 

TABLE  2. — Analysis  of  Alkali  Crust. 


Constituent. 

Parts  per 

100  000. 

Constituent. 

Parts  per 
100  000. 

Trace. 

"g'sTo' 
250 

Chlorides  (CD 

2  280 

Sulphates  (SO4 ) 

8  820 

Bicarbonates  (HCO3) 

2  130 

1  160 

17  110 

The  greater  part  of  Montrose  is  underlaid  by  soil  having  an 
alkali  content  of  from  200  to  400  parts  per  100  000.  There  is  a  small 
area  at  its  southwest  corner  where  the  alkali  runs  up  to  600  parts 
per  100  000,  and  another  area  in  the  northwest  portion  where  it  ranges 
from  600  to  1  000  parts  per  100  000. 

Mr.  R.  L.  Smith,  Superintendent  of  Water  Supply,  states  that 
the  system,  which  was  built  in  1888,  consisted  of  4,  6,  and  8-in., 
wrought-iron  pipe,  which  deteriorated  so  rapidly  that  it  was  all  re- 
placed either  by  cast-iron   or  wood  stave  pipe,  except  about  800  ft. 

*  "  Soil  Survey  of  the  Uncompahgre  Valley  Area.  Colorado,"  Nelson  and  Kolbe,  Wash- 
ington, 1912. 


EXlEENAL   CORROSION   OF   CAST-IRON   PIPE 


819 


of  the  8-in.  pipe  in  the  southwestern  part,  which  is  still  in  very  fair 
condition.  Cast-iron  pipe  which  has  been  in  use  for  nearly  20  years 
has  appeared  to  be  in  an  excellent  state  of  preservation,  wherever 
it  has  been  examined,  and  has  never  given  any  trouble.  The  alkali 
soil,  however,  has  been  disastrous  to  the  wire  of  the  spiral-wound 
wood  stave  pipe.  It  was  laid  in  1905  and  will  have  to  be  removed 
within  the  next  couple  of  years.  There  are  no  trolleys,  and  the  pipe 
is  laid  4  ft.  below  the  surface. 

Before  attempting  to  draw  any  conclusions  from  the  facts  pre- 
sented, it  will  be  desirable  to  consider  first  the  composition  and  char- 
acter of  cast  iron,  and  second,  to  review  as  briefly  as  possible  the 
theory  of  its  corrosion,  and  study  some  experimental  data  bearing 
on   the   subject. 

The  Composition  of  Cast  Iron. 

Cast  iron  is  a  substance  of 
varied  composition,  both  phys- 
ically and  chemically,  so  that 
some  conception  of  its  forma- 
tion is  desirable  in  considering  ^' 

p 
its  corrosion.  ^ 

«:> 
O 

It  is  well  known  that  com-  £; 
mon  salt  added  to  water  pro-  p 
gressively  lowers  its  freezing  "" 
point,  until,  with  23.5%  of  = 
salt  present,  the  M^hole  mass  |_ 
freezes  at   —  22°  cent.     Tliis    § 

E-i 

is  said  to  be  the  "eutectic"' 
composition,  a  term  which  is 
used  of  a  compound  substance 
that  has  a  lower  fusing  point 
(or  freezing  point)  than  its 
components  themselves.  The 
freezing  point  is  raised  if  either  more  or  less  salt  is  present. 

The  whole  is  shown  diagrammatically  by  Fig.  3.*  In  percentages 
less  than  the  eutectic,  crystals  of  ice  form  when  the  temperature 
falls  to  the  points  shown  on  the  curve,  A-B,  the  mother  liquor  be- 


-30 


10  20 

Percentage  of  Salt 

Fig.  3. 


*  "  Cast  Iron  in  the  Light  of  Recent  Research,"  Hatfield. 
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coming  more  concentrated,  until  the  eutectic  composition  is  reached, 
at  which  time  the  whole  solidifies.  This  always  occurs  at  a  tempera- 
ture of  —  22°  cent.  If  the  original  solution  contains  more  than  23.5% 
of  salt,  the  solution  progressively  freezes  at  the  temperatures  shown 
on  the  curve,  B-D,  pure  salt  being  deposited  and  the  mother  liquor 
becoming  less  concentrated,  until  at  — 22°  cent.,  it  diminishes  in 
saline  content  to  the  eutectic  composition,  when,  again,  simultaneous 
freezing  takes  place.  The  line,  C-C,  shows  the  freezing  point  of  the 
mother  liquor.  Under  the  microscope,  it  is  seen  that  the  ice  is  not 
homogeneous,  but  consists  of  innumerable  plates  of  salt  and  ice  in 
mechanical  contact. 
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Pig  iron,  similarly,  may  be  termed  a  frozen  solution  of  carbon 
and  iron.  If  no  other  impurities  were  present,  it  would  contain  4.3% 
of  carbon.  Fig.  4*  shows  graphically  how  the  addition  of  carbon 
lowers  the  solidifying  point  to  B,  or  the  eutectic,  and  then  raises  it 
to  D  as  additional  percentages  are  present,  the  line,  C-C,  indicating 
the  constant  solidifying  point  of  the  mother  liquor  at  1  135°  cent. 
The  free  graphite  found  in  cast  iron,  therefore,  is  due  to  the  same 
action  as  the  solid  plates  of  salt  frozen  out  of  the  water,  with  this 
important  difference,  that  whereas  ice  does  not  retain  any  salt  in 
solid  solution,  the  solidified  iron  retains  much  carbon. 

It  has  been  known  for  a  long  time  that  in  pig  iron  which  has 
been    heated    considerably    above    its    fusing   point,    the   carbon    tends 


*  "Cast  Iron  in  the  Light  of  Recent  Research,"  Hatfield. 
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to  separate  in  the  graphitic  form,  whereas  the  same  metal,  heated 
to  a  lower  degree,  on  cooling,  would  retain  more  carbon  in  the  com- 
bined condition.  Much  study  has  been  devoted  to  this  obscure  subject, 
and  a  series  of  modifications  of  iron  and  iron-carbon,  all  due  to 
different  conditions  of  heating  and  cooling,  have  been  investigated, 
but  it  would  be  out  of  place  to  consider  the  subject  in  this  paper. 

To  summarize  briefly:  the  metal  collecting  in  the  bottom  of  a 
blast  furnace  is  a  saturated  solution  of  carbon  in  iron,  and  as  it 
cools  to  the  solidifying  point,  carbide  is  thrown  out  of  solution.  This 
splits  up  into  iron  and  carbon.  Iron  solidifies,  the  mother  liquor  splits 
up,  and  the  same  process  is  repeated.  It  is  analogous  to  the  behavior 
of  the  salt  solution. 

The  carbon  in  a  casting,  amounting  ordinarily  to  between  3  and 
4%,  may  all  be  in  the  combined  state,  forming  the  intensely  hard  car- 
bide of  iron,  FcgC,  with  a  characteristic  white  fracture,  or  it  may 
be  in  the  form  of  free  graphite,  the  numerous  plates  of  which  cut  up 
and  weaken  the  matrix  of  ferrite,  the  whole  having  the  gray  fracture 
found  in  gray  iron. 

Each  added  impurity  (and  many  are  invariably  present)  increases 
the  complexity  of  the  casting,  both  chemically  and  physically,  and  sets 
up  innumerable  nodes  for  electrolytic  differences  of  potential. 

Corrosion  of  Cast  Iron:  Explanatory  Theories. 

The  rusting  of  iron  is  by  no  means  the  simple  process  it  was  once 
thought  to  be.  How  heterogeneous  a  casting  may  be,  both  in  point 
of  composition  and  in  physical  structure,  has  been  shown.  This  adds 
materially  to  the  diificulty,  and  explains  the  often  apparently  dis- 
cordant results  obtained  by  careful  investigators. 

Five  separate  theories  have  been  advanced  to  account  for  the  rusting 
of  iron,  but,  at  present,  three  of  these  have  been  practically  eliminated, 
leaving  only  two  over  which  the  fight  still  wages:  the  acid  theory  and 
the  electrolytic  theory.  The  one  undisputed  fact  is  that  iron  cannot 
rust  in  air  unless  water  is  present,  nor  can  it  rust  in  pure  water 
unless  oxygen  is  present. 

Mr.  J.  Newton  Friend*  has  recently  collated  much  scattered  mate- 
rial, and  has  placed  virtually  all  the  researches  hitherto  made  on  this 
subject  in  the  hands  of  the  investigator.  To  his  work,  the  writer  is 
greatly  indebted.  '    .. 

*  •■  The  Corrosion  of  Iron  and  Steel." 
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Tlie  Acid  Theory. — This  theory  regards  corrosion  as  resulting  from 
an  acid,  usually  carbonic,  which  unites  with  the  iron  to  form  ferrous 
carbonate  (FeCOj)  or  the  soluble  ferrous  hydrogen  carbonate 
(FeH,[C03]2),  and  the  liberated  hydrogen  combines  with  any  dis- 
solved oxygen  in  the  water  to  yield  water.  The  oxygen  of  the  air  next 
converts  the  soluble  iron  salt  into  hydrated  oxide,  or  rust,  liberating 
the  carbon  dioxide  (COj)  which  is  now  free  to  attack  a  fresh  portion 
of  iron.*  With  a  supply  of  water  and  oxygen,  a  small  portion  of  car- 
bon dioxide  could  thus  rust  an  indefinite  quantity  of  iron. 

The  Electrolytic  Theory. — This  theory  holds  that  the  presence  of  an 
acid  is  not  necessary  to  cause  rusting,  but  regards  the  action  as  elec- 
trochemical.f 

To  state  briefly  a  few  of  the  fundamental  principles,  consider  the 
case  of  two  platinum  plates  immersed  in  a  solution  of  common  salt 
(NaCl),  one  plate  connected  to  the  positive  and  the  other  to  the  nega- 
tive pole  of  a  battery.  Hydrogen  will  be  immediately  given  off  at  the 
plate  connected  with  the  negative  pole,  and  oxygen  at  the  positive 
pole.  If  a  few  drops  of  a  solution  of  litmus  are  added,  the  liquid 
around  the  positive  plate  becomes  red,  indicating  the  presence  of  an 
acid,  and  that  around  the  negative  pole  turns  blue,  showing  that  an 
alkali  is  present.  The  appearance  of  the  gases  and  of  the  red  and  blue 
color  is  noted  at  once  when  the  battery  wires  are  connected  to  the 
plates,  even  if  the  latter  are  separated  by  quite  a  quantity  of  solu- 
tion, giving  strong  support  to  the  supposition  that  matter  travels  with 
the  current,  part  toward  the  positive  and  part  toward  the  negative 
pole.  Farraday  named  these  moving  portions  of  the  solution  "ions." 
A  solution  or  a  fused  salt  which  conducts  the  electric  current  is 
termed  an  electrolyte. 

If  a  steel  knife-bla.de  is  immersed  in  a  solution  of  copper  sulphate 
(CuSO^),  iron  dissolves  and  copper  is  deposited,  the  electric  charge 
being  transferred  from  the  ions  of  copper  to  those  of  iron.  Electro- 
chemically,  hydrogen  is  a  metal,  and  is  classed  with  copper  in  relation 
to  iron.  If,  therefore,  iron  is  placed  in  a  solution  containing  hydrogen 
ions,  a  similar  reaction  will  take  place,  iron  being  dissolved  and  hydro- 
gen passing  from  the  electrically  charged  or  ionic  state  to  the  atomic 

*  Crum  Brown,  Journal,  Iron  and  Steel  Inst.,  1888,  No.  II,  p.  129. 

t  Whitney.  Journal,  Am.  Chem.  Soc,  1903,  Vol.  XXV.  p.  394;  Cushman,  "The  Corrosion 
of  Iron,"  Public  Roads  Bulletin  No.  30,  Washington,  1907. 
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or  gaseous  condition,*  and  being  deposited  on  the  iron  blade.  Ferrous 
salts,  as  well  as  ferrous  hydroxide,  are  rapidly  oxidized  to  the  ferric 
state,  if  air  or  oxygen  is  present. 

It  is  a  matter  of  common  observation  that,  when  iron  rusts,  it  does 
not  do  so  uniformly,  but  in  patches  and  spots.  Allerton  S.  Cushman, 
Assoc.  Am.  Soc.  C.  E.,  noticed  that  if  this  rusting  took  place  in 
water  or  in  a  neutral  solution  of  an  electrolyte,  such  as  salt,  to 
which  a  little  phenol-phthalein  had  been  added,  a  pink  color  de- 
veloped, and  this  was  confined  to  certain  nodes  or  spots.  This 
pink  color  is  a  proof  of  the  presence  of  hydroxyl  ions,  and  thus 
indicates  the  negative  poles.  Professor  Walkerf  suggested  adding  a 
trace  of  potassium  ferricyanide  to  the  solution,  in  order  to  show  the 
positive  poles.  If  iron  goes  into  solution,  ferrous  ions  must  appear, 
which,  with  the  ferricyanide,  form  Turnbull's  blue.  Walker  further 
suggested  stiffening  the  reagent  with  gelatine  and  agar-agar  to  pre- 
serve the  effect  produced.  This  reagent,  which  indicates  at  once  the 
positive  and  negative  poles,  with  the  ferrous  ions  shown  by  blue  at  the 
positive  and  the  hydroxyl  ions  by  pink  at  the  negative  poles,  was  named 
ferroxyl  by  Mr.  Cushman. 

Later,  the  writer  will  show  the  behavior  of  some  of  the  corroded 
water  pipes  when  ferroxyl  is  applied. 

Whatever  may  be  the  abstract  facts  concerning  the  electrolytic  and 
acid  theories,  if  absolutely  pure  iron,  pure  oxygen,  and  pure  water  are 
used,  both  reactions  take  place  under  actual  conditions  of  corrosion. 

Natural  waters  are  usually  charged  with  dissolved  oxygen  and  car- 
bon dioxide  from  the  air,  thus  readily  permitting  the  action  of  carbonic 
acid  on  the  iron.  Even  the  purest  commercial  wrought  irons  are  not 
homogeneous,  either  physically  or  chemically,  so  that  electrolytic  action 
also  comes  into  play. 

Conditions  Contributing  to  Corrosion. 

Hale,:}:   in  studying  experimentally  the  corrosion   of  iron  pipes  by 

water  flowing  through  them,  concluded  that  practically  carbonic  acid, 

coupled  with  dissolved  oxygen,  is  a  most  potent  factor  in  corrosion. 

The  iron  is  dissolved  as  bicarbonate  with  the  release  of  hydrogen : 

Fe  +  2H,C03  =  ^eH,  (CO3) ,  +  H,. 

*  Whitney,  Journal.  Am.  Chem.  Soc,  1903,  Vol.  XXV,  p.  394  ;  Cushman,  "The  Cor- 
rosion of  Iron,"  Public  Roads  Bulletin  No.  30,  Washington,  1907. 
t  Journal,  Am.  Chem.  Soc,  1907,  Vol.  XXIX,  p.  1257. 
i  Journal,  Am.  Public  Health  Assoc,  Vol.  Ill,  p.  1337. 
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About  20%  of  this  hydrogen  re-united  with  the  dissolved  oxygen  in  the 
water.  The  soluble  iron  bicarbonate  was  oxidized  also  by  the  dis- 
solved oxygen  to  insoluble  red  oxide,  setting  free  the  carbonic  acid : 

4FeH2(C03)2  +  O2  +  4H2O  =  2Fe303  +  SH^COg. 
This  freed  carbonic  acid  again  dissolves  more  iron  and  is  again  set 
free,  until  all  the  oxygen  is  exhausted.  As  a  result  of  the  catalytic 
action  of  the  carbonic  acid  and  water,  a  very  large  quantity  of  iron  is 
corroded  for  each  part  per  million  of  dissolved  oxygen.  Theoretically, 
10  parts  per  million  of  dissolved  oxygen  produce  126  parts  per  million 
of  FcgO^,  expressed  as  Fe;  whereas,  if  the  hydrogen  were  oxidized  and 
not  set  free,  the  quantity  oxidized  by  10  parts  of  oxygen  would  be  only 
31  parts  per  million  of  iron.  By  experiment,  Hale  found  that  from  75 
to  80%  of  the  theoretical  quantity  of  iron  was  actually  oxidized. 

Although,  theoretically,  the  oxide  is  the  final  stage,  the  differing 
colors  of  red,  green,  brown,  and  black  indicate  that  the  iron  exists  in 
hydrated  form,  except  when  formed  in  the  hot  way. 

Hale  also  found  that  the  rate  of  corrosion  increased  proportionately 
to  the  increase  of  free  carbonic  acid.  Analyses  for  soluble  iron  and 
dissolved  oxygen  proved  that  this  increase  was  due  to  the  fact  that 
the  carbonic  acid  dissolved  the  iron  more  rapidly,  and  more  iron  being 
in  solution,  oxidation  is  hastened. 

The  aqueous  solutions  of  most  acids  dissolve  iron.  For  example,  if 
hydrochloric  acid  is  used,  ferrous  chloride  and  hydrogen  are  the  re- 
sultant products,  the  former  oxidizing  into  ferric  chloride  in  the  pres- 
ence of  air.  If  only  a  trace  of  acid  is  present,  the  iron  will  be  de- 
posited from  the  solution  as  hydrated  ferric  oxide  or  rust. 

Cast  iron  subjected  to  the  slow  action  of  dilute  acids,  as,  for  ex- 
ample, acid  water  from  mines,  retains  unchanged  the  external  shape 
of  the  casting,  but  the  composition  of  the  metal  is  altered,  iron  being 
removed  in  solution. 

Very  dilute  solutions  of  alkaline  hydroxides,  such  as  sodium  hy- 
droxide (NaOH),  or  caustic  soda,  and  calcium  hydroxide  (Ca[0H]2), 
or  slaked  lime,  rapidly  absorb  cai-bon  dioxide,  forming  carbonates 
which  in  such  dilute  solution  do  not  prevent  the  iron  from  rusting. 
On  the  contrary,  by  hastening  the  absorption  of  oxygen  by  the  iron, 
they  increase  corrosion. 

If  a  plate  of  iron  is  cleaned,  weighed,  and  placed  in  a  beaker  with 
either  water  or  a  solution  of  a  salt,  and  after  remaining  in  the  solu- 
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tion  for  some  fixed  period,   is  removed,   cleaned,   dried,   and  weighed, 
the  loss  in  weight  measures  the  quantity  of  corrosion. 

Taking  100  as  the  rate  of  corrosion  of  pure  iron  in  water.  Fig.  5 
shows  the  rates  in  varying  strengths  of  salt  (NaCl)  and  sodium  sul- 
phate (Na^SO^lOHjO),  according  to  the  experiments  of  Friend  and 
Brown.*  The  surprising  fact  is  that,  whereas  dilute  solutions  of  these 
salts  increased  the  corrosive  action  of  water,  stronger  solutions  exerted 
less  corrosive  action  on  pure  iron  than  water  alone.  This  bears  out 
the  experiments  of  Adie,  made  some  69  years  ago.f  He  took  weighed 
pieces  of  wrought  and  cast  iron;  immersed  some  in  pure  water  and 
some  in  saturated  solutions  of  salt,  and  after  the  lapse  of  several  days, 
re-weighed  them,  with  the  results  shown  in  Table  3. 

DIAGRAM   SHOWING   CORROSIVE  ACTION 
OF  SOLUTIONS  OF  SEVERAL  SALTS 


50  100  150  300  250 

Concentration  of  Salt  in  Grammes  per  Liter 

Fig.  5. 

TABLE  3. 
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350 


Conditions  of  the  experiments. 


Twenty  pieces  of  wrought  iron,  weighing  374 
grains,  exposed  for  80  days 

Three  rods  of  cast  iron,  weighing  787  grains, 
exposed  for  63  days 


Loss  in  fresh  water, 
in  grains. 


Loss  in  salt  water, 
in  grains. 


1.9 
1.6 


0.1 
0.4 


Both  kinds  of  iron  were  corroded  much  more  in  the  fresh  water  than 
in  the  saturated  solution  of  salt  water.  Adie  attributed  this  to  the 
decreased  solubility  of  oxygen  in  salt  solutions.  Friend  proved  ex- 
perimentally that,  in  the  absence  of  air,  solutions  of  sulphates  and 
chlorides  of  sodium,  and  potassium  have  no  action  on  pure  iron. 


*  "  Corrosion  of  Iron  and  Steel,"  by  J.  Newton  Friend,  1911. 
+  Minutes  of  Proceedings,  Inst.  C.  E.,  1845,  Vol.  IV,  p.  333. 
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Rain-water,  particularly  in  thunder-storms,  contains  nitric  acid 
or  nitrates,  and  polluted  waters  also  may  contain  nitrates  and  nitrites 
in  solution.  The  curves  on  Fig.  5,  showing  the  corrosive  action  of 
potassium  nitrate  and  of  potassium  sulphate,  also  from  Friend  and 
Brown,  are  interesting,  the  more  so  as  it  is  very  dilute  solutions  of 
these  substances  which  are  ordinarily  encountered.  As  these  curves 
show,  their  corrosive  effect  is  then  at  a  maximum. 

Magnesium  and  ammonium- chlorides  are  found  to  corrode  iron, 
even  in  the  absence  of  air.  This  gives  a  clue  to  the  particularly 
destructive  effect  of  sea  water  (which  contains  magnesium  chloride) 
on  cast  iron,  even  at  great  depths  below  the  surface,  where  fresh 
water  would  not  contain  enough  dissolved  oxygen  to  exert  any  dele- 
terious influence  on  the  iron. 

With  mixtures  of  two  or  more  electrolytes  in  one  solution,  the 
subject  becomes  so  broad  that  a  vast  amount  of  investigation  remains 
to  be  done. 

ACTION  OF  MIXTURES  OF   KOH  AND  KCI    ON    IRON, 

ACCORDING  TO  J.N. FRIEND 


50  100  150  300  250  3(50 

Concentration  of  Potassium  Chloride,  in  Grammes  per  Liter 


It  is  very  important,  however,  to  have  some  idea  of  what  occurs 
under  such  circumstances.  Friend*  placed  36  pieces  of  pure  iron  foil 
in  a  series  of  hard  glass  beakers,  the  first  containing  water,  and  the 
others  containing  water  in  which  varying  quantities  of  potassium 
chloride  and  potassium  hydroxide  (caustic  potash)  were  dissolved. 
These  were  allowed  to  remain  28  days,  after  which  the  iron  plates 
were  removed,  cleaned,  and  weighed.  The  results  are  shown  graphi- 
cally by  Fig.  6.  From  this  it  will  be  seen  that  pure  water  corrodes 
iron  much  more  rapidly  than  water  containing  caustic  potash;   that 

*  Journal,  Iron  and  Steel  Inst.,  191!. 
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the  corrosive  action  is  greatly  increased  by  the  presence  of  potassium 
chloride;  that  increasing  quantities  of  chloride  first  increase  and 
then  gradually  diminish  the  intensity  of  corrosive  action;  and  that 
increasing  quantities  of  caustic  potash,  after  a  temporary  increase 
in  dilute  solution,  diminish  corrosive  action,  finally  inhibiting  it  al- 
together. It  is  this  action  of  alkalis  which  explains  the  protection  of 
steel  and  iron  in  concrete,  the  alkalis  in  the  cement  exerting  a  pro- 
tective action,  in  spite  of  the  simultaneous  presence  in  the  cement 
of  corrosive  electrolytes  such  as  sulphates  of  magnesium  and  alka- 
line earths. 


IJlilL 


aa 


RELATION  OF  SUPERFICIAL  AREA  OF 
WATER  TO  RATE  OF  CORROSION 

F^G.    7. 

We  have  seen  what  an  important  part  oxygen  plays  in  corrosion. 
Friend*  showed  experimentally  how  this  might  be  affected  by  physical 
conditions.  For  example,  Fig.  7  shows  three  vessels,  in  each  of  which 
was  laid  a  piece  of  pure  iron  foil  covered  with  tap  water.  On  the 
surface  of  the  water  were  disks  of  paraffin,  having  holes  of  various 
sizes  cut  in  them,  exposing  progressively  smaller  areas  of  water  sur- 
face to  absorb  oxygen  from  the  air.  After  5  days,  the  pieces  of  iron 
foil  were  weighed,  and  the  relative  results  are  given  in  Table  4. 

TABLE   4. — Relation  of   Superficial  Area  of  Water   to  Rate  of 

Corrosion. 


Superficial  area  of  water,  in  square 
centimeters. 


Relative  corrosion. 


56.8 

100 

12.6 

58 

0.8 

14 

The  rate  of  motion  of  water  also  has   a  bearing  on  the  rapidity 
of   corrosion.      In   certain   circumstances,    it   causes    greater   aeration. 


*  •'  The  Corrosion  of  Iron  and  Steel."  p.  75. 
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and  it  also  brings  a  constantly  renewed  supply  of  air  to  the  rusting 
metal.  Mr.  M.  B.  Jamieson*  gives  an  interesting  example  of  this, 
illustrated  in  Fig.  8,  in  which  a  main,  running  from  a  larger  main 
at  4  to  a  dead  end  at  C,  had  a  number  of  side  branches  taken  off  it. 
There  was,  therefore,  a  continually  diminishing  quantity  of  water 
and  a  diminished  rate  of  flow,  the  greater  the  distance  from  A. 
After  45  years  of  use,  the  pipe  was  found  almost  choked  with  rust 
at  A,  but  with  less  and  less  of  it  as  the  point  C  was  approached. 
The  pipe  was  practically  clean  from  B  to  G. 


WATER  MAIN,  SHOWING  RELATION  OF 
VELOCITY  TO  CORROSION 

Fig.   8. 

An  interesting  series  of  investigations  showing  this  relation  was 
undertaken  by  Heyn  and  Bauer.f  and  is  quoted  by  Friend.  Two 
weighed  plates  of  cast  iron  were  hung  from  a  bent  glass  rod  in  a 
beaker  and  covered  with  water.  A  stream  of  running  water  was  ad- 
mitted by  a  glass  tube  and  the  excess  was  allowed  to  run  away  over 
the  sides  of  the  beaker,  the  operation  being  continued  for  a  period 
of  3  weeks.  Several  beakers  were  used,  the  rate  of  flow  being  different 
in  each,  all  other  conditions  being  the  same.  At  the  end  of  the  ex- 
periment, the  plates  were  cleaned  and  weighed,  the  loss  showing  the 
corrosion.  Fig.  9  shows  the  results  of  these  experiments.  It  will 
be  seen  that  a  gentle  flow  increases  the  corrosion  to  more  than  eight 
times  that  in  still  water,  but  that  it  gradually  diminishes  as  the  rate 
of  flow  increases. 

It  is  a  noticeable  fact  that  in  most  cases  of  bad  pipe  corrosion  that 
have  come  to  the  writer's  notice,  not  only  was  there  salt  water,  aera- 
tion, and  more  or  less  motion  in  the  water,  but  the  pipes  were  laid, 
as  a  rule,  in  muck  with  rank  swamp  vegetation  and  life  in  close  con- 
tact with  the  metal.     The  action  of  living  matter,  therefore,  becomes 

*  Minutes  of  Proceedings.  Inst.  C.  E.,  1881,  Vol.  LXV,  p.  323. 

+  Mitteilungen  aus  dem  KOniglichen  Mat«rialprufungsamt.  Berlin.  1010.  Vol.  XXVITI, 
p.  93  et  seq. 
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a  subject  of  interest,  and  will  be  found  to  merit  careful  consideration 
in  many  instances  in  which  it  has  not  hitherto  been  given  a  thought. 
The  direct  action  of  any  organism  is  doubtful,  although  it  is  known 
that  organisms  do  occur  in  the  tubercles  forming  on  the  inside  of 
water  mains.  Dr.  Brown*  states  that  "Organisms  are  found  in  some 
incrustations  and  may  modify  their  composition;  on  the  other  hand, 
incrustations  are  often  free  from  every  trace  of  life."  Mr.  Richard 
Gainesf  found  it  probable  that  certain  sulphur  bacteria  were  respon- 
sible in  part  at  least  for  rust  tubercles  and  pitting  in  conduits.  He 
also  cites  a  case  in  which,  during  repairs  to  the  foundations  of  a 
bridge  across  Lake  Hauser,  Montana,  the  workman  called  the  attention 
of  the  chief  engineer  to  protuberances  which  they  called  "shell  rust" 
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and  which  were  found  scattered  over  the  surface  of  submerged  steel- 
work. Schorler  identified  in  this  rust  Gallionella  ferruginea  in  large 
quantities.  Apparently,  the  iron  is  dissolved  by  some  acid  secretion 
from  these  organisms,  and,  in  this  instance,  the  structural  damage 
to  this  bridge  which  had  only  been  in  service  for  one  year,  had  been 
enormous.  It  is  even  necessary  to  consider  the  earthworm.  It  has 
been  estimated  that,  on  an  average,  some  25  000  worms  exist  in  every 
acre  of  soil.  Darwin:};  concludes  from  his  observations  that  each  worm 
annually  ejects  20  oz.  of  soil  as  castings,  which  means  that  15  tons 
of  soil  in  every  acre  of  land  pass  through  the  worms  each  year.  These 
castings   are   acid   when   fresh,   and   contain   also   small   quantities   of 

*  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  CLVI. 
t  Chemical  News,  1910,  Vol.  CI,  p.  205. 
t  "Vegetable  Mould  and  Earthworms." 
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ammonia.  With  15  tons  of  acidified  soil  per  acre  per  annum,  with 
a  small  admixture  of  ammonium  salts,  there  may  well  be  a  corrosive 
action  on  any  embedded  iron. 

Darwin  placed  some  worms  in  a  pot  of  sand  which,  owing  to  the 
presence  of  ferric  oxide,  was  red  in  color.  The  sand  which  passed 
through  the  worms  and  was  found  in  their  burrows,  was  bleached, 
and  on  microscopic  examination,  it  was  found  that  the  ferric  oxide 
was  completely  dissolved.  Acetic  acid  scarcely  produced  any  effect 
on  this  sand,  yet  the  acid  secretions  of  the  worms  decolorized  it 
effectually. 

Of  still  greater  importance,  probably,  is  the  action  of  plants : 

"Young  roots,  and  especially  root  hairs,  in  addition  to  exhaling 
carbonic  acid,  excrete  stronger  acids  or  acid  salts  by  means  of  which 
they  dissolve  insoluble  bodies.  That  this  is  the  case  is  readily  demon- 
strated by  allowing  the  roots  to  grow  upon  a  polished  plate  of  marble, 
when  the  latter  will  be  so  corroded  as  to  exhibit  an  etched  pattern 
showing  the  path  of  the  roots.  By  placing  the  roots  upon  paper  dyed 
with  litmus  or  other  sensitive  indicator  their  acidity  may  readily  be 
demonstrated.  Furthermore,  when  plants  decay,  humus  acids  resvdt 
which  are  powerful  solvents."'* 

Our  knowledge  of  the  humic  acids  is  very  meager.  It  has  been 
generally  considered  that  they  had  an  important  role  in  the  corrosive 
action  of  swampy  waters.  J.  W.  Ledoux,f  M.  Am.  Soc.  C.  E.,  was 
troubled  with  the  corrosive  action  of  water  at  Charleston,  S.  C.  This 
water  was  obtained  from  a  reservoir  covering  2  300  acres  and  sub- 
merging a  large  quantity  of  peaty  matter,  much  of  it  15  ft.  deep, 
a  large  part  of  the  water-shed  of  some  49  sq.  miles  being  low  and 
swampy.  He  made  a  series  of  tests  by  boiling  weighed  pieces  of  piano 
wire  in  500  cu.  cm.  of  the  water.  This  was  done  with  raw  water, 
water  previously  boiled  to  free  it  from  oxygen  and  carbonic  acid,  and 
water  to  which  various  alkalis  had  been  added.  The  loss  in  weight 
of  the  wire  determined  the  relative  corrosion.     He  was 

•'unable  to  determine  whether  ionization  is  the  cause  of  the  trouble, 
but  rather  believes  in  the  theory  that  the  raw  water  contains  organic 
compounds  which  are  corrosive  in  effect  and  with  the  elimination  of 
organic  matter  as  the  result  of  the  use  of  sulphate  of  alumina  and 
filtration,  these  effects  largely  disappear." 

*  Friend,  "'  Corrosion  of  Iron  and  Steel,"  p.  105. 
1  Engineering  Record,  Vol.  LX.  p.  701. 
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The  indirect  action  of  humus  may  be  extensive  under  certain  con- 
ditions. Jodidi*  refers  to  the  fact  that  the  amount  and  nature  of 
humus  formed  depends  on  the  organic  materials  which  undergo  humi- 
fication,  on  temperature,  moisture,  aeration  of  soil,  presence  of  salts, 
acids,  etc.,  and  the  character  and  quality  of  microbes  present.  The 
comparatively  easily  soluble  products  are  leached  out,  and  the  less 
soluble  ones  accumulate  in  the  humus.  The  humus  is  further  oxi- 
dized by  the  action  of  air;  the  carbon  to  carbon  dioxide;  the  hydrogen 
to  water;  the  nitrogen  to  nitric  acid;  and  the  sulphur  to  sulphuric 
acid ;  and  putrefaction  leads  to  a  number  of  secondary  products,  such 
as  amino  acids  and  acid  amides. 

How  important  these  acids  may  become  practically  is  illustrated 
by  some  recent  experiences  in  Illinois.  Clifford  Older,  Assoc.  M.  Am. 
Soc.  C.  E.,  in  a  paperf  before  the  Illinois  Society  of  Engineers 
and  Surveyors,  says : 

"In  southern  Illinois  a  peculiar  condition  exists  which  undoubtedly 
has  a  material  bearing  on  the  corrosion  of  steel  structures.  In  that 
portion  of  the  State  popularly  known  as  Egypt,  a  large  proportion  of 
the  surface  soil,  when  tested,  shows  a  marked  acid  reaction.  This 
condition  exists  generally  throughout  the  greater  part  of  the  state 
which  lies  south  and  east  of  the  Kaskaskia  River  and  south  of  the 
latitude  of  Mattoon.  To  a  less  marked  degree,  the  soil  is  acid  in 
many  places  elsewhere  in  the  state  where  land  has  been  farmed  for 
50  years  or  more. 

"This  acid  condition  does  not  exist  for  a  depth  of  more  than  a 
few  inches,  and  steel  buried  at  a  greater  depth  does  not  seem  to  ex- 
hibit any  unusual  tendency  to  corrode." 

He  notes  the  complete  destruction  of  the  webs  of  I-beams  and 
channels  having  a  thickness  of  I  in.  in  from  10  to  12  years. 

Dr.  Adeney  ascribes  the  corrosive  action  of  the  Vartry  water  sup- 
ply of  Dublin  to  the  presence  of  minute  quantities  of  peaty  matter, 
which  ferment  slowly,  with  the  formation  of  carbonic  acid,  as  well 
as  small  quantities  of  nitric  acid. 

The  destructive  effect  of  carbonic  acid  has  already  been  referred 
to;  in  swampy  waters,  for  the  reasons  mentioned,  it  is  high,  and,  in 
many  well  waters,  it  is  very  high.     It  is,  moreover,  very  soluble  in 

*  "  The  Chemistry  of  Humus."  Journal  of  the  Franklin  Inst.,  Vol.  176,  p.  565. 
t  Engineering  News,  Vol.  LXXI,  p.  354. 
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water,  so  that  it  is  in  available  form  to  attack  any  iron  exposed  to 
its  influence.  •■''.«     .'•-'  ■  .'" 

It  can  be  readily  understood,  therefore,  that,  by  their  various  se- 
cretions, plants  and  animals  are  important  accessories  in  the  corrosion 

of  iron. 

Conditions  Inhibiting  Corrosion. 

In  reviewing  the  conditions  contributing  to  corrosion,  it  was  shown 
that  whereas  dilute  solutions  of  allcalis  did  not  retard  corrosion,  strong 
solutions  neutralize  the  acids  and  preserve  the  iron  for  an  indefinite 
period.  Mr.  Allerton  S.  Cushman  found  that  5%  of  lime  applied  to 
boggy,  sour  land  exerted  a  pronounced  retarding  action  on  the  cor- 
rosion of  ironwork  embedded  in  it.*     The  same  authority  further  says: 

"There  should  be  many  cases  where  the  property  of  alkalis  to 
inhibit  corrosion  could  be  made  of  more  practical  use  than  has  been 
done.  Whenever  iron  posts  or  standards  are  set  directly  in  the  ground, 
the  liberal   use   of   slaked   lime   should   be   beneficial." 

The  effect  of  concrete  in  protecting  iron  and  steel  was  referred 
to  when  discussing  the  action  of  two  or  more  electrolytes  in  one 
solution. 

Cast  iron  is  obtained  by  pouring  the  molten  metal  into  sand 
moulds.  The  outer  skin,  therefore,  is  silicious.  It  has  long  been  known 
that  silicon  tends  to  protect  iron  from  corrosion,  and  Jouvef  has 
shown  that  a  20%  alloy  of  iron  and  silicon  is  not  attacked  by  acids, 
but  is  virtually  uncorrodible.  Wallacet  refers  to  having  seen  natives 
in  India  forge  iron  on  a  stone  anvil,  and  says  this  iron,  which  was 
charcoal  iron,  does  not  rust  on  exposure  to  the  weather,  but  takes  on 
a  fine  brown  patina.  The  question  was  raised  whether  the  stone 
anvil  did  not  siliconize  the  skin  of  the  iron.  In  the  experiments  by 
Messrs.  McCoUum  and  Logan§,  it  was  found  that,  under  a  given 
length  of  exposure  in  soil,  if  the  corrosion  of  machined  cast  iron  be 
considered  as  100,  that  of  cast  iron  still  retaining  the  original  surface 
as  cast  would  be  only  93.  Krohnke||  also  notes  the  fact  that  the 
surface  formed  when  pipes  are  cast,  enables  them  to  resist  attack  for 
a  long  time. 

*  Journal,  Iron  and  Steel  Inst.,  1909,  Vol.  LXXIX,  p.  33. 

t  Friend.  "  Corrosion  of  Iron  and  Steel,"  p.  229;  Jouve,  Journal,  Iron  and  Steel  Inst., 
1908,  Vol.  LXXVIII,  p.  310. 

X  Journal,  Iron  and  Steel  Inst.,  1908,  Vol.  LXXVI,  p.  84. 
§  "  Electrolytic  Corrosion  of  Iron  in  Soils,"  p.  31. 
I]  (iesundheits-Ingenieur,  Vol.  XXXIII,  p.  303. 


Fig.   10. — Fountain  of  Neptune  at  Versailles. 


Fig.  11. 


-Behaviob  of  Tin  (A)  and  Zinc  (B)  in  Retarding 
Corrosion  of  Iron. 
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Thwaite  prepared   a   table   (reproduced  as   Table   5)    from   various 
published  data,  showing  well  the  protective  effect  of  this  skin. 

TABLE    5. — Eelative    Corrosion   of   Cast   Iron   with   and   without 

"Skin". 


Metal. 

Foul  sea 
water. 

Clear  sea 
water. 

Foul  river 
water. 

Pure  air  and 
clear  river  water. 

City  air 
or  sea  air. 

3.500 
12.275 

3.386 
4.738 

2.034 
3.884 

0.604 
0.584 

2.637 

Cast  iron  (skin  removed 

4.763 

Silicon  is  an  undesirable  alloy  for  iron  in  many  ways,  so  that  a 
surface  treatment,  such  as  naturally  occurs  in  casting,  is  probably 
the  only  method  of  making  use  of  its  rust-inhibiting  properties. 

Chromium,  nickel,  and  copper,  when  present  in  small  quantities, 
contribute  greatly  to  the  resistance  of  iron  to  corrosion.  A  steel  con- 
taining about  1%  of  chromium  was  found  by  Hadfield  to  corrode  about 
half  as  much  as  ordinary  mild  steel.  Similarly,  3%  of  nickel  added 
to  steel  reduced  its  relative  corrosion  in  salt  water  as  compared  with 
open-hearth  steel,  about  50  per  cent.* 

Phosphorus  in  iron  also  retards  corrosion,  differing  in  this  respect 
from  sulphur,  which,  by  forming  sulphuric  acid,  powerfully  attacks 
the  metal. 

The  coating  of  iron  with  zinc  and  tin  is  also  used  to  inhibit 
corrosion.  Zinc  is  electro-positive  to  iron,  and  if  the  two  metals  are 
in  contact,  and  are  immersed  in  a  corroding  solution,  the  zinc  will 
pass  into  solution  and  the  iron  will  remain  unaffected.  Galvanizing, 
therefore,  is  not  merely  a  mechanical  shield  to  the  iron,  but  protects 
the  metal  for  some  distance  around  it.  It  is  well  to  emphasize  this 
fact,  as  it  is  a  point  frequently  misunderstood.  In  a  pocket  manual 
of  tables  and  information  for  engineers,  bearing  the  date  of  1911, 
this  statement  occurs :  "With  both  zinc  and  iron  exposed  and  in  con- 
tact with  water,  corrosion  proceeds  mere  rapidly  than  it  would  if 
the  zinc  were  not  present."  This  statement  is  absolutely  misleading 
and  erroneous. 

Tin,  on  the  contrary,  is  not  electro-positive  to  iron.  Being  itself 
practically  unaffected  by  corrosion,  it  protects  the  iron  mechanically. 
The  tin  coating,  as  commercially  applied,  is  full  of  minute  pin  holes. 

*  Friend,  "  Corrosion  of  Iron  and  Steel."  pp.  217-225. 
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It  does  not  inhibit  corrosion  of  the  iron  at  these  points,  thereby  dif- 
fering from  zinc.  Fig.  11  shows  well  the  dissimilarity  between  the 
two  metals  in  this  respect.  A  plate  of  polished  sheet  iron  was  placed 
in  a  dilute  solution  of  salt  and  water.  At  A  was  laid  a  lump  of 
granulated  tin  and  at  B,  a  lump  of  granulated  zinc.  In  the  photo- 
graph may  be  seen  the  area  of  polished  iron  free  from  rust  around 
the  lump  of  zinc,  whereas  the  tin  had  absolutely  no  effect  in  protecting 
the  iron  in  its  vicinity. 

A  Study  of  Typical  Cases  of  Deterioratiox  of  Cast-Irox  Pipe. 

With  these  various  facts  in  mind,  an  examination  of  certain 
typical  cases  of  pipe  failure  may  give  information  of  value  to  the 
engineer  who  is  called  on  to  design  works  involving  pipes  subjected 
to  deleterious  influences. 

It  has  already  been  noted  that  most,  if  not  all,  pipe  failures  occur 
from  the  influence  of  salt  or  saline  waters. 

K  10-in.  main  runs  southward  from  Elizabeth,  N.  J.,  through  the 
meadows  to  Morse's  Creek.  At  this  point,  it  is  continued  by  a  6-in. 
line,  also  running  southward.  The  general  elevation  of  the  meadow, 
as  previously  mentioned,  is  about  IS  in.  above  mean  high  tide,  and 
the  bottom  of  the  pipe  is  approximately  at  the  level  of  mean  high 
tide.  There  is  no  trolley  near.  Curiously  enough,  the  10-in.  pipe, 
which  w^as  laid  in  1893,  has  shown  no  appreciable  deterioration  except 
at  a  point  opposite  the  works  of  the  Standard  Oil  Company,  where 
escaping  acid  waters  caused  corrosion.  The  6-in.  line,  although  not 
laid  until  1902,  has  broken  down  completely.  Both  sizes  were  made  by 
the  Warren  Foundry  Company,  and  there  is  no  apparent  reason  for 
the  greater  resisting  power  of  the  10-in.  line. 

The  salt  marsh  is  intersected  by  creeks  and  ditches,  and  the  sur- 
face is  largely  covered  with  fox  grass.  There  are  patches  too  wet 
for  the  fox  grass,  and  these  are  covered  with  what  is  known  as  quill 
sage,  a  coarse,  rank,  swamp  growth.  It  is  in  these  patches  that  the 
chief  damage  to  the  pipe  occurs.  Fig.  12  illustrates  the  character 
of  these  meadows.  The  coarseness  of  the  quill  sage  distinguishes  the 
patches  covered  by  it  from  those  on  which  the  finer  fox  grass  is  found. 

Fig.  13  shows  a  photograph  of  a  ring  of  the  6-in.  pipe,  and  Fig.  14 
shows  a  section  of  this  pipe.  In  the  ring,  two  places  deeply  corroded 
will  be  noticed  at  "B",  and  yet  the  exterior  is  smooth,  to  casual  ex- 


Fig.   12. — Salt  Meadow,  Elizabeth,  N.  J.,  Showing  Coarse  Patches  of  Quill 
Sage  Among  the  Fine  Fox  Grass. 


Fig.   13. — ^RiNG  FROM  6-lNCH  Cast-Iron  Main, 
Elizabeth,  N.  J.,  Showing  Corrosion. 
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amination  sound,  and  is  neither  swelled  nor  pitted,  but  retains  its 
original  sharp  outline.  At  "A"  the  same  thing  is  noticed,  except  that 
a  slight  crack  occurs  between  the  sound  and  corroded  parts  in  one 
place.  Just  below  "A",  the  corrosion  extends  nearly  through. the  pipe. 
This  condition  exists  in  the  section  shown  in  Fig.  14,  where  the  pipe 
has  been  completely  penetrated.    The  interior  is  smooth  and  not  tuber- 

culated. 

The  corroded  portion  has  the  general  appearance  and  consistency 
of  graphite,  and  cuts  like  that  substance.  When  first  removed  from 
the  swamp,  it  is  much  softer,  more  like  soft  putty.  When  it  is  pul- 
verized for  analysis  it  is  brown,  and  makes  a  brown  streak.  It  is 
possible  to  write  on  paper  with  a  fragment  of  the  pipe,  the  marks 
resembling  those  made  by  a  brown  crayon. 

If  some  filings  of  the  unchanged  metal  are  sifted  on  a  card  beneath 
which  is  placed  a  horse-shoe  magnet,  they  arrange  themselves  in 
magnetic  curves,  as  shown  to  the  left  of  Fig.  15.  Filings  from  the 
corroded  part,  on  the  contrary,  if  also  sifted  on  a  card  with  the 
magnet  beneath,  fall  as  an  inert  mass,  which  is  shown  on  the  right 
of  Fig.  15.  From  this  it  will  be  seen  that,  when  carried  to  com- 
pletion, the  iron  is  completely  changed  from  the  metallic  state,  and 
that  which  is  not  leached  out  as  chloride,  remains  as  hydroxide. 

One  piece  of  the  corroded  portion  contained  only  42.2%  of  iron. 
Another  portion  had  the  composition  given  in  Table  6,  according  to 
the  analysis  by  Mr.  Edward  J.  Pugh. 

TABLE  6. — Corroded  Portion  of  Pipe  from  Elizabeth. 


T-on  50.62  per  cent. 

J.rOD      r,    qi  .t  .1 

Silica ^-^l     ,1  ..   . 

Chlorine "'^^     ,.  .. 

Manganese ""on '    <ji  ■  .;• 

Silicon ^*-^5     ,:  .. 

Combined  carbon |;°^  .  .f.  ,  „: 

Graphitic  carbon °°^ 


At  a  part  not  very  deeply  corroded,  the  specific  gravity  of  a  com- 
plete cross-section  of  the  pipe  was  5.18.  The  specific  gravity  of  a 
piece  from  the  corroded  part  of  the  pipe  was  only  2.2.  The  specific 
gravity  of  cast  iron,  as  given  by  Trautwine,  varies  from  6.9  to  7.4, 
and  is  assumed  to  be  7.15. 

Three  microscopic  views   of  a  polished  section   of  the  uncorroded 
pipe  are  shown  in  Figs.  16,  17,  and  18.    Fig.  17  is  magnified  50  diam- 
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eters,  Fig.  18  40  diameters,  and  Fig.  16,  approximately,  150  diameters. 
The  thin  plates  of  free  carbon  referred  to  in  describing  the  com- 
position of  cast  iron  can  readily  be  seen,  interspersed  with  the  ferrite. 
Fig.  19  shows  a  micrograph  of  a  portion  of  the  corrosion  magnified 
40  diameters.  Owing  to  the  softness  of  the  material,  it  is  impossible 
to  obtain  a  high  polish  on  these  specimens,  so  that  the  view  is  some- 
what obscured  by  the  shadows,  but,  in  Fig.  20,  where  the  carbon  is 
indicated  by  heavy  lines,  it  will  be  seen  that  the  graphite  plates  are 
much  thicker  than  they  are  in  the  unchanged  metal.* 

Fig.  21  shows  in  plan  and  section  a  piece  of  the  pipe  corroded  in 
spots.  In  this,  as  in  the  other  examples,  the  sharp  original  outline 
of  the  metal  remains  even  after  the  metallic  iron  has  been  completely 
removed  or  oxidized.  A  paraffin  dam  was  placed  around  this  piece 
of  pipe,  and  ferroxyl  reagent  poured  on.  The  lower  part  of  Fig,  21 
shows  the  result.  Where  there  was  a  deep  corrosion,  as  at  tlie  bot- 
tom of  the  figure,  no  change  took 
place.  The  iron  alongside  this  de- 
veloped   two    red    nodes,    showing 

the  presence  of  hydrogen  ions,  and  section  of  corroded 

a    wavy    cloud    of    blue    indicates  ^"'^  ^aken  from 

SALT  MARSH,   ELIZABETH, 

where    the    iron    is    passing    into  n.j. 

solution.     A  section  of  pipe,  simi-  Fia.  14. 

lar  to  Fig.  14,  when  placed  in  a  petri  dish  with  ferroxyl.  strongly 
developed  the  red  color  all  along  the  outside  or  deeply  corroded  part, 
and  a  perfect  mass  of  blue  from  all  the  uncorroded  portion.  This 
action  is  much  more  vigorous  than  that  undergone  by  either  a  steel 
wire  nail,  a  wrought-iron  nail,  or  a  piece  of  cast-iron  soil  pipe  lying 
in  the  same  petri  dish.  The  chlorine  present  in  the  corrosion  (as 
shown  by  Table  fi)  doubtless  accounts  for  the  vigor  of  the  reaction 
observed. 

At  Atlantic  City  the  behavior  of  the  pipe  was  similar  to  that  at 
Elizabeth.  The  conditions  also  were  analogovis,  the  chief  difference 
being  that  the  salt  meadow  was  only  6  in.  above  mean  high  tide, 
so  that  the  pipe  was  subjected  to  more  frequent  alternations  of  water 
and  moist  air. 

Two  samples  of  soil  were  collected  by  the  writer  from  the  Atlantic 
City  meadows,  one  of  them  J  in.  from  a  corroded  part  of  the  cast-iron 

*  See  page  816,  comments  on  analysis  of  corroded  pipe  at  Syracuse. 


Fig.  15. — Behavior  Toward  the  Magnet  of  Filings  from  Corroded  and 
Uncorroded  Parts  of  Pipe  Compared. 


Fig.  16.^ — Section  of  Cast-Iron  Pipe,  Elizabeth, 
N.  J.,  Magnified  150  Diameters. 
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main,  and  the  other  3  ft.  away.     The  analysis,  made  by  Mr.  Edward 
J.  Pugh,  is  given  in  Table  7. 

TABLE  7. — Analysis  of  Soil  from  Atlantic  City  Meadows. 


SiO^  (insol.  in  HCl  > 

AI2O3,  CaO,  etc 

SiOj  (sol.  in  HOlt 

AI2O3 '     

Fe,03    "    ••       "     

j^a^Qi 

CaO  ( soK  'in  HCi )'.'.'.'.'.'.'.'.".'.'.'.'.'.'.'.['.'.['. 

MgO       

Sulphates 

Organic  acids 

H  jO  (at  105"  cent.) 

Volatile  matter  besides  HjO  (ignition  1 


100.43 


Soil  within  i  in. 

Soil  away  from 

of  pipe. 

pipe. 

18.68 

32.27 

10.57 

22.78 

0.23 

0.28 

1.91 

1.19 

46.57 

9.11 

1.98 

0.95 

0.99 

0.8.3 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

6.28 

28.92 

13.27 

^    3.96 

100.29 


In  the  light  of  what  we  have  learned  experimentally,  what  do 
these  observations  on  the  corroded  pipe  signify,  and  how  shall  they 
be  interpreted? 

It  has  been  shown  (page  823)  that  aqueous  solutions  of  most  acids 
dissolve  iron.  If  hydrochloric  acid  is  used,  ferrous  chloride  and  hy- 
drogen are  the  resultant  products,  the  former  oxidizing  into  ferric 
chloride  in  the  presence  of  air.  It  has  also  been  shown  that,  if  only 
a  trace  of  acid  is  present,  the  iron  will  be  deposited  from  the  solution 
as  hydrated  ferric  oxide.  It  is  probable*  that  in  salt  water  the  reac- 
tion may  be  represented  by  the  equation : 

Fe  +  2NaCl  +  2H,0  =  FeCl,  +  2NaOH  +  H,. 

In  the  presence  of  air  or  of  dissolved  oxygen  in  the  water,  this 
free  hydrogen  oxidizes  to  water,  the  iron  in  solution  yields  ferric 
hydroxide,  and  the  process  continues.  The  chemical  analysis  of  the 
portion  practically  free  from  metallic  iron  contains  as  low  as  42.2% 
of  that  element,  a  small  part  of  which  is  in  the  form  of  chloride. 
Clearly,  part  of  the  iron  has  been  removed  in  solution,  and  part 
remains  as  the  hydroxide,  the  carbon  present  in  the  combined  form 
being  left  behind,  and,  as  shown  in  the  microscopic  sections,  has 
thickened  the  plates  of  free  carbon  originally  in  the  free  iron. 


♦Friend.  -'Corrosion  of  Iron  and  Steel,"  p.  147. 
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The  oxides  of  iron  are  electro-negatiye  to  the  metal,  so  that  elec- 
trolysis plays  its  part,  as  shown  by  the  ferroxyl  reagent,  and  the  ex- 
traordinary vigor  of  the  reaction  is  illustrated  by  the  great  mass  of 
blue  produced. 

The  chlorides  of  sodium  and  potassium,  as  heretofore  mentioned, 
cannot  corrode  iron  in  the  absence  of  air.  Magnesium  chloride,  which 
is  present  in  sea  water  in  small  quantities,  is  able  to  do  so,  but  to 
get  the  full  corrosive  effect  of  sea  water,  plenty  of  air  is  essential. 

It  has  been  shown  (Fig.  7)  that  the  greater  the  surface  of  liquid 
exposed  to  the  air,  the  more  the  corrosion  is  intensified. 

In  the  salt  marshes  in  question,  the  tide  rises  and  falls,  passing 
through  a  multitude  of  creeks  and  ditches  all  over  the  meadows.  At 
Elizabeth,  it  ordinarily  reaches  about  to  the  bottom  of  the  pipe;  at 
Atlantic  City,  it  covers  it.  As  shown  in  Fig.  22,  this  affords  an 
ideal  condition  for  corrosion.  The  liquid  at  high  tide  touches  or 
surrounds  the  pipe,  as  in  J. ;  at  low  tide,  it  falls,  air  rushes  in  to  take 
its  place,  and  a  moist,  saline,  oxygenated,  spongy  mass  of  earth  and 
roots  surrounds  the  pipe.  Carbonic  acid  probably  contributes  to 
the  action.  The  Atlantic  City  meadow  soil  was  free  from  organic 
acids.  In  the  sample  of  soil  taken  ^  in.  from  the  pipe,  there  was 
46.57%  of  FcOg  and  even  3  ft.  away,  iron  occurred  in  large  quantities, 
there  being  9.11%  of  FcOg.  This  would  appear  to  show  that  it  had 
been  dissolved  from  the  pipe  as  FeCl.,,  and,  after  diffusing  or  flowing 
away  from  the  pipe,  as  the  tides  rose  and  fell,  was  deposited  as 
hydroxide. 

It  is  further  to  be  noted  that  at  Elizabeth,  where,  on  account  of 
the  elevation  of  the  meadow,  the  top  of  the  pipe  was  not  so  frequently 
wet  as  the  bottom,  the  blow-outs  generally  were  in  the  bottom  of 
tlie  pipe.  At  Perth  Amboy,  the  top  and  upper  sides  suffered  most. 
At  Atlantic  City,  also,  the  condition  of  the  pipe  was  worse  at  the 
top  than  at  the  bottom.  This  was  to  be  anticipated  on  account  of 
the  relative  elevations  of  the  pipe  and  high  tide.  At  Elizabeth,  the 
high  tide  rear-hed  the  bottom  of  the  main;  consequently,  the  top  was 
not  subjected  to  the  saline  influences  so  frequently.  At  Atlantic 
City,  the  pipes,  ordinarily,  were  covered  at  high  tide,  and.  being  laid 
farther  below  the  surface,  air  was  more  plentiful  at  the  top,  which, 
therefore,  in  presence  of  an  ample  quantity  of  salt  water  and  with  a 
more  abundant  supply  of  oxygen  than  the  bottom,  suffered  most. 


Fig.   17. Section  of  Cast-Iron  Pipe,  Elizabeth, 

N.  J.,  Magnified  50  Diameters. 


Fig.   18. — Section  of   Cast-Iron   Pipe  from 
Elizabeth,  N.  J.,  Magnified  40  Diameters. 


Fig.    19. — Section   of   Corroded    Portion   of 

Pipe   from   Eliz.4beth,    N.   J.,    Magnified 

40  Diameters. 


Fig.    20. — Section    of    Corroded    Portiok    of 

Pipe   from   Elizabeth,    N.    J.,    Magnified 

40    Diameters,    Showing    Carbon 

Plates. 
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At  Syracuse,  the  portions  constantly  submerged  did  not  give  out. 
Probably,  too,  the  concentrated  saline  content  in  these  brine-soaked 
lands  produced  an  inhibiting  effect,  as  shown  in  Fig.  3.  The  damage 
took  place  above  the  permanent  water  table,  where  both  air  and  salt 
water  were  enabled  to  reach  the  pipe. 

Analyses  of  the  corroded  and  uncorroded  portions  of  the  Syracuse 
pipe  were  made  for  the  Water  Department  by  Dr.  Ernest  N.  Pattee, 
of  Syracuse  University,  and  are  given  in  Table  8. 

TABLE  8. — Analyses  of  Corroded  Pipe  from  Syracuse,  N.  Y. 


Silicon 

Sulphur  

Phosphorus 

Manganese 

Total  carbon 

Graphitic  carbon 


Non-corroded 
portion. 


0.15  per  cent. 
0.11  •• 
1.26  " 
0.30  " 
3.65  " 
3.85    " 


Corroded 
portion. 


1.49  per  cent. 

0.30      ■ 

1.39 

0.38 

4.81 

3.84 


"The  corrosion  contained  33%  of  insoluble  residue  consisting  of 
about  10%  graphitic  carbon  and  22%  of  silicon  (Si)  and  silica  (SiO^)- 
Total  carbon  in  the  corrosion  =  11.2%,  consisting  almost  entirely 
of  graphitic  carbon.  Sulphur  in  corrosion  =  3.0%.  Apparently,  the 
process  which  accounts  for  the  corrosion  either  dissolves  the  greater 
part  of  the  combined  carbon  or  converts  it  into  the  graphitic  variety." 

An  analysis  of  the  soil  surrounding  this  pipe,  made  by  Mr.  Edward 
J.  Pugh,  disclosed  that  it  was  acid  to  phenol-phthalein,  and  contained 
3.42%  of  organic  acids.  This  is  interesting,  from  its  analogy  to  the 
soil  conditions  in  Illinois,  cited  by  Mr.  Older,  where  steel  bridges 
were  damaged  so  badly  by  the  acid  soil. 

On  the  whole,  the  evidence  chiefly  observed  with  cast-iron  pipe 
would  seem  to  indicate  that  organisms,  whether  animal  or  vegetable, 
had  but  little  to  do  with  the  effects  observed.  Salt  water  and  air 
seem  to  be  the  active  agents,  probably  aided  by  carbonic  acid,  and  the 
exclusion  of  either  is  followed  by  increased  durability  of  the  pipe. 

The  evidence  given  by  Mr.  Eeimer,  in  which  cinders  caused  pipe 
corrosion,  the  similar  experience  at  Syracuse,  and  the  German  case 
resulting  presumably  from  local  electrolysis  due  to  the  presence  of 
gypsum  crystals,  indicate  the  necessity  for  caution  where  pipe  is 
likely  to  be  subjected  to  such  influences.  Some  years  ago,  a  tunnel 
leading  from  the  Susquehanna  Eiver  to  the  power-house  of  the  Gen- 
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tral  Pennsylvania  Traction  Company,  at  Harrisburg,  was  constructed 
under  the  supervision  of  Mason  D.  Pratt,  M.  Am.  Soc.  C.  E.  This 
tunnel  passed  through  the  property  of  the  Central  Iron  Works,  on 
parts  of  which  there  were  large  slag  dumps.  The  water  flowing  into 
the  tunnel  was  so  sulphurous  from  the  sulphur  in  the  slag,  that  it 
greatly  impeded  the  progress  of  the  work  and  was  most  unwholesome 
for  the  workmen.  Cast-iron  pipe  in  such  a  location  would  undoubtedly 
undergo  rapid  deterioration. 


^;;v.'      V^'''""^^^  '^'Sf^^' 


SECTION  AND  VIEW  OF  CORRODED 
PIPE  FROM  ELIZABETH,  N.J. 


ACTION  OF  FERROXYL  REAGENT 
ON  SAME  PORTION  OF  PIPE 


Blue  Color 


^^ 


m 


Red  Color 


Fig.  21. 

Where  low  lands  are  filled  with  cinders,  ordinarily,  no  trouble  need 
be  feared,  but  when  subjected  to  periodical  wetting  and  aeration,  some 
precautions  are  desirable. 

Acid  mine  waters  are  also  very  corrosive,  and  should  be  guarded 
against,  when  pipe  is  subject  to  their  action.  In  the  mines  themselves 
this  would  generally  be  economically  impracticable,  but,  in  municipal 
works  in  the  vicinity,  where  the  pipe  may  be  attacked,  preventive 
means  should  be  resorted  to. 
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Prevention  of  External  Corrosion. 
A  recipe  to  prevent  rusting  of  iron,  given  in  an  old  work  called  "The 
Laboratory",  published  in  London,  in  1790,  is  as  follows : 

"Fry  a  middling  eel  in  an  iron  pan,  and  when  brown  and  thoroughly 
fryed,  express  its  oil,  and  put  into  a  phial,  to  settle  and  become  clear 
in  the  sun.  Iron  work,  anointed  with  this  oil,  will  never  rust,  although 
it  lay  in  a  damp  place." 

The  actions  of  iron  under  the  complex  conditions  obtaining  in 
Nature  are  so  various,  and  the  observed  results  so  often  discordant, 
that  one  would  fain  fall  back  on  some  such  recipe  as  this  as  a  cure-all. 

Bearing  in  mind  the  silicious  skin  of  a  cast-iron  pipe  and  its  pro- 
tective effect,  and  also  noting  that  chromium  alloys  of  iron  are  re- 
sistant to  acid  attack,  it  occurs  to  the  writer  that  some  chromium 
compound  such  as  chromite  mixed  with  the  facing  sand  of  the  moulds 
might  produce  in  castings  a  protective  chromium  skin. 


Low   ^^^'-^-Cc 


DIAGRAM   SHOWING   AERATION   EFFECTED  IN  A  TIDAL  MARSH 
^  =  HIGH  TIDE  i?=LOW  TIDE 

Fir.    22. 

It  is  a  subject  wherein  an  apparently  well-reasoned  argument  may 
be  completely  upset.  For  example,  as  zinc  in  water,  either  fresh  or 
salt,  protects  iron  and  is  itself  attacked,  so  if  iron  and  copper  are 
immersed  in  a  liquid  capable  of  acting  on  each,  and  are  connected 
by  a  conductor,  a  current  will  pass  from  the  copper  to  the  iron,  and 
the  iron  will  be  dissolved.  And  yet,  after  a  series  of  exhaustive  ex- 
periments, Mr.  Richard  H.  Gaines*  states: 

"The  legitimate  conclusion  from  the  foregoing  experiments  is  that 
rather  less  than  more  galvanic  action  arises  from  contact  between 
steel  and  the  other  metals  of  the  series  than  from  contact  between 
steel  and  steel.  In  actual  practice  it  has  been  found  that  if  a  steel 
nut  is  put  on  a  steel  bolt  and  subjected  to  corrosive  conditions,  in  a 
comparatively  short  time  the  steel  nut  will  have  to  be  hammered  or 

*  Engineering  Record,  Vol.  LXIX,  p.  104 
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split  off,  if  gotten  off  at  all,  on  account  of  rusting  together  from  local 
corrosive  action;  whereas  a  brass  or  bronze  nut  on  a  steel  bolt  under 
similar  condition  can  be  readily  screwed  off." 

Mr.  H.  J.  Force*  is  authority  for  the  statement  that  cast  iron 
used  in  pumping  machinery  by  the  Delaware,  Lackawanna  and  West- 
em  Eailroad  Company,  was  badly  corroded  by  acid  mine  waters.  As 
bronze  bushings,  valves,  and  impeller  blades  were  used,  it  was  thought 
that  the  action  was  due  to  galvanic  action  from  contact  of  the  two 
metals  in  the  acid  water.  On  substituting  cast  iron  for  the  bronze 
valves  and  bushings,  so  that  the  parts  in  contact  would  be  of  the 
same  metaJ,  the  corrosion  increased,  and  the  cast  iron  deteriorated 
even  more  rapidly  than  when  in  contact  with  bronze. 

As  far  back  as  the  days  of  the  elder  Pliny,  who  was  killed  in  the 
same  eruption  of  Vesuvius  that  destroyed  Pompeii  in  a.  d.  79,  this 
effect  of  iron  on  iron  was  noted.  Pliny  states  that  Alexander  the 
Great,  to  repair  a  bridge  over  the  Euphrates,  "sometime  bound  and 
strengthened  the  bridge  over  the  river  there;  the  links  whereof,  as 
many  as  have  been  repaired  and  made  new  since,  do  gather  rust, 
whereas  the  rest  of  the  first  making  be  all  free  therefrom."  Modern 
experience  has  shown  that  if  the  old  and  new  iron  are  of  absolutely 
similar  metal,  one  will  be  as  durable  as  the  other;  but  that  if  they 
are  of  a  slightly  different  composition,  it  is  not  necessarily  either  the 
inferior  or  the  newest  metal  which  suffers  most,  that  depending  on 
the  electrical  phenomena  resulting. 

It  is  unsafe  to  reason  too  positively  from  results  obtained  with 
liquid  electrolytes  as  to  what  will  happen  to  iron  buried  in  soils.  More- 
over, time  is  such  an  important  factor  that  conclusions  drawn  from 
accelerated  tests  may  be  most  misleading.  At  the  beginning  of  this 
paper,  reference  was  made  to  the  conclusions  of  Messrs.  McCollum 
and  Logan. f 

"The  relatively  high  rate  of  self-corrosion  of  cast  iron  as  com- 
pared to  the  other  kinds  of  iron  tested  is  contrary  to  the  generally 
accepted  idea  that  cast  iron  is  more  resistant  to  self-corrosion  than 
wrought  iron.  It  is  not  improbable  that  this  impression  in  regard 
to  the  superiority  of  cast  iron  has  grown  out  of  the  fact  that  cast 
iron  structures  are  usually  made  relatively  heavy  and  they  also  tend 
to  corrode  more  uniformly  than  wrought  iron  or  steel,  both  of  which 
factors  would  tend  greatly  to  increase  the  life  of  the  former." 

*  Engineering  Record,  Vol.  LXIX,  p.  104. 

t  "Electrolytic  Corrosion  of  Iron  in  Soils,"  p.  32. 
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The  writer  cannot  subscribe  to  this  view.  The  ordinarily  accepted 
idea  of  the  superior  durability  of  cast  iron  arises,  in  his  opinion,  from 
the  fact  that  cast  iron,  generally  speaking,  is  more  durable  than  other 
commercial  forms  of  wrought  iron  and  steel. 

One  explanation  of  this  discrepancy  may  be  furnished  by  the  ex- 
periments of  K.  Arndt,*  who  determined  the  extent  of  corrosion  in 
iron  and  steel  by  the  oxygen  absorbed  by  the  metal  in  rusting.  Fig.  23 
shows  the  result  of  these  experiments. 

The  cast  iron  at  first  corrodes  as  rapidly  as  the  mild  steel,  and 
more  than  twice  as  fast  as  the  weldless  tube.  At  the  end  of  43  days, 
however,  the  mild  steel  had  undergone  twice  as  much  oxidation  as 
the  east  iron,  and  the  weldless  tube  four  times  as  much. 


100  200  300 

Cubic  Centimeters  of  Oxygen  Absorbed 

Fig.  23. 

It  would  seem,  therefore,  that  even  in  the  corrosive  zones,  in  which 
deterioration  of  the  cast-iron  pipe  has  been  greatest,  the  remedy  is 
not  to  be  sought  by  the  substitution  of  wrought  iron  or  steel,  but 
rather  by  the  improvement,  if  possible,  of  the  skin  resistance  of  the 
metal.  Where,  for  any  reason,  such  as  with  flanged  pipe,  bolts  and 
nuts  are  necessary,  bronze  need  not  be  feared  on  account  of  its  sup- 
posed galvanic  eifect  on  the  iron. 

A  second  method  of  protecting  the  pipe,  based  on  the  well-known 
rust-inhibiting  properties  of  the  chromates  and  certain  other  sub- 
stances, whereby  the  iron  is  rendered  '"passive",  does  not  seem  prac- 


*  Chemiker  Zeitung,  1910,  Vol.  XXXIV,  p  435. 
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tica.ble,  in  that  a  sufficient  quantity  of  such  material  to  protect  the  iron 
indefinitely  could  scarcely  be  added  to  the  soil  surrounding  the  buried 
pipe  at  a  reasonable  cost.  Therefore,  this  interesting  phase  of  the 
subject  has  not  been  taken  up  in  this  paper.  A  temporary  passivity 
would  be  of  no  practical  importance. 

The  use  of  lime  in  the  trenches,  so  as  to  encase  the  pipe  in  an 
inhibiting  alkali,  ought  to  be  of  service,  and  is  worth  trying.  En- 
casing in  concrete  would  be  expensive,  but  would  protect  the  pipe,  if 
properly  done.* 

Another  method,  suggested  at  Perth  Amboy,  is  to  leave  the  pipe 
in  open  trench.  This  might  help  materially,  as  the  alternate  wetting 
and  drying  would  probably  be  less  destructive  than  the  constant  ex- 
posure to  moist  air,  salt,  and  carbonic  acid  in  the  swamp  or  meadow 
soil.  At  Atlantic  City  this  principle  has  been  carried  one  step  farther, 
and  the  new  48-in.,  cast-iron,  water  main  across  the  salt  marsh  has 
been  raised  above  the  surface  of  the  meadow,  so  as  to  be  entirely  in 
the  air. 

As  will  be  seen  by  Fig.  24,  it  is  supported  on  reinforced  concrete 
bolsters,  5  ft.  2  in.  long,  20  in.  thick,  and  about  5  ft.  6  in.  high,  so 
that  the  bottom  of  the  pipe  is  about  1  ft.  above  the  meadow.  Each 
bolster,  in  turn,  is  carried  on  two  piles  of  an  average  length  of  -37  ft., 
driven  by  a  2  000-lb.  hammer,  the  final  penetration  required  being 
not  more  than  1  in.  under  five  strokes  of  the  hammer  falling  14  ft. 
The  bolsters  are  6  ft.  from  center  to  center.  Between  the  pipe  and 
the  bolster  there  is  a  piece  of  hard  vulcanized  fiber,  |  in.  thick.  On 
the  pipe  laid  in  summer,  expansion  was  provided  for  by  allowing  a 
minimum  space  of  i  in.  between  the  shoulder  and  spigot  end  of  each 
pipe.  In  addition,  a  sleeve  is  inserted  once  in  each  2  000  lin.  ft.  of  pipe. 
The  entire  design  has  been  carefully  studied  and  worked  out  by  Mr. 
Lincoln  Van  Gilder,f  Chief  Engineer,  and  T.  Chalkley  Hatton,  M. 
Am.  Soc.  C.  E.,  Consiilting  Engineer  of  the  Water  Department. 
Several  thousand  feet  of  the  main  are  already  completed.  It  would 
seem  to  solve  the  problem,  either  in  a  warm  climate  or  where  the 
main  is  large  enough  to  be  exposed  without  danger  of  freezing;  and 
where  it  is  permissible  to  have  the  pipe  above  the  surface. 

*  For  use  of  cement  as  a  wash,  see  Franklin  Riffle.  M.  Am.  Soc.  C.  E.,  Discussion  on 
"  Tbe  Preservation  of  Materials  of  Construction."  Transactions.  Am.  Soc.  C.  E.,  Vol.  L,  p. 
313  et  seq.  See  also  Discussion  on  "  Relative  Permanency  of  Steel  and  Masonry  Construc- 
tion," Transactions,  Am.  Soc.  C.  E.,  Vol.  XLIX,  p.  74,  for  many  interesting  data. 

t  Who  furnished  this  information  to  the  writer.  See  also  Engineering  News,  Vol. 
LXX,  p.  1046. 
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At  Elizabeth  an  analogous,  though  less  elaborate,  expedient  has 
been  adopted.  A  6-in.  pipe  could  not  be  raised  above  the  meadow 
and  left  exposed  without  danger  of  freezing,  so  it  was  laid  on  the 
surface,  covered  with  a  mound  of  meadow  soil  or  mud  some  6  in. 
thick,  and  the  mound  was  then  sodded  with  fox  grass.  This  was  done 
in  the  spring,  so  that  the  sod  would  make  vigorous  growth  and  protect 
the  embankment.  Although  this  gives  great  promise  of  obviating 
the  trouble,  it  has  not  been  in  place  long  enough  to  predict  its  success 
with  absolute  certainty. 


ISOMETRIC  VIEW 

OF  48-INCH  WATER   MAIN, 

ACROSS  THE  MEADOWS, 

ATLANTIC  CITY,  N.J. 


Fig.   24. 

Very  frequently,  conditions  are  met  wliieh  prohibit  such  a  solution 
of  the  problem.  At  Syracuse,  for  example,  where  the  mains  are 
laid  in  the  streets,  such  a  mode  of  construction  is  not  to  be  thought  of. 

Bearing  in  mind  the  protective  effect  of  zinc,  as  shown  in  Fig.  11, 
it  might  at  times  be  desirable  to  galvanize  the  cast  iron  in  such  locations, 
instead  of  giving  it  the  ordinary  bituminous  coating.  The  United 
State.s  Government  has  utilized  galvanizing  in  some  instances  for 
the  protection  of  gratings,  covers,  and  similar  castings,  but  as  far  as 
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the  writer  is  aware,  it  has  never  been  applied  to  cast-iron  pipe.  Double 
galvanizing,  as  it  is  called,  should  be  used  in  such  cases.  This  is 
a  trade  term,  which  does  not  mean  that  the  iron  has  been  dipped 
twice,  but  merely  that  it  carries  a  much  heavier  coating  than  the 
ordinary  galvanized  metal.  The  heavy  coating  is  not  suitable  for 
articles  which  may  be  subjected  to  bending,  as  it  will  crack  off,  but 
this  objection  does  not  apply  to  a  rigid  article  like  cast-iron  pipe. 

Conclusions. 
Pirst.-JJndev    ordinary    conditions    of    soil,    cast-iron    pipe   has    a 
probable  life  of  from  one  to  three  centuries,  as  far  as  external  corro- 
sion is  concerned. 

Second.— Under   certain   soil    conditions,    such    as   salt   marshes   or 
saline  soils,  cast-iron  pipe  may  be  rendered  useless  in  from  7  to  20  years. 
Third.—At  times,  cinder  and  slag  fills  may  exert  a  strongly  dele- 
terious influence.     Acid  mine  waters  are  also  destructive. 

Fourth. —Suhstituting  wrought-iron   or  steel  pipe  for  cast   iron  is 
ineffectual.     Cast  iron  will  outlast  the  others, 
i^i/^//.— Eemedies  fall  under  four  heads: 
4.— Increasing  the  skin  resistance  of  cast  iron; 
5.— Utilizing  the  protective  influence  of  alkalis  by  surrounding 

the  pipe  with  lime  or  cement,  where  such  is  practicable; 
C. — Exclusion  of  acids,  salt,  or  air; 

i>.— Galvanizing   the    cast-iron    pipe,    thus    protecting    it    at    the 
expense  of  the  zinc. 

Sixth.— So  many  opposing  factors  are  at  work  simultaneously,  that 
great  caution  is  necessary  in  reasoning  from  effect  to  cause  and  in 
suggesting  remedies  based  on  observed  fact.  It  is  the  unexpected 
that  frequently  happens. 

Acknowledgme7its.-The  writer  is  under  great  obligations  to  the 
persons  who  have  aided  him  with  information,  and  to  the  published 
articles  bearing  on  the  subject.  The  references  in  the  text  will  in- 
dicate to  whom  credit  is  due  for  this  assistance,  and  to  these  gentle- 
men he  wishes  to  express  his  thanks. 

Doubtless  much  that  is  pertinent  to  the  subject  has  not  been  men- 
tioned, but  it  is  hoped  that  any  such  facts  may  be  brought  out  in  the 
discussion. 


discussion:  external  corrosion  of  cast-iron  pipe      857 

Disoussioisr 


C.  p.  Bowie,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter).— The  writer  Mr. 
has  read  this  paper  with  great  interest.  Although  the  author  has  ^o^'«- 
dealt  primarily  with  cast-iron  pipe,  some  of  the  methods  for  the 
prevention  of  external  corrosion  would  apply  equally  to  steel  pipes. 
In  California  a  number  of  companies  are  operating  8  and  10-in. 
oil  pipe  lines  which  pass  through  many  miles  of  semi-arid  lands 
where  the  soils  are  strongly  impregnated  with  alkali.  The  total 
salts  in  these  soils  may  be  said  to  range  from  0.05  to  5%,  the  average 
composition  of  the  alkali  salts  being  about  as  follows: 

Potassium    sulphate    11.28% 

Sodium  sulphate    . 19.48% 

Magnesium  sulphate 2.89% 

Sodium    chloride    23.03% 

Sodium  carbonate   40.96% 

Sodium  phosphate   2.08% 

Sodium   nitrate    0.28% 


100.00% 


Soil  taken  from  the  immediate  vicinity  of  a  pipe  which  had  been 
in  the  ground  for  nearly  4  years  and  was  badly  pitted  showed  the 
following  composition: 

Sodium  carbonate 0.02% 

Sodium   chloride    0.05% 

Sodium  sulphate    1.31% 

Magnesium    sulphate    0.14% 

The  pipe  lines  are  of  wrought  steel,  about  fV  i"-  in  thickness, 
tested  in  the  factory  to  withstand  a  working  pressure  of  1  200  lb. 
per  sq.  in.,  although  in  practice  they  are  seldom  subjected  to  pressures 
exceeding  800  lb.  per  sq.  in.,  and  general  operating  conditions  call  for 
an  average  working  pressure,  at  the  pumps,  of  about  600  lb.  per  sq.  in. 

Instances  are  on  record  where  such  pipe,  although  originally  pro- 
tected with  three  coats  of  asphaltic  paint,  has  corroded  so  badly  in 
3  years  that  the  pit  holes  extended  entirely  through  the  metal.  It  is 
interesting  to  note  that  these  pit  holes  often  occur  in  portions  of 
the  pipe  where  the  surrounding  area  shows  little  if  any  sign  of  corro- 
sion. They  are  usually  from  i  to  |  in.  in  diameter  at  the  top, 
and  often  have  the  appearance  of  having  been  gouged  out  of  the 
metal.  Fig.  25  shows  a  number  of  such  pittings  in  an  8-in.  pipe 
which  had  been  treated  with  two  coats  of  asphaltic  paint  when  laid, 
and   had   been    in   the   ground    a  little  more  than   4   years.     Fig.   26 

*  San  Francisco,  Cal. 
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Bowie   f'""^."    ""    east-iron    saddle    used    for    repairing    pit    holes    which    have 
■  developed  into  leaks. 

Although  in  some  cases  adjoining  property  owners  would  have  no 
objection  if  the  pipe  lines  were  carried  on  trestles  above  the  surface 
of  the  ground,  as  Mr.  Pugh  states  was  done  with  the  48-in.  pipe  at 
Atlantic  City,  this  method  causes  serious  difficulty  when  it  is  con- 
sidered that  oil  is  pumped  through  these  lines  at  temperatures  (at 
the  pumps)  as  high  as  160°  Fahr.,  and  that  insulation  against  the 
loss  of  this  heat,  such  as  is  afforded  by  an  earth  covering  of  2  ft. 
or  more,  is  often  essential  to  their  successful  operation,  especially 
during  the  winter.  Where  the  lines  are  placed  on  trestles  of  any 
extended  length,  the  necessary  insulation  must  be  supplied,  and  this 
is  expensive,  even  under  the  most  favorable  conditions.  It  is  worthy 
of  mention  in  passing  that  in  places  where  a  continuous  length  of  a 
mile  or  more  of  pipe  has  been  carried  on  trestles,  across  low  swampy 
lands  abounding  in  bulrush  or  tule  growth,  an  almost  ideal  insulation 
has  been  effected  by  enclosing  the  line  in  a  boxing  of  2-in.  plank 
the  space  between  the  inner  walls  of  the  box  and  the  pipe  being 
stuffed  with  the  dried  tule. 

In  reference  to  the  use  of  concrete  as  a  protection:  this  method 
was  tried  a  number  of  years  ago  by  one  of  the  large  companies, 
but  V.1  hout  success.  The  expansion  and  contraction  of  the  pipe 
caused  by  the  high  temperature  of  the  oil  and  the  relatively  low  tem- 
perature attained  during  the  occasional  necessary  shut-downs,  which 
allowed  the  pipe  to  cool  to  the  temperature  of  the  ground,  soon  cracked 
the  concrete  covering  so  badly  that  it  was  rendered  practicallv  use- 
ess.  Moreover,  collar  leaks,  which  are  of  frequent  occurrence  in  such 
lines,  were  not  only  difficult  to  repair,  but  as  they  necessitated  the 
cutting  away  of  the  old  concrete  at  such  points,  presented  an  even 
more  serious  defect,  in  that  it  was  found  practically  impossible  to 
put  on  patches  of  concrete  without  having  cracks  develop  between 
the  old  and  new  material. 

A  successful  covering  for  such  lines  should  be  so  elastic  that  it 
would  expand  and  contract  without  rupture,  in  conformity  with  the 
pipe;  It  should  afford  insulation  against  loss  of  heat,  and  at  the  same 
time  be  impervious  to  the  passage  of  water.  Working  along  these 
ines,  a  number  of  coverings  have  been  brought  forward.  Various 
kinds  of  asphaltum  paint  have  been  used,  but,  thus  far,  at  least 
without  any  marked  degree  of  success.  Crude  oil  has  also  been 
applied,  by  covering  the  pipe,  after  it  has  been  lowered  into  the 
trench,  to  a  depth  of  6  in.  or  more  with  the  oil,  and  then  immediately 
hi  mg  in  the  trench  with  earth.  This  method  is  only  partly  success- 
ful, because,  it  the  soil  is  at  all  sandy,  the  oil  soaks  into  it  and  in  time 
almost  entirely  disappears  from  the  vicinity  of  the  pipe,  leaving  the 
metal  quite  as  badly  exposed  to  the  alkali   as  before  the  application 


Fig.  25. — Pit    Holes   in    8-Inch   Steel  Pipe,  Developed  in  a  Little 
More  than  Four  Years. 


Fig.  26. — Cast-Iron  Saddle  Used  to  Stop  Leaks  Due  to  Pit  Holes 
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Quick-setting  bituminous  enamels,  which  can  be  put  on  in  a  layer  Mr. 
from  ^  to  i  in.  thick,  bid  fair  to  give  results.  However,  up  to  the  °^®' 
present,  these  enamels  have  one  serious  drawback,  in  that  they  can- 
not be  applied  successfully  to  a  moist  pipe  or  to  one  having  a  tem- 
perature lower  than  60°  Fahr.,  because  the  enamel,  although  it  is 
put  on  at  a  temperature  of  approximately  200°  Fahr.,  is  chilled  so 
rapidly  that  it  hardens  before  it  can  be  spread.  The  action  of 
the  mop  with  which  it  is  applied  is  merely  to  roll  it  into  a  myriad 
of  balls  or  globules,  which  do  not  stick  to  the  pipe  but  fall  to  the 
ground.  This  not  only  causes  a  great  waste  of  material,  but  is  apt 
to  leave  many  small  portions  of  the  pipe,  especially  on  the  under 
side,  wholly  unprotected,  even  though  several  coats  of  enamel  are 
put  on.  This  difficulty,  however,  can  be  largely  overcome  by  applying 
the  enamel  in  warm  dry  weather  only,  or  to  pipes  through  which  warm 
oil  is  being  pumped.  There  are  no  lines  in  the  State  which  have 
been  covered  by  this  process  and  allowed  to  remain  in  the  ground  for 
any  great  length  of  time.  One  line,  passing  through  slightly  alkaline 
territory,  which  was  covered  in  this  manner  about  4  years  ago,  was 
found  to  be  in  excellent  condition  on  recent  examination. 

The  method  of  covering  most  extensively  used,  and  perhaps  the 
most  successful  one,  is  that  utilizing  specially  prepared  roofing  papers. 
Those  commonly  used  are  made  from  ordinary  deadening  felt;  they 
are  run  through  a  mill  in  which  the  felt  is  plunged  into  a  number 
of  successive  baths  of  hot  asphaltum  and  rolled  hot  and  under  pressure 
after  each  bath  until  the  fibers  of  the  paper  are  thoroughly  impreg- 
nated with  the  asphaltum.  Just  before  entering  the  last  set  of  rolls, 
the  paper  is  sprinkled  with  either  mica  or  soapstone.  These  minerals, 
though  no  doubt  adding  somewhat  to  resistance  against  the  attack 
of  chemicals,  have  for  their  principal  function  the  quality  of  keeping 
the  paper  from  sticking  in  the  roll  in  hot  weather.  Asbestos  papers, 
prepared  in  a  manner  somewhat  similar,  have  also  been  used  in  a 
number  of  places.  These  papers  are  applied  to  the  pipe  by  one  of 
two  methods  known  locally  as  the  "spiral  wrap"  and  the  "longitudinal 
lap".  The  spiral  wrap  consists  of  applying  the  paper  to  the  joints 
between  collars  by  wrapping  it  around  the  pipe  spirally.  For  this 
purpose,  the  paper  is  cut  in  the  mill  into  rolls  of  the  desired  size, 
varying  from  3  to  12  in.  in  width,  and  from  50  to  100  ft.  in  length, 
as  best  suits  the  diameter  of  pipe  to  be  covered.  The  pipe  is  covered 
immediately  after  being  screwed  together  by  the  tong  gang,  and 
while  still  on  skids  over  the  trench.  It  is  coated  with  hot  asphaltum. 
and  the  wider  strips  are  wound  on  spirally  before  the  asphaltum  has 
had  time  to  set.  The  crack  which  is  left  between  each  wrap  of 
the  wide  strip  is  then  coated  with  hot  asphaltum,  and  a  batten,  or 
3-in.  strip,  is  wound  on  to  cover  it.  The  asphaltum  is  a  thin  grade 
of   the    ordinary    refined    product.      It    is    applied    to    the    pipe    at    a 
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Mr.  temperature  of  about  200°  Fahr..  and  is  of  such  consistency  that  it 
'  will  not  set  for  about  5  min.  after  application.  If,  due  to  climatic 
conditions  or  variation  in  the  different  shipments,  the  asphaltum  sets 
too  quickly,  a  so-called  flux,  which  is  simply  a  very  thin  grade  of 
asphaltum,  is  added.  It  is  usually  the  practice  to  ship  1  bbl.  of 
flux  to  the  field  for  every  60  bbl.  of  asphaltum.  At  the  joints  3-in. 
strips  stuck  together  with  asphaltum  are  wound  around  the  pipe  on 
each  side  of  the  collar  until  a  shoulder  is  built  up  flush  with  the  outer 
circumference  of  the  collar.  The  sleeve  and  shoulder  thus  built  up 
are  then  coated  with  hot  asphaltum,  and  the  whole  is  covered  with  a 
12-in.  strip  of  paper.  Besides  being  stuck  to  the  pipe  with  asphaltum, 
this  last  strip  is  bound  on  with  wire,  as  are  also  the  ends  of  the 
paper  where  it  is  wrapped  spirally.  If  this  is  not  done,  the  ends  will 
curl  up  and  allow  dirt  to  get  between  the  paper  and  the  pipe  after 
the  pipe  has  been  lowered  into  the  trench. 

The  longitudinal  lap  system,  which,  up  to  the  present  time,  has 
been  used  much  more  extensively  than  the  spiral  wrap,  consists  (as 
the  name  implies)  of  wrapping  the  paper  longitudinally  around  the 
pipe.  The  paper  is  delivered  in  the  field  in  rolls,  about  6  in.  wider 
than  the  circumference  of  the  pipe  to  be  covered,  each  roll  containing 
approximately  72  lin.  ft.  Two  men  go  ahead  of  the  paper  gang  and 
measure  up  each  joint  of  pipe  between  collars  and  cut  the  paper  into 
the  desired  lengths. 

In  applying  the  paper  to  the  pipe  undoubtedly  the  best  method 
is  first  to  coat  the  pipe  with  hot  asphaltum,  as  previously  described, 
then  to  wrap  the  sheet  of  paper  around  the  pipe  and  stick  down  the 
lap  with  hot  asphaltum.  This,  however,  is  not  often  done  when 
covering  lines  where  the  oil  passing  through  is  to  be  heated,  the 
supposition  being  that  the  heat  of  the  oil  (usually  about  130°  Fahr.), 
combined  with  the  pressure  of  the  earth  on  the  pipe  after  it  has  been 
buried,  will  be  sufficient  to  soften  whatever  asphaltum  there  is  in  the 
paper  and  form  the  necessary  bond  between  paper  and  pipe  to  keep 
the  water  out.  Without  question,  this  supposition  is  correct  to  a 
certain  extent.  The  paper,  especially  where  a  heavy  quality  is  used, 
will  undoubtedly  adhere  to  the  pipe  in  most  places  where  it  comes 
in  contact  with  the  metal;  bvit  it  is  to  be  noted  that  roofing  papers 
applied  to  a  pipe,  while  the  latter  is  still  on  skids  above  the  ditch, 
and  allowed  to  stand  in  the  sun  for  a  few  hours,  will  stretch  to  such 
an  extent  that  the  contact  will  be  found  to  be  on  the  upper  part 
only,  there  being  often  as  much  as  \  in.  of  space  between  the  bottom 
of  the  pipe  and  the  paper.  It  is  a  serious  question  if  this  does  not 
occur  when  the  heat  from  the  oil  first  reaches  the  paper,  even 
though  tiie  pipe  has  been  lowered  into  the  trench  and  covered  up. 
The  paper,  of  course,  does  not  bag  uniformly,  as  in  the  case  above 
ground,  but  the  surplus  is  taken  up  in  wrinkles,  and  these  wrinkles 
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are  vei-y  apt  to  be  connected  for  the  entire  length  of  a  joint  of  pipe.  Mr. 
Should  an  injury  occur  to  one  of  these  wrinkles  or  a  crack  develop  ^^'*^' 
in  it,  which  will  undoubtedly  be  the  ease  as  oxidation  goes  on,  it 
is  not  at  all  improbable  that  water,  which  would  enter,  would  reach 
every  place  in  a  joint  of  pipe  where  the  paper  was  not  securely  stuck 
on,  and  thus  render  the  whole  covering  practically  useless.  Where 
asphaltum  is  used  as  a  binder,  the  wrinkles  that  form  will  be  filled, 
thus  preventing  the  water  from  entering,  even  though,  in  time,  the 
paper  should  crack  at  these  points.  Time  alone,  however,  can  solve 
this  much-mooted  question,  as  there  are  no  lines  in  California  pro- 
tected in  this  manner  which  have  been  laid  a  sufficient  length  of 
time  for  these  cracks  to  develop. 

For  covering  the  collars,  the  same  method  is  used  as  with  the 
spiral  wrap,  except  that  the  binder  is  often  omitted.  This,  it  would 
seem,  is  even  more  serious  than  omitting  the  binder  from  the  main 
body  of  the  pipe,  as  it  gives  the  water  a  chance  to  get  between  the 
paper  and  the  pipe  through  the  ends  of  the  wrinkles. 

Whether  or  not  a  binder  is  used,  the  lap  should  always  be  made 
on  the  top  of  the  pipe  with  the  outer  portion  of  the  lap  downward, 
and  the  wires  should  be  placed  about  16  in.  apart.  This  is  necessary 
in  order  to  prevent  the  paper  from  being  pulled  away  from  the  pipe 
by  its  ovni  weight  before  it  can  be  lowered  into  the  ditch  and  covered. 

Kenneth  Allen,*  M.  Am.  Soc.  C.  E. — With  respect  to  the  Atlantic  Mr. 
City  pipe,  there  are  two  old  cast-iron  mains,  one  6-in.,  laid  in  1881, 
and  one  20-in.  laid  about  6  years  later.  Between  1902  and  1905,  when 
the  speaker  was  there,  these  pipes  had  deteriorated  greatly,  as  described 
by  Mr.  Pugh.  Soft  spots  in  the  metal  were  frequent,  and  although  the 
pipes  were  in  service  and  held  the  pressure,  it  was  felt  that  it  was 
not  good  policy  to  depend  on  them.  In  places  the  metal  could  be 
whittled  like  chalk,  and  yet  no  failure  occurred  in  the  6-in.  pipe  when 
it  was  tested  with  a  pressure  of  75  lb.  per  sq.  in. 

With  regard  to  the  40-in.  steel  main,  which  was  laid  in  1901  beside 
the  cast-iron  mains :  that  pipe,  which  was  constructed  of  i-in.  open- 
hearth  plates,  corroded  much  more  rapidly.  Two  small  perforations 
were  discovered  on  February  2d,  1905;  fourteen  by  September  1st,  and 
twenty-two  by  January  1st,  1906.  On  September  1st,  1905,  the  speaker 
estimated  that  it  would  cost  $345  340  to  duplicate  the  three  mains,  and 
that  their  actual  value  then  was  $187  100,  showing  a  deterioration  of  46 
per  cent. 

An  inspector  with  a  kit  of  tools  walked  the  length  of  the  mains  from 
the  pumping  station  and  back — about  12  miles — every  day;  and  when 
he  found  a  hole  in  the  steel  main,  he  would  whittle  a  small  stick  and 
plug  it  up — a  very  simple  and  effective  expedient. 

It  seemed  to  the  speaker  at  the  time  that,  in  view  of  the  cost  of  the 
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Mr.  pipe — about  $200  000 — it  would  be  desirable  to  preserve  it,  if  possible, 
■  by  a  casing  of  S^-in.  reinforced  concrete.  This,  it  was  estimated, 
would  cost  about  $58  000,  or  $11  500  per  mile,  where  exposed  to  the 
meadow  conditions.  Before  deciding  on  this,  however,  it  was  con- 
eluded  to  make  a  test  by  covering  in  this  way  several  short  sections 
containing  leaks,  a  contract  for  which  was  let  before  the  speaker  left. 
Later,  however,  it  was  decided  to  abandon  this  main  altogether,  and 
to  put  in  a  42-in.  wood-stave  pipe.  Still  more  recently,  the  48-in.  cast- 
iron  pipe,  which  Mr.  Pugh  has  referred  to,  has  been  constructed.  Cast- 
iron  has  always  been  very  difficult  to  handle  on  the  meadows  and,  on 
account  of  vibrations  from  railway  trains  near-by,  difficult  to  main- 
tain in  a  tight  condition;  but  it  was  believed  that  it  would  be  much 
more  durable  than  steel  and,  if  raised  above  the  surface  of  the  meadows 
on  cradles,  would  be  more  satisfactory  on  the  whole  than  wood-stave 
pipe. 

The  author  states  that  the  "soil  was  free  from  organic  acids".  It  is 
understood  that  analyses  made  by  W.  P.  Mason,  M.  Am.  Soc.  C.  E., 
some  years  ago,  indicated  the  presence  of  vegetable  acids  which,  of 
course,  would  promote  corrosion  of  the  iron.  This  action  may  have 
been  increased  at  certain  points  by  electrolysis,  as  tests,  made  in  July, 
1905,  indicated  a  fairly  constant  flow  of  30  amperes  through  the  two 
cast-iron  and  the  30-in.  steel  mains  toward  the  mainland  where  the 
current  passed  off  to  street  railway  tracks  and  a  local  water  main. 
Whether  the  alteration  in  the  metal  referred  to  by  the  author  may 
have  been  due  partly  to  this  cause  is  not  known,  but  is  suggested  as 
possible. 

The  winter  of  1904-05  was  one  of  great  severity,  and  the  12-in.  main 
froze  for  the  first  time,  breaking  twenty-two  lengths  of  pipe.  It  seems 
to  the  speaker  quite  probable  that  the  loss  would  have  been  less  if  the 
pipe  had  been  new  and  sound. 

In  the  Annual  Keport  of  the  Water  Department  dated  August  1st, 
1901,  W.  C.  Hawley,  M.  Am.  Soc.  C  E.,  then  Engineer  and  Superin- 
tendent, stated  that: 

"The  cast-iron  of  the  pipe  has  been  changed  in  many  places  to  a 
condition  such  that  it  can  be  cut  by  a  knife,  like  chalk  or  graphite, 
and  its  specific  gravity  is  only  about  2.3.  Some  cases  have  been  found 
where  this  condition  extends  entirely  through  the  shell  of  the  pipe; 
in  others  it  extends  from  one-eighth  to  three-eighths  of  an  inch  in 
depth.  This  deterioration  is  not  uniform  in  the  same  pipe;  some  of 
the  pipes,  in  which  the  metal  has  in  places  changed  through  the  entire 
thickness,  having  other  places  where  no  perceptible  change  has  taken 
place.  In  some  spots  the  tar  coating  is  still  to  be  found,  but  for  m\ich 
of  the  outer  surface  of  the  pipe,  it  has  entirely  disappeared." 

Later,  when  the  speaker  succeeded  Mr.  Hawley  in  office,  he  found 
the  conditions  much  the  same,  although  no  point  was  observed  where 
this  alteration  extended  through  the  entire  thickness  of  the  pipe.    From 
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a  general  consideration  of  these  facts,  the  speaker  would  estimate  25    Mr. 
years  as  the  extreme  limit  of  the  time  during  which  dependence  could  •^"^°- 
be  placed  on   cast-iron  pipe  under  similar   conditions,   and  is  of  the 
opinion  that  steel  pipe  coated  as  this  was,  with  two  layers  of  burlap 
and  mineral  rubber,  is  not  suitable  for  use. 

It  may  be  of  interest  to  add  that  while  a  sewer  trench  was  being 
excavated  along  the  water-front  in  Baltimore,  several  cannon  balls 
varying  from  4  to  6  in.  in  diameter  were  found  several  feet  below  tide- 
level,  and,  as  there  had  formerly  been  a  landing  at  this  point,  which 
subsequently  was  filled  in,  it  seemed  probable  that  these  had  been 
dropped  from  some  vessel  during  the  War  of  1812.  In  spite  of  having 
remained  in  this  position  so  many  years,  they  were  practically  free 
from  rust. 

William  W.  Brush,*  M.  Am.  Soc.  C.  E. — New  York  City  has  Mr. 
more  than  2  500  miles  of  pipe  in  its  distribution  system,  and  has  had  '"'^  ' 
practically  no  difficulty  from  external  corrosion.  An  examination,  made 
about  a  year  ago,  of  a  length  of  48-in.  pipe  which  was  laid  in  1867  in 
Central  Park,  near  the  large  reservoir,  in  ground  that  was  low-lying 
and  wet  a  good  part  of  the  year,  showed  the  outside  coating  to  be 
practically  perfect.  The  general  condition  of  the  entire  pipe  system 
of  New  York  City  is  such  that  the  outside  of  the  pipe  generally  shows 
no  corrosion  that  would  aii'ect  its  life. 

The  interior  of  the  pipe  shows  very  materially  the  difference  in 
effect  of  waters  supplied  to  the  different  boroughs  of  New  York  City. 
Croton  water  has  such  slight  corrosive  effect  on  cast-iron  pipe  that 
sections  of  mains  laid  shortly  after  this  water  supply  was  introduced, 
in  the  early  Forties,  or  in  use  some  60  years,  show  practically  no 
corrosion.  Therefore,  there  has  been  no  necessity  for  cleaning  these 
mains;  whereas  in  Brooklyn,  where  the  water  has  a  comparatively 
high  chlorine  content,  varying  during  the  past  50  years  from  a  maxi- 
mum of  about  25  parts  per  million  to  a  minimum  of  about  8  parts, 
with  an  average  for  the  past  20  years  of  possibly  15  parts  per  million, 
there  is  a  corrosive  or  tuberculating  effect,  especially  on  pipe  laid 
uncoated.  The  pipe  laid  in  1858  was  mainly  Scotch  pipe,  in  9-ft. 
lengths,  and  was  uncoated.  There  was  also  some  pipe  cast  in  the 
United  States  at  about  that  time  and  laid  uncoated.  Such  pipe  re- 
quired cleaning,  as  the  tubercles  in  a  6-in.  pipe  were  of  such  size 
that  a  2-in.  rod  could  not  be  passed  through  the  pipe  without  breaking 
off  some  of  them.  That  pipe,  when  cleaned,  was  good,  apparently, 
for  another  50  years,  as  far  as  the  strength  of  the  wall  limited  the  life. 
The  rusting  probably  advances  ■  rapidly  on  the  cleaned  pipe.  Thus, 
at  Far  Eockaway,  pipe  which  had  been  laid  from  20  to  30  years  ago, 
and  was  cleaned  about  10  years  ago,  now  shows  tubercles  of  a  depth 
and  volume  equal  to  those  found  in  pipe  laid   some  20  or  30  years 
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Mr.  ago,  wliich  has  not  been  cleaned.  Apparentlj%  with  that  particular 
■  water,  tubercles  developed  in  10  years  after  cleaning,  which  would 
have  taken  20  or  30  years  to  develop  in  the  pipe  as  originally  laid. 

It  is  very  important,  however,  to  determine  under  what  conditions 
rapid  corrosion  of  the  iron  will  take  place  on  the  exterior  of  the  pipe. 
In  many  cases,  even  where  protection  would  cost  large  sums,  the  cost 
of  external  protective  measures  for  pipe  lines  would  pay.  On  the 
other  hand,  there  are  cases  where  such  protection  would  not  pay. 

Experience  in  New  York  City,  where  the  pipes  are  frequently  laid 
in  ground-waters,  especially  along  the  water-front,  indicates  that  there 
is  no  condition  that  would  warrant  any  special  method  of  protection. 

Mr.  Samuel  Tobias  Wagner.*  M.  Am.  Soc.  C.  E. — The  author  has  re- 

wagner.  ^^^^^^  ^^  p-p^  |^jj  -^  Philadelphia  in  1817.  In  1897,  about  1  000  ft.  of 
this  pipe,  22  in.  in  diameter,  was  removed  from  the  bed  of  Pennsyl- 
vania Avenue  on  account  of  street  changes.  After  80  years  of  service. 
its  external  condition  was  almost  perfect.  It  had  been  laid  in  a 
sandy  and  fine  gravelly  soil,  on  ground  well  above  tide-water.  The 
full  section  of  the  metal  in  the  pipe  was  there,  and  although  tubercles 
were  rather  freely  distributed  on  the  inside,  the  loss  of  waterway 
section  was  only  about  4.2  per  cent.  The  metal  inside  was  generally 
in  excellent  condition. 

Reference  has  been  made  to  the  effect  of  chlorine  in  the  water 
on  the  internal  condition  of  a  cast-iron  pipe.  This  is  a  new  thought 
to  the  speaker,  and  for  information,  it  might  be  interesting  to  add 
that  the  water  in  the  Schuylkill  River,  which  passed  through  this 
pipe  line,  has  a  chlorine  content  of  about  5  to  6  parts  per  million. 

The  data  presented  by  the  author  are  of  great  interest,  and  serve 
to  accentuate  the  necessity  of  studying  local  conditions  before  using 
any  metal  when  corrosion  is  to  be  feared.  There  are  many  places 
where  cast  iron  is  the  very  best  material  that  can  be  used  to  resist 
corrosion,  and  it  would  appear  that  the  author  believes  that  water  pipe, 
when  not  exposed  to  the  action  of  salt  water,  is  one  of  them.  Some 
cases  of  the  resistance  of  this  metal  to  ordinary  atmospheric  conditions 
are  remarkable.  In  some  of  these,  cast  iron  is  still  perfect  where 
wrought  iron  and  steel,  similarly  exposed,  have  rusted  away.  There 
can  be  no  doubt  that  the  resistance  of  the  skin  coat  of  silicious  mate- 
rial is  one  of  the  chief  reasons  for  its  durability. 

Mr.  R.  C.  KELLOGG,f  JuN.  Am.  Soc.  C.  E. — There  has  been  so  much 

°^^'  advertisement  and  so  much  written  in   regard  to  the  everlasting  life 

of  cast-iron  pipe  that  information  such  as  contained  in  this  paper  is 

of  value,  in   order  that  the  exceptions  to  the  general  rule  as  to  the 

longevity  of  such  pipe  can  be  taken  into  consideration  when  using  it. 

*  Philadelphia,  Pa. 
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Some  years  ago  the  speaker  was  familiar  with  conditions  of  quite  Mr. 
severe  pitting-  on  a  60-in.  riveted,  steel  main  laid  from  Astoria  to 
Ravenswood,  Queens  County,  New  York,  to  convey  gas  from  the  new 
Astoria  Works  to  the  Ravenswood  plant.  At  the  time,  these  pittings  were 
attributed  to  electrolytic  disturbances,  but,  in  view  of  the  information 
presented  in  this  paper,  it  is  only  fair  to  assume  that  this  was  an  error, 
and  that  the  major  causes  were  tidal  action  and  the  soil  in  which  the 
main  was  laid,  which  was  originally  part  of  a  salt  marsh.  This  idea  is 
somewhat  strengthened  when  the  speaker  recalls  the  fact  that  an 
electrolysis  survey  did  not  seem  to  develop  sufficient  evidence  that 
electrolysis  was  the  sole  cause  of  the  trouble.  He  is  familiar  with 
several  cases  in  Brooklyn  where  cast-iron  gas  mains  have  been  taken 
up  after  having  been  in  the  ground  from  50  to  60  years,  such  mains 
showing  no  signs  of  exterior  corrosive  injury.  There  are  also  several 
cast-iron  gas  mains  crossing  the  Harlem  River,  at  various  points,  all 
of  which  are  covered  by  salt  water  and  mud.  Parts  of  these  mains 
have  been  taken  up,  on  account  of  accidental  breakage,  and  show 
absolutely  no  effect  of  corrosive  action. 

From  this  it  would  appear  that  corrosion  is  caused,  not  only 
by  soil  of  a  certain  character,  and  tide-water,  but  also  that  the 
air  has  an  appreciable  effect.  The  speaker  is  not  familiar  with  any 
cases  of  internal  corrosion,  because  his  experience  has  been  entirely 
with  gas  pipes,  in  which  the  interior  surfaces  are  preserved  by  the 
deposition  of  liquid  hydro-carbon  compounds  condensed  out  of  the 
gas,  due  to  friction  and  changes  in  temperature. 

A.  D.  FuNN,*  M.  Am.  Soc.  C.  E. — Some  years  ago,  while  visiting  Mr. 
one  of  the  yards  of  the  Spring  Valley  Water  Company,  in  San  Fran-  '°°" 
cisco,  the  speaker  was  shown  several  lengtlis  of  wrought-iron  pipe 
which  had  been  taken  from  the  ground  after  20  years'  service  and  was 
in  perfect  condition,  both  inside  and  outside.  The  pipe  had  been  made 
in  accordance  with  specifications  by  the  Chief  Engineer  of  the  Com- 
pany, and  the  asphalt  coating  had  been  made  and  applied  also  according 
to  these  specifications,  the  work  being  done  with  great  care  in  all  details. 
The  speaker  was  informed  by  the  engineer  who  accompanied  him 
that  pipe  was  frequently  taken  up,  where  changes  in  the  system  were 
necessary,  and  found  to  be  in  such  excellent  condition  that,  when 
necessary,  it  was  re-used. 

In  connection  with  the  Catskill  Aqueduct,  in  laying  pipe  across 
The  Narrows,  from  Brooklyn  to  Staten  Island,  a  search  was  made 
for  a  coating  that  would  be  a  little  more  durable  than  most  of  the 
known  pipe  coatings,  and  some  inquiries  gave  hopeful  accounts  of 
one  known  in  the  trade  as  "bitumastic  enamel".     The  pipe  line,  on 

*  New  York  City. 


868      DISCUSSION' :  external  coeeosiox  of  cast-irox  pipe 

Mr.    which  this  coating  is  being  used,  is  now  being  laid,  and  the  work  will 
■  probably  continue  during  the  fall  and  next  spring. 

In  respect  to  galvanizing  as  a  means  of  protecting  steel  and  iron, 
experience  on  the  Catskill  Aqueduct  is  encouraging.  Steel-plate  man- 
hole covers,  railings,  and  other  objects  which  have  been  galvanized 
and  exposed  to  the  weather,  have  remained  in  good  condition. 

Mr.  William   J.   Boucher,*  Assoc.   M.   Am.   Soc.   C.   E. — The  use  of 

oucber.  (.gg^.j^Q^i  pipe  is  so  general  that  the  speaker  believes  that  any  data 
relating  to  the  subject  of  corrosion  will  be  of  interest,  perhaps  of 
value. 

Until  1897  or  thereabouts,  Jersey  City.  N.  J.,  was  supplied  with 
water  from  the  Passaic  River.  The  water  was  pumped  from  a  station 
at  Belleville,  opposite  North  Newark,  into  and  through  a  36-in.  cast- 
iron  main  laid  alongside  the  Turnpike  Road  to  a  reservoir  on  Bergen 
Hill,  Jersey  City.  This  pipe  was  made  by  the  Warren  Foundry 
and  Machine  Company,  and  the  letters.  "W.  F.  &  M.  C,  1862",  are  still 
discernible  to  any  one  with  good  eyesight.  The  pipe  is  supported,  as 
described  later,  practically  at  the  surface  of  the  grass-and-weed-covered 
tidal  salt  marsh,  which  extends  from  the  west  side  of  Bergen  Hill 
about  7  miles  to  the  east  bank  of  the  Passaic  River.  It  was  laid 
during  1862  and  1863  and,  with  the  exception  of  a  few  months  in 
1898,  has  conveyed  water  throughout  its  whole  length  since  1863.  It 
shows  no  signs  of  pitting  or  disintegration,  and  is  in  practically^  a 
perfect  state  of  preservation.  With  a  pocket  knife,  the  speaker  removed 
a  few  patches  of  covering  resembling  asphalt.  These  patches  covered 
only  a  minute  fraction  of  the  entire  surface,  and  if  the  pipe  was 
at  one  time  entirely  covered  with  a  preservative,  it  has  long  since 
ceased  to  be  of  any  value,  as  the  pipe,  everywhere,  is  uncovered  and 
the  upper  portion  of  its  circumference  plainly  shows  that  it  is  used 
frequently  as  a  foot-path. 

The  following  description  of  the  construction,  etc..  taken  from  the 
"Report  of  the  Engineer  of  the  Board  of  Water  Commissioners, 
1862-63."  may  be  of  interest: 

"'Two  rows  of  piles  are  driven,  three  feet  apart,  to  a  solid  foun- 
dation, which  is  found  at  a  depth  varying  from  12  to  20  feet  below 
the  meadow  surface.  The  heads  of  the  piles  are  then  cut  oS  16 
inches  below  the  meadow  and  cross  capped  with  10  x  12-in.  pine  timber; 
upon  this  capping  a  brick  pier  12  inches  thick,  44  inches  long,  and 
13  inches  high,  is  laid  up  in  hydraulic  cement. 

"The  pipe  when  placed  upon  this  pier  is  securely  held  in  its  position 
by  additional  courses  of  brick  work  built  up  on  its  sides.  The  piling 
and  capping  are  thus  kept  constantly  immersed  in  water,  rendering 
it  perfectly  secure  from  decay,  and  the  joints  of  the  pipe  being  just 
above  the  meadow  surface  enable  them  to  be  caulked  without  difficulty." 
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The  pipes  are  36  in.  in  diameter,  l^V  in.  thick,  and  12  ft.  5  in.  long.      jir. 
averaging  4  800  lb.   in  weight.     During  1862.  22  400  lin.   ft.   of  com- ^°"''*'"- 
pleted  main  were  laid,  at  a  cost  of : 

Iron  pipes  at  $37  per  ton.  delivered $138  121.30 

Contract  for  laying  pipe?,  including  piling,  capping. 

brick  foundations,  and  covering  pipes  with  earth.  46  567.20 

The  object  of  the  earth  covering  was  to  prevent  the  freezing  of 
the  water  during  the  winter,  but,  according  to  the  speaker's  recollec- 
tion, the  pipe  has  had  no  earth  covering  for  20  years,  and  was  con- 
veying water  when  observed  in  October.  1914. 

George  M.  Purver,*  Assoc.  M.  Am.  Soc.  C.  E. — The  speaker  would  -Mr. 
like  to  ask  Mr.  Pugh,  if  he  had  any  opportunity  to  observe  the  rate  at 
which  rusting  of  cast-iron  pipe  takes  place.  From  the  time  a  pipe 
begins  to  rust,  does  the  rate  of  rusting  remain  uniform  and  vary 
directly  with  the  time  of  exposure,  or  not;  and  would  the  author 
expect  the  same  results  under  similar  conditions? 

.  The  speaker  believes  that  this  paper  should  prove  interesting  and 
instructive  to  every  member  of  the  Profession,  and  it  has  suggested 
to  him  the  idea  that  it  would  be  desirable  to  urge  the  Society  to 
appoint  a  "Special  Coinmittee  on  Deterioration  of  Structural  ]\rate- 
rials,"  such  as  stone,  concrete,  steel,  cast  iron,  and  wood. 

Such  a  committee  could  gather  all  the  data  available  on  rusting 
of  metals,  rotting  of  wood,  disintegration  of  stone  and  concrete,  etc.. 
and  plot  curves  showing  periods  of  time  of  their  reliable  service.  It 
is  possible  that,  with  the  assistance  of  coefficients  established  from 
observation  of  the  conditions  surrounding  the  material  in  use,  one 
would  be  able  to  approximate  the  rate  of  deterioration. 

The  speaker  does  not  recollect  a  single  volume  or  pamphlet  on 
this  important  subject  that  would  comprise  all  the  reliable  data 
on  the  life  of  various  structural  materials,  and  yet  in  preparing  an 
estimate  or  in  evaluating  an  engineering  enterprise,  such  data  would 
furnish  an  important  element. 

W.  J.  E.  BiNXiE.f  Esq.  (by  letter). — The  author  is  to  be  congrntu-  Mi-. 
lated  on  his  exceedingly  interesting  and  most  useful  paper.  The  sub-  ^'°°'*'- 
ject  of  corrosion  of  metal  pipes  is  one  of  great  interest  to  all  water 
engineers,  and  in  the  past  too  little  attention  has  been  paid  to  the 
study  of  the  character  of  the  various  soils  in  which  pipes  are  to  be 
laid,  with  the  consequence  that  their  life  has  sometimes  been  lament- 
ably short. 

It  is  generally  considered  that,  owing  to  the  foundry  skin,  cast- 
iron  pipes  do  not  corrode  so  rapidly  as  steel.  It  is  very  seldom,  how- 
ever, that  even   a  cast-iron  pipe,  when  taken   up   after  being  several 

*  Brooklyn,  N.  Y. 

t  London.  S.  W..  England. 
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Mr.  years  in  the  g-round,  does  not  show  external  corrosion,  to  a  certain 
"""®'  extent,  thus  pointing  to  the  fact  that  the  usual  coatini;-  materials  do 
not   afford   permanent  protection. 

Fortunatelj',  the  corrosion  is  generally'  confined  to  a  certain  depth, 
that  is,  pitting  occurs,  accompanied  by  nodular  incrustation,  which, 
at  first  local,  spreads  in  area  as  time  goes  on,  so  that  the  entire  surface 
may  eventually  become  corroded ;  but  this  pitting,  whether  in  cast- 
iron  or  steel  pipes,  seldom  extends  to  a  depth  of  more  than  i  in. ;  and 
when  the  surface  is  entirely  covered  with  nodular  incrustation,  a  stage 
is  reached  when  further  deterioration  of  the  metal  ceases. 

With  cast-iron  water  pipes,  the  factor  of  safety  is  large,  and  the 
necessary  minimum  thickness  for  good  castings  is  considerable,  with 
the  consequence  that  the  pipe  is  still  strong  enough,  even  when  at- 
tacked by  ordinary  corrosion  both  within  and  without,  though  its 
carrying  capacity  may  be  affected  seriously.  Special  cases  occur,  how- 
ever, such  as  those  which  the  author  brings  forward,  when  the  material 
of  the  pipe  itself  is  entirely  changed  without  loss  of  outward  form, 
and  the  pipe  becomes  useless;  and  papers  such  as  this  are  of  great 
service  in  showing  the  engineer  what  is  to  be  expected  if  he  lays 
pipes  in  similar  ground  without  taking  special  precautions. 

The  experience  of  the  writer's  firm  leads  them  to  believe  that  the 
depth  of  pitting  does  not  differ  much,  whether  the  material  is  cast  iron 
or  steel,  but  the  loss  of  i  in.,  due  to  internal  and  external  corrosion 
together,  will  be  of  very  serious  consequence  in  the  case  of  steel 
pipes. 

The  writer's  firm  was  engaged  by  the  Western  Australian  Govern- 
ment, in  conjunction  with  Sir  W,  Ramsay,  and  Mr.  Otto  Hehner,  to 
report  on  the  remedial  measures  which  shovild  be  adopted  to  arrest 
the  corrosion  which  was  taking  place  in  the  pumping  main  for  the 
supply  of  water  to  the  Western  Australian  Goldfields.  This  main 
was  350  miles  in  length  and  30  in.  in  diameter.  It  was  corroded 
internally,  owing  to  the  faulty  coating  and  the  character  of  the 
water,  so  that  some  sections  had  lost  50%  of  their  carrying  capacity; 
and  externally  to  such  an  extent  that  the  main  was  sometimes  com- 
pletely penetrated. 

The  external  corrosion  was  most  active  in  saline  and  in  clay  soils, 
but  where  the  main  was  laid  through  sandy  light  soil,  corrosion  was 
generally  slight.  The  remedial  measures  which  were  undertaken  to 
deal  with  the  external  corrosion  where  the  pipe  had  to  be  underground 
consisted  in  opening  up  the  trench,  cleaning  and  scraping  the  outside 
of  the  main,  re-coating,  and  wrapping  it  with  tarred  Hessian.  In 
addition  to  this,  it  was  suggested  that  the  pipe  should  rest  on  a  bed 
of  lime  concrete,  and  should  be  surrounded  with  a  layer  of  slaked 
lime  when  the  trench  was  refilled,  but  it  is  not  known  whether  or 
not  this  was  actuallv  done. 
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'  The  writer  felt  fairly  confident  that  the  tarred  Hessiaii,  if  perfect,     Mr. 
would    in   itself  be   a   sufficient  protection,   but   it  was   not   at   all   an    '°°'®- 
easy   matter   to   wrap    this    Hessian   so   that   it   would    adhere    to   the 
entire  surface  of  a  lock-bar  jointed  steel  pipe,  such  as  the  Coolgardie 
main. 

To  remedy  the  internal  corrosion,  the  writer  suggested  the  addition 
of  lime  to  the  water,  and  also  the  removal  of  the  dissolved  air,  as 
exj^eriments  had  shown  how  easily  this  could  be  done  and  how  slowly 
corrosion  took  place  with  this  air-free  water.  It  is  believed  that  the 
Western  Australian  Government  has  carried  out  the  first  recom- 
mendation, but,  as  far  as  known,  it  has  not  tried  the  latter. 

The  writer's  firm  is  now  laying  a  steel  pipe  line  from  Wales  across 
the  estuary  of  the  River  Dee  to  Birkenhead,  in  Cheshire.  The  pipe, 
where  it  crosses  the  estuary,  is  in  salt  marshes  slightly  below  high- 
tide  level  for  several  miles,  and  owing  to  the  high  pressure  and  other 
reasons  it  was  desirable  to  use  steel  pipes.  These  are  flanged  pipes, 
and,  owing  to  the  restrictions  placed  on  the  Birkenhead  Corporation, 
had  to  be  laid  underground. 

The  writer's  firm  has  decided  to  take  the  following  precautions : 

(1)  To  wrap  the  pipes  externally  with  two  layers  of  Hessian  treated 
with  a  bituminous  solution  similar  in  composition  to  that  used  for 
cables. 

(2)  To  lay  the  pipe  in  lime  concrete  except  at  the  flanges,  which 
will  be  surrounded  with  puddled  clay  mixed  with  slaked  lime  in  the 
proportion  of  6  parts  clay  to  1  part  slaked  lime,  in  order  to  facilitate 
the  replacement  of  a  faulty  pipe. 

Leonard  S.  Doten,*  M.  Am.  Soc.  C.  E.   (by  letter). — The  writer    Mr. 
has  had  considerable  experience  in  the  use  of  cast  iron  in  sea  water, 
chiefly  in  the  form  of  water  mains  and  bearing  piles  for  wharves.     As 
a  result  of  this  experience,  he  concludes  that  east  iron  is  much  superior 
to  steel  or  wrought  iron  in  resistance  to  corrosion. 

The  author  states : 

"Five  separate  theories  have  been  advanced  to  account  for  the 
rusting  of  iron,  but.  at  present,  three  of  these  have  been  practically 
eliminated,  leaving  only  two  over  which  the  fight  still  wages :  the  acid 
theory  and  the  electrolytic  theory." 

In  the  majority  of  cases  corrosion  can  be  explained  most  satisfac- 
torily by  the  latter  theory,  but  no  one  theory  accounts  for  it  under 
all  conditions;  corrosion  may  be  either  the  result  of  chemical  action 
or  electro-chemical  action,  depending  on  controlling  conditions.  The 
cases  of  rapid  disintegration  of  water  pipes  cited  by  the  author  were 
undoubtedly    examples    of   electro-chemical    action.      The   writer    does 
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Mr.  not  mean  to  imply  that  the  electrolytic  theory,  as  usually  understood, 
accounts  for  the  corrosion  satisfactorily  in  those  cases. 

On  page  812  the  author  states  that  "the  salt  of  the  ocean  is 
particularly  destructive  to  cast  iron,  -  *  *."  The  writer  believes 
this  to  be  true  only  under  certain  unusual  conditions,  which  will  be 
described  later.  It  is  a  well-known  fact  that  the  superstructures  of 
many  of  the  wharves  along  the  Atlantic  Coast  are  supported  by  cast- 
iron  piles.  Cast  iron  is  the  most  durable  material,  available  for  use, 
for  wharf  piling  in  salt  or  fresh  water.  The  Government  pier  at 
Old  Point  Comfort,  Va.,  is  a  good  example  of  this  type  of  construction. 
This  wharf  was  built  about  32  years  ago.  The  writer  knows  from 
personal  inspection  that  the  piles  of  this  pier  are  now  in  practically 
as  good  condition  as  on  the  date  of  construction.  The  steel  I-beams 
resting  on  these  piles  have  been  much  weakened  by  corrosion,  scale 
having  formed  on  them  h  in.  or  more  in  thickness. 

In  1903,  the  writer  had  a  very  interesting  experience,  in  investi- 
gating the  cause  of  the  rapid  disintegration  of  a  submarine  water 
main  and  in  devising  a  means  to  prevent  further  trouble  from  this 
source.  The  pipe  line  in  question  was  in  Boston  Harbor,  and  con- 
nected one  of  the  distributing  mains  of  the  Boston  Water- Works  with 
the  distributing  system  of  one  of  the  forts.  The  line  was  approxi- 
mately 2  000  ft.  long.  It  was  of  heavy,  flexible-joint,  coated,  cast- 
iron  pipes,  6  in.  in  diameter,  and  was  laid  in  a  trench  5  ft.  deep,  and 
covered  with  clay,  in  accordance  with  the  standard  practice  in  that 
locality.  Near  the  shore  of  the  reservation,  a  break  had  occurred 
which  was  the  third  at  this  point,  due  to  the  same  cause,  since  the 
construction  of  the  line,  about  7  years  previously. 

When  removed,  it  was  found  that  there  were  several  holes  in  the 
bottom  and  sides  of  the  pipe,  ranging  in  diameter  from  ^  in.  to  1  in. 
Aside  from  these  holes,  the  general  appearance  of  the  pipe  was  good, 
and  the  coating  apparently  was  intact.  By  very  close  examination, 
however,  it  was  possible  to  discover  many  small  circular  areas  where 
the  coating  was  elevated  slightly  above  the  general  surface.  At  these 
points,  it  was  possible  to  cut  deep  holes  with  a  knife,  in  some  cases 
extending  completely  through  the  shell  of  the  pipe.  The  appearance 
of  the  disintegrated  metal  was  similar  to  that  of  graphite,  which  is 
characteristic  of  cast  iron  which  has  imdergone  the  change  produced 
by  electrolysis.  On  exposure  to  the  air  for  a  time,  the  substance 
became  harder. 

On  account  of  the  close  resemblance  of  the  corroded  pipe  to  that 
which  had  been  injured  by  electrolysis,  and  the  fact  that  the  line 
affected  was  at  a  place  where  injury  due  to  this  cause  would  be  most 
likely,  a  test  was  made  to  ascertain  whether  an  electric  current  was 
passing  through  the  line,  but  gave  a  negative  result. 
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Following-  this,  another  theory  to  account  for  the  corrosion  came  Mr. 
to  the  writer's  mind.  It  had  been  noted  that  there  was  a  large  accu-  ^''*®°- 
mulation  of  finely  divided  anthracite  coal  on  the  beach  in  the  imme- 
diate vicinity  of  this  line.  This  coal  had  been  brought  there  by  the 
action  of  the  tidal  currents  from  the  opposite  shore  of  the  island, 
where  a  coal  barge  had  been  wrecked  several  years  before,  and  had 
come  into  contact  with  the  pipe  in  the  trench.  Under  the  pipe  there 
were  large  ma.sses  of  cemented  gravel  having  the  color  of  iron  rust. 

Furthermore,  each  time  a  defective  pipe  had  been  replaced  with 
a  new  one,  it  had  been  necessary  to  extend  the  trench  a  little  farther, 
in  order  to  make  a  suitable  connection  with  the  sound  pipe.  The 
small  pieces  of  coal  became  distributed  over  the  bottom  of  the  trench 
to  a  greater  or  less  extent  during  this  operation,  and,  as  a  consequence, 
more  pipes  were  affected.  This  probably  accounts  for  the  fact  that 
only  two  lengths  were  removed  the  first  time,  whereas  about  eight 
lengths  were  removed  the  last  time. 

Taking  these  facts  into  account,  the  writer  devised  the  theory 
that  the  action  causing  disintegration  of  the  metal  was  electro-chemical, 
and  resulted  from  the  contact  of  the  coal  (carbon)  with  the  iron  in  an 
electrolyte  (sea  water).  An  experiment  was  made  to  ascertain  the 
correctness  of  the  theory.  A  crude  electrolytic  cell  was  formed  by 
using  a  large  glass  jar  of  sea  water,  a  piece  of  the  pipe  metal,  and  a 
large  piece  of  anthracite  coal.  Iron  wires  were  used  to  connect  the 
two  poles.  Connecting  these  wires  to  a  galvanometer  the  writer 
obtained  an  initial  deflection  of  5°  and  a  constant  deflection  of  3i° 
when  the  instrument  was  adjusted  for  the  proper  external  resistance. 
Gas  bubbles  formed  on  the  poles,  in  the  manner  characteristic  of 
electrolytic  action. 

As  a  result  of  this  experiment,  the  writer  was  convinced  that  the 
theory  was  correct  and  that  the  metal  of  the  pipes  had  been  carried 
away  by  electrolytic  action  resulting  from  local  currents. 

The  report  which  was  made  to  the  War  Department,  dated  February, 
1904,  contained  the  statement  that,  in  the  writer's  opinion,  the  disin- 
tegration of  the  pipe  was  due  to  galvanic  action  between  the  coal  and 
iron,  and  a  recommendation  that  the  new  pipe  as  soon  as  placed  be 
encased  with  a  rich  mixture  of  concrete.  The  work  was  carried  out 
in  accordance  with  the  recommendation  of  that  report.  No  further 
trouble  due  to  this  cause  has  been  experienced  since  that  date. 

As  electrolytic  action  is  produced  when  carbon  is  placed  in  contact 
with  such  metals  as  7,inc,  tin,  and  iron  in  an  electrolyte,  it  is  the 
writer's  opinion  that  all  forms  of  coal,  peat,  and  other  vegetable  mate- 
rial which  has  been  more  or  less  carbonized,  as  well  as  many  other 
substances,  also  produce  electro-chemical  action  under  similar  con- 
ditions. The  rapid  corrosion  of  the  water  pipe  lines  at  Elizabeth,  Perth 
Amboy,  and  Atlantic  City,  N.  J.,  Syracuse,  X.  Y.,  and  those  lines  laid 
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Doten.  !"  l"^^'"'  ^^°"^  P«^er  plants,  could  be  accounted  for  most  satisfactorily 
in  tnis  way.  '' 

Undoubtedly,  cast-iron  wharf  piling  and  the  steel  or  iron  supports 
for  structures  m  sea  water  have  been  weakened  by  such  action.  There- 
fore the  writer  believes  it  would  be. unwise  to  use  cast  iron  or  steel 
m  the  substructures  of  coal  wharves  in  such  locations.  Electrolytic 
action  would  be  likely  to  take  place  at  the  bottom 

The  author's  statement  that  "to  get  the  full  corrosive  effect  of  sea 
Ts  manvTf  th  '\\\''r'^f  ^oes  not  well  apply  to  cast-iron  piles, 
as  many  of  those  which  have  been  in  place  30  years  or  more  show  little 

ancfT.1  TTr'""-  ^'  T'"'  "^°'^  accurately  to  wrought  iron 
and  steel.  In  the  case  cited  by  the  author,  the  piles  failed  at  the 
bottom,  where  the  air  was  probably  least  plentiful 

It  IS  also  stated  that  the  meadow  soil  at  Atlantic  City  was  free 
fromorganic  acids  The  soil  conditions  were  suitable,  and  there  was 
sufficient  sodium  chloride  present  to  make  electrolytic  action  possiMe 
The  more  rapid  corrosion  of  this  pipe  at  the  top  than  at  the  bottom 
could  be  accounted  for  by  the  accelerating  effect  of  the  sun  heat  of 
summer  or  by  a  difference  in  the  character  of  the  soil 
Pu.^h.  .  .^^-^^^HALL  E.  PuGH,*  M.  Am.  Soc.  C.  E.  (by  letter).-In  a  number 
of  instances  corrosion  of  steel  pipe  is  closely  linked  with  that  of  cast- 

methodf'    Tl.       '"1^"  '^""'  '"^''''  '^^  ^^  *°  ^'  P^^^^^^t^d  by  similar 
methods.     The  conditions   cited  by  Mr.   Bowie   in   the   California  oil 
pipe    ines  are  severe.     The  high  pressure  to  which  they  are  subjected 
and,_  still  more,  the  great  temperature  variations,  undoubtedly  call  for 
special  treatment      The  writer  was  much  interested  in  the  meth  d  o 
wrapping    which  is  quite  similar  to  that  recommended  for  protecting 
the  Goldfields  main  in  Western  Australia.f    In  this  case  a  30-in   S 
pumping  mam    850  miles  long,  used  to  supply  Coolgardie,  was  found 
to  be  rapidly  failing  from  both  internal  and   external  corrosion.     As 
the  cost  of  the  mam  was  about  $10  000  000,  it  was  a  matter  of  verv 
great  importance     It  appeared  on  investigation  that  two  of  the  recom- 
mendations  of  the  commission  of  engineers  had  not  been  followed  " 
ts  construction;  first,_  that  the  pipe  should  be  dipped  in  a  nearlv  boil- 
ing  asphaltic  composition,   both   in   England  and   immediately  before 
being  laid  in  Australia;  and  second,  that  the  pipe  be  laid  above  ground 
In  reference  to  the  first  point,  the  Joint  Eeport  says: 

"(1)   If  the  pipes  are  dipped  just  before  laying,  the  deterioration  of 

mise'd^'TI)  t\l:  b"""?"  Trf""''  ^^-^^^^^^  traiS'is'min- 
imisea.  {Z)  it  has  been  found  that  a  coat  ng  which  anDearc  nprfontl., 
satisfactory  to  the   naked  eye  contains,  when  iSned  wi  h   a  t.l^ 

*  Philadelphia,  Pa.  ~  "  ' " 

t  "Goldfields    Water    Supnlv     Corro<?inii    nf    «t«.oi    ht    ■     .. 
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through  to  the  metal  beneath.  On  removing  one  of  the  nodular  in-  Mr. 
crustations  which  form,  as  a  result  of  corrosion,  the  coating  at  first  J^u^b- 
sight  frequently  appears  to  be  sound.  A  more  minute  examination, 
however,  reveals  the  fact  that  the  metal  has  decayed  below  the  coat- 
ing, having  been  attacked  by  the  penetration  of  the  water  through  one 
of  these  minute  holes  to  the  rjietal  surface.  Were  the  pipe  to  be 
dipped  a  second  time  as  recommended  by  the  Commission,  care  being 
taken  that  the  first  coat  remained  uninjured,  the  odds  against  the  oc- 
currence of  two  air  bubbles,  one  above  the  other,  giving  direct  access 
of  the  water  to  the  metal,  would  be  enormous." 

The  remedial  measures  recommended  have  been  stated  in  the  dis- 
cussion by  Mr.  W.  J.  E.  Binnie. 

The  writer  would  be  interested  in  knowing  the  cost  of  wrapping 
pipe  with  roofing  papers  coated  with  asphaltum,  and  how  it  compares 
with  the  cost  of  using  galvanized  pipe. 

The  cast-iron  saddle  shown  by  Mr.  Bowie,  Fig.  26,  is  analogous  to 
the  more  primitive  expedient  on  the  30-in.  steel  main  at  Atlantic 
City,  where  the  hole  was  closed  with  a  wooden  plug,  and  a  box  was 
strapped  to  the  pipe  and  filled  with  concrete. 

The  expansion  and  contraction  due  to  temperature  variations  in 
the  oil  pipe  lines  obviously  makes  concrete  a  poor  material  with  which 
to  protect  them,  but  if  surrounded  by  a  lime  and  clay  puddle,  the  de- 
sired result  might  be  obtained.  Whenever  pipes  are  cased  in  concrete 
it  would  be  of  great  advantage  to  adopt  the  expedient  mentioned  in  the 
discussion  relative  to  the  Birkenhead  pipe.  In  this  instance  the  joints 
are  not  surrounded  with  concrete,  but  are  buried  in  a  puddle  of  clay 
and  slaked  lime.  This  enables  a  length  of  pipe  to  be  removed  without 
the  necessity  of  cutting  the  concrete. 

Mr.  Allen,  whose  opinion  should  have  great  weight,  estimates  the 
extreme  life  of  cast-iron  pipe,  under  conditions  obtaining  at  Atlantic 
City,  as  25  years. 

The  question  raised  by  Mr.  Purver  as  to  whether  or  not  the  rate 
of  rusting  remains  uniform  and  varies  directly  with  the  time  of  ex- 
posure, is  difiicult  to  answer  with  any  data  in  the  writer's  possession. 
It  would  appear  reasonable  to  assume  that  it  goes  on  at  an  accelerating 
rate,  because  both  electrical  and  physical  conditions  would  tend  to 
promote  more  intense  corrosion,  at  all  events  within  certain  limits.  As 
bearing  on  this,  the  case  of  internal  attack  mentioned  by  Mr.  Brush 
is  of  interest.  He  states  that,  at  Far  Eockaway,  pipe  laid  from  20 
to  30  years  ago,  and  cleaned  about  10  years  ago,  now  shows  tubercles 
of  a  depth  and  volume  equal  to  those  in  pipe  laid  at  the  same  time 
which  had  not  been  cleaned.  Possibly  this  may  be  due  in  large  part 
to  the  fact  that  a  scraped  pipe  has  the  surface  left  in  very  favorable 
condition  for  corrosion,  whereas  the  new  pipe  is  protected  for  quite 
a  number  of  years  before  the  attacks  can  even  begin. 
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For  the  purpose  of  observing  the  elfect  of  skin  resistance,  the  writer 
had  a  series  of  plates  made,  1.5  by  2.0  by  about  0.28  in.  Some  of  these 
were  of  ordinary  cast  iron,  and  some  were  of  iron  cast  in  moulds  the 
facing  sand  of  which  had  been  mixed  with  chromite,  FeCrO^,  ground 
to  fine  powder.  Three  of  the  plain  plates  and  three  of  the  chromated 
plates  were  immersed  in  a  glass  containing  100  cu.  cm.  of  a  3% 
solution  of  sea  salt  in  watei',  which  closely  approximates  the  composition 
of  sea  water.  The  edges  of  all  the  plates  were  filed  smooth  and  paraf- 
fined, so  as  to  confine  the  corrosion  to  the  two  faces  of  the  plates.  The 
plain  cast  iron  contained  no  chromium.  Filings  of  the  skin  of  the 
chromated  plates  contained  0.42%   of  chromium. 

The  results,  given  in  Table  9,  do  not  indicate  any  very  promising 
outlook  for  such  methods  of  protection. 

TABLE  9. 


No.  of 
sample. 

Kind  of 
iron. 

Weight 

of 
sample. 

Weight, 
10  days. 

Weight, 
54  days. 

Weight, 
5  months. 

Loss  of 
weight  in 
5  months. 

Loss 
of  weight 
per  square 

inch 

of  exposed 

surface. 

3  f 

4  } 
0      f 

Plain       j 
cast  iron.    1 

Chromated  J 
cast  iron.    ] 

108.765 
97.511 
94.307 
97.421 
101.21)9 
100.705 

108.716 
97.357 

108.600 
97.252 

108.180 
96.888 
93.793 
96.874 
100.. 561 
100.084 

0.585 
0.623 
U.514 
0.547 
0.648 
0.681 

0.0975 

0.104 

0.0857 

0.091 

0.108 

0.113 

In  corroboration  of  what  Mr.  Flinn  has  said  about  the  protective 
effect  of  galvanizing  on  the  Catskill  Aqueduct  work,  the  writer  had  an 
opportunity  to  ascertain  the  condition  of  a  galvanized-iron  ocean  out- 
fall sewer  constructed  under  his  supervision  11  years  ago.  This 
pipe  was  recently  exposed  at  mean  tide  level  near  the  shore,  where  it 
had  constantly  been  subjected  during  that  period  to  alternate  action 
of  air  and  water  externally  and  sewage  internally.  It  was  a  matter 
of  comment,  by  all  vpho  saw  it,  how  bright,  new,  and  uninjured  the 
galvanizing  was.  The  pipe  was  apparently  as  good  as  the  day  it  was 
laid,  and  the  zinc  still  retained  its  bright,  fresh  appearance. 

Mr.  Doten  has  presented  an  interesting  and  unique  case  of  cast- 
iron  pipe  corrosion,  and  his  experiments  would  seem  to  establish  the 
correctness  of  his  conclusion  that  "'the  action  causing  the  disintegra- 
tion of  the  metal  was  electro-chemical,  and  resulted  from  the  contact 
of  the  coal  (carbon)  with  the  iron  in  an  electrolyte  (sea  water)."  In 
a  general  way  it  is  analogous  to  the  instance  cited  by  Krzizan,  on  page 
817,  and,  taken  in  conjunction  with  that  case,  shows  need  for  care  in 
a  number  of  wdiat  at  first  sight  might  appear  to  be  harmless  conditions. 
The  writer,  nevertheless,  cannot  go  so  far  as  to  ascribe  all  such  disin- 
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tegration  to  this  source.  For  example,  a  case  was  brought  to  his  Mr. 
attention  by  Mr.  B.  B.  Hodgman,  in  which  a  peat  bog  of  great  depth,  ^ 
a  mile  or  so  from  Belle  Plaine,  Iowa,  was  crossed  by  the  Chicago  and 
North  Western  Eailway.  The  Railway  Company  about  1894  laid  a 
6-in.  cast-iron  water  pipe,  some.l  800  ft.  long,  from  a  pumping  station 
to  its  roundhouse.  It  passed  through  this  bog.  in  which  it  was 
originally  laid  from  18  to  20  in.  deep,  and  in  10  years  had  sunk  to  a 
depth  of  about  4  ft.  When  examined  by  Mr.  Hodgman  in  1908  the 
pipe  had  been  in  place  some  14  years.  It  was  badly  corroded  ex- 
ternally, with  pittings  i  in.  deep  and  1^  in.  in  diameter.  In  this 
case  there  was  no  salt  water  to  act  as  an  electrolyte. 

A  peat  bog  is  rich  in  the  humus  acids ;  the  ligneous  fiber  of  the 
sphagnum  mosses  on  decaying  gives  rise  by  a  fermentive  process  to 
humic,  ulmic,  and  other  rather  ill-defined  acids.  These  acids  are 
powerful  agents  in  dissolving  mineral  matter  from  rocks,  and  even 
quartz  may  be  corroded  by  them.  Large  deposits  of  bog-iron  ore  are 
found  in  such  swamps.  The  corrosion  of  the  Belle  Plaine  pipe  would 
thus  seem  to  be  readily  explained. 

That  coal  may  be  an  important  contributing  cause  when  cast-iron 
pipe  laid  in  cinders  is  subjected  to  the  action  of  salt  water  would 
appear  probable,  but  there  is  also  no  question  of  the  dominant  role 
•played  by  sulphur,  as  noted  at  the  Harrisburg  tunnel,  on  page  850. 

Mr.  T.  N.  Thomson*  cites  two  cases  of  corrosion  in  wrought-iron 
and  steel  pipes.  One,  a  piece  of  l^-in.  black  wrought-iron  exhaust 
pipe  from  power  boilers  in  Tonawanda,  N".  Y.,  had  lain  in  damp  soil 
and  ashes  4  years.  No  pitting  was  present,  but  the  pipe  varied  from 
about  half  its  original  thickness  down  to  that  of  tissue  paper.  The 
second,  a  2-in.  steel  pipe,  from  Boston,  was  laid  on  top  of  a  cement 
floor  over  which  was  a  plank  floor  on  which  coal  was  stored.  Some 
of  this  coal  worked  down  through  the  planking  so  that  the  pipe  was 
partly  buried  in  coal.  After  each  heavy  rain,  surface  water  leaked 
into  the  coal,  so  that  it  is  probable  the  coal  around  the  pipe  was  con- 
stantly moist.  This  pipe,  laid  in  February,  1904,  failed  through  ex- 
ternal corrosion,  and  had  to  be  removed  a  year  later.  It  is  scarcely 
safe  to  assume  that  this  was  due  entirely  to  what  Mr,  Doten  terms 
electro-chemical  action.  It  is  a  well-known  fact  that  the  water  leach- 
ing through  coal  becomes  strongly  acid  from  the  sulphur  in  the  iron 
pyrites  found  in  the  coal.  The  acid  waters,  leached  from  old  culm 
banks  in  the  coal  regions,  in  many  cases  have  destroyed  every  vestige 
of  vegetable  matter  near  them.  These  acid  waters,  as  already  stated 
in  the  paper,  are  very  destructive  of  iron,  and  may  have  to  do  with  the 
destruction  of  the  substructure  of  coal  wharves,  cited  by  Mr.  Doten, 

*  Journal,  Engrs.  Soc.  of  Peunsylvania,  Vol.  1,  p.  233. 
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Mr.  The   writer   still    adlieres   to   his   views    regarding!:  the   effect    of  air 

"^  ■  on  the  rapidity  of  corrosion  of  different  parts  of  the  pipe,  as  noted  on 
page  844  and  illustrated  by  Fig.  22.  This  explains  satisfactorily 
why,  at  Atlantic  City,  the  pipe  was  perforated  most  frequently  at  the 
top,  whereas  at  Elizabeth  it  deteriorated  chiefly  at  the  bottom.  Nor 
is  this  inconsistent  with  the  fact  that  pipe  laid  in  open  trench,  but 
still  subjected  to  alternate  wetting  and  drying,  lasts  longer  than  pipe 
in  a  marsh,  although  that  in  open  trench  is  exposed  more  freely 
to  the  air  whenever  the  water  falls.  The  moi^^t.  aerated  soil  forms 
just  the  condition  for  most  vigorous  action,  whether  chemical  or 
electro-chemical.  Furthermore,  in  the  soil,  the  ferric  hydroxide  is 
retained  mechanically  in  contact  with  the  pipe  in  large  quantity,  as 
shown  by  the  analysis  in  Table  7.  Ferric  hydroxide  acts  as  a  catalytic 
agent  in  hastening  many  chemical  reactions,  and  may  thus  accelerate 
the  corrosion  of  the  pipe. 

Soil  conditions,  and  even  substances  accidentally  present  in  the 
soil,  as  in  the  case  cited  by  Mr.  Doten,  add  another  factor  to  the 
complex  interplay  or  corrosive  and  inhibitive  forces  affecting  the 
durability  of  cast  iron. 

Apparently  insignificant  factors  may  produce  far-reaching  effects. 
Mr.  F.  N.  Speller,*  in  studying  the  corrosion  of  iron,  took  two  clean 
iron  rods  connected  by  copper  wires  to  a  volt  meter,  and  immersed 
them  in  salt  water.  A  slight  difference  of  potential  was  usually  shown. 
If  one  of  the  rods  was  exposed  to  the  air  for  a  few  minutes  and 
then  replaced  in  the  water,  a  strong  deflection,  amounting  to  50 
milli  volts  was  indicated  with  the  electrode  which  was  aerated  as 
a  cathode.  On  removing  the  other  rod  and  replacing  it  after  an 
equal   or   slightly  longer  exposure,   the   current   was   reversed. 

After  a  prolonged  study  of  the  subject  Mr.  Speller  concluded 
that  "the  rate  of  corrosion  evidently  depends  more  on  the  oxygen 
available  than  any  other  factor".  Whether  the  corrosion  proceeds 
uniformly  or  is  concentrated  in  pits,  seemed  to  him  to  depend  chiefly 
on  the  irregular  distribution  of  foreign  impurities  in  contact  with 
the  surface,  an  idea  according  well  with   i\Ir.  Doten's  theory. 

A  statement  of  the  writer  on  page  812  is  open  to  misinter- 
pretation. In  the  clause  reading  "The  salt  of  the  ocean  is  particu- 
larly destructive  to  cast  iron'',  it  was  not  intended  to  imply  that 
wrought  iron  or  steel  is  less  seriously  affected  than  cast  iron.  The 
writer  is  absolutely  in  accord  with  Mr,  Doten's  views  on  the  superior 
resisting  power  of  cast  iron  under  such  conditions,  and  has  so  stated 
on  page  853.  He  is  glad  to  be  corroborated  so  strongly  in  this 
view  by  one  having  such  extended  experience  in  this  matter. 

*  Journal,  Engrs.  Soc.  of  Pennsylvania,  Vol.  1,  p.  2-13. 
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So  far  as  concerns  the  main  conclusions  of  the  paper,  the  writer    Mr. 
sees  no   reason   to   change  them.     The   discussion   has   been   of   great    "^ 
aid    in    considering    the    merits    of    different    remedies,    and    may    be 
summarized  as  follows : 

A. — Increasing  the  Shin  Resistance  of  Cast  Iron. — This  deserves 
investigation,  but  the  outlook   is  not  particularly  promising. 

B. — Utilizing  the  Protective  Influence  of  Alkalis  hy  Surrounding 
the  Pipe  with  Lime  or  Cement  Where  Such  is  Practicable. — This 
method  was  advised  in  the  Joint  Report  for  the  protection  of  the 
Coolgardie,  Australia,  main  which  passed  through  corrosive  soils, 
and  is  to  be  used  in  connection  with  the  new  Birkenhead,  England, 
supply  where  the  main  is  laid  in  salt  marsh.  It  was  adopted  with 
success  in  Boston  Harbor.  The  discussion  would  seem  to  bear  out 
this  method  as  having  a  wide  field  of  usefulness. 

C. — Exclusion  of  Acids,  Salt,  or  .-ijn— Under  this  caption  would 
come  the  device  of  raising  the  pipe  above  the  surface.  The  discus- 
sion brought  out  a  successful  instance  of  this  in  a  pipe  laid  in  1862, 
and  still  in  service.  The  double  dipping  of  pipe,  as  outlined  in  the 
Joint  Report,  is  also  deserving  of  careful  consideration.  Wrapping 
the  pipe  is  also  shown  to  be  capable  of  wide  application. 

D. — Galvanizing  the  Cast-iron  Pipe,  Thus  Protecting  It  at  the 
Expense  of  the  Zinc. — What  little  was  brought  out  under  this  head 
in  the  discussion  tends  to  point  to  it  as  being  desirable  under 
certain  conditions.  Strong  evidence  is  furnished  by  the  example 
mentioned  by  the  writer  of  its  protective  effect  on  a  sewer  outfall. 

The  engineer  should  be  sufficiently  familiar  with  conditions  under 
which  cast-iron  pipe  is  subject  to  rapid  deterioration  to  advise  when 
it  may  be  desirable  to  spend  even  relatively  large  sums  for  external 
protective  measures,  as  well  as  to  appreciate  when  the  cost  of  such 
protection  would  be  incommensurate  with  the  results  obtained. 
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Synopsis. 

The  object  in  presenting  this  paper  is  to  bring  before  members  of 
the  Society  who  are  interested  in  sewage  disposal  several  devices  for 
fine  screening  that  have  been  installed  within  the  last  few  years,  with 
such  data  regarding  their  merits  and  defects  as  the  writer  has  been  able 
to  gather  from  various  inspections  and  by  correspondence. 

A  secondary  object  has  been  to  indicate  the  relative  position  of  fine 
screening  as  a  method  of  sewage  treatment  with  respect  to  tank  treat- 
ment, in  the  belief  that,  although  the  field  for  fine  screening  is  dis- 
tinctly limited,  its  possibilities  are  not  yet  fully  realized. 

No  attempt  has  been  made  to  give  other  than  general  or  essential 
details  regarding  the  types  of  screens  discussed. 

By  fine  screens  is  meant  those  used  in  partly  removing  the  smaller 
organic  particles  of  suspended  matter  which  cause  a  rapid  decrease 
of  the  dissolved  oxygen  of  the  streams  into  which  they  are  discharged ; 

*  Presented  at  the  meeting  of  October  21st,  1914. 
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and,   for   the   present   purpose,   such   screens   are   assumed   to   have   a 
maximum  free  opening  of  not  more  than  g  in.,  or  15  mm. 

Five  types  are  considered.  Several  screens,  otherwise  excellent,  but 
which  are  cleaned  below  the  surface,  are  not  considered,  as  this  method 
of  cleaning-  is  believed  to  be  fundamentally  bad.  All  the  types  discussed 
are  in  successful  operation  in  Germany,  and  there  are  a  limited  num- 
ber in  England  and  the  United  States.     These  types  are : 

1. — The  Band  Screen,  exemplified  by  that  at  Hamburg,  designed 
by  Brunotte  and  manufactured  by  the  Buckau  Machinery 
Company,  of  Magdeburg,  Germany,  and  the  Carshalton  Screen 
at  Sutton,  manufactured  by  John  Smith  and  Company,  of 
Carshalton,  England. 

2. — The  Wing  Screen,  of  Uhlfelder  and  Schneppendahl,  in  use  at 
Frankfort,  Germany,  and  manufactured  by  J.  S.  Fries  Sohn,  of 
that  city. 

3.— The  Shovel-Vane  Screen,  in  use  at  Strassburg,  Germany,  and 
made  by  the  Geiger  Machine  Works,  of  Karlsruhe. 

4. — The  Drum  Screen,  designed  by  G.  Windschild,  of  Dres- 
den-Cossebaude,  in  use  at  Trier;  and  that  designed  by 
O.  M.  Weand,  of  Beading,  Pa.,  and  in  use  at  Brockton,  Mass. 

5. — The  Kiensch-Wurl  Screen,  used  at  Dresden,  and  manufactured 
by  Wilhelm  Wurl,  of  Berlin-Weissensee. 

To  furnish  the  best  results,  a  screen  should  be  efficient  in  the 
removal  of  material,  reliable  under  conditions  to  be  met  in  operation, 
free  from  nuisance,  accessible  for  repairs,  and  inexpensive  in  first  cost 
and  operation.  In  general,  the  screens  described  in  this  paper  meet 
these  conditions  quite  well.  Naturally,  other  things  being  equal,  the 
finer  the  screen  the  more  efficient  it  is,  but  collected  data  are  so 
discordant  that  the  desirability  of  standardizing  the  methods  of  obtain- 
ing and  recording  results  is  made  very  evident. 

It  is  suggested  that  special  attention  be  given  to  the  mode  of 
sampling,  that  samples  be  weighted  in  accordance  with  the  flow,  and 
that  the  amovmt  of  preliminary  cleaning  by  coarse  screens  and  grit 
chambers  be  always  noted. 

Except  the  Hamburg  screen,  which  is  somewhat  coarser  than  the 
others,  the  fine  screens  now  in  regular  operation  in  Germany  will 
ordinarily  remove  more  than  30%  of  the  suspended  solids,  two-thirds 
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01-  more  of  which  con^iist  of  organic  matter.  This  fact,  which  is  not 
yet  generally  recognized  in  America,  places  fine  screening  in  com- 
petition with  tank  treatment,  although,  usually,  its  efficiency  is  some- 
what less. 

In  general,  fine  screening  should  be  considered  : 

1.  Where  the  removal  of  all  but  the  very  fine  solids  will  furnish 

a  satisfactory  effluent; 

2.  Where    land    values    are    so    high    as    to    render    sedimentation 

installations  costly; 

3.  Where  excavation  for  tanks  would  be  costly; 

4.  Where   the   disposal   of   sewage   sludge  would   be   expensive   or 

cause  a  nuisance; 

5.  Where  the  recovery  of  grease  or  fertilizing  value  is  important. 

The   Kemoval   of   Suspended   Solids   fi?om    Sewage. 

The  discharge  of  crude  sewage  into  streams  is  objectionable, 
primarily,  on  account  of  the  grosser  solids  held  in  suspension  or  float- 
ing on  the  surface.  These  are  offensive  to  the  eye,  and  cause  foul 
deposits  on  river  and  harbor  bottoms,  which  produce  objectionable  odors 
and,  by  depleting  the  water  of  its  dissolved  oxygen,  reduce  its  capacity 
to  digest  the  impurities  which  remain. 

Although  these  dissolved  impurities  as  well  as  the  pathogenic 
bacteria  are  left,  by  far  the  greater  part  of  the  nuisances  from  sewage 
effluents  are  due  to  the  suspended  solids.  Moreover,  where  finishing 
processes  are  required  for  the  oxidation  of  the  impurities  held  in  solu- 
tion, or  for  sterilization,  it  has  been  found  desirable  to  remove  a  part 
of  the  solids  as  a  preliminary  measure,  in  order  to  facilitate  these  more 
refined  processes.  Hence  methods  of  eliminating  solids  from  sewage 
are  of  primary  importance  and  are  being  adopted  quite  generally  by 
progressive  cities. 

The  two  practicable  and  standard  methods  of  accomplishing  this 
are  by  allowing  the  solids  to  deposit  by  settling  in  tanks,  from  which 
they  are  removed  at  intervals,  and  by  intercepting  them  by  screens. 
Ordinary  sewage  in  American  cities  contains  about  700  parts  per 
million  of  total  solids,  of  which  250  parts  are  in  suspension.  Of  these, 
some  50  parts  per  million  are  so  finely  divided  as  to  be  either  colloidal 
or  approaching  this  condition,  and  are  incapable  of  removal  by  ordinary 
methods.      The   percentage    of    suspended    matter    removable    by    tank 
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treatment  depends  on  the  parts  per  million  in  the  crude  sewage,  the 
length  of  retention  in  the  tank,  the  velocity  through  the  tank,  and  its 
design ;  but,  with  ordinary  sewage  and  with  good  design  and  operation 
of  the  tank,  one  may  expect  a  removal : 
With  plain  sedimentation,  of  about : 

65%  of  the  suspended  solids,  and 

30%  of  the  total  organic  matter. 
With  chemical  precipitation,  of  about: 

80%  of  the  suspended  solids,  and 

50%  of  the  total  organic  matter. 

It  is  commonly  stated  that  from  15  to  20%  of  the  suspended  matter 
may  be  removed  by  screening,  under  favorable  conditions.  It  is  believed 
by  the  writer  that  the  time  has  come  when  these  figures  should  be 
revised;  that  modern  improvements  in  screen  design  have  reached  the 
point  when  screening  may  fairly  be  compared  with  tank  treatment  in 
the  percentage  of  susi^ended  solids  removed;  in  addition  to  which  it  is 
generally  the  case  that  an  analysis  will  indicate  a  higher  percentage  of 
organic  matter — or  that  most  objectionable  to  discharge  into  streams 
— per  pound  of  dried  solids  in  screening-s  than  in  settled  sludge. 

Types  of  Screens. 

In  general,  the  screens  in  use  consist  either  of  parallel  bars  or  wires, 
perforated  plates,  or  woven  rods  or  wires. 

Coarse  Screens. — Screens  of  this  type  are  in  common  use  before 
pumps  to  protect  the  valves  and  prevent  the  obstruction  of  water  pas- 
sages. In  their  simplest  form,  they  consist  of  a  series  of  vertical  or 
sloping  bars,  usually  from  1  to  4  in.  apart,  and  are  cleaned  by  hand 
(Figs.  1,  2,  and  3).  In  some  large  installations  the  bars  form  the  sides 
of  a  cage  with  a  perforated  bottom,  which  is  raised  by  power  to  an 
operating  floor  where  it  is  cleaned  by  hand.  This  form  is  used 
at  the  Ward  Street  pumping  station  and  the  several  outfall  works 
at  Boston,  Mass.  (Fig.  4).  In  England,  the  fixed  screen  of  sloping 
bars  is  frequently  cleaned  automatically  by  rakes  which  engage 
between  the  bars  near  the  floor  of  the  screen  chamber,  draw 
the  screenings  to  the  top  of  the  screen,  and  deposit  them  on  a 
band  conveyor.  Still  another  type  of  coarse  screen  is  in  the 
form  of  a  basket  of  interlaced  rods  through  which  the  sewage 
passes  downward.     This  screen  is  raised  for   cleaning.     A  preferable 
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form  is  a  rotary  acreeu  which  is  cleaned  above  water,  such  as  that  at 
the  Crossness  Outfall  Works  at  London  (Fig.  5).  In  this  example 
grit  also  is  removed  by  buckets  attached  to  the  screen.  The  spaces  in 
this  screen   are   |-in. 

According  to  E.  Kuichling,  M.  Am.  Soc.  C.  E.,  coarse  screens  gen- 
erally remove  from  3  to  10  cu.  ft.  of  material  per  million  gallons  of 
sewage,  equivalent  to  about  104  lb.  of  dried  matter  or  12h  parts  per 
million  of  the  suspended  solids. 

Fine  Screens. — These  screens  are  in  use  to  a  limited  extent,  both  in 
America  and  England,  but  their  most  marked  development  has  been 
brought  about  in  Germany.  This  is  perhaps  chiefly  due  to  the  fact 
that,  though  there  are  many  large  cities  in  that  country,  they  are 
mostly  on  large  streams,  such  as  the  Elbe  and  Rhine,  so  that,  in  many 
cases  since  1903,  the  Government  has  sanctioned  processes  which  merely 
retain  solids  more  than  3  mm.  in  diameter.  In  such  cases,  screens 
may  be  substituted  for  the  more  expensive  tank  installations.  The 
result  has  been  an  introduction  of  several  types  of  fine  screens  in  many 
towns  during  the  past  few  years. 

It  is  not  easy  to  draw  a  definite  line  between  fine  and  coarse 
screens,  but,  for  the  present  discussion,  we  may  consider  those  having 
a  clear  opening  or  mesh  not  greater  than  0.6  in.,  or  15  mm.  as  "fine". 

From  experiments  by  Monti  at  Berlin,  it  was  concluded* 

"that  most  of  the  suspended  matter  in  sewage  is  usually  in  a  very  fine 
state  of  division,  or  capable  of  passing  through  a  sieve  having  meshes 
0.02  inch  square;  that  most  of  the  solid  fecal  matter  found  in  the 
liquid  can  be  arrested  on  a  sieve  having  meshes  0.25  inch  square;  and 
that  a  sieve  with  meshes  0.10  inch  square  is  probably  fine  enough  to 
extract  from  the  sewage  all  suspended  matter  of  appreciable  mag- 
nitude, and  especially  such  as  is  likely  to  become  offensive  [under 
conditions  proposed  for  Rochester].  *  *  *  It  is  believed,  *  *  *, 
that  ample  evidence  has  been  submitted  to  show  that  a  surprisingly 
large  quantity  of  offensive  organic  matter  can  be  extracted  from 
sewage  by  properly  designed  screening  appliances,  and  that  the 
screened  liquid  may  then  be  admitted  safely  for  final  disposal  into 
bodies  of  water  which  would  soon  become  repulsive  without  such 
screening." 

Function  of  Fine  Screens. 

The  function  of  fine  screens  is  quite  different  from  that  of  coarse 
ones,  so  that  we  may  be  justified  in  considering  them  in  a  class  by 
*  Sewage  Disposal  System.  Rochester,  Kuichling,  1913. 


Fig.  1. — Coarse  Screen  at  Providence.  R.  I. 


Fig.  2. — Coarse  Screen  at  Essen,  N.  W. 
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Fig.  3. — Coarse   Screens  at  Cologne. 


F^G.   4. — Cage  Screen  at  Boston,  Mass. 


Fig.  5. — Coarse  Band  Screen  at  Crossness,  London,  England. 


Fig.    6. — Band    Screen    at    Hamburg. 
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themselves,  presenting  problems  of  design  and  operation  that  have 
no  similarity  to  the  design  or  operation  of  coarse  screens.  The 
use  of  fine  screens  may  be  advisable  for  any  of  the  following  purposes: 

1.  The  removal  of  matter  that  otherwise  would  cause  the  pollu- 

tion of  the  stream  receiving  the  effluent ; 

2.  The    removal   of    solids    that    otherwise   would    cause    the    fre- 

quent subsequent  clogging  of  sprinkler  nozzles  or  filters;  and 

3.  The   removal   of  material  likely   to   promote  the   formation   of 

scum  in  subsequent  tank  treatment. 

In  Germany  their  use  has  been  justified  mainly  for  the  first  rea- 
son, but  it  is  recognized  that  fine  screening  before  applying  sewage 
to  sprinkling  or  sand  filters  may  cause  a  marked  reduction  in  oper- 
ating expenses.  In  Baltimore  fine  screens  have  been  placed  between 
the  tanks  and  sprinkling  filters,  with  the  result  that  whereas,  previ- 
ously, "two  men,  eight  hours  per  day,  were  always  required  and  some- 
times more  for  cleaning  nozzles  for  between  six  and  nine  acres  of 
filter  area,  with  the  screen  in  operation  two  men  are  required  to 
spend  about  two  hours  a  day  each  for  the  same  number  of  nozzles."* 

According  to  the  Massachusetts  State  Board  of  Health:  "When 
practically  all  the  suspended  matters  were  removed  from  the  sewage  the 
possible  rate  of  filtration  [to  sprinklers]   could  be  doubled.''f 

On  the  other  hand,  their  use  for  this  purpose  has  been  discon- 
tinued at  Birmingham,  England,  and  at  Atlanta,  Ga.,  a.s  unnecessary 
after  efficient  tank  treatment.  On  the  whole,  it  is  questionable 
whether  their  expense  is  often  justifiable  for  this  purpose.  Mr.  Fran- 
cis E.  Daniels:}:  states  that  "the  use  of  fine  screens  will  entirely  pre- 
vent the  formation  of  tank  scum."  If  this  is  substantiated  by  fur- 
ther experience,  it  will  be  an  argument  in  their  favor  in  connec- 
tion with  those  sedimentation  plants  where  the  formation  of  scum 
has  been  found  to  be  a  nuisance. 

Conditions  to  be  Satisfied. — The  conditions  to  be  satisfied  in  a 
fine  screen  may  be  summarized  as  follows : 

a.  It  must   remove   a   sufficient   quantity  of  the   suspended  solids 
and  total  organic  matter  in  regular  operation  to  satisfy  the 

*  Letter  from  H.  C.  McRae,  Assoc.  M.  Am.  Soc.  C.  E.,  Division  Engineer.  Baltimore  Sew- 
erage Commission,  February  24th,  1914. 

i  Surveyor  and  Municipal  and  County  Engineer^  March  6th.  1914. 

t  Director,  Water  and  Sewerage  Inspection,  State  Board  of  Health,  New  Jersey,  Munic- 
ipal Journal.  January  15th.  1914. 
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needs   of  the   situation.     In   other   words,   its   efficiency  must 
be  adequate. 
h.  In  operation,  it  must  be  reliable;  and,  in  capacity,  it  must  be 
ample,  under  the  conditions  of  sewage  flow  and  surface  ele- 
vation  which  may  obtain. 

c.  Its  operation  must  be  free  from  nuisance  and  unsanitary,  con- 

ditions. 

d.  All  parts  must  be  accessible  for  inspection,  repair,  and  renewal. 

e.  The  cost  of  installation  must  be  low. 

f.  The  costs  of  operation,  renewals,  and  repairs  must  be  low. 

These  conditions  will  be  considered  subsequently,  in  their  rela- 
tion to  different  screens,  under  the  heading,  '"Comparison  of  Screens."' 

Types  of  Fine  Screens. 

The  fine  screens  in  successful  operation  may  be  classified  under 
five  distinct  types,  all  of  which  are  found  in  Gerniany.  In  all  of 
them  the  sci'eenings  are  raised  gently  above  the  surface  before  being 
removed,  instead  of  being  raked  off  while  submerged,  as  is  done  with 
some  of  the  coarser  screens  in  England,  and  at  Paris,  Cologne,  and 
elsewhere. 

These  types  are  as  follows,  in  the  order  of  the  usual  size  of  their 
opening   (Fig.  7)": 

1.  The  band  screen  (AhfiscJigitter),  consisting  of  an  endless  flex- 
ible band,  either  of  wire  mesh  or  links,  which  passes  over  upper  and 
lovrer  rollers. 

2.  The  wing  screen  {Kldrrechen),  formed  of  vanes,  a.s  in  a  paddle- 
wheel,  which  are  composed  of  radial  bars  at  uniform  distances  apart. 

3.  The  shovel-vane  screen  (Siehschaiifelrad),  similar  to  the  wing 
screen,  but  with  semicircular  wings  and  a  different  method  of  removing 
the  screenings. 

4.  The  drum  screen  (Sichtroinmcl),  consisting  of  a  cylinder  or 
cone  of  perforated  plates  or  wire  mesh,  which  rotates  on  a  horizon- 
tal axis. 

5.  The  Riensch-Wurl  screen  {Sepavatorsclieilj) ,  which  consists  of  a 
perforated  disk  surmounted  by  a  truncated  cone,  also  perforated. 
The  disk  is  mounted  on  an  inclined  shaft. 


*  Except  that  the  wire  mesh  used  in  any  type  may  be  very  fine. 
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The  fourth  and  fifth  may  have  openings  of  1  mm.  or  less.  De- 
scriptions of  each,  with  typical  examples,  are  given. 

B.\ND  Screens. 

Band  screens  may  be  broadly  divided  into  two  classes:  (a)  those 
composed  of  bars  or  links;   and    (b)    those  composed  of  a   fine  mesh. 

a. — Hamburg. — The  Hamburg  screen  (Fig.  6)  at  the  main  out- 
fall works  on  the  north  side  of  the  Elbe,  is  composed  of  a  series  of 
parallel   links,    l-i.2    in.    (36    cm.)    long,   0.2    in.    (0.5    cm.)    thick,    and 


l.-BAND  SCREEN 


2,.-WING  SCREEN 


3.- SHOVEL-VANE   SCREEN 


■R1ENSCH-V\^URL 
SCREEN 


4. -DRUM  SCREEN 


0.59  in.  (15  mm.)  apart.  These  links  were  first  made  of  hard  rubber, 
but  are  now  being  made  of  aluminum  alloy,  the  essentials  being  a 
material  of  sufficient  strength,  not  readily  corroded,  and  not  too 
heavy.  There  are  some  14  000  links  in  the  screen.  They  are  assem- 
bled in  sections  which  are  held  together  by  angle-iron  frames.  9.85 
ft.  (3  m.)  long  and  15  in.  (38  cm.)  wide,  of  which  there  are  forty-six 
in  each  of  the  two  screens  installed.  The  bars  are  readily  removable 
from  the  frames  for  purposes  of  repair. 

Each  of  the  two  screens  at  this  station  is  about  33  ft.  (10  m.) 
long,  10.8  ft.  (3.3  m.)  wide,  and  19  ft.  (5.8  m.)  high,  over  all. 
Their  inclination  to   the  horizontal   is   about  63  degrees.     This   great 
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length  has  been  made  necessary  by  the  tidal  range  of  C.2  ft.  to  which 
the  screens  are  subjected.  They  are  supported  and  operated  by  wheels 
resting  on  rails,  on  each  side,  which  pass  over  sprocket  wheels  mounted 
on  a  shaft  at  each  end,  the  upper  shaft  being  connected  by  gearing 
to  an  electric  motor. 

As  the  assembled  frames  of  links  forming  the  screen  band  move 
upward  with  a  velocity  of  from  1  to  2  in.  per  sec,  they  carry  with 
them,  above  the  surface  of  the  sewage,  the  material  intercepted.  As 
larger  particles  of  material  are  caught,  they  serve  to  prevent  the  pas- 
sage of  much  that  is  less  in  size  than  the  clear  space  between  the 
links.  At  times  paper  becomes  plastered  over  the  links,  and  backs 
up  the  sewage  as  much  as  28  or  30  in.  (70  to  75  cm.),  instead  of 
some  8  in.  (20  cm.),  the  usual  head.  For  this  reason  the  screen  is 
designed  to  resist  this  occasional  horizontal  thrust.  The  ordinary 
depth  on  the  screen  is  about  6  ft. 

Back  of  the  screen,  near  the  top,  hangs  a  frame  to  which  are  at- 
tached at  right  angles  the  prongs  of  a  comb  scraper  or  rake;  these 
enter  the  spaces  between  the  links  intermittently  and  remove  the 
screenings.  By  a  contact  with  an  electro-magnet,  this  frame  swings 
back  after  cleaning  a  section  of  the  screen,  and  the  screenings  are 
scraped  off  automatically  to  a  band  conveyor  by  the  edge  of  a  plain, 
hard-rubber  scraper.  The  frame  then  swings  forward  again  and 
repeats  the  operation  with  the  next  section  of  screen. 

For  convenience  in  making  repairs,  the  entire  screen  can  be 
swung  up  above  the  sewage  by  a  chain  attached  to  its  lower  edge. 

About  2^  h.p.  is  required  in  the  ordinary  operation  of  the  screen, 
and  2^  h.p.  more  for  the  cleaning  device.  The  station  contains  two 
30-h.p.  generators,  which  furnish  current  for  the  following-  motors: 

Bucket  elevator   in  grit  chamber i.      h.p. 

Swinging  the  bucket  elevator  in  grit  chamber.  .  4.6      " 

Screen  and   belt  conveyor 3.        " 

Inclined  screw  conveyor 4.5      " 

Bucket    elevator    for    screenings 1.75    " 

Ventilator     3.        " 

In  addition,  current  is  furnished  for  4  arc  lamps,  74  incandes- 
cent lamps,  and  for  feeding  a  storage  battery  used  for  the  illumina- 
tion of  boats  in  the  main  outfall  sewer.* 

*  "  Die  KanalisationsanlageD  der  Freien  und  Hansestadt  Hamburg.'"  Curt  Merckel, 
Hamburg,  1910. 


THE  CLARIFICATION  OF  SEWAGE  BY  FINE  SCREENS 


895 


The  population  now  tributary  to  the  works  is  about  1 000  000, 
and  the  sewage  flow  is  53  000  000  gaL"  (190  000  eii.  m.)  per  day. 
This  varies  from  140  cu.  ft.  per  sec.  (4  000  liters  per  sec.)  during 
dry  weather  to  700  cu.  ft.  per  sec.  (20  000  liters  per  sec.)  during  storms. 

On  entering  the  station  the  sewage  first  flows  through  a  grit  cham- 
ber, 54  ft.  long,  30  ft.  wide,  and  about  6J  ft.  deep  below  the  normal 
surface  of  the  sewage.  About  9  cu.  yd.  (7  cu.  m.)  of  sand  and 
other  heavy  material  are  removed  per  day  here,  or  0.17  cu.  yd.  per 
million  gallons. 

From  the  grit  chamber  the  sewage  passes  through  the  screens. 
These  take  out  IS  cu.  yd.  (14  cu.  m.)  per  day,  or  0.34  cu.  yd.  per 
million  gallons  of  sewage.  It  then  flows  through  tide-gates  to  three 
riveted-steel  outlet  pipes,  6.56  ft.  (2  m.)  in  diameter,  and  230  ft. 
(70  m.),  328  ft.  (100  m.),  and  436  ft.  (133  m.)  long,  respectively, 
from  which  it  is  discharged  near  the  bottom  of  the  Elbe. 

Operation  is  suspended  for  about  2^^  hours  during  each  high  tide, 
or  5  hours  per  day,  as  the  surface  of  the  river  is  then  higher  than 
that  of  the  sewage,  causing  the  tide-gates  to  close. 

The  grit  and  screenings  are  carried  by  scows,  having  a  capacity 
of  90  cu.  yd.  (70  cu.  m.),  19  miles  down  the  Elbe  to  the  Island  of 
Waltershof,  where  they  are  removed  by  farmers  and  used  to  fertilize 
land,  on  payment  of  7  cents  per  cu.  yd.  by  the  city. 

Table  1  shows  the  composition  of  the  grit  and  screenings,  as  given 
by  Merckel. 

TABLE    1. — Composition    of    Grit   axd    Screenings   from    Ha^[burg 

Screens. 


Grit. 

Screenings. 

Analysis  No. 

1 

2 

3 

1 

2 

3 

Water 

% 
65.35 

0.52 
0.52 
1.83 

20.28 

% 

55.90 

0.27 

0.29 

1.28 

37.15 

35.. 33 

% 
22.87 
0.21 
0.40 
0.44 
71.28 
67.86 

% 
83 
0.78 
0.42 
7.?8 
1.33 

"6 
92.62 
0.27 
0.18 
1.68 
1.10 
0.32 

% 
85.24 

Nit  rogen 

0.02 

Phosphoric  acid 

Fats.                 

0.12 
5.11 

Ash 

5.16 

Of  which.  Sand 

2.88 

From  analyses  of  five  samples  of  mixed  detritus  of  varying  char- 
acter from  the  grit  chamber  and  screens.  Dr.  Gillmeister,  City  Chem- 


*  190  000  cu.  m.  from  950  000  population  in  1910,  '-Die  Stadtische  Abwasserbeseicigung 
in  Deutschland,"  Salomon.  1910.  Vol.  III.  p.  230. 
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ist,    has    estimated    the    value    of    the    contained    nitrogen    and    phos- 
phoric acid  as  fertilizer,  as  given  in  Table  2. 

TABLE  2. — Value  of  Coxtaikkd  Xiti{0(;i:x  and  Phosphoric  Acid  as 

Fertilizer. 


d 

tc<- 

^       q3 

tic_u 
cs  n  01 

■a 

Percentage 

of  P,  0,  in 

dried   material. 

c=.2 
60—'  t; 

fflCD* 

-"Mir 

O  c6  g 

«  «  a 

111 

■5 

Value  of 
Dried  Material. 

ft 

i 

en 

|i 

c "" 

a    " 

Description  of  material. 

I 

9S.62 

3.69 

2.34 

22.85 

$16.87 

7.81 

Loose;  lumpy:  somewhat  plastic, 
sticky;  fecal  odor. 

11 

22.87 

0.27 

0.52 

0.57 

1.62 

0.75 

Blackish;  sandy:  mixed  with  par- 
ticles of  wood  and  coal. 

III 

55.90 

0.61 

0.67 

2.91 

3.09 

1.43 

Blackish;  sandy:  fine:  odor 
slightly  fecal. 

IV 

85.24 

0.10 

0.72 

34.63 

1.16 

0.54 

Loose  and  fibrous:  slightly  sandy: 
slight  odor. 

V 

59.79 

1.06 

0.83 

1.98 

5.03 

2.33 

Rather  loose,  sandy;  dusty. 

When  mixed  with  four  parts  of  street  sweepings,  the  grit  and 
screenings   are  disposed   of  by   incineration. 

The  first  cost  of  this  plant  is  given  by  Merckel  as  follows : 

Foundations,    etc $174  000 

Screen   house    10  500 

Machinery     33  300 

Storage    house    at    dock    2  900 

Outlet  pipes    53  500 

Total     $274  200 

Up  to  the  present  time,  it  has  cost  about  $300  000. 

These  screens  were  designed  by  Brunotte,  and  are  manufactured 
by  the  Buckau  Machine  Fabrik,  of  Magdeburg-Buckau. 

Four  similar  screens,  although  only  about  6  ft.  (1.8  m.)  wide 
and  with  0.4-in.  (10-mm.)  spaces  between  the  links,  have  been  in- 
stalled moi-e  recently  on  the  south  side  of  the  Elbe.  These  are 
operated  by  Diesel  motors,  and  require  only  about  1  h.p.  each.  The 
present  population  tributary  to  this  plant  is  about  10  000,  increased 
during  the  day  by  20  000  workmen  who  live  on  the  north  side  of 
the   river. 
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The  grit  chamber  and  screens  together  remove  about  11.7  cu.  yd. 
(9  cu.  m.)  of  material  daily,  one-third  of  which  is  organic,  indicating 
a  higher  efBciency  than  in  the  older  works.  This  is  probably  due 
in  part  to  a  lower  velocity  (4  in.  =  10  cm.  per  sec.)  in  the  grit 
chamber  than  at  the  North  station   (19.7   in.  =  50  cm.  per  sec). 

The  South  Hamburg  station  is  designed  to  care  for  three  times 
the  present  flow. 

h. — Guttingen. — Other  band  screens,  in  which  a  wire  mesh  takes 
the  place  of  links,  are  used  in  a  number  of  places.  There  are  two 
such  at  Gottingen,  installed  in  1903,  which  will  serve  as  an  illus- 
tration. 

Here  the  bands  are  55f  ft.  (17  m.)  long,  and  are  set  at  an  angle 
of  55°  with  the  horizon.  They  are  composed  of  0.06-in.  (1^-mm.) 
copper  wire,  twisted  spirally,  and  woven  with  a  0.4-in.  (10-mm.) 
mesh,  which  passes  over  two  drums,  20  in.  (50  cm.)  in  diameter.  The 
upper  drvim  is  belt-driven  from  an  undershot  wheel,  and  the  lower 
one  is  placed  in  a  sump,  28  in.  (70  cm.)  deep.  Brass  angles  are 
attached  to  the  screen,  3.3  ft.  (1  m.)  apart,  to  catch  matter  tending 
to  roll  back  into  the  sewage.  The  screen  is  cleaned  by  a  brush  and 
water  jets. 

The  material  is  delivered  to  a  tip-wagon  having  a  double  interior 
screen  on  one  side  for  draining  off  the  moisture,  and  is  then  com- 
posted with  peat  dust  and  sweepings  for  a  fertilizer. 

In  operation,  the  screen  moves  with  a  velocity  of  about  S  ft.  per 
min.  (4  cm.  per  sec). 

The  lower  end  of  the  screen  can  be  raised  above  the  surface,  as 
at  Hamburg,  for  inspection  and  cleaning.  It  is  also  lifted  at  night 
when  a  2-in.  (5-cm.)  bar  screen  above  is  lowered  to  take  its  place. 

As  the  band  stretches,  it  has  been  found  necessary  to  tighten  it 
from  time  to  time.  This  results  in  a  slight  narrowing,  so  that 
wooden  fillers  are  inserted  to  prevent  leakage  between  the  screen 
and  the  sides  of  the  channel. 

Every  5  or  6  weeks  the  screens  require  a  thorough  cleaning,  and 
the  sediment  that  has  collected  in  the  channels   is  flushed  out. 

As  Gottingen  is  sewered  by  the  separate  system,  grit  chambers 
have  not  been  found  necessary.  In  1907,  when  the  population  was 
35  000,    38%    of    the   houses    were    supplied    with    water-closets.      The 
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screenings  amounted  to  9.56  eu.  yd.  (7.3  cu.  ni.)*  per  1 000  popu- 
lation.f     The  screenings  per  1  000  population  per  day  were,  therefore, 

9 . 5(') 

=  0.02(;  ou.  yd.       The    sewage    flow  was    tlien    about    2  GOO  000 

365  -^ 

gal.  per  day,:}:  so  that  about  0.35  cu.  yd.  was  reinoved  per  million  gal- 
lons. The  suspended  matter  is  said  to  have  been  reduced  90  per 
cent.§  The  total  cost  of  the  works  was  $18  500  (60  700  Marks),  of 
which  the  screens  and  machinery  cost  $3  600  (15  000  Marks).  The 
screens  were  installed  by  City  Engineer  Ilertzberg. 

There  are  two  other  fine  band  screens  to  be  mentioned. 

The  CarshaUon  Screen. — This  screen  (Fig.  8)  is  similar  in  prin- 
ciple to  those  at  Gottingen,  but  the  slope  is  not  so  great — usually  30° 
with  the  horizon — and  it  is  "made  of  perforated  steel  strips,  twisted 
steel  wires  and  pins,  similar  to  a  coal  picking  belt.  The  holes  are 
usually  I  in.  in  diameter."  It  is  operated  by  an  undershot  wheel 
placed  behind  the  screen. 

These  screens  are  installed  at  Birmingham,  Chester,  Croj'don, 
Wrexham,  Ipswich,  and  about  a  dozen  more  English  towns,  gener- 
ally between  tanks  and  oxidizing  beds.  They  are  manufactured  by 
John  Smith  and  Company,  of  Carshalton.  According  to  the  manu- 
facturers, they  will  remove  about  2^  cu.  yd.  of  material  per  million 
U.  S.  gallons  of  sewage,  varying,  of  course,  with  the  character  of  the 
latter.  A  screen  with  a  6-ft.  width  will  care  for  about  2  750  000  U. 
S.  gal.  in  24  hours.  At  Sutton,  one  of  these  screens,  with  a  i-in. 
mesh,  removes  1200  lb.  of  screenings  per  million  gallons.  |] 

The  Jennings  Screen. — This  screon  (Fig.  9)  consists  of  a  fine 
wire-mesh  band,  and  has  been  in  operation  since  July,  1913,  at  the  Chi- 
cago Stock  Yards,  with  a  flow  of  from  1250  000  to  1500  000  gal. 
per  day.  Although  this  may  be  said  to  be  still  in  the  experimental 
stage,  a  brief  reference  to  it  will  not  be  out  of  place.  The  wires 
are  of  Monel  metal,  with  40  meshes  per  inch.  The  screen  is  com- 
posed  of   separate   sections   of   removable   frames,   for   convenience   in 

*  In  Friihling's  "Entwasserung  der  Stadte",  p.  522,  he  gives  for  April,  1907,  a 
recovery  of  23  100  kg.,  equivalent  to  281  050  kg.  per  annum,  from  a  population  of 
35  000,  or  8  030  kg.  —  7.3  cu.  m.  per  1  000  (in.stead  of  7.9  cu.  m.  per  100,  as  then  stated 
by  him). 

t  Based  on  the  weight  of  screenings,  assuming  their  specific  gravity  to  be  1.1. 

t  2  200  000  gal.  per  day  from  30  000  persons  in  1905,  E.  Kuichling,  Proceedings, 
Fourth  Annual  Meeting,  New  .Jersey  Sanitary  Association,  1908. 

§  Mr.  Kuichling  has  stated  :  "There  is  probably  an  error  in  this  estimate." 

II  Sewage  Disposal  System,  Rochester,  N.  Y.,  E.  Kuichling,  April,  1913. 


Fig.    8. — Carshalton  Screen,   at  Wrexham,   England. 


Fig.    9. — The   Jennings    Screen. 
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repairs  and  renewals.  The  sereening-s  are  blown  off  by  air  compressed 
to  IJ  lb.  per  sq.  in.  at  the  slotted  jet  used  for  cleaning.  A  10-h.p. 
motor  is  used  for  operating  the  screen  and  blower,  although  less 
power  is  required  after  starting.  The  entire  cost  for  air  and  power 
amounts  to  from  12  to  15  cents  per  hour.  The  plant  is  looked  over 
once  or  twice  a  day  by  one  of  the  regular  employees  so  that  there  is 
no  extra  charge  for  attendance. 

According  to  C.  A.  Jennings,  Assoc.  Am.  Soc.  C.  E.,  the  de- 
signer, "with  an  influent  running  about  700  p. p.m.  suspended  mat- 
ter, the  screen  removed  about  63%  *  *  ^.  The  screenings  con- 
tained an  average  of  about  79%  moisture." 

In  one  test  of  6  hours'  duration,  the  wet  screenings  amounted 
to  6  186  lb.  per  million  gallons.  Another  test  of  5  hours  gave  4  828 
lb.  per  million  gallons,  the  suspended  matter  in  this  case  being  20% 
lower  than  in  the  former. 

Features  of  this  screen  are  the  iineness  of  the  mesh  and  its  con- 
struction in  sections,  as  at  Hamburg. 

Wing  Screens. 

Frankfort. — Three  screens  of  five  vanes  each  are  installed  at  Frank- 
fort (Fig.  10).  The  vanes  are  6.56  ft.  (2  m.)  wide  and  9.84  ft.  (3  m.) 
long,  measuring  from  the  center  of  the  shaft.  The  effective  radial 
length  is  8.2  ft.  (2.5  m.).  Each  vane  consists  of  0.16  by  1.20-in. 
(4  b.y  30-mm.)  steel  bars,  0.4  in.  (10  mm.)  apart.  These  bars  are 
assembled  in  two  sections,  3.28  ft.  (1  m.)  wide,  and  are  tied  together 
by  nine  transverse  rods.  On  these  rods  filler  rings  alternate  with  the 
bars  to  preserve  the  proper  spacing,  and,  by  changing  the  size  of 
these  rings,  the  spacing  may  be  altered.  The  ratio  of  the  free  open- 
ing to  the  entire  vane  is  1  :  2.4.  To  avoid  undue  friction  in  the  pas- 
sage of  the  sewage  through  the  screen,  these  bars  are  given  a  less 
depth  between  the  holes  for  the  tie-rods. 

The  rectangular  channel  is  depressed  at  the  screen,  so  that  dur- 
ing a  revolution  one  vane  will  occupy  the  entire  cross-section  of  the 
stream  at  all  times  and  prevent  the  by-passing  of  an  appreciable 
quantity  of  sewage. 

As  the  lowest  vane,  moving  against  the  cun-ent.  rises  slowly,  a 
hard-rubber  scraper,  hung  by  a  long  arm  at  each  end,  is  forced  by 
the   motion   of   the   vane   to   travel   from   its    inner   portion    near   the 
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shaft  to  the  extremity  of  the  bars.  This  scraper  is,  or  may  be,  fol- 
lowed by  a  brush  for  the  more  thorough  cleansing  of  the  bars.  By 
the  time  the  vane  is  in  a  horizontal  position,  the  screenings  reach 
its  outer  edge  and  drop  on  a  horizontal  steel  plate.  This  receiving 
plate  then  recedes  from  the  screen,  and  by  this  motion  the  detritus 
is  scraped  off  by  a  stationary  vertical  plate  and  falls  on  a  horizontal 
belt  conveyor.     This  carries  it  laterally  to  a  tip-car  for  removal. 

Each  screen  is  operated  by  a  motor  placed  above  it,  the  speed  of 
which  is  adjusted  to  the  work  to  be  performed.     The  motion  of  the 

i  i 
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WING  SCREEN  AT  FRANKFORT 
Fig.  10. 

receiving  plate  is  transmitted  by  mechanism  from  the  scraping  appa- 
ratus, so  that  it  occurs  at  precisely  the  time  required.  The  belt 
conveyor  has  a  velocity  of  3:1  ft.  (1  m.)  per  sec. 

The  sewerage  of  Frankfort  is  on  the  combined  system,  and  the 
population  is  about  420  000..  The  volume  varies  from  21000  000  to 
26  000  000  gal.  (80  000  to  100  000  cu.  m.)  per  day.  The  daily  per 
.capita  flow,  therefore,  is  about  56  gal.  (213  liters). 

After  passing  a  grit  chamber,  where  20  tons  of  detritus  are  re- 
moved  daily,   or,   say,   0.8   ton   per    million   gallons,   the   sewage   flows 
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through  the  screens,  two  of  which  are  generally  in  use.  They  remove 
automatically  17  cu.  yd.  of  screenings  per  day,  or  0.7  cu.  yd.  per  million 
gallons  of  sewage,  composed  largely  of  feces  and  paper. 

Measurements  made  about  7  years  ago  indicate  that  16%  of 
the  suspended  matter  is  removed  in  the  grit  chamber  and  10%  more 
by  the  screens,  making  26%  in  all.  At  that  time  the  water  supply 
was  47  gal.  and  the  sewage  flow  39^  gal.  per  capita.  Table  3  shows 
the  quantities  of  material  removed  by  the  grit  chamber  and  the 
screens,  as  given  by  Uhlfelder  and  Tillmans.* 


TABLE  3. — Material  Ebmoved  by  Grit  ChajMber  and  by  Screens,  in 
Parts  per  Million. 


In  Raw  Sewage  : 
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Dissolved. 
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Day  sewagre,  8 

A.  M.  io2a.  m.. 

783 

230 

553 

485 

285 

200 

1  268    515 

.53 

65 

39 

26 

28 

24 

4 

93 

63 

30 

NigLt  sewage,  2 

A.  M.  to  8  a.m.. 

til5 

141 

474 

191 

110 

81 

806    251 

555 

HI 

32    29 

5 

5 

0 

66 

37 

29 

24-hour  sewage.. 

741 

208 

533 

411 

241 

170 

1  152    449 

703 

64 

37  j   27 

22 

19 

3 

86 

56 

30 

Of  the  whole  quantity,  about  three-quarters  were  removed  by  the 
grit  chamber  and  one-quarter  by  the  screens.  The  grit  was  about 
half  organic  and  half  mineral,  and  the  screenings  were  from  86  to 
100%  organic.  These  relations,  of  course,  depend  on  the  design 
and  operation  of  both  grit  chamber  and  screens;  but,  at  Frankfort, 
although  the  grit  chamber  removes  three  times  as  much  material  as 
the  screens,  the  latter  remove  half  the  organic  matter  taken  out. 
To  operate  one  of  these  screens  requires  2.3  h.p. 

During  eight  years  of  service,  the  repairs  and  renewals  are  said 
to  have  been  insignificant.  The  annual  cost  of  operation  is  given  by 
the  late  City  Engineer  Koelle  as  11  cents  per  capita.  It  is  other- 
wise stated  as  18  cents  per  cu.  yd.  (0.75  Mark  per  cu.  m.)  of  screen- 
ings, or  about  one-sixth  of  the  cost  when  removed  by  hand. 


*"Die    Frankfurter    Klaranlage,"    Wasser  und  Abwasser,  Vol.  1,  No.  7,  1909.      Mit- 
teilungen  a.  d.  Konigl.  Friif.  fur  Wasserversorgung  und  Abwasserbeseitigung.  Vol.  10,  1908. 
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Elherfeld. — At  Elberfeld  there  are  two  screens  (Fig.  11),  similar 
to  those  at  Frankfort,  taking  the  sewage  from  a  population  of  about 
340  000  persons  in  Elberfeld  and  Barmen.  The  sewers  are  mostly 
on  the  separate  system,  and  the  volume  of  sewage  is  16  000  000  gal. 
(60  000  cu.  m.)  daily.  It  contains  500  parts  per  million  of  suspended 
material. 

The  sewage  is  quite  fresh  when  received  at  the  works.  It  first 
enters  a  grit  chamber  where  two  dredges  take  out  the  coarse  mate- 
rial— largely  kitchen  refuse,  with  a  little  sand.  It  then  passes  the 
screens.  These  rotate  once  in  3^  min.  and,  with  the  grit  chamber, 
remove  IS. 2  cu.  yd.  (14  cu.  m.)  of  material  per  day,  or  1.15  cu.  yd. 
per  million  gallons.  As  at  Frankfort,  these  appeared  to  consist 
chiefly  of  feces  and  paper.  They  are  placed  in  unprotected  dumps 
for  drying,  and   are  naturally  very  offensive  in   warm   weather. 

The  screens  are  cleaned  about  once  a  week,  while  in  operation,  by 
raking  out  the  bars  by  hand.  This  takes  one  man  about  ^  hour  for 
the  two  screens. 

The  power  required  for  operating  a  grit  elevator,  a  sludge  pump, 
and  the  screens  is  usually  5  h.p.,  but,  for  short  periods,  may  be  as 
much  as  10  h.p. 

The  Elberfeld  screens  are  placed  before  settling  tanks,  the  excuse 
for  this  preparatory  treatment  being  the  removal  of  a  substantial 
part  of  the  solids  in  a  form  containing  relatively  little  moisture  and, 
therefore,  readily  handled. 

At  the  works  of.  J.  S.  Fries  Sohn,  at  Frankfort,  where  the  Frank- 
fort and  Elberfeld  screens  were  manufactured,  the  writer  was  told 
that  one  such  screen  would  ordinarily  remove  16  cu.  yd.  (12  cu.  m.) 
of  material  from  8  000  000  gal.  of  sewage  (30  000  cu.  m.)  per  day, 
or  2.0  cu.  yd.  per  million  gallons,  and  that  for  operating  the  screens 
3  h.p.,  or,  with  auxiliary  machinerj^  5  h.p.,  would  be  required. 

Bradford,  England. — Two  screens  of  the  Frankfort  type  were 
installed  at  Bradford  a  few  years  ago,  but  differ  from  the  former 
in  some  details  (Fig.  12).  Each  is  6  ft.  2 J  in.  wide,  with  length  of 
vane  of  4  ft.  11^  in.  and  a  capacity  of  3  500  000  gal.  per  day.  The 
bars  are  about  ^  by  1  in.  in  section,  and  I  in.  apart.  There  are  no 
cross-rods  except  near  the  extremity  of  the  vane.  A  chief  function 
of  these  screens  is  to  intercept  wool  fiber,  which  occurs  in  consider- 
able  quantity   in    the  Bradford   sewage.     For   this   purpose   the   wing 


Fig.   11. — Wing   Scrken   at   Elbkrfeld. 


Fig.    12. — WixG   Screen  at   Bradford.   England. 
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screen  lias  proved  well  adapted.  In  operation,  the  screen  comes  to 
rest  when  a  pair  of  vanes  reaches  the  horizontal  position,  and  a  rake 
with  teeth  interlocking  with  the  screen  bars  is  introduced  and  with- 
drawn mechanically,  removing  the  material  intercepted.  A  few  fibers 
clinging  to  the  cross-rod  occasionally  require  removal  by  hand.  For 
each  one-sixth  of  a  revolution  33  sec.  are  required,  and  an  equal 
interval  for  cleaning. 

Wieshaden.— At  Wiesbaden  a  screen  of  this  type,  with  six  vanes, 
was  put  in  by  Schneppendahl  in  1899.  The  vanes  are  6.56  ft.  (2  m.) 
wide,  and  the  bars  are  0.6  in.  (15  cm.)  apart.  It  is  operated  by  hand, 
day  and  night.  The  sewage  amounts  to  about  3  000  000  gal.  (11  000 
eu.  m.)  daily  from  100  000  persons,  is  domestic  in  character,  and  con- 
tains much  soap  and  fats.  It  first  passes  a  fixed  screen  with  1.6-in. 
(40-mm.)  spaces.  The  fine  screen  removes  3.4  cu.  yd.  (2.6  cu.  m.) 
of  screenings,  largely  feces,  or  1.1  cu.  yd.  per  million  gallons. 

The  Shovel- Vane  Screen. 

A  very  ingenious  modification  of  the  wing  screen  is  that  known 
as  the  Siehscliaufelrad,  patented  and  manufactured  by  the  Geiger 
Manufacturing  Company,  of  Karlsruhe  (Fig.  13).  In  this  screen 
there  are  five  semicircular  vanes  between  two  circular  plates  which 
form  the  sides  of  the  apparatus.  The  axle  is  hollow,  with  the  top 
third  open,  and  contains  a  belt  conveyor.  Owing  to  the  shape  of  the 
vanes,  which  are  nearly  tangent  to  the  circumference  of  the  side 
plates  on  their  outer  extremities  and  to  the  radius  at  their  inner 
edges,  the  sediment  and  floating  matter  are  scooped  up  gently  above 
the  surface  of  the  sewage,  with  little  loss  or  disintegration,  and 
finally  drop  by  gravity  from  the  screen  to  the  belt  conveyor.  Such 
material  as  adlieres  to  the  vanes  is  brushed  off  mechanically  when 
above  the  axle  by  a  brush  on  the  end  of  an  arm  swinging  from  a 
center  near  the  middle  of  the  adjacent  vane.  This  brush  is  of  pias- 
sava  fiber,  which  is  well  adapted  to  the  purpose.  By  a  mechanical 
device  it  comes  into  contact  with  the  vane  only  while  swinging  in 
an  inward  direction  over  the  part  of  the  vane  above  the  axle.  At 
other  times,  it  rests  near  the  axle,  and,  therefore,  is  ordinarily  above 
water.  In  the  operation  there  is  little  tendency  to  crush  the  screen- 
ings or  press  them  through  the  screen  itself. 
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The  screen  vanes  are  of  pressed  wires  of  V-section,  and  are  1,  2, 
or  3  mm.  apart,  and  held  in  place  by  a  central  rib  and  by  round  trans- 
verse tie-rods. 

Power  is  transmitted  to  the  wheel  Ijy  gearing.  The  motion  is  slow 
and  uniform.  The  moving  parts  are  open  to  inspection  and  repair 
above  the  level  of  the  sewage. 

Paper,  which  might  partly  clog  the  screen  and  obstruct  the  flow, 
is  retained  by  a  baffle  placed  before  the  screen,  but  sand  or  gravel 
which  may  pass  the  gi-it  chamber  above  is  handled  and  removed  with 
the  other  screenings.     There  is  a  clearance  of  only  0.04  in.   (1  mm.) 


GEIGERS  SHOVEL-VANE  SCREEN 
Fig.   13. 

between  the  screen  and  the  curved  bottom  of  the  channel,  an(i  this 
space  is  prevented  from  clogging  by  the  constant  motion  of  the 
screen  against  the  current. 

Shovel-vane  screens  are  in  operation  at  Strassbnrg  and  Gleiwitz. 
GeiTnany,  and  at  Temesvar,  Hungary. 

Strassburg. — A  population  of  160  000  contributes  daily  11  900  000 
gal.  (45  000  cu.  m.)  of  rather  weak  domestic  sewage  containing  trade 
wastes  from  the  city  and  the  suburbs,  Neudorf,  Kronenburg.  and 
Konigshofen-Gruneberg.  It  arrives  while  quite  fresh,  and  first  passes 
two  vertical  screens  of  bars  0.32  in.  (8  mm.)  apart,  which  are  cleaned 
by  a  movable  scraper.  - 
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Below  these  bar  screens  a  Geiger  screen  was  put  in  as  an  experi- 
ment in  August,  1908,  with  0.10-in.  (2^-mm.)  openings  and  a  width  of 
5.25  ft.  (1.6  m.).  Having  been  erected  in  an  old  grit  chamber,  the 
ratio  of  submergence  to  depth  of  sewage  is  said  to  have  been  un- 
favorable for  the  best  results,  the  diameter  too  small,  the  axle  too 
low  with  reference  to  the  surface,  and  the  free  opening  too  small, 
considering  the  width  of  the  channel  above,  which  is  9.2  ft.  (2.8  m.). 

Nevertheless,  the  capacity  of  the  screen,  with  the  sewage  backed 
up  12  in.  (0.3  m.),  is  about  18  000  000  gal.  per  day  (800  liters  per 
sec).  The  small  quantity  of  hair  and  paper  which  collects  on  the 
screen  is  removed  by  a  jet  from  a  hose  operated  by  a  plunger  pump 
for  about  15  min.  every  morning.  The  piassava  brushes  last  about 
2  months,  and  are  readily  renewed  at  a  cost  of  from  $83.50  to  $95.00 
(from  350  to  400  Marks). 

The  quantity  of  screenings  and  grit  removed  daily  amounts  to 
5^  cu.  yd.  (4  cu.  m.),  or  about  0.034  cu.  yd.  (0.025  cu.  m.)  per  1000 
inhabitants  tributary ;  and  this  material  is  delivered  by  conveyors  to 
scows  in  the  river,  or,  by  reversing  the  motion  of  the  conveyor,  to 
a  pit  from  which  it  is  removed  by  farmers. 

The  force  at  the  plant  consists  of  a  superintendent,  a  machinist, 
and  two  men  who  attend  to  the  screen,  load  and  care  for  the  scows,  etc. 

From  1  600  to  2  000  cu.  yd.  (1  200  to  1  500  cu.  m.)  of  screenings, 
coarse  and  fine,  and  grit,  are  removed  annually  at  a  total  cost  of 
$3  570  (15  000  Marks),  or,  say,  $2  per  cu.  yd.   (9  Marks  per  cu.  m.). 

The  cost  of  operation  of  the  fine  screens,  exclusive  of  labor,  is 
30  cents  (1.25  Marks)  per  10-hour  day,  and  the  power  consumed  is 
25  kw. 

About  1.3  cu.  yd.  (1  cu.  m.)  of  fine  screenings  are  removed  per 
day  from  the  sewage  of  30  000  persons,  at  a  cost  of  5.4  cents  per 
cu.   yd.    (0.30   Mark   per   cu.   m.). 

Gleiwitz. — The  population  of  Gleiwitz  is  about  67  000,  and  pro- 
duces a  volume  of  sewage  varying  from  1 000  000  to  2  600  000  gal. 
(4  000  to  10  000  cu.  m.)  per  day.  Two  Geiger  screens  (Fig.  14),  12.5 
ft.  (3.8  m.)  in  diameter  and  5.9  ft.  (1.8  m.)  wide,  are  installed.  The 
screen  vanes  are  composed  of  V-shaped  rods,  0.12  in.  (3  mm.)  apart. 
The  quantity  of  material  removed  per  year  is  4  700  cu.  yd.  (3  600  cu. 
m.),  or  0.19  cu.  yd.  per  1000  persons  daily,  at  an  annual  cost  of 
from   ^80   to   $710    (2  000  to  3  000  Marks).     The   cost,   therefore,   is 
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probably  about  90  cents  per  million  gallons,  and   the  cost  of  screen- 
ings, 12i  cents  per  cu.  yd.* 

Although  the  average  quantity  of  screenings  is  12.9  cu.  yd.  per  day. 
about  21  cu.  yd.  (16  cu.  m.)  have  been  removed  in  1  day,  and  5  cu.  yd. 
(4  cu.  m.)  in  2  hours,  by  the  two  screens. 

The  cost  of  each  screen  was  $2  800  (11750  Marks),  and  that  of 
the  entire  plant  $6  860  (28  800  Marks). 

Two  men  are  required  to  attend  the  screens  and  pumps,  one  during 
the  day  and  one  at  night.  The  power  for  operation  varies  from  1  to 
2  h.p. 

Analyses   of   the   sewage   before   and   after   screening   are   given    in 
Table  4. 


TABLE  4. — Analyses  of  Sewage  at  the  Gleiwitz  Screening  Plant. 
,    ,  ,  ;    ,     ,        IN  Parts  per  Million. 


Before  screening. 

After  screening. 

Reaction .'. .... 

Weakly  alkaline. 
Brown,      strong,      with 
coarse  material ;    tur- 
bid, with   light  settle- 
able  particles. 
2  112.8 
1  237.2 
400.0  =  33.08% 
i/UU  ;  )        10.5.5 
.3IJ.0 
262.2 
Present . 
None. 
None. 

Weakly  alkaline. 

(  Yellowish  brown,  tur- 
J.      bid,    with    fine    sus- 
(     pended  matter. 

785  2 

f 
Appearance -J 

Suspended  solids 

Dried  residue  after  filtration 

1  260  4 

Loss  on  evaporation 

338  g  —  30  85o,j, 

Oxygen  consumed 

100.6 
30  0 

Ammonia 

Chlorine 

279  4 

Sulphuric  acid 

Nitrous  acid 

Nitric  acid 

None. 

The  clarifyini;  efficiency,  therefore,  was 


2  112.8  —  785.2 


62.9%:  on 


2  112.S 

the  other  hand,  the  solids  in  solution  (probably  colloidal  matter) 
increased  from  1  237.2  to  1  260.4  parts  per  million,  or  about  1.9  per 
cent. 

Temesvar. — The  tributary  population  at  this  place  is  about  60  000. 
and  the  rate  of  flow  through  the  screens  varies  from  3  650  000  to 
9150  000  gal.  per  day  (160  to  400  liters  per  sec).  Provision  is  made 
for  a  flow  of  13  700  000  gal.  per  day  (600  liters  per  sec),  beyond  which 
the  excess  is  by-passed. 

There  are  two  Geiger  screens,  11.8  ft.   (3.60  m.)   in  diameter  and 


*  Gesunrlheitslngenieur,  December  21st,  1912. 


Fig.  14. — Shovel-Vane  Screen  at  Gleiwitz. 


Fig.  15. — Drum  Screen  at  Trier.     Front  View. 
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5.25  ft.   (1.60  m.)   wide.     As  at  Gleiwitz,  the  free  opening  is  0.12  in. 
(3  mm.).     Only  one  screen  is  operated  at  a  time. 

From  4  to  8  cu.  yd.  (3  to  6  cu.  m.)  of  screenings,  containing  from 
60  to  70%  of  moisture,  are  removed  daily.  With  a  flow  of  4  600  000 
gal.  per  day  (200  liters  per  sec),  the  power  consumed  is  1.8  kw.  per 
hour,  but,  for  the  two  screens  with  auxiliaries,  14  h.p.  is  provided. 
With  one  screen  in  operation  only  one  man  is  required,  and  the 
operating  costs  are  small. 

Drum  Screens. 

Quite  different  in  design  from  the  types  mentioned  heretofore  is 
the  "drum  screen"  (Siebtrommel)  first  used  by  Metzger,  at  Bromberg, 
and  later  improved  and  patented  by  Windschild,  of  Dresden-Cosse- 
baude  (Fig.  16).  In  the  original  form  this  screen  consists  of  a  short 
cylinder  rotating  on  a  horizontal  axis,  with  the  curved  portion  and  a 
ring  at  the  effluent  end  composed  of  perforated  plates.  The 
sewage  enters  at  one  end  and  passes  out  through  the  perforations, 
which  intercept  the  grosser  solids.  The  interior  surface  is  divided,  by 
radial  plates,  attached  to  the  end  plates,  into  from  16  to  20  compart- 
ments, in  which  the  screenings  are  raised  by  the  rotation  of  the  drum. 
They  are  prevented  from  falling  toward  the  center  by  a  curved 
guide-plate  concentric  with  the  drum,  until  near  the  top.  when  they 
drop  to  a  can,  hopper,  or  conveyor,  placed  in  the  center.  The  material 
tending  to  clog  the  perforations  is  blown  inward  by  an  air  jet  delivered 
by  a  swinging  nozzle  on  the  exterior,  which  passes  eacli  hole  at  least 
twice  during  the  rotation  of  the  screen. 

The  usual  dimensions  are:  diameter,  from  8  to  13  ft.;  depth,  1.6  ft.; 
width  of  annular  end  plate,  10  in. ;  aperture  for  the  air  jet,  from  0.010 
to  0.012  by  1.2  to  2.0  in.  As  to  the  perforations  in  the  screen,  Metzger 
found  that  with  a  wire  mesh  a  fuzzy  mat  or  film  of  detritus  formed  over 
the  surface.  He  also  found  that  holes  0.4  in.  in  diameter  clogged 
more  readily  than  smaller  ones.  Both  water  and  steam  were  tried  for 
cleaning,  but  were  found  objectionable  by  increasing  the  moisture  in 
the  screenings.  Steam,  too,  resulted  in  an  objectionable  odor.  Com- 
pressed air  gave  the  best  results,  but,  to  prevent  the  dissemination  of 
spray  or  mist  throughout  the  room,  the  jet  should  be  protected  by  a  box- 
like covering. 
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Bromherg. — At  Bromberg  there  are  four  screens.  Their  diameter 
is  8.2  ft.,  and  that  of  the  perforations,  0.08  in.  (Fig.  17).  The  screen 
rotates  once  in  50  sec,  giving  a  rim  velocity  of  6i  in.  per  sec.     The 


i^5?^> 


DRUM  SCREEN  AT  TRIER 
Fig.  16. 

nozzle  swings  back  and  forth  85  times  per  min.  With  a  slit  2  in.  long, 
this  requires  1  235  cu.  ft.  of  free  air,  or  from  70  to  77  cu.  ft.  of  com- 
pressed air  per  hour.  This  has  been  considered  too  great,  and  the 
design  is  subject  to  improvement. 
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The  screenings  are  removed  by  a  band,  2  ft.  wide.  This  machine 
screens  1 160  000  U.  S.  gal.  per  day,  and  4f  short  tons  (rising  to  a  maxi- 
mum of  10|  tons)  of  material  per  million  gallons  are  removed.  This 
material  contains  from  40  to  60%  of  moisture.  After  drying  on  a 
warm  plate  to  34.3%,  the  weight  is  reduced  to  7  short  tons.  Experi- 
ments lasting  8  days  with  two  of  these  screens  showed  that  the  power 
required  per  screen  was : 

For  turning  the  screen 0.9  kw.  per  hour. 

For  compressing  air 0.3     "       "       " 

Total 1.2  kw.  per  hour. 


2-mm.  PERFORATIONS   FOR 
DRUM  SCREEN  AT   BROMBERG 

Fig.  17. 

The  two  screens  averaged  1 195  620  gal.  per  day,  and,  on  the  last 
day,  one  screen  cared  for  64  192  gal.  in  1  hour.  Only  one  attendant 
was  required  during  the  operation.  The  cost  for  wages  and  power 
amounted  to  $2.45  per  million  gallons.  If  both  screens  were  operated 
at  a  full  capacity  of  23  250  000  gal.  per  day,  this  cost  woiild  be  reduced 
to  $1.09  per  million  gallons. 

The  screen-house,  with  deep  foundations,  cost  $15  600,  and  the 
mechanical  plant,  complete,  $7  450. 

_ :  i  -One  of  the  improvements  introduced  by  Windschild  was  the  use  of 
a  truncated  cone,  instead  of  a  cylinder,  for  the  drum,  this  form  being 
better  adapted  to  fluctuations  of  flow.     During  periods  of  least  flow,. 
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only  the  conical  surface  comes  in  contact  with  tlie  current,  and  in  wet 
weather,  the  sewage  passes  through  both  the  cone  and  the  ainiular  end 
plate.  Windschild  also  perfected  the  form  and  application  of  the  air 
jet,  A  fair  velocity  of  the  perimeter  of  the  screen  is  4  in.  (100  mm.) 
per  sec.  The  air  pressure  necessary  for  cleaning  varies  from  0.5  to  2.0 
atmospheres,  but,  ordinarily,  0.6  atmosphere  is  sufficient,  increased  to 
0.8  or  1.0  atmosphere  when  the  load  is  great.  One  nozzle  requires  700 
cu.  ft.  (20  cu.  m.)  of  air  per  hour.  In  operation  this  may  be  cut  off 
for  considerable  periods  during  times  when  the  sewage  is  small  in 
volume  or  weak.  After  operating  4§  hours  without  air,  the  screen  was 
well  cleaned  in  a  few  rotations  by  raising  the  pressure  to  li  atmos- 
pheres, and,  even  if  a  continuous  film  was  allowed  to  accumulate  over 
the  surface  of  the  screen,  this  could  be  removed  by  a  pressure  of  1.5  to 
2.0  atmospheres. 

Mainz  Experiments.- — Tests  of  a  drum  screen  were  made  at  Mainz 
in  the  winter  and  spring  of  1910-11.  The  first  two  series  were  confinefl 
to  the  period  from  8  a.  m.  to  5  p.  m.  It  was  claimed  that  the  condi- 
tions were  unfavorable,  owing  to  the  setting  of  the  screen,  which  re- 
quired the  sewage  to  be  pumped  in  order  to  avoid  deep  and  costly 
temporary  foundations,  and  that  more  or  less  solid  material  was  broken 
up  to  such  an  extent  by  pumping  that  it  passed  through  the  screen. 
It  was  also  claimed  that  the  air  pressure  was  kept  unnecessarily  high, 
resulting  in  excessive  cost  of  operation. 

The  diameter  of  the  screen  was  11.5  ft.  (3.5  m.)  and  that  of  the 
perforations  0.12  in.  (3  mm.)  ;  the  width  of  the  conical  band  was  2.73  ft. 
(0.83  m.),  and  that  of  the  annular  plate  at  the  end,  1.32  ft.  (0.52  m.). 
The  total  screen  area  was  103  sq.  ft.  (9.6  sq.  m.),  55%  of  which  was 
free  opening.  The  normal  capacity  was  1.75  to  2.8  cu.  ft.  per  sec.  (50 
to  80  liters  per  sec.)  with  a  submerged  surface  of  from  13.4  to  14.5 
sq.  ft.  (1.24  to  1.34  sq.  m.).  The  air  pressure  at  the  nozzles  was  2 
atmospheres.  The  total  power  provided  was  a  5-h.p.  motor.  As  one 
revolution  required  110  sec,  the  velocity  of  the  periphery  was  about 
4  in.  per  sec. 

The  power  required  to  operate  the  drum  alone  was,  in  the  first 
experiment,  1.5  to  1.9  kw.  per  hour,  and  in  the  second,  2.0  kw.  per  hour. 
For  running  the  compressor,  2.4  kw.  per  hour  were  consumed  in  the 
first  experiment,  compressing  to  1  atmosphere,  and  3.2  kw.  per  hour  in 
the  second,  compressing  to  1.5  atmospheres. 
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In  the  third  experiment  one-quarter  of  the  drum  was  covered  with 
brass  plates  liaving  0.04  by  0.08-in.  (1  by  2-mm.)  slots  and  three- 
quarters  with  copper  wire  with  0.04,  0.06,  and  0.08-in.  (1,  1^,  and 
2-mm.)  mesh.  These  results  were  more  f avoidable  as  to  power  required, 
but  indicated  the  desirability  of  some  alterations  of  design. 

The  results  in  detail  are  given  in  Table  5*. 

In  general,  it  may  be  said  that,  notwithstanding  the  unfavorable 
conditions  mentioned,  and  with  a  sewage  containing  barely  1  ton  of 
suspended  matter  per  million  gallons  (0.109  kg.  per  cu.  m.),  the  screen 
removed  from  46  to  61%  of  the  solids,  or  from  0.46  to  0.52  cu.  yd.  per 
million  gallons.  The  screenings  contained  about  75%  of  moisture.  The 
cost  ranged  from  89  cents  to  $3.42  per  million  gallons,  decreasing 
with  an  increase  of  flow. 

The  superintendent  of  the  plant  reported  the  operation  of  the  screen 
as  cleanly  and  without  spattering  or  objectionable  spray  or  mist. 

It  was  concluded  from  these  tests : 

1. — That,  on  account  of  the  large  percentage  of  free  opening,  the 
exposed  surfaces  are  unusually  small; 

2.^That,  in  spite  of  the  limited  exposed  area  of  the  screen,  53.5% 
of  the  suspended  matter  was  removed; 

3. — That  the  screen  never  clogged; 

4. — That  it  did  not  fail  to  operate  when  overburdened; 

5. — That  no  slime  or  rust  spots  appeared  on  the  surfaces; 

6. — That  the  cost  of  power  was  high,  but  that  this  was  due  in  part 
to  unfavorable  conditions,  and  that  this  drawback  would  usu- 
ally be  offset  by  the  small  cost  of  installation  for  a  given 
capacity. 

Trier. — A  drum  screen  was  installed  at  Trier  (Fig's.  15  and  18)  in 
December,  1912,  to  take  the  place  of  tanks.  The  latter  were  found 
costly  to  operate  on  account  of  difficulty  in  disposing  of  the  sludge. 
The  sanction  of  the  Government  to  make  the  change  was  obtained,  with 
the  proviso  that  particles  more  than  0.06  in.  (3  mm.)  in  diameter  be 
removed. 

The  population  of  Trier  is  about  40  000.  The  water  supply  is 
32  gal.  (120  liters)  per  capita,  and  the  sewage  flow  amounts  to  1  270- 
000  gal.   (4  800  cu.  m.)   daily,  half  of  which  runs  off  in  9  hours,  or 

*  "  Siebtrornmel  mit  Druckluftreinigung,"  by  Zivilingenieur  G.  Windschild. 
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at  a  rate  of  2.6  cu.  ft.  (75  liters)  per  sec.  The  maximum  rate  of 
flow  is  28  cu.  ft.  (800  liters)  per  sec,  as  determined  by  gaugings. 

The  diameter  of  the  screen  is  14.5  ft.  (4.40  m.)  and  its  width  is 
3.94  ft.  (1.2  m.).  The  perforations  are  0.10  in.  (2J  mm.)  in  diam- 
eter and  spaced  so  that  only  0.04  in.  (1  mm.)  of  metal  remains 
between  the  holes.  The  screen  plate  is  0.05  in.  (1.2  mm.)  thick.  The 
screen  rotates  once  in  3  min. 

There  are  sixteen  radial  plate.-,  which  raise  the  coarser  screenings 
and  drop  .them  into  a  central  hopper.  The  fine  material  which  re- 
mains on  the  screen  is  blown  off  by  three  swinging  nozzles,  the 
motion  of  which  covers  all  portions  that  have  been  immersed.  From 
the  hopper  the  screenings  are  delivered  to  large  perforated  buckets 
from  which,  after  draining,  they  are  emptied. 

The  screen  is  operated  by  a  1-h.p.  electric  motor.  A  2i-h.p. 
motor  operates  the  compressor,  h  h.p.  being  required  to  swing  the 
nozzle  arms  and  an  equal  amount  to  circulate  the  cooling  water  in 
the  compressor.  The  air  is  compressed  to  2  atmospheres  and  deliv- 
ered to  a  receiver,  from  which  it  is  led  to  the  nozzles  by  a  pipe  and  ho.se. 

The  screen  removes  from  0.39  to  0.42  cu.  yd.  (300  to  400  liters) 
of  material  per  day;  2.03  tons  (3  650  kg.),  or  about  5.2  cu.  yd.  (4  cu. 
m.),  have  been  removed  in  11  hours.  As  this  contains  only  from 
50  to  60%  of  water,  it  is  not  sludgy  in  character,  and  can  be  handled 
easily.     It  is  sold  to  market  gardeners  for  141  cents  per  cu.  yd. 

The  operation,  according  to  Engineer  T.  Schiirmann,  has  been  found 
faultless,  and  no  trouble  has  been  experienced  from  spray  or  odor. 

The  total  cost  of  the  plant,  including  buildings,  machinery,  con- 
nections with  the  sewer,  etc.,  was  about  $8  600  (36  000  Marks).  The 
cost  of  operation,  exclusive  of  interest  and  sinking  fund  charges,  is 
given  in  Table  6. 

TABLE  6. — Cost  of  Screening  Plant  at  Trier. 

Power,  4.32kw-hr.,  11  hr.  for  365  days  =  17  265kw.  ©,0.12}^  Mark  =2  158  Marks   =  §513.60 

One  laborer  (5j4. 20  Marks  per  day =1533      "        -  364.85 

One  helper  ©2.00    "         •'      '•    =     803      "        =  191.10 

Lubricating  oil.  waste,  and  grease  @  0.40  Mark  per  dav =     146       "        =  34.75 

Miscellaneous " 60      "        =  14. .30 

Total  cost 4  700  Marks  =  SI  118.60 

Deduct  value  of  screenings  sold 650      '•        =       226.10 

Net  annual  cost 3  750  Marks  =     $892.50 

The  price  paid  by  neighboring  farmers  for  the  screenings  is  0.80 
Mark  per  cu.  m.  =^  15  cents  per  cu.  yd.     At  1  270  000  gal.  iDer  day, 


Fig.  18. — Drum  Screen  at  Trier.     Rear  View. 
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1  118.60  „,  ., 

the  "cost  of  operation,   therefore,   is   — — ,,  ,   ,^    =    $2.41    per    milhon 
•  o6o  X  1.2/ 

gallons. 

Drum  screens  have  also  been  installed  at  Insterberg,  Worms,  Min- 
den,  Wartzen,  and  Osnabriiek. 

'  ■'  Osnahriicl-.—Osnahruck  is  a  town  of  83  000  inhabitants,  65  000  of 
whom  are  served  by  sewers.  Only  IT  000  are  provided  with  water- 
closets.  The  normal  volume  of  sewage  is  1600  000  gal.  (6  000  cu.  m.) 
per  day,  about  60%  of  which  is  collected  by  newly  laid  sewers,  on  the 
separate  system,  and  pumped,  the  remainder  being  collected  by  com- 
bined  sewers   and  delivered  by  gravity. 

The  screen  is  16.4  ft.  (5  m.),  converging  to  11.48  ft.  (3.5  m.)  in 
diameter,  and  4.27  ft.  (1.3  m.)  deep.  The  perforations  are  0.08  in. 
(2  mm.)  in  diameter.  The  maximum  capacity  of  the  screen  is  33  cu. 
ft.  (950  liters)  per  sec,  with  a  temporary  increase  of  water  during 
storms,  or  the  sewage  from  90  000  persons. 

The  drum  makes  a  revolution  in  from  24  to  3  min.  It  is  cleaned 
by  two  compressed  air  nozzles  sweeping  the  conical  portion  and  one 
sweeping  the  down-stream  end,  each  swinging  75  times  per  min. 

The  power  required  for  operation  is  about  as  follows : 

For  the  screen     ^  m.  ji.'; 2.5  h.p. 

For  tlie  compressor 5.0     " 

For   moving   air   jets    1.5     " 

9.0  h.p. 

This  is  supplied  by  an  alternating-current  motor  at  380  volts  and  24 
amperes. 

Under  ordinary  conditions,  the  force  consists  of  one  man,  but, 
during  storms,   an   additional   man    is   required. 

The  screenings  amount  to  from  5^  to  6^  cu.  yd.  (4  to  5  cu.  m.) 
daily,  or  from  3^  to  4  cu.  yd.  per  million  gallons  of  sewage,  besides 
which,  0.65  cu.  yd.  (0.5  cu.  m.)  of  grit  is  taken  each  day  from  a 
grit  chamber  placed  behind  the  screen. 

At  the  time  the  plant  was  inspected,  some  of  the  perforations 
were  stopped  by  wool  fiber,  but  these  were  readily  removed  with  a 
jet  of  water.  Otherwise,  the  cleaning  device  appeared  to  operate  per- 
fectly, and  the  authorities  are  so  well  pleased  that  a  second  screen 
is  to  be  installed  soon. 

The   cost   of   the   one   screen,    with   o'rit    elevator   and   motors,    was 
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$3  570  n:.  000  Marks),  but  the  entire  works,  ineluding  two  sewage 
pumps,  air  compressor,  motor,  a  Diesel  motor  for  emergency  use, 
heating  plant,  an  independent  water  supply,  building,  shower  baths.- 
etc.,   cost  $59  500    (250  000   Marks). 

The  Weand  Screen.— A  modification  of  the  drum  type  of  screen 
is  found  in  that  invented  by  O.  M.  Weand,  and  now  installed  at 
Reading,  Pa.,*  Atlanta,  Ga.,  Baltimore,  Md.,  and  Brockton,  Mass. 
This  screen  (Fig.  19)  consists  of  a  cylindrical  frame  having  a  hori- 
zontal axis  and  covered  with  a  fine  wire  mesh,  which  is  protected 
by  an  outer  coarse  mesh  of  No.  12  wire.  The  sewage  enters  by  and 
overflows  from  a  channel  at  one  end,  and  passes  through  the  wire 
mesh  to  an  outlet  channel  below.  The  material  retained  is  worked 
to  the  farther  end  by  the  rotation  of  the  screen,  being  carried  for- 
ward by  an  interior  spiral  flange.  At  the  farther  end,  it  is  lifted  by 
short  radial  plates  nearly  to  the  top,  and  then  falls  to  a  chute  deliv- 
ering to  a  belt  or  trough. 

Reading,  Pa. —The  Reading  screen  (Fig.  19)  is  12  ft.  long,  6  ft. 
in  diameter,  and  is  covered  with  Monel  metal  mesh  having  about  36 
meshes  per  in.  This  fine  mesh  is  protected  by  a  i-in.  screen  of  No.  12 
copper  wire.  It  is  cleaned  by  -/^.-in.  water  jets.  <S  in.  apart,  from  a 
pipe  which  swings  back  and  forth  longitudinally  near  the  outer  sur- 
face. Screened  sewage  instead  of  water  was  found  to  answer  very 
well  for  this  purpose,  but  crude  sewage  caused  frequent  stoppages. 
The  screen  rotates  about  8  times  per  min. 

The  sewage  flow  amounts  to  5  000  000  or  6  000  000  gal.  per  day, 
but  the  capacity  of  the  screen  was  stated  by  Mr.  Weand  to  be  not 
less  than  8  000  000  gal.  per  day. 

Mr.  Kuichling  estimatedf  the  dried  matter  removed  at  750  lb.  per 
million  gallons,  or  90  parts  per  million  out  of  215  in  the  raw  sewage, 
corresponding  to  an  efliciency  of  42  per  cent. 

The  screenings  amount  to  about  1  cu.  yd.  (20  to  35  cu.  ft.)  per 
million  gallons,  and  have  been  analyzed  as  follows::}: 

Moisture     89.5  % 

Mineral    matter   ..,,,,.., 2.8    " 

Volatile         " 7,7    " 

100.0  % 


*  The  Reading  screen  is  not  now  in  use.  'ir-,.; 

t  "Notes  on  Sewage  Disposal,"  E.  Kuichling. 

}  "Sewage  Sludge,"  by  Eisner,  Spillner,  and  Allen,  p.  208. 


Fig.   19. — Weand  Screen  Partly  Constructed.     Inlet  End. 


Fig.    20. — Weand    Screens    in    Operation    at    Baltimore,    Md. 

\  \'  I  M  I 
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They  contain  much  paper  pulp,  and  weigh  from  65  to  70  lb.  per 
cu.  ft.  After  passing  the  screen  they  are  transferred  by  a  bucket 
elevator  and  worm  conveyor  to  a  tank  and  then  drawn  off  to  a  cen- 
trifuge which  reduces  the  moisture  to  73  per  cent.  The  cost  of 
operation  was  stated  by  Mr.  Weand  to  be  about  $1  per  million  gal- 
lons. Within  the  past  year  or  so,  the  use  of  this  screen  has  been 
discontinued. 

Brochton,  Mass. — At  Brockton,  the  sewage  is  from  a  separate 
system,  and  amounts  to  1  750  000  gal.  per  day,  or  40  gal.  per  capita. 
It  is  stronger,  therefore,  than  the  average  sewage  of  American  cities. 
The  screen  is  similar  to  that  at  Reading,  but  several  mechanical 
details  have  been  improved.  No  trouble  has  been  experienced  from 
clogging,  except  by  grease,  and,  to  remove  this,  the  screen  is  stopped 
for  i  hour  every  night  and  washed  with  caustic  soda.  Weak  points 
in  the  design  appear  to  be  lack  of  proper  support  for  the  fine  mesh, 
corrosion  of  the  interior  spiral  plate,  and  wear  in  the  holes  for  the 
bolts  securing  the  frames  to  which  the  mesh  is  attached. 

Table  7  indicates  the  efficiency  of  the  Brockton  screen,  the  figures 
being  averages  for  1912. 

TABLE  7. — Efficiency  of  Brockton   Screen. 


Suspended  Solids, 

IN  Parts  per  Million. 

Percentage  of 

Sewage. 

Effluent. 

reduction. 

Total        

983 

897 

71.3 

7-^.7 

During  1912,  the  average  weight  removed  per  day  was  4  891  lb., 
or  1.4  tons  per  million  gallons.  In  the  first  week  of  February  of 
that  year  4.5  tons,  or  S  cu.  yd.  of  screenings  were  removed  from 
2  000  000  gal.  of  sewage. 

The  screen  required  the  attention  of  one  man,  three  men  being 
employed  in  8-hour  shifts. 

Baltimore,  JlfcZ.— Screens  of  the  Weand  type  have  been  installed 
at  Baltimore,  Md.  (Fig.  20),  and  Atlanta,  Ga.,  primarily  to  prevent 
the  clogging  of  the  filter  nozzles.  The  good  results  obtained  by  the 
Baltimore  screen  have  already  been  referred  to.    At  Atlanta  the  effluent 
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from  the  Einscher  tanks  has  heeu  so  satisfactory  tliat,  as  ah'eady  stated. 

further  cleaning-  by  screeninfi-  before  application   to   the  filters   is  not 

re(]uired. 

Drum  screens  can  receive  the  grit  as  well  as  true  screenings,  and, 

therefore,    do    away   with    the   cost    of   grit    chambers.      They   operate 

under    varying    loads    at    speeds    that    may    be    adjusted    accordingly. 

They  are  compact,  operate  continuously,  without  hand  labor,  and  the 

screenings,  when  cleaned  by  air,   are  delivered   with   a   relatively   low 

moisture  content. 

It  is  claimed  for  the   Windschild  screen,   that  there  is  practically 

no  leakage  past  the  outside  of  the  drum,  that  losses  from  friction  and 

deterioration    are   small,   and   that   there    is   little   backing   up   of   the 

sewage  by  their  use. 

In  the  Weand  screen,  as  installed  at  Reading  and  Brockton,  there 
is  a  loss  of  several  feet  of  head  in  the  passage  through  the  screen. 
Friction  of  the  bearings  originally  gave  much  trouble  at  Baltimore, 
but  this  has  been  overcome  by  recent  alterations.  At  Brockton, 
the  interior  flanges  and  the  screen  frames  have  shown  considerable 
deterioration. 

The  Riexsch-Wurl  Screen. 
Following  the  permission  granted  to  the  City  of  Dresden  in  1903. 
to  discharge  sewage  into  the  Elbe,  if  material  greater  than  3  mm. 
in  diameter  was  removed,  a  novel  type  of  screen,  devised  by  Riensch. 
was  installed.  Since  that  date  the  inventor  has  died  and  the  patent 
rights  have  been  transferred  to  Wilhelm  Wurl,  of  Berlin-Weissensee, 
who  has  made  important  improvements  on  the  original  design.  Be- 
cause of  the  very  interesting  and  well-operated  plant  at  Dresden, 
this  screen  has  attracted  much  attention,  and  has  already  been  adopted 
by  a  number  of  cities,  including  Bremen,  Christiania,  Stettin,  Karls- 
ruhe,  Mainz,   Strassburg,   St.   Petersburg,   Toulon,   and   Astrachan. 

In  its  present  form  the  Riensch-Wurl  screen  (Fig.  21)  consists 
of  an  annular  disk  surmounted  by  a  truncated  cone,  both  of 
which  are  perforated  with  slots  from  0.04  to  0.20  in.  (1  to  5  mm.) 
in  width.*  In  general,  the  shape  may  be  compared  to  that  of  a  hat 
with  a  flat  brim.  This  is  mounted  and  rotates  on  a  shaft  inclined 
from  10  to  30°  from  the  vertical,  and  is  partly  submerged.  As  a 
result,  the  floating  solids  are  raised  gently  above  the  surface  by  the 
*  It  is  claimed  that  i^-mth.  slots  are  practicable. 
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rotation  of  the  screen,  and  while  in  this  position  are  brushed  off 
to   a  container  or  a  conveyor  by  brushes  revolving  on   arms. 

As  the  channel  conforms  to  the  rim  of  the  disk,  it  is  curved  in 
section,  and,  therefore,  there  is  a  smaller  variation  in  level  for  a 
given  range  of  discharge  than  vpith  a  rectangular  section. 

Under  ordinary  conditions,  the  cone  remains  above  the  surface 
and  so  does  not  require  the  operation  of  the  special  brush  provided 
to  clean  it,  but,  as  the  flow  increases,  this,  too,  is  brought  into  ser- 
vice.    The  speed  of  rotation  can  be  varied  with  the  flow. 

The  screen  plates  are  of  brass  or  bronze.  The  perforations  are 
beveled  so  that  material  which  has  once  entered  the  slot  will  pass 
through  without  clogging. 


ELEVATION  OF  A  RIENSCH-WURL   SCREEN 
Fig.  21. 

The  brushes  are  of  wild  hogs'  bristles  or  piassava  fiber.  They 
are  cylindrical  in  form,  and  adjustable  by  counterweights  so  as  to 
press  but  slightly  on  the  screen.  During  operation,  they  rotate  on 
their  axes,  so  that  the  material  is  not  pressed  down  or  even  scrai^ed 
forward,  but  is  rolled  before  the  brushes  until  it  falls  on  the  con- 
veyor or  into  the  receptacle  provided  for  it.  By  this  means  there 
appears  to  be  no  clogging  of  the  holes  except  by  a  gradual  deposit 
of  grease,  which  is  removed  every  few  months  by  a  jet  of  dry  steam. 
The  brushes  themselves  are  cleaned  by  passing  over  a  comb  at  each 
revolution.  The  speed  and  arrangement  of  brushes  is  such  that  each 
part  of  the  screen  is  cleaned  four  or  five  times  before  being  again 
submerged. 
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A  "service  bHdge"  is  constructed  across  and  above  the  screen, 
to  which  are  attached  the  ball-bearing-s  on  which  the  screen  frame 
IS  hung.  There  is  only  one  bearing  that  is  submerged,  and  this 
serves  as  a  guide  for  the  lower  end  of  the  shaft.  It  is  protected  by 
a  stuffing-box  lubricated  by  oil  under  pressure,  and  no  trouble  has 
been  experienced  as  yet  from  the  introduction  of  grit  or  other  for- 
eign material.  The  ball-bearings  run  in  oil,  but  slow-moving  parts 
are  lubricated  by  grease. 

One  feature  peculiar  to  the  Eiensch-Wurl  screen  is  the  large 
percentage  of  surface  available  for  actual  use.*  The  approximate 
area  exposed  to  the  sewage,  the  capacity  and  power  required  for 
screens  of  different  sizes  but  with  slots  2  mm.  wide,  are  as  given 
in   Table  8. 

TABLE  8.— Sizes,  Capacities,  Etc.,  of  Eiensch-Wurl  Screens. 


Diameter,  in  feet. 

Exposed  area, 
in  square  feet. 

Capacity,  in  gallons 
per  day. 

Horse-power 

required. 

6 
12 
14 
20 
26 

25 

90 
115 
250 
405 

1  300  000 

4  200  000 

7  200  OUO 

28  800  000 

103  000  000 

Screens  of  this  type,  with  2-mm.  slots,  will  ordinarily  remove 
from  30  to  40%  of  the  suspended  solids,  and,  with  1-mm.  slots, 
sometimes  from  50  to  60%,  but  the  exact  quantity  depends  on  the 
character  of  the  sewage.  Under  favorable  conditions  these  percentages 
may  be  increased  by  one-half. 

Ordinarily,  the  head  lost  in  passing  the  screen  is  from  |  in.  to 
4  in.  (2  to  10  cm.),  but  this  reaches  10  in.  (25  cm.)  or  more  during 
periods  of  high  flow.  It  is  estimated  approximately  as  follows  by 
Mr.  Wurl :  It  is  assumed  that  the  effective  opening  is  equal  to  about 
25%  of  the  submerged  surface  under  any  given  rate  of  flow,  and 
that  from  one-half  to  one-third  of  this  is  covered  with  screenings 
and,  therefore,  useless. 

Let  S    =  the  submerged  surface,  in  square  feet; 

A   =  the  true  effective  area  =  say,  0.25  X  0.4  ^',  surface  =  0.1  8; 
Q   =  the  quantity  of  sewage,  in  cubic  feet  per  second; 
G   =  32.2; 

C   —  a.  coefficient  provisionally  assumed  as  0.4. 

200,*  Sr  wing  screeL"'^''"^^"'"'^'"  *°  ^^  ^''"'^  ^'  compared^with:33i:^9r^^rSan7sc;:^en^^ 


THE  CLARIFICATION  OF  SEWAGE  BY  FINE  SCREENS  931 

Then,  the  head  lost,  in  feet,  is: 


\A  C  sf'2  gJ 


-  =  '--=^=nJ^— f— I 


Dresden. — The  Dresden  plant  (Figs.  22  and  23)  consists  of  a 
grit  chamber,  a  2.66-in.  (66-mm.)  fixed-bar  screen,  and  four  Kiensch- 
Wiirl  screens,  the  first  of  which  was  installed  in  1910.  The  popula- 
tion served  is  about  530  000,  but,  of  these,  only  280  000  had  water-closet 
connections  in  1913.  The  average  sewage  flow  is  26  500  000  gal., 
including  industrial  wastes,  or  50  gal.  per  capita  daily,  but  this 
varies  from  18  to  21  cu.  ft.  (500  to  600  liters)  per  sec.  between  3 
and  6  a.  m.  to  about  70  cu.  ft.  (2  000  liters)  per  sec.  between  11  a.  m. 
and  5  p.  M.  This  flow  is  easily  taken  care  of  by  one  screen,  the 
other  three  being  held  in  reserve  for  use  in  storms,  when  the  flow 
increases  at  times  to  from  175  to  260  cu.  ft.  (5  000  to  7  500  liters) 
jier  sec. 

Each  of  the  screens  (Fig.  24)  is  26.2  ft.  (8  m.)  in  diameter,  of 
plate  bronze  0.2  in.  (5  mm.)  thick,  and  contains  230  000  slots  0.08 
by  1.20  in.  (2  by  30  mm.)  (Fig.  25).  The  total  screening  surface 
is  about  600  sq.  ft.  (56  sq.  m.).  During  ordinary  conditions,  the 
screen  rotates  once  in  about  3  min.,  but  during  storms  this  rate 
may  be  increased  50  per  cent.  About  once  in  3  or  4  months  it  is 
found  necessary  to  clean  the  slots  by  steam.  The  head  required  to 
pass  the  screen  varies  froin  2  to  12  in.  (5  to  30  cm.).  It  averages 
about  4  in.  (10  cm.),  and  often  reaches  6  in.  (15  cm.). 

After  passing  the  screens,  the  effluent  is  pumped  with  a  lift  of 
23  ft.  (7  m.)  during  high  water,  to  the  Elbe,  where  it  is  discharged 
by  a  4-ft.  (1.2-m.)  pipe  at  a  depth  of  about  6  ft. 

An  average  of  25.6  cu.  yd.  (19.7  cu.  m.)  of  screenings,  or  0.97 
cu.  yd.  per  million  gallons,  or  0.09  cu.  yd.  per  1 000  inhabitants 
contributing,  were  removed  daily  in  1913,  and  contained  84%  of 
moisture.  This  material  is  placed  in  a  dump  where  it  drains  to 
about  75%  moisture  before  removal  by  farmers,  who  pay  4^  cents 
per  cu.  yd.  (0.25  mark  per  cu.  m.)  for  it.  The  odors  about  the 
screening  dump  are  quite  offensive. 

Tables  9  and  10,*  which  are  summaries  for  the  two  years  begin- 
ning May  1st,   1912,   and  March  1st,   1913,  give  the  results  obtained 

*  These  tables  were  prepared  from  Information  furnished  by  Baurat  Fleck. 
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Fig.  23.— Riensch-Wuel  Screen  Ciiamiu:r  at  Dresden. 


Fig.  24. — RiENSCH-WuRL  Screen  at  Dresden. 
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in  regular  operation.  The  efficiency  is  seen  to  vary  between  about 
60  and  70%  in  the  first  series,  and  between  30  and  45%  in  the  second 
series.  This  marked  difference  is  accounted  for  by  the  mode  of 
sampling,  which  is  described.  The  power  required  varies  from  2.5 
to  3.0  kw. 

The  cost  of  the  Dresden  plant  was  about  $2  150  000 ;  the  screens 
themselves  cost  $12  000  (50  000  Marks)  each.*  The  screen-house  is 
197  by  37  ft.  The  screenings  find  a  market  among  the  neighboring 
farmers  at  about  9-|  cents  per  cu.  yd. 

As  a  result  of  experiments  in  1911,  the  City  of  Mainz  decided 
to  install  a  Eiensch-Wurl  screen  similar  to  those  at  Dresden. f 

The  diameter  of  the  screen  is  14.8  ft.  (4.5  m.)  and  the  height 
of  the  cone  16  in.  (40  cm.).  The  brass  plates  are  perforated  with 
holes  0.08  by  1.2  in.  (2  by  30  mm.),  as  at  Dresden.  For  flows  of  2.1, 
4.9,  and  11.2  cu.  ft.  per  sec.  (60,  140,  and  320  liters  per  sec.)  the  cor- 
responding free  openings  in  the  part  submerged  are  7.2,  12.4,  and  21.2 
sq.  ft.  (2.52,  4.29,  and  7.31  sq.  m.).  With  rates  less  than  4.9  cu.  ft. 
per  sec.  (140  liters  per  sec),  the  cone  with  its  cleaning  brush  was  out 
of  use. 

The  screen  intercepted  from  36  to  42%  of  the  suspended  matter,  or 
an  average  of  0.395  ton  per  million  gallons  (0.095  kg.  per  cu.  m.). 
There  was  little  clogging  of  the  slots,  and  the  screen  was  kept  quite 
clean ;  some  rust  spots  appeared,  however,  on  parts  of  the  frame  which 
were  submerged.  The  costs  of  operation  with  different  rates  of  flow 
are  given  in  Table  11. 

Comparison  of  Screens. 

Efficiency. — To  secure  the  best  results,  sewage  should  be  screened 
before  pumping  and  while  as  fresh  as  possible.  Other  things  being 
equal,  the  finer  the  screen  the  higher  the  efficiency  in  removing  solids, 
but  other  factors  enter  which,  as  will  be  seen  later,  often  obscure  this 
effect.  For  instance,  unless  the  screen  extends  over  the  entire  cross- 
section  of  the  channel  occupied  by  the  stream  of  sewage,  a  certain 
quantity  of  this  will  be  by-passed  with  its  suspended  solids.  It  is  for 
this   reason   that   at   least   five   vanes   are   required   with   the   wing  or 

*  Municipal  Journal.  Dscember  28th.  1911. 
t  E7igineering  Recorfl.  Vol.  67,  p.  471. 
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shovel-vane  type  of  screen,  and  an  invert  depressed  so  that  every  portion 
of  the  stream  will  have  to  pass  through  one  vane.  To  insure  against 
leakage  past  the  Riensch-Wurl  screen,  adjustable  plates  are  set  in  the 
channel  close  to  the  periphery  of  the  screen  plate. 

The  efficiency  also  depends  on  whether  the  screening  surface  con- 
sists of  bars,  perforated  plates,  or  a  wire  mesh,  whether  the  solid  par- 
ticles are  broken  up  by  abrasion  due  to  too  high  velocities  or  are 
macerated,  so  as  to  be  carried  through  the  screen  by  the  current,  or 
whether  they  are  pressed  through  in  the  process  of  cleaning.  Velocities 
through  the  screen  should  be  moderate,  and  for  this  reason  it  is  better 
that  the  motion  of  the  screen  should  not  be  against  the  current,  and  that 
it  should  be  adjustable. 


SLOTS  IN  RIENSCH-WURL  SCREEN  AT  DRESDEN 
Fig.   25. 

Round  bars  are  probably  undesirable,  as  they  allow  floating 
solids  to  enter  and  become  wedged  in  the  openings.  Bars  of  a  thin 
rectangular  section  are  preferable  as  offering  less  resistance  to  the  flow 
and  having  greater  strength  than  other  forms  for  the  same  quantity  of 
metal.  At  Hamburg,  the  links  are  0.20  in.  (5  mm.)  thick  and  are  0.6 
in.  (15  mm.)  apart;  at  Frankfort  and  Elberfeld  the  bars  are  0.12  in. 
(3  mm.)  thick  and  are  0.4  in.  (10  mm.)  apart.  Experiments  made  on 
wooden  strips,  3  in.  by  ^  in.  in  section,  at  Cornell  University*  indi- 
cate a  co-efficient  of  discharge  of  0.811  if  the  sides  are  left  parallel, 
increasing  to  0.832  if  sharpened  on  the  down-stream  edge,  and  becom- 

*  Engineering  Record,  Vol.  62,  p.  762. 
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ing  1.032  if  sharpened  on  both  edges.  The  great  advantage  in  the 
latter  cannot  be  availed  of,  for  the  same  reason  that  round  bars  are 
objectionable.  In  the  shovel-vane  screen  at  Gleiwitz,  the  curved  bars 
taper  on  the  down-stream  side  or  toward  the  center  of  the  screen. 
Aside  from  the  small  hydraulic  advantage,  this  permits  material  once 
passing  the  up-stream  surface  of  the  vane  to  pass  through  freely. 

Perforated  plates,  as  in  the  Riensch-Wurl  and  Windschild  screens, 
have  an  advantage  in  intercepting  straws,  matches,  hair,  and  fiber  which 
might  pass  between  bars  or  even  slots  with  equal  spacing. 


SAMPLING 
BOX 


Graduated) 

Glass      V 

Cylinder  ) 


Fig.  38.  Fig.  29. 

The  American  wire-mesh  screens  of  Weand  and  Jennings  are  the 
finest  of  all,  each  mesh,  including  the  wire,  being  only  about  0.03  in. 
(0.75  mm.)  square.  Objection  has  been  found  with  mesh  screens  in 
that  they  promote  the  disintegration  of  the  solids,  so  that  an  appreciable 
quantity  passes  through  with  the  liquids.  This  was  observed  by  Watson 
in  connection  with  a  Carshalton  screen  at  Birmingham,  and  in  con- 
nection with  the  Riensch-Wurl  screen,  and  has  also  been  mentioned 
with  reference  to  tests  of  the  shovel-vane  screen  at  Gleiwitz. 

A  very  important  feature  in  any  screening  device  is  the  method 
of  cleaning,  as  the  thoroughness  of  this  operation  directly  affects,  not 
only  the  efficiency,  but  also  the  cleanliness  of  the  plant  and  the  relia- 
bility of  operation.  There  are  many  ways  of  cleaning  bar  screens.  In 
some,  particularly  in  England,  the  fixed  bars  are  cleaned  by  movable 
rakes,  but  as  it  is  preferable  that  all  cleaning  be  done  above  water,  in 
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order  to  prevent  the  eseaiie  of  broken-up  particles  with  the  effluent,  it 
follows  that  the  screen  itself  should  raise  the  detritus  to  the  proper 
elevation  for  removal.  This  is  a  feature  of  all  the  fine  screens  which 
have  been  described  in  detail  herein. 

The  Hamburg'  screen  is  cleaned  automatically  by  a  hard-rubber 
rake  or  comb  which  engages  the  links  after  they  have  passed  over  the 
top,  and  is  then  withdrawn  past  a  scraper  which  causes  the  screenings 
to  fall  on  a  belt  conveyor.  The  motion  of  both  rake  and  scraper  is 
transmitted  from  a  cam  on  the  driving  shaft  by  a  system  of  levers. 
The  device  is  carefully  designed  and  appears  to  work  satisfactorily. 

The  Jennings  screen  is  cleaned  by  a  jet  of  compressed  air.  Where 
grease  collects  in  spite  of  this,  it  may  be  removed  by  the  substitution 
of  steam  for  a  short  period.  The  screenings  are  then  removed  by  a 
conveyor.  So  far  as  known,  this  screen  has  not  yet  been  tested  out 
with  domestic  sewage. 

Wing  screens  are  generally  cleaned  automatically  by  a  scraper,  which 
may,  or  may  not,  be  followed  by  a  brush.  At  Elberfeld  it  is  found 
necessary  to  clean  out  the  spaces  by  hand  about  once  a  week.  This 
takes  about  ^  hour,  but  does  not  interrupt  operation.  At  Bradford, 
England,  where  the  sewage  contains  considerable  wool  fiber,  the  Engi- 
neer, Mr.  Joseph  Garfield,  has  found,  after  much  experimentation,  that 
this  is  most  readily  removed  by  a  rake  w^hich  operates  on  each  vane 
when  brought  to  and  held  in  a  horizontal  position. 

The  shovel-vane  and  drum  screens  have  an  advantage  in  the  removal 
of  the  screenings  chiefly  by  gravity,  the  residue  only  being  removed 
by  a  brush  or  jet. 

With  the  Riensch-Wurl  screen,  the  material  is  brushed  off  the 
smooth  plates  by  automatically  operated  brvishes.  As  already  men- 
tioned, it  has  been  claimed  that  this  operation  forces  some  of  the 
material  through  the  slots,  but  to  the  writer  the  removal  appeared  to 
be  very  complete.  Once  in  3  or  4  months,  however,  sufficient  grease  is 
deposited  in  the  slots  to  necessitate  its  removal  by  a  jet  of  superheated 
steam. 

Metzger  experimented  with  various  methods  of  cleaning  perforated 
drum  screens,  and  concluded  that  compressed  air  was  most  efficient  and 
inoffensive.  It  has  the  advantage  of  blowing  the  detritus  into  the  drum 
and    delivering   it    with    less    moisture   than,   for   instance,   occurs    in 
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screenings  from  the  Weand  screen,  where  the  mesh  is  cleaned  by  mov- 
ing jets  of  water.  Screenings  from  the  Weand  screen  contain  nearly 
90%  of  moisture,  but  in  those  from  the  Windsehild  screen  the  quantity 
is  only  two-thirds  as  great.  The  reason  for  so  much  moisture  in  the 
Jennings  screenings  is  not  apparent.  A  further  objection  to  cleaning 
by  water  jets  is  the  disintegration  of  the  solid  material,  allowing  it 
to  pass  the  screen. 

The  thoroughness  of  screening  is  best  indicated  by  the  parts  per 
million  of  dried  suspended  matter  removed  from  identical  sewages. 
Some  valuable  data  of  this  kind  were  contained  in  a  paper  by 
Emil  Kuichling,  M.  Am.  Soc.  C.  E.,  read  before  the  New  Jersey  Sani- 
tary Association  in  December,  1908,  in  which  the  material  removed 
by  grit  chambers  and  screens  is  given  in  pounds  of  dry  matter  per 
million  gallons  of  sewage,  but  such  information  is  not  often  obtain- 
able from  the  reported  results  of  screening.  If  one  cannot  find  the 
parts  per  million  of  suspended  matter  before  and  after  screening,  the 
next  best  information  is  the  cubic  yards  (or  tons)  of  screenings 
secured  per  1  000  population,  or  per  million  gallons  of  sewage,  and  the 
percentage  of  contained  moisture.  A  record  of  this,  kept  at  every 
fine-screening  plant,  would  not  require  great  effort  and  would  fur- 
nish most  desirable  information  regarding  the  efficiency  of  the  screen 
and  of  its  operation.  It  should  be  borne  in  mind  that  the  weight 
of  wet  screenings  is  materially  reduced  by  a  brief  period  of  draining. 

Table  11  contains  general  data  of  this  nature  for  the  several  types 
of  screens  under  consideration,  which  the  writer  has  collected. 

The  results  stated  in  Table  11  do  not  indicate  the  increased  eificiency 
due  to  fineness  of  screen  that  one  would  naturally  look  for.  More 
good  experiments  with  different  types  of  screens,  and  under  identical 
conditions,  are  needed,  such  as  those  attempted  in  the  comparative 
tests  of  the  Windsehild  and  Riensch-Wurl  screens  at  Mainz.  In  gen- 
eral, the  data  collected  show  that  from  i  to  1^  cu.  yd.  or  more  of 
screenings  may  be  removed  from  1  000  000  gal.  of  ordinary  domestic 
sewage  at  a  cost  of  from  $1  to  $2,  depending  on  the  conditions.  Fur- 
ther experience  will  probably  develop  the  fact  that  care  in  operation 
has  much  to  do  with  the  station  efficiency  of  any  fine  screen.  A  case 
has  been  brought  to  the  writer's  attention  where  a  change  of  admin- 
istration was  the  apparent  cause  of  a  decrease  of  16%  in  the  annua] 
efficiency.      The   importance   of   using   the   most   approved   method   of 
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TABLE  11.— Data  Relatixg  to  the  Several 


Type  of 
screen. 


Name  of 

inventor  or 

manufacturer. 


Band. 


Location. 


Brunotte Hamburg 


Herzberg 

John  Smith  &  Co.. 


Wing. 


Shovel 
vane 


r':f 


Jennings 


J.  S.  Fries  Sohn., 


Clear 
opening, 
in  inches. 


Gottingen. 
Sutton 


Drum. 


Geiger  Mach.  Wks. 


Windschild. 


Weand 


Riensch-  /  L.         ,   ^     , 
VVurl..  f  Kiensch-Wurl. 


Chicago 
Stock 
Yards 

Frankfort . 

Elberfeld.., 
Stralsund.. . 
Wiesbaden . 

Strassburg. 


Gleiwitz. . . . 
Temesvar. . . 


0.6 

0.4 
(     0..975 
<  meshes 
(perinch. 


Screenings. 


Per  million 
gallons. 


Bromberg . . 
Mainz 


Trier  , 


Osnabriick... 

Reading,      i 
Pa I 


Brockton, 
Mass 


0.40 

0.40 
0.20 
0.60 

0.10 

0.12 
0.12 

0.08 
0.12    } 
0.04-0.08)" 
0.10 

0.08 


(36  meshes 
per  inch. ) 


0.34  cu.  yd. 
0.35 

I"     0.6  ton 

2.4-3.1  tons 

0.7  cu.  yd. 
1.15     '■ 


Perl  000 
population  daily. 


0.018  cu.  yd. 
0.02G 


1.1 


1.6 


Dresden., 


0.08 


0.9-1.7  " 
4^  tons 
0.52  cu.  yd. 
0.89-0.42     " 

3.2  -4.0 

f    ..0        .. 

t^     1.4  tons 
0.97    " 


0.040  cu.  yd. 
0.053 
0.079 
0.033 

0.043        " 

0.192        " 
0.067-0.133    '• 


0.13  cu.  yd. 

0.08-0.10      " 


0.09 


*  The  figures  in  this  column  should  be  used  with 


screens. caution.    More  complete  data  should 

sampling   has   already  been   indicated   with   regard   to   the   results   ob- 
tamed  at  Dresden. 

It  has  been  clearly  demonstrated  through  experiments  at  Ithaca  by 
Messrs.  T.  C.  Schaetzle  and  E.  R.  Davis*  with  a  i-in.  wire  mesh  screen 
that  the  efficiency  varies  greatly  with  the  strength  of  the  sewage.  At 
4  a.  m.,  2.6  lb.  of  dry  material  were  removed  per  million  gallons,  and 
at  11  a.  m.,  104  lb.,  with  an  average  for  the  24  hours  of  52.7  lb. 

To  obtain  true  average  efficiencies,  the  hourly  efficiencies  should  be 
weighted  according  to  the  rate  of  flow,  in  a  way  similar  to  that  bv  which 
composite  samples  of  average  water  or  sewage  are  prepared  for  analvsis. 
This  IS  a  point,  by  the  way,  which  appears  to  be 


generally  neglected. 


*  The  Cornell  Civil  Engineer,  November,  1913. 
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Screens  Described  in  this  Paper. 


O 

O 

Horse- 
power per 
screen. 

Cost  of 
Operation. 

Authorities. 

bit: 

a;  O 

a  m 
t,  o  a 

.Q  o  a 

Remarks. 

87 

90  (?) 

2.5 
2.0 

Baudirektor  Sperber. 
A.  Friihlmg. 

E.  Kuichling. 

C.  A.  Jennings. 

)  Stadtbaumeister 
1                     Schaefer. 

Dipl.-lng.  Sturmfels. 

August  Friihling. 

Engineer  Vogel. 

Stadtbaurat  Strohl. 

Magistral . 

Stadt-lng.  Vidrighin. 
I  Stadtbauinspektor I 
M.  Knauff.    - 

Abt.     Baum.      Schur- 
mann,  G.  Windschild. 

j  Dipl.-lng.  Schltissel 
(  G.  Windschild. 

i  E.  Kuichling. 

\  O.    M.  Weand,  E.  B. 

(     Ulrich. 

( C.     R.     Felton,     J. 

(     Haves,  Jr. 

\  Stadtbaurat      Fleck, 

"1    W.    Wurl. 

( After  removal  of  half 
■/     this  volume  of  grit. 

79 

63 
10 

5.0 

$0.18 

Alter  removal  of  16%  by- 
grit  chamber, 
j  Including  0.6  cu.  yd.  grit 
1      per  million  gallons. 

75 

4.5 
Hand  power 

3.35 

$1.64t 

0.054 
0.125 

j  After     passing      1.6-ia. 
1     bar  screen, 
f After  removal  of    0.132 
J     cu.  yd.  grit  and  coarse 
1     screenings    per     1  000 
t     population. 

89.3 

10-12 
63 

0.90 
Small 

3.45 

0.89-3.42 

2.41 

60-70 

40-60 

Experimental. 

75 
50-60 

53.5 

5.2-6.8 

42 

71.3 
33.6 

9.00 
2.0 

( Before  removal  of  0.4 
\     cu.  yd.    grit   per    mil- 

89.5 

1.00  ± 

(     lion  gallons. 

84 

2.5 

0.325-1.76 

be  secured,  in  order  to  furnish  a  reliable  comparison  between  the  efficiencies  of  different 
t  Including  coarse  screening,  settling,  and  subsequent  screening. 

The  influence  of  pumping  and  of  length  of  travel,  in  comminuting 
the  solids  and  increasing  the  colloidal  matter,  should  be  kept  in  mind 
as  factors  which  may  cause  a  marked  lowering  of  efficiency. 

The  effect  of  preliminary  cleansing  by  coarse  screens  or  grit  cham- 
bers should  properly  be  considered  in  passing  judgment  on  the  relative 
merits  of  different  methods  of  fine  screening. 

Adequacy  and  Beliability. — All  the  fine  screens  which  have  been 
described  depend  on  continuous  motive  power  for  operation,  and, 
having  this,  they  appear  to  be  quite  dependable  within  the  ranges  of 
sewage  level  for  which  they  are  designed.  In  the  case  of  the  band 
screen,  the  surface  may  rise  nearly  to  the  belt  conveyor,  which  is 
usually   just   below   the   top;   with   the   wing,   shovel-vane,   and   drum 
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screen,  it  may  rise  to  a  point  just  below  the  axle,  and,  with  the  Riensch- 
Wurl  screen,  to  the  highest  point  reached  by  the  base  of  the  cone  during 
a  revolution.  Larger  proportions  of  band  and  Riensch-Wurl  screens 
therefore  are  siibmerged  during  periods  of  maximum  flow  and  less 
head  room  is  required.  As  the  range  of  level  with  a  Riensch-Wurl 
screen  is  limited  by  the  diameter  and  inclination,  this  type  is  not  well 
suited  to  small  volumes  of  flow  combined  with  wide  variations  in  level. 
Where  subject  to  these  conditions,  the  band  screen  offers  advantages, 
as  it  may  be  of  any  length  without  appreciably  affecting  other  dimen- 
sions or  costs. 

Operation  should  be  automatic,  as  far  as  possible.  It  is  nearly  so 
in  all  these  screens,  except  when  the  speed  is  to  be  varied  or  the  screen 
is  to  receive  a  special  cleaning.  With  speeds  that  are  too  low,  clogging 
and  backing  up  of  the  sewage  may  result.  The  fine  deposit  of  grease 
that  usually  occurs  on  any  screen  will  require  special  removal  at  times, 
and,  with  fine  perforations  or  meshes,  a  mat  of  fine  fiber  or  hair  may 
gradually  form  over  the  surface;  otherwise,  the  cleaning  devices  appear 
to  be  effective. 

Reliability  of  operation  depends,  also,  on  the  design  and  workman- 
ship. The  simpler  the  design  the  better,  especially  as  this  facilitates 
renewals  and  repairs.  The  wing  screen  and  some  forms  of  band  screen 
are  simpler  perhaps  than  the  others,  but  serious  objections  under  this 
heading  have  been  pretty  well  met  in  the  design  of  the  other  types. 
In  reference  to  this  it  may  be  stated  that  the  Carshalton  screen  is 
usually  operated  by  the  hydraulic  power  of  the  sewage  itself,  and,  there- 
fore is  not  dependent  on  outside  sources  of  motive  power.  The  possi- 
bility of  operation  by  hand  in  case  of  accident  to  machinery  is  a 
claim  made  for  the  wing  screen,  but  might  apply  as  well  to  the  others, 
if  of  small  size. 

Nuisances. — If  properly  operated  and  kept  clean,  there  need  be  no 
objectionable  odors  or  other  offensive  conditions  in  the  neighborhood 
of  works  using  these  screens.  Inside  the  station  there  is  usually  the 
smell  of  fresh  sewage,  which  is  not  strong  nor  likely  to  be  carried  far. 
With  septic  sewage,  of  course,  there  is  more  danger  of  foul  odors.  Any 
spattering  or  spraying  of  the  sewage  caused  by  high  speeds  or  improper 
design,  especially  in  the  application  of  air,  steam,  or  water  jets,  for 
cleaning,  increases  the  odor. 
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Another  and  more  probable  cause  for  offense  lies  in  the  disposal 
of  the  screenings.  From  observation  of  a  great  many  plants,  the 
writer  is  convinced  that  screenings  should  either  be  incinerated,  arti- 
ficially dried,  or  promptly  removed  from  the  works.  During  warm 
weather,  this  should  not  be  delayed  more  than  24  hours  from  the  time 
of  collection.  Offensive  conditions  may  be  mitigated  by  composting 
with  sweepings.  This  question  of  disposal  is  one  of  much  importance, 
and  also  one  which  is  frequently  neglected. 

Accessibility. — All  parts  of  a  screen  should  be  accessible,  for  clean- 
ing, repair,  and  renewal,  with  the  least  interruption  to  operation. 

The  Hamburg  screen  is  hung  on  a  shaft  so  that  the  lower  end  may 
be  swung  above  the  surface  when  required.  The  rotation  of  the  wing, 
shovel-vane,  and  drum  screens  renders  all  moving  parts  accessible,  and, 
with  the  exception  of  the  bearing  at  the  foot  of  the  shaft,  this  is  true 
of  the  Riensch-Wurl  screen.  It  is  understood  that  this  objection  is  to 
be  overcome  by  suspending  the  screen  from  a  bearing  above.  In  the 
case  of  the  Frankfort  screen,  nearly  all  the  moving  parts  can  be 
replaced  without  interruption  of  the  flow. 

First  Cost. — The  cost  of  a  screening  plant  depends,  not  only  on 
the  screen  with  its  auxiliary  machinery,  but,  to  a  great  extent,  on  the 
location,  foundations,  and  size  of  chamber.  Simplicity  of  design, 
compactness,  and  the  loss  of  head  resulting  from  its  use  are  all  to  be 
considered;  in  fact,  the  last  may  control  the  selection.  As  the  cost 
depends  on  so  many  factors,  the  figures  of  gross  cost,  which  are  usually 
the  only  ones  published,  are  of  little  value  in  designing  new  plants. 
Relative  costs  cannot  be  given  for  the  several  types,  but  approximate 
cost  figures  for  Riensch-Wurl  screens  in  Germany,  as  given  to  the 
writer  by  Mr.  Wilhelm  Wurl  at  the  factory  at  Weissensee,  are  stated  in 
Table  12.  They  show  that  the  price  increases  with  the  size  and  capacity, 
and  that  the  cost  per  million  gallons  capacity  decreases. 

With  the  drum  or  shovel-vane  screen,  it  is  possible  to  do  away  with 
the  cost  of  a  grit  chamber,  as  these  screens  can  handle  this  material 
as  well  as  the  screenings.  The  wear  of  combined  sewage  with  its  con- 
tained grit  on  a  fine-mesh  screen  would  make  the  removal  of  grit  before 
screening  desirable  where  these  conditions  obtain. 

Cost  of  Operation. — The  costs  of  operation  depend  primarily  on  the 
power  consumed,  supplies,  and  attendance;  but  they  also  depend  on 
depreciation,   repairs,    and   renewals.      The   materials    used   should   be 
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TABLE  12. — Cost  of  Riexsch-Wurl  Screens. 


Price. 

Normal  capacity,  in 

Diameter. 

cubic  feet  per 

second. 

Per  screen. 

Per  million  gallons 
per  da.v. 

4  ft.    3  in. 

0.6 

$720 

$1  a50 

5  ft.   Oin. 

0.9 

MO 

1  440 

6  ft.    6  in. 

1  200 

9  ft.  10  in. 

2  400 

14ft.    Oin. 

14 

3  600 

.397 

16  ft.    6  in. 

25 

4  8<X) 

297 

19  ft.    9  in. 

35 

6  000 

266 

23  ft.    0  in. 

TO 

8  400 

185 

26  ft.    4  in. 

160 

12  000 

116 

TABLE  13. — Cost  of  Operation  of  Screens  at  Mainz,  with  Different 

Rates  of  Elow. 


Rate  of  Flow  : 

Cost: 

In  cubic  feet 
per  second. 

In  liters 
per  second. 

In  dollars             '           In  pfennigs 
per  million  gallons,    j      per  cubic  meter. 

2.1 
2.8 
4.9 
6.3 
8.4 
11.2 

60 

80 
140 

180 
240 
330 

$1.76                 1                   n.l95 
1.32                                    0.145 
0.74                 ;                   0.082 
0.58                                    0.064 
0.4.31^                                 0.048 
0.325^                                 0.036 

durable,  and  subject  to  the  least  possible  corrosion.  The  Windschild 
drum  screen  involves  the  expense  of  compressed  air.  but  this  objection 
may  be  counterbalanced  by  the  decreased  moisture  in  the  screenings. 
The  Riensch-Wurl  and  shovel-vane  screens  involve  the  periodical 
renewal  of  brushes.  The  latter  type  is  not  simple  in  design,  and  for 
this  reason  might  cost  more  for  repairs,  but  is  believed  to  be  well  made. 
The  Hamburg  screen  is  subject  to  the  wear  on  many  moving  parts. 
The  Weand  screen  has  shown  indications  of  deterioration  from  cor- 
rosion and  wear.  Experience  with  these  screens  has  been  too  brief  to 
assign  to  each  a  probable  period  of  life.  One  can  only  form  an  opinion 
in  each  case  from  its  design  and  the  conditions  under  which  it  is  to 
operate. 

Eine-Screening  Versus  Sedimentation. 

It  has  been  shown  by  the  data  already  presented  that  in  the  matter 
of  efficiency  the  best  fine-screening  will  compare  well  with  such  tank 
treatment   as  may   usually  be  looked  for.     That  is,  from   30  to   50% 
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of  the  suspended  solids  may  be  removed  by  fine  screens,  as  compared 
with  50  to  65%  by  sedimentation. 

Emscher  tanks  have  a  particular  advantage  in  producing  a  sludge 
which  is  inoffensive,  even  if  stored  for  a  considerable  period,  and 
may  be  used  for  filling  in  waste  land  or,  possibly,  as  a  filler  for 
fertilizer.* 

Tank  treatment  uses  up  little  head  and  is  subject  to  little  deteriora- 
tion, such  as  is  inevitable  with  machinery  of  any  kind,  and  although 
the  cost  of  attendance  may  be  a  little  greater,  such  attendance,  except 
for  general  supervision,  may  be  of  a  somewhat  lower  grade  than  is 
necessary  when  motors,  screens,  conveyors,  and  possibly  boilers,  engines, 
or  air  compressors  have  to  be  looked  after. 

Monti,  after  the  Berlin  experiments  already  referred  to,  concluded : 

"that  although  this  fine  screening  removes  all  of  the  oifensive-looking 
matter,  yet  the  liquid  remains  quite  turbid,  and  that  much  better 
results  can  be  obtained  by  a  few  hours'  sedimentation  in  large  tanks."f 

This  is  confirmed  by  G.  M.  Wisner,  M.  Am.  Soc.  C.  E.,  who  con- 
cludes, from  experiments  at  Chicago,:}:  that  "there  is  little  or  no 
improvement  in  the  stability  of  the  local  sewage  due  to  screening 
through  a  device  with  40  meshes  to  the  inch." 

On  the  other  hand,  tank  treatment  requires  considerable  area,  and 
this  is  sometimes  difiicult  to  secure  at  moderate  cost.  It  would  be  a 
great  expense,  for  instance,  in  some  parts  of  New  York  City.  Then, 
with  plain  sedimentation,  a  large  volume  of  watery  sludge,  which 
becomes  very  offensive  if  stored,  must  be  disposed  of,  and  this  means 
an  additional  area  for  drying,  with,  perhaps,  additional  cost  for  arti- 
ficial drying  or  for  transportation  to  sea  while  in  a  crude  condition. 
Emscher  tanks  require  less  land  than  other  forms,  but  are  more  costly 
to  construct,  their  great  advantage  being  the  favorable  quality  of  the 
sludge. 

The  following  extracts  from  a  report  by  George  W.  Euller,  M.  Am. 
Soc.  C.  E.,  to  the  Metropolitan  Sewerage  Commission  of  New  York,§ 
are  of  especial  interest,  as  coming  from  one  who  can  speak  with 
authority  on  these  matters.     He  says : 

*  "Fresh  and  Decomposed  Sludgre,"  L.  C.  Frank,  Engineering  Record.  Vol.  68,  p.  331. 
t  E.  Kuichling,  Proceedings,  Thirty-second   Annual    Meeting,    New    Jersey    Sanitarv 
Assoc.  1908. 

t  "Sewage  Disposal."  by  George  W.  Fuller,  M.  Am.  See.  C.  E.,  p.  381. 
§  Report  of  April  30th.  1914,  pp.  809-210. 
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''Fine  screens  alford  the  cheapest  way  of  removing  visible  objects 
of  sewage  origin  from  the  waters  receiving  sewage  where  such  screen- 
ing treatment  alone  is  sufficient  for  obtaining  satisfactory  results. 
Under  conditions  where  the  limit  is  at  times  reached  in  the  amount 
of  clarified  sewage  which  a  watercourse  will  oxidize  satisfactorily, 
settling  tanks  as  a  general  rule  are  cheaper  to  install  than  screens, 
because  for  a  given  cost  they  will  remove  a  greater  quantity  of  organic 
matter. 

******** 

"In  my  opinion,  screens  are  preferable  to  settling  tanks  only 
where  it  is  desirable  or  necessary  to  remove  only  relatively  large 
sewage  matters  in  suspension.  Where  settling  solids  would  form 
deposits  in  the  watercourses  if  screening  alone  were  adopted,  to  install 
settling  tanks  will  prove  wiser  than  to  install  fine  screens." 

Screening  plants,  however,  are  very  compact  and,  with  grit  cham- 
bers, need  never  occupy  more  than  a  fraction  of  a  city  block.  The  proc- 
ess is  cleanly  and  largely  automatic,  requiring  very  little  attendance. 
The  product  is  much  more  readily  handled,  as  it  contains  less  moisture, 
as  a  rule,  than  sludge — from  75  to  85%  instead  of  90  per  cent.  It 
is  true  that  some  screenings  may  contain  as  much  moisture  as  well- 
digested  Emscher  sludge,  or  perhaps  more,  but  it  is  not,  as  in  the 
latter  case,  in  a  liquid  condition,  but  may  be  transported  in  ordinary 
wagons  or  cars  after  a  brief  period  of  draining. 

If  a  recovery  of  grease  or  fertilizing  value  is  considered,  the  dried 
screenings  will  be  found,  as  a  rule,  to  contain  more  organic 
matter  than  the  dried  sludge,  and,  therefore,  pound  for  pound,  to 
yield  a  greater  return.  Unless  the  plant  is  of  considerable  size,  the 
screenings  can  best  be  drained  and  then  burned  under  boilers  or  in  a 
special  incinerator,  plans  for  which,  it  is  understood,  are  now  under 
consideration  by  a  suburb  of  New  York  City. 

To  sum  up,  although  screens  may  remove  less  material  than  tanks, 
the  difference  is  not  very  great  in  the  best  types  of  each,  and  still 
less  when  one  considers  the  organic  constituents,  the  presence  of 
which  is  most  objectionable  in  an  effluent.  The  land  required  is 
much  less  than  for  tanks,  and  the  cost  of  installation  is  probably 
less,  although  this  depends  on  local  conditions.  As  to  gross 
annual  charges,  no  general  comparison  is  possible,  but  it  is 
believed  that  screens  will  often  be  found  quite  as  economical  as 
tanks  if  the  fixed  charges  are  included  and  the  total  dried  organic 
matter  removed  is  tised   as   a  basis  of  estimate,   in   spite  of  the  fact 
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that   there   is   greater   deterioration    and   that   higher   rates   of   wages 
may  be  required  with  screening. 

The  head  lost  in  either  case  need  not  be  great,  except  in  the 
original  design  of  the  Weand  screen,  or  where,  as  with  the  Carshalton 
screen,  it  is  used  to  develop  power  for  operation. 

Co^XLUSION. 

The  points  which  the  writer  has  attempted  to  bring  out  may  be 
summarized  as  follows : 

The  use  of  fine  screens  for  sewage  deserves  more  serious  con- 
sideration than  it  has  received  heretofore  in  America.  Although  tank 
treatment  will  continue  to  be  the  standard  preliminary  process,  under 
most  conditions,  from  economic  considerations,  there  are  now  several 
screens  which  will  remove  approximately  as  much  of  the  organic 
suspended  matter  from  sewage  while  occupying  much  less  space  and 
delivering  a  product  that  is  both  richer  in  manurial  ingredients'  and 
more  readily  handled  than  tank  sludge. 

For  the  foregoing  reasons,  it  is  the  writer's  opinion  that  fine- 
screening  will  be  adopted  in  the  future  by  many  towns  situated  on 
bodies  of  water  which  are  capable  of  assimilating  the  effluent;  pos- 
sibly, also,  as  a  preliminary  process  to  tank  treatment,  filtration,  and 
disinfection.  On  the  other  hand,  the  relatively  high  cost  of  attend- 
ance and  the  probable  lack  of  a  market  for  the  screenings,  when 
compared  with  conditions  abroad,  will  probably  serve  to  prevent  the 
marked  increase  in  their  use  in  the  United  States  which  has  been 
experienced  in  Germany. 

In  view  of  a  reasonable  development  of  fine-screening  in  America, 
more  fundamental  data  as  to  eificiencies  and  costs  are  greatly  to 
be  desired.  These  are  rarely  available  in  their  best  form,  even  in 
Germany. 

'  The  volume  of  sewage  received  at  the  plant,  or  the  population 
served,  should  be  recorded,  and  also  either  (a)  the  suspended  solids 
and  total  organic  matter,  or  (h)  the  parts  per  million  of  average 
suspended  solids  in  the  crude  sewage,  the  weight  of  the  dried  grit 
and  screenings,  and  the  percentage  of  each  which  is  organic. 

a. — The  suspended  solids  and  total  organic  matter  in  the  crude 
sewage  and  after  each  operation  should  be  recorded  for  the  different 
times  of  the  day  and  week,   and  then,   if  weighted  according  to  the 
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flow  when  sampled,  it  will  furnish  the  quantity  of  these  essential 
materials  that  have  been  removed  by  the  screens  and  such  prelim- 
inary devices  as  coarse  screens  and  grit  chambers. 

b. — A  record  should  be  kept  of  the  parts  per  million  of  average 
suspended  solids  in  the  crude  sewage,  the  weight  of  the  dried  grit 
and  screenings,  and  the  percentage  of  each  which  is  organic. 

Data  of  this  kind  from  different  sources  would  then  be  com- 
parable and  of  much  value  in  planning  new  works.  The  costs,  too, 
not  only  of  the  screens,  but  of  foundations,  auxiliary  machinery,  and 
housing,  with  those  for  supplies  and  attendance,  should  be  matters 
of  record.  So  much  stress  laid  on  these  things  would  perhaps  be 
unnecessary,  but  for  the  fact  that  such  essential  data  are,  with  few 
exceptions,  not  to  be  had. 

Finally,   the  adoption  of  screens  should  be  considered: 

1.  Where  the  principal  requirement  is  the  removal  of  the  larger 

solid  matters; 

2.  Where  land  values  are  high; 

3.  Where  the  cost  of  excavation  for  tanks  is  high; 

4.  Where  the  cost  of  sludge  disposal  is  high,  or  where  such  disposal 

is  likely  to  cause  objectionable  odors;  and 

5.  Where  the   recovery  of   grease   and   fertilizer   is   an    important 

factor. 

With  openings  not  more  than  0.10  in.  (2^  inm.)  in  size,  fine- 
screening  should  remove  at  least  30%  of  the  suspended  solids  and 
20%  of  the  suspended  organic  solids  from  ordinary  domestic  sewage, 
or  0.1  cu.  yd.  of  screenings,  containing  75%  of  water,  per  1  000  pop- 
ulation  daily. 

The  writer  expresses  his  sincere  desire  that  the  many  members 
of  this  Society  who  have  studied  the  subject  of  fine-screening,  will 
present  such  information  and  as  many  suggestions  relative  to  the 
matter  as  possible. 
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Ker'^/iaw.  .    ^^  ^ERTRAM  DE  B.  Kebshaw,*  M.  Am.  Soc.  C.  E.  (by  Ietter).-The 

fw  Tx  r'  '/"  "I'r  ''"  ^""^'^  ^'^^"^^^^  P^P-'  -  *h-t  it  deals 
almost  exclusively  with  large  cities  and  their  sewerage  installations. 
It  IS  suggested  m  the  paper  that  one  of  the  conditions  where  fine- 
screening  should  generally  be  considered  is  "where  the  removal  of  all 
but  the  very  fine  solids  will  furnish  a  satisfactory  effluent."  It  follows 
from  this  that  the  city  contemplating  fine-screening  as  a  final  process 
must  have  a  suitable  and  sufiicient  body  of  diluting  water  available 
to  carry  out  the  purification  process  proper  by  oxidation,  effected  by 
abstraction  of  dissolved  oxygen  from  the  diluting  body 

Conditions  in  England  (where  almost  all  the  writer's  first-hand 
experience  has  been  obtained),  are,  as  a  general  rule,  unfavorable 
for  the  adoption  of  processes  which  throw  the  brunt  of  the  purification 
on  the  body  of  water  into  which  the  sewage  liquor  is  discharged 

English  rivers,  with  very  few  exceptions,  are  small,  in  marked 
contrast  to  many  of  the  rivers  of  the  Continent;  moreover,  many  of 
the  smaller  rivers  receive  sewage  effluents  at  short  intervals  of  distance 
throughout  almost  their  entire  courses,  and  are  not  in  a  condition 
to  cope  with  any  fresh  burden  of  self-purification 

It  is  found  to  be  the  case,  therefore,  that  screening  is  almost  entirely 
confined  to  what  may  be  termed  "coarse"  screening,  that  is,  a  screenincr 
process  only  intended  to  remove  the  grosser  solids,  such  as  sticks 
stones,  coal,  corks,  potato  peelings,  and  the  like,  which  otherwise 
would  be  likely  to  lodge  under  sluice-valves  and  penstocks,  and  cause 
trouble;  screens  are  also  provided  when  the  sewage  is  subsequently 
pumped,  or,  to  protect  the  filter  presses,  where  sludge  pressing  is 
carried  out. 

Such   screens   are  generally  of  the  bar  type,   cleaned  bv  hand  or 

ntomafc    rakes    the   openings   between    the   bars   being  from   abom 
2  m.  to  I  m.,  and  greater. 

As  giving  a  good  idea  of  a  very  usual  type  of  rough  screen  ^l.sed 

the    Stratford-on-Avon    sewage    works    (as    being   tvpical    of    a    small 
English  country  town)  may  be  of  interest.  -i^    oi    a    small 

The  screen  at  the  pumping  station  is  of  f-in.  bars  spaced  ^-  in 
apart,  and  it  is  inclined  at  an  angle  of  about  20°  with  the  pe^pen' 
dicular.  Cleaning  is  effected  by  a  system  of  traveling  rakes  attached 
o  two  endless  chains,  which  elevate  the  screening  and  tfn  .f 
jnto  a  tumbril  cai..  It  should  be  observed  thar^h^Strrt  ord'sewa;^ 
IS  a  strong  one  and  contains  a  good  deal  of  brewery  waste. 

*  London,  England. 
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Table  14  gives  particulars  relating  to  the  screening  operations. 

TABLE  14. — Annual  Quantity  of  Screenings  Produced  at 
Stratford-on-Avon  Sewage  Works. 


Mr. 
Kershaw. 


Year. 

Total  yearly- 
sewage 
flow,  in 
millions  of 
gallons. 

Tons  of 
screenings. 

Tons, 

per  million 

gallons. 

Cost  of  Removing 
Screenings. 

Rainfall 
for  the 

Per  million 
gallons. 

Per 
long  ton. 

year, 
in  inches. 

1008-09 
1909-10 
1910-11 

126 
184 
136 

100.5 
103.5 
99.0 

o.ro 

0.77 
0.73 

Is.  3d. 
Is.  Id. 
5.9d. 

Is.  7d. 
Is.  3i^d. 
8. Id. 

31.06 
26.95 
25.17 

Where  special  trade  sewages  have  to  be  dealt  with,  such  as  those 
containing  wastes  from  wool  combing  or  the  cotton  industry,  screening 
forms  an  important  integral  part  of  the  sewage  plant,  but  it  should 
be  observed  that  such  screening  is  only  to  be  regarded  as  ancillary 
or  preliminary  to  the  purification  process  proper,  and  it  is  intended 
merely  to  remove  substances  which  might  cause  mechanical  troubles 
at  a  later  stage,  reliance  being  placed  on  subsequent  processes  for  real 
purification.  It  is,  in  fact,  a  process  of  abstraction  ratlier  than  of 
purification,  as  generally  understood. 

Tire  writer  believes  he  is  correct  in  saying  that  there  are  very  few. 
if  any,  screening  plants  in  England  which  are  designed  to  effect  other 
than  a  partial  withdrawal  of  the  larger  suspended  solids,  such  as  are 
peculiarly  likely  to  float  and  give  an  unpleasant  appearance  to  the 
water  into  wliich  they  happen  to  be  discharged.  Certainly  there  are  no 
fine-screening  plants  capable  of  producing  the  results  mentioned  by 
Mr.  Allen  as  being  achieved  in  Germany  by  the  best  examples  of 
fine  screens. 

Fine-screening  would  appear  to  be  peculiarly  adapted  to  seaside 
resorts  in  England,  where  bathing  is  enjoyed. 

The  Eoyal  Commission  on  Sewage  Disposal,*  for  which  the  writer 
has  been  Engineer  for  some  sixteen  years,  in  dealing  with  standards, 
states  as  follows: 

"But  we  think  it  of  great  importance,  if  only  for  the  sake  of 
the  appearance  of  the  river,  that  the  grosser  solids,  such  as  undisin- 
tegrated  faeces,  paper,  etc.,  should,  as  far  as  possible,  be  held  back, 
and  the  provision  of  some  effective  form  of  screening  apparatus 
should  be  insisted  on  wherever  practicable." 

There  is  no  doubt  that,  when  the  treatment  of  sewage  by  dilution  is 
better  understood  in  England,  fine-screening  will  become  of  consider- 
able importance.  Screening  as  a  final  process  in  certain  cases  is  likely 
to  be  carried  out  when  the  Commission's  reports  have  been  digested  by 

*  Eighth  Report,  Royal  Commission  on  Sewage  Disposal,  p.  12,  para.  42. 
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Mr.       the  English  Local  Government  Board.     At  present,  there  is  some  un- 
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certainty  as  to  how  "dilution"  schemes  would  be  received  officially. 

The  following  statement  shows  the  degree  of  dilution  and  limiting 

figures    for    suspended    solids    in    sewage    liquors,    laid    down    by    the 

Commission  for  cases  where  disposal  by  dilution  is  to  be  countenanced. 

Suspended  solids. 
Dilution.  in  parts  per  100  000. 

Exceeding  150  volumes  and  less 

than    300   volumes 6 

Exceeding  300  volumes  and  less 

than    500    volumes 15 

Exceeding  500  volumes Crude  sewage  could  be  discharged 

subject  to  such  conditions,  as  to 
the  provision  of  screens  or  de- 
tritus tanks,  as  might  appear 
necessary  to  the  central  au- 
thority. 

It  may  be  noted  that  the  following  figures  show  what  would  be 
considered  good  tank  liquors  in  England,  assuming  a  domestic  sewage 
of  average  strength,  containing  some  35  parts  of  suspended  solids  per 
100  000,  to  have  been  treated. 

Treatment.  Parts  per  100  000. 

Septic   tank    treatment 10  to  15 

Continuous    flow    settlement 10  to  15 

Quiescent    settlement    5  to  8 

Continuous    flow    precipitation 3  to  6 

Quiescent    precipitation    1  to  4 

It  should  be  observed  that,  for  the  determination  of  the  suspended 
solids,  a  Gooch  crucible,  packed  with  asbestos  floss,  is  used. 

An  English  domestic  sewage  of  average  strength  contains  about 
35  parts  of  suspended  matter  per  100  000,  but  the  quantity  is  variable. 
A  large  part  of  these  solids  is  usually  very  finely  divided.  The  actual 
fineness  will  depend  to  a  great  extent  on  the  sewerage  system,  the  dis- 
tance the  sewage  has  traveled,  whether  pumped  (which  often  breaks  up 
the  solids  and  increases  colloidal  matter)  or  flowing  by  gravitation,  na- 
ture of  street  surfaces,  if  the  combined  system  of  sewers  is  in  use,  tem- 
perature, and  many  other  variable  factors;  but  a  large  proportion  of 
the  finer  suspended  solids  will  almost  invariably  pass  with  ease  through 
a  mesh  of  ^^  in.  or  even  less;  and,  with  a  septic  sewage,  such  as 
sometimes  results  in  hot  weather  when  the  sewage  has  traveled  far, 
the  finest  screens  will  effect  very  little  useful  work. 

In  most  sewages,  trade  wastes  of  various  kinds  form  a  feature, 
and  the  suspended  solids  in  the  sewage  may  then  be  very  greatly 
increased,  and  vary  from  hour  to  hour.     Again,  a  population  served 
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entirely  by  water-closets  will,  as  a  rule,  contribute  much  more  screen-      Mr. 
able  matter  than   where  the  whole  of  the  faeces  and  paper  does  not     '*'^*  *'^" 
enter  the  sewers. 

The  writer  has  followed  the  Chicago  sewerage  problem  for  some 
time  past,  and  the  percentage  of  removal  effected  by  Mr.  Jennings' 
screen  (63%)  seems  very  high,  notwithstanding  the  fineness  of  the 
mesh  (40  per  in.).  Possibly  it  is  accounted  for  by  the  nature  of  the 
sewage,  which  presumably  contains  suspended  matter  of  a  uniform 
nature  and  size,  such  as  masticated  hay,  etc.  If  this  is  so,  such 
screenings  would  be  likely  to  resist  decay,  owing  to  the  large  quantity 
of  cellulose  matter  they  would  contain. 

The  nature  of  the  suspended  solids  in  a  sewage  varies  considerably. 
From  40  to  60%  of  the  suspended  matter  in  most  English  sewages 
consists  of  mineral  or  inorganic  matter,  practically  innocuous  by 
itself  (excepting  as  regards  the  silting  up  of  waterways),  but  it  is 
found  that  these  particles  carry  with  them,  as  a  kind  of  envelope,  a 
considerable  quantity  of  organic  impurity  in  solution,  and  they 
exercise  a  de-oxygenating  action  on  rivers  and  streams,  albeit  not 
such  a  sustained  action  as  solids  of  organic  origin. 

When  dilution  is  relied  on  to  complete  the  purification  of  a  settled 
or  screened  sewage  liquor,  the  main  essential  is  to  keep  the  bulk  of 
tJie  suspended  matter  in  suspension  in  the  river  water  mitil  it  has 
become  oxidized  or  nearly  so. 

The  capacity  of  a  clean  river  to  endure  pollution  without  visible 
signs  of  nuisance  appears  to  be  closely  related,  among  other  things, 
to  its  depth,  velocity,  power  of  transportation,  temperature,  and  aquatic 
plant,  fish,  and  insect  life. 

If  the  mud  near  the  borders  of  a  river  receiving  a  certain  quantity 
of  pollution  be  examined,  it  will  generally  be  seen  to  consist  of  very 
fine  particles  of  black  mud,  overlaid  by  a  thin  layer  of  brown  (or 
nearly  oxidized)  mud  on  the  surface,  where  it  has  been  intimately 
in  contact  with  the  dissolved  oxygen  in  the  river  water.  How  fine 
much  of  this  mud  is,  may  be  judged  by  mixing  some  of  it  with  tap 
water  and  straining  the  liquid  through  a  handkerchief  into  a  glass; 
much  of  the  fine  matter  will  be  found  to  pass  through  the  linen  with 
the  water. 

It  is  mainly  these  very  fine  solids  which  cause  de-oxygenation 
troubles  in  sluggish  rivers  or  sluggish  reaches  of  rivers,  when  they 
become  deposited,  and  it  is  very  difficult,  with  good  tank  treatment, 
to  keep  them  back,  unless  precipitants  are  used. 

In  England,  however,  there  are  instances  where,  owing  to  favorable 
local  conditions  in  a  river — such  as  volume  and  velocity — such  fine 
suspended  matter  might  be  discharged  without  any  perceptible  damage 
to  the  river,  and  in  such  cases  fine-screening  of  the  nature  indicated 
by  Mr.  Allen  would  be  of  marked  value. 
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Mr.  The  writer  has  seen  examples  where  the  removal  of  the  tank  effluent 

outfall  from  the  bank  of  a  river  to  a  point  some  distance  from  the 
shore  would  have  admitted  of  fine-screening  in  lieu  of  tank  treatment. 
It  is  quite  possible  to  foul  a  strip  of  river  seriously  by  the  discharge 
of  tank  lifjuor  or  sewage  close  to  the  shore,  whereas  the  admixture 
of  screened  sewage  with  the  whole  volume  of  river  water  would  suffice 
for  purification  purposes. 

With  small  rivers  in  England,  the  writer  has  no  doubt  that  less 
damage  would  result  to  the  rivers  by  passing  fresh  sewage  from  a 
small  community  into  them,  after  efficient  screening,  than,  as  is  often 
done,  by  passing  tbe  sewage  through  a  septic  tank  and  thence  to  the 
river.  Septic  tank  treatment  almost  invariably  results  in  the  pro- 
duction of  sulphuretted  hydrogen,  which  has  the  property  of  taking 
up  dissolved  oxygen  from  water  very  rapidly.  An  Irohoff  tank  would 
probably  solve  such  problems,  but  screening  would  be  cheaper. 

As  Mr.  Allen  carefully  points  out,  screenings  consist  largely  of 
organic  matter,  and  considerable  weight  must  be  attached  to  the 
fact  that,  with  suitable  forms  of  screens,  organic  matter,  such  as 
faeces,  etc.,  are  removed  at  once  from  contact  with  the  liquid  portion 
of  the  sewage,  whereas,  with  tank  treatment,  much  of  this  organic 
matter  is  left  in  contact  with  the  liquid  in  the  tank  for  some  con- 
siderable time,  more  and  more  of  it  going  into  solution  as  fermenta- 
tion proceeds. 

On  the  other  hand,  screenings  are  more  likely  to  attract  dipterous 
insects  for  ovipositing  than  sludge;  still,  they  might  be  deterred 
by  the  use  of  bleaching  powder  or  some  similar  chemical.  Both  screens 
and  screenings  should  be  roofed  in  wherever  possible,  for  the  foregoing 
reason,  quite  apart  from  danger  of  nuisance  from  smell. 

The  results  obtained  by  fine-screening  in  Germany,  cited  by  ^Ir. 
Allen,  appear  to  show  an  extraordinary  efficiency,  and  it  is  difficult 
to  imagine  such  a  percentage  as  90. 

Experiments  carried  out  at  Leeds,  England,  with  a  fixed-mesh  screen 
of  30  per  in.,  inclined  with  the  sewage  flow,  appeared  to  keep  back 
a  considerable  proportion  of  the  suspended  matters  in  the  sewage, 
but  "although  the  accuraulation  seemed  bulimy,  it  was  found  on 
drying  to  represent  less  than  10%  of  the  suspended  matter  in  the 
sewage."  (Leeds  sewage  contains  about  60  parts  of  suspended  matter 
per  100  000.)  It  may  be  noted  that  the  clear  liquid  of  a  sample  of 
average  Leeds  sewage  which  had  been  passed  through  filter  paper 
still  contained  in  solution  about  50%  of  the  original  impurities,  be- 
coming dark-colored  and  putrefying. 

There  can  be  no  question  that  screenings  and  sludge  stand  on  an 
entirely  different  footing  as  regards  manurial  value  and  fat  content. 
Screenings  consist  largely  of  nitrogenous  matter,  and  usually  contain 
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little    mineral    matter;    whereas,    in    sludge    the    solids    are    generally      Mr. 

.  1  1       •        1   J?        -i  Kershaw. 

50%  inorganic,  and  it  is  worth  just  what  can  be  obtamed  lor  it. 

The  fat  content  of  the  screenings  at  Hamburg  is  well  brought  out 
in  Table  1,  showing  the  composition  of  grit  and  screenings,  the 
average  being  nearly  5  per  cent.  In  Table  2  it  would  be  interesting 
to  know  whether  the  nitrogen  and  phosphates  are  in  as  readily  available 
form  for  plant  life  as  in  artificial  manures.  The  manurial  constitu- 
ents of  most  sewage  sludges  appear  to  be  in  an  inert  and  slowly- 
acting  condition,  and  the  writer  has  always  considered  that  a  great 
part  of  any  of  the  value  that  sewage  sludge  may  possess,  is  due  to 
its  physical  and  mechanical,  rather  than  its  manurial,  action  on  soils. 

Eegarding  the  Carshalton  screen,  it  should  be  observed  that  all 
these  screens  are  used  for  either  crude  or  grit-settled  sewages.  The 
writer  does  not  know  of  any  plants  in  which  they  are  used  for  screening 
tank  liquors.  It  may  be  noted  that  this  screen  is  driven  by  a  water- 
wheel  actuated  by  the  flow  of  sewage,  and  the  speed  at  which  the 
screen  travels  is  automatically  adjusted  to  the  work  required  of  it. 

This  is  a  matter  of  importance,  because,  if  a  screening  apparatus 
reduces  the  velocity  of  the  sewage  flow  beyond  a  certain  point,  settle- 
ment of  suspended  matter  will  take  place  up  stream  from  the  screen; 
it  is  of  importance,  therefore,  for  automatic  screens  to  work  at  a  rate 
which  will  allow  the  sewage  flow  to  be  maintained  at  a  velocity  sufii- 
ciently  high  to  keep  the  solids  in  suspension.  If,  owing  to  too  slow 
a  motion  of  the  screen,  or  temporary  insufficient  area  of  mesh  openings 
(such  as  might  result  from  paper  flattening  against  the  meshes),  the 
decrease  in  velocity  causes  the  sewage  to  head  up,  and,  consequently, 
adjacent  storm  overflows  may  be  brought  into  operation,  especially  if 
the  gradient  of  the  main  outfall  sewer  is  a  slack  one. 

It  is  a  most  complicated  matter  to  arrive  at  the  real  efficiency  of 
screens,  and  this  is  largely  due  to  the  difficulty  of  obtaining  reliable 
average  samples,  and  of  procuring  accurate  analytical  figures  covering 
a  long  period  of  experimentation. 

The  accurate  determination  of  suspended  solids  is  a  tedious  process, 
and  it  might  be  possible  to  use  a  centrifuge  in  order  to  save  time. 
If  this  was  done,  however,  results  obtained  with  a  sewage  containing 
suspended  solids  of  a  granular  nature  would  scarcely  be  comparable 
with  those  obtained  elsewhere  with  a  sewage  containing  flocculent 
suspended  solids,  although  they  would  be  reliable  for  the  one  place 
if  the  suspended  solids  were  constant  in  character. 

The  most  important  point  appears  to  the  writer  to  be,  not  how 
great  a  quantity  of  screenings  is  removed  per  million  gallons  of 
sewage,  but  how  much  suspended  matter  is  left  in  the  screened  liquor. 
A  screen  may  appear  to  remove  a  large  quantity  of  matter  from  the 
sewage  (as  in  the  Leeds  experiments),  and  yet,  on  carefully  analyzing 
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the  screened  liquor,  the  quantity  of  suspended  solids  is  usually  found 
to  be  high. 

It  is  of  vital  importance,  therefore — and  it  is  noted  that  Mr. 
Allen  lays  stress  on  this  point — that,  in  any  screening  experiments, 
the  quantity  of  suspended  solids,  both  in  the  raw  sewage  and  in  the 
screened  liquor,  should  be  most  accurately  determined,  and  for  a  con- 
siderable period,  during  both  hot  and  cold  weather.  During  cold 
weather  one  would  expect  more  screenings  to  be  removed  than  in  hot 
weather,  and,  turning  to  the  Dresden  results,  given  in  Table  10,  if 
the  weight  of  dry  material  in  the  screened  liquid  be  subtracted  from 
the  weight  of  dry  material,  as  in  Table  15,  it  will  be  seen  that  the 
matters  removed  by  screening  reached  a  maximum  in  the  coldest 
weather,  and  this  is  what  one  would  have  expected,  because  fermenta- 
tion and  its  power  of  breaking  down  organic  matter  is  then  at  a 
low  ebb. 

TABLE  15. 


Period. 

Weiprht  of 

dry  material  in 

raw  sewage, 

in  grammes. 

Weight  of 

dry  material  in 

screened  liquid, 

in  grammes. 

Weight  of  dry 

material  removed 

by  screens, 

in  grammes. 

50.96      less 
61.43 
81.71 
99.41 

41.40 
50.78 
59.13 
51.33 

—    9  56 

—  10  64 

September,  October,  November. . 
December,  January,  February. . . 

=  22.58 
=  48.08 

It  is  essential,  in  any  comparative  trials  of  screens,  that  all  samples 
should  be  average  ones,  that  is,  drawn  every  hour  or  oftener  throughout 
the  24  hours,  according  to  the  rate  of  flow  of  the  sewage,  otherwise 
very  misleading  results  may  follow;  further,  the  samples  of  raw 
sewage  and  of  screened  sewage  should  be  strictly  corresponding  ones ; 
these  can  be  ensured  as  a  rule  by  the  use  of  a  coloring  dye,  such  as 
fluorescin  (green)  or  eosin  (red). 

In  connection  with  this  last  point,  the  figures  of  analysis  given  in 
Table  4  for  chlorine,  show  that  the  samples  were  not  corresponding 
ones,  the  figure  for  the  raw  sewage  being  262.6,  and  that  for  the  screened 
sewage,  279.4;  these  figures  should  have  been  practically  identical. 
It  is  to  be  noticed  that  there  is  no  material  difference  in  the  polluting 
property  of  the  raw  and  screened  sewages,  judged  by  the  figures  for 
"oxygen  consumed." 

Regarding  the  results  given  in  Table  4  with  reference  to  the  Geiger 
screen,  it  appears  probable  tliat  the  rolling  action  of  the  vanes,  as  the 
screenings  pass  to  the  axis,  tends  to  comminute,  or  perhaps  to  send 
into  solution,  some  organic  matter,  thereby  increasing  the  strength 
of  the  screened  sewage. 
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Some  methods  of  cleaning  screens  leave  much  to  be  desired,  from      Mr. 
this  point  of  view,  and  sewages  are  sometimes  stronger  as  regards  dis- 
solved impurities  after  screening  than  before,  from  this  cause.     Good 
management  must  always  be  forthcoming,   if  the  best  results   are  to 
be  obtained. 

In  order  to  gain  a  strictly  scientific  comparison  between  various 
screens,  it  would  seem  that  the  only  way  would  be  to  test  them  all 
on  the  same  sewage;  even  this  procedure  might  not  hold  good,  because 
a  particular  type  of  screen  might  be  better  adapted  to  some  sewages 
than  to  others. 

In  any  case,  trials  of  screen  efficiency  carried  out  with  one  sewage 
would  be  costly,  because  they  would  need  to  be  tried  on  a  working 
scale  to  yield  useful  results. 

A  point  needing  special  attention  would  be  the  moisture  contained 
in  the  screenings,  and  it  would  seem  advisable  to  devise  a  standard 
method  of  draining,  whereby  the  screenings  in  each  test  would  be 
drained  for  a  given  time  on  a  specially  formed  drying  area  before 
being  sampled  for  analysis;  moreover,  the  sub-sampling  and  sampling 
of  the  screenings  would  require  very  great  care. 

The  hourly  sewage  flow  and  the  velocity  through  the  screens 
would  need  to  be  carefully  recorded  in  all  trials,  because  solids  are 
apt  to  be  forced  through  even  fine  screens  under  conditions  of  heavy 
sewage  flow. 

Table  11,  summarizing  the  data  relating  to  the  screens  discussed 
by  Mr.  Allen,  is  valuable,  and  the  cost  of  operation  does  not  anywhere 
appear  to  be  excessive;  it  is  to  be  observed,  however,  that  the  whole 
question  of  efficiency  depends  on  the  sampling  and  analysis,  and  the 
accuracy  with  which  these  are  done. 

Will  Mr.  Allen  state  whether  the  figures  in  Table  11  for  cost  of 
operation  per  million  gallons  include  interest  on  capital  outlay,  or 
depreciation?     The  writer  is  of  the  opinion  that  they  do  not. 

It  would  have  been  most  interesting  if  the  author  could  have  given 
columns  showing  the  volumes  of  water  into  which  the  screened  liquors 
were  discharged,  and  the  visual  effect  produced  on  the  water  and  banks. 
The  writer  is  well  aware,  however,  of  the  difficulties  involved  in  ob- 
taining reliable  information  on  these  points. 

The  writer  is  in  general  agreement  with  Mr.  Allen's  conclusion, 
although  rather  doubtful  whether  a  30%  removal  of  total  suspended 
solids  from  an  average  domestic  sewage  is  not  too  sanguine  an 
estimate  to  be  uniformly  attained. 

Mr.  Allen  is  to  be  congratulated  on  a  most  interesting  and  instruc- 
tive paper.  A  vast  amount  of  time  and  labor  must  have  been  expended 
in  collecting  and  assorting  the  minute  data  it  contains,  and  it  would 
be  well  if  more  engineers  in  England  would  follow  Mr.  Allen's  example 
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Mr.       and  go  aud  see  for  themselves   anything  new  connected  with  sewage 
Kershaw,  puj-ifigation  and  disposal  plants. 

A   feature  of   this  paper  is   the  excellence  of   the  half-tones  with 
which  it  is  illustrated. 
Mr.  W.  L.  Stevenson,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — During 

1909-10,  the  Bureau  of  Surveys  of  Philadelphia  operated  a  sewage 
testing  station  in  connection  with  the  investigations  being  carried 
on  for  the  preparation  of  a  comprehensive  plan  for  the  collection, 
treatment,  and  disposal  of  the  sewage  of  that  city. 

Among  the  processes  studied  was  fine-mesh  screening.  The  obser- 
vations throw  light  on  the  second  and  third  functions  of  fine  screens 
mentioned  by  Mr.  Allen,  and  also  on  the  character  of  the  sludge  pro- 
duced in  subsequent  sedimentation,  and  the  efficiency  of  fine-screening 
as  a  preparatory  treatment  for  subsequent  disinfection. 

The  sewage  used  in  the  testing  station  was  collected  by  a  separate 
system  of  sewers  from  a  territory  partly  residential  and  partlj^  devoted 
to  the  textile  industry,  and  contained  a  considerable  quantity  of  trade 
wastes. 

The  fine-mesh  screen  consisted  of  a  cone  covered  with  red  metal 
cloth,  32  meshes  per  inch,  and  having  clear  openings  J  mm.  square. 
Sewage  which  had  been  removed  from  the  side  at  about  mid-depth 
of  the  flow  in  the  intercepting  sewer  was  raised  to  the  testing  station 
by  a  plunger  piunp  and  applied  to  the  screen  through  twenty-four 
:^-in.  nozzles.  No  attempt  was  made  to  design  a  screen  for  practical 
use,  the  screenings  being  washed  away  to  a  trough  by  the  splashing 
of  the  jets;  but  screened  sewage  was  obtained  for  subsequent  study. 
On  an  average,  the  sewage  applied  to  the  screen  contained  200  parts 
per  million  of  suspended  matter,  as  measured  by  the  Gooch  crucible; 
and  the  average  effluent  contained  133  parts  per  million.  The  func- 
tions of  this  screen  on  subsequent  treatment  of  the  effluent  were  as 
follows. 

"2.  The  Removal  of  Solids  That  Otherwise  Would  Cause  the  Frequent 
Subsequent  Clogging  of  Sprinkler  Nozzles  or  Filters." — The  screened 
sewage,  after  plain  sedimentation  in  a  horizontal  tank,  was  applied 
to  a  percolating  filter  through  two  square  spray  Taylor  nozzles. 
During  9^  months  service,  these  nozzles  were  never  clogged;  whereas, 
the  same  crude  sewage  after  similar  sedimentation  without  fine- 
screening  caused  frequent  nozzle-clogging  from  match  sticks,  wool 
fibers,  etc.  The  interstices  of  the  media  in  the  filter  to  which  the 
screened  and  settled  sewage  was  applied,  were  invariably  cleaner  and 
freer  from  sludge  than  those  in  filters  to  which  only  settled  crude 
sewage  was  applied. 

"3.  The  Removal  of  Material  Likely  to  Promote  the  Formation  of 
Scum   in   Subsequent    Tank;    Treatment." — Two    horizontal-flow,    sedi- 
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mentation  tanks,  each  provided  with  baffle-  and  scum-boards  of  iden-  ^  Mr. 
tical  construction  and  operated  at  the  same  rates,  received  as  influents,  ' 
respectively,  crude  sewage  and  the  effluent  of  the  fine  screen.  In 
the  tank  receiving  crude  sewage  a  scirni  always  formed  a  few  days 
after  it  was  put  in  service,  and  before  cleaning  the  tank  it  usually 
attained  a  thickness  of  more  than  1  ft.  It  was  composed  of  a  leathery 
mat  of  wool  fibers,  hops,  and  other  sewage  matters  which  were  light 
enough  to  float. 

The  surface  of  the  tank  receiving  the  screened  sewage  always 
remained  clean  and  free  from  any  floating  matters.  This  had  an 
effect  on  the  quality  of  the  effluent.  Septic  action  developed  much 
sooner  in  the  tank  receiving  unscreened  sewage,  and  the  effluent  was 
more  deoxidized  than  that  from  the  tank  receiving  screened  sewage. 

Naturally,  the  effluent  of  the  tank  receiving  screened  sewage  was 
lower  in  suspended  solids  than  the  other,  and  its  quality  was  also 
more  uniform.  Sudden  increases  in  suspended  solids  in  the  crude 
sewage  produced  a  synchronous  increase  in  those  in  the  effluent  of 
the  tank  receiving  crude  sewage;  but  no  change  was  noted  in  the 
effluent  of  the  tank  receiving  screened  sewage,  as  the  screen  relieved 
the  tank  from  these  peak  loads  of  suspended  matter. 

The  Effect  of  Fine  Screening  on  Sludge  Formed  in  Subsequent 
Tank  Treatment. — On  an  average,  4.07  cu.  yd.  of  sludge  of  1.053 
specific  gravity  and  containing  86.1%  of  moisture,  were  deposited  from 
each  1  000  000  gal.  of  crude  sewage  settled,  and  4.65  cu.  yd.  of  sludge 
of  1.036  specific  gravity  and  containing  90%  of  moisture,  were  de- 
posited from  each  1  000  000  gal.  of  screened  sewage  settled.  The  lower 
spfecific  gravity  and  higher  water  content  of  the  sludge  from  the 
screened  sewage  was  due  to  the  fineness  of  the  particles  of  which 
it  was  composed.  Each  cubic  yard  of  the  crude  sewage  sludge  con- 
tained, on  the  average,  about  990  lb.  of  dry  residue  and  790  lb.  of  the 
screened  sewage  sludge. 

The  effect  of  the  fine  screen,  therefore,  was  to  increase  the  volume 
of  sludge  by  14%,  but  to  reduce  the  quantity  of  dry  solids  deposited 
by  20  per  cent. 

The  screened  sludge,  however,  dried  more  readily  than  the  crude 
sludge,  due  to  absence  of  wool  fibers  which  prevented  the  formation 
of  deep  cracks  in  the  latter.  When  removed  from  the  drying  beds,  the 
quantity  of  screened  sewage  sludge  was  less  than  that  of  crude  sewage 
sludge. 

Efficiency  of  Fine  Screening  as  a  Preparatory  Process  to  Disin- 
fection.— Experiments  were  carried  on  to  determine  the  quantity  of 
calcium  hypochlorite  required  to  disinfect  fine-screened  sewage, 
settled  crude  sewage,  and  settled  screened  sewage.  The  results 
were  divided  into  two  groups:  First,  a  quantity  of  disinfectant 
which  should  be   added   during  an  epidemic   of   intestinal   disease  to 
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Mr.        insure  protection  to  communities  below   the  point  of  discharge;  and, 

°"  second,    a    quantity    which    would    destroy    more    than    95%    of    the 

B.    Colt    at    a    moderate   cost.      The    results    are   given    in    Table    16. 

TABLE  10. 
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Final    Percentage 
•     removed. 

Initial. 

Final. 

Percentage 
removed. 

Fine-screened  sewage [ 

Settled  crude  sewage ■ 

Settled  screened  sewage.  - 

12.4 
6.0 

11.9 
5.4 

12.0 
4.3 

2  470  000 
2  060  000 

2  450  000 
760  000 

2  130  000 
6B0  000 

337 
181000 

350 
31  000 

310 

22  500 

99.99 
91.31 

99.99 
95.93 

99.99 
96.59 

121  000 
149  000 

143  000 
67  000 

86  000 
317  000 

20 
7  470 

10 
745 

20 
1350 

99.98 
95.43 

99.99 
98.89 

99.98 
99.57 

and  show  that  sedimentation  of  the  sewage  was  more  efficient  as  a 
preparatory  process  to  disinfection  than  fine-screening;  but  that,  in 
cases  where  the  receiving  body  of  water  is  capable  of  assimilating, 
without  nuisance  or  detriment,  the  effluent  of  a  fine-mesh  screen  con- 
taining particles  not  larger  than  1  mm.,  it  is  practical  to  disinfect  it. 
Experiments  have  been  made  to  show  that  it  is  not  practical  to 
disinfect  sewage  containing  particles  larger  than  1  mm. 

Summary. — The  results  of  the  experiments  made  by  the  Bureau 
of  Surveys  show  that  the  use  of  a  screen  of  32  meshes  per  inch  prior 
to  sedimentation  produces  an  effluent  which  will  not  clog  the  nozzles 
or  media  of  a  percolative  filter;  prevents  the  formation  of  scum  in 
subsequent  tank  treatment;  causes  a  uniform  quality  of  tank  effluent, 
regardless  of  irregular  quantities  of  suspended  matter  in  the  crude 
sewage;  yields  a  sludge  from  subsequent  sedimentation  higher  in 
moisture  and  of  greater  volume,  but  containing  less  dry  solids,  than 
from  the  sedimentation  of  crude  sewage;  and  is  a  satisfactory  pre- 
liminary treatment  for  subsequent  disinfection. 

These  data  are  merely  statements  of  facts.  The  application  of  fine- 
screening  of  sewage  to  any  particular  case  is  an  engineering  problem 
to  be  determined  by  the  local  needs  and  conditions. 

The  writer  wishes  to  express  his  appreciation  of  the  valuable  data 
which  Mr.  Allen  has  furnished  in  this  paper. 

Mr.  George  C.  Whipple,*  M.  Am.  Soc.  C.  E.   (by  letter). — This  is  an 

Whipple,  excellent   paper   on    sewage   screening,   and   should   form    the   nucleus 

for  some  interesting  discussions.     With  the  author's  main  contention, 

that  fine-screening   is   destined  to   play  an   important  part  in   sewage 

•  Cambridge,  Mass. 
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treatment  in  America,  the  writer  is  in  hearty  sympathy.     That  was      Mr. 
the  conclusion  which  he  reached  a  number  of  years  ago  after  a  trip       '^^  ^' 
to   Europe  which   was    referred   to   in    a   discussion   presented   to   the 
Society  in  June,  1906. 

In  the  prevention  of  the  pollution  of  streams,  lakes,  and  harbors 
it  is  necessary  to  have  laws  which  govern  the  discharge  of  sewage 
and  trade  wastes  into  such  bodies  of  water.  These  laws  must  not 
be  discriminatory,  but,  in  the  interest  of  fairness,  must  be  general 
in  their  application,  and  yet  each  city  or  town  must  be  permitted 
to  take  charge  of  its  local  facilities  for  sewage  discharge,  using  them 
to  the  limit,  but  with  due  regard  to  proper  sanitation.  Undoubtedly, 
there  are  local  situations  where  the  discharge  of  raw  sewage  into 
streams  will  do  no  harm,  but  it  is  difficult  to  frame  and  execute  laws 
which  will  fairly  separate  the  places  where  no  sewage  treatment  is 
needed  from  those  where  treatment  of  some  kind  is  necessary.  From 
an  administrative  point  of  view,  it  may  be  better  to  make  the  law 
general  that  no  raw  sewage  shall  be  discharged  into  our  waterways, 
and  leave  the  nature  of  the  treatment  in  each  case  to  some  properly 
constituted  authority.  In  doing  this  it  will  be  necessary  to  give  a 
broad  meaning  to  the  term  "sewage  treatment"  and  allow  it  to  cover, 
not  only  the  more  elaborate  processes  of  purification,  but  also  the 
simpler  methods  of  coarse  screening. 

Between  raw  sewage  and  that  which  has  passed  through  coarse 
screens  there  is  no  material  bacteriological  difference,  and  we  might 
almost  say  the  same  with  reference  to  raw  sewage  and  that  which 
has  passed  through  the  fine  screens  described  by  the  author.  Yet 
the  process  of  screening  is  so  inexpensive,  and  it  does  so  much  to 
avoid  the  obvious  signs  of  pollution  by  the  removal  of  the  lighter 
and  the  grosser  solids,  that  there  are  few  cases  where  the  process 
is  not  justified  by  its  results.  By  giving  this  liberal  interpretation 
to  the  expression  "sewage  treatment"  it  will  be  easier  to  obtain  legis- 
lative action  relating  to  the  control  of  sewage  discharge.  The  engi- 
neers who  recently  advised  the  International  Joint  Commission,  in 
the  matter  of  the  control  of  sewage  disposal  for  communities  on  the 
boimdary  waters  between  the  United  States  and  Canada,  took  this 
view  when  they  formulated  the  following  guiding  principles.  It 
will  be  seen  that  they  were  worded  so  as  to  include  screening  as  a 
form    of    treatment.      For    this    reason    they    may    be    appropriately 

inserted  in  this  discussion.  ^ ^^        ^  ^         ^^    .„. 

"New  York,  June  27,  1914. 

"To  the  International  Joint  Commission. 

"Gentlemen:  The  following  statements  represent  the  essence  of 
the  opinions  given  by  us  before  your  honorable  commission  at  the 
conference  held  in  New  York  on  May  26  and  27,  1914: 

"1.  Speaking  generally,  water  supplies  taken  from  streams  and 
lakes  which  receive  the  drainage  of   agricultural   and   grazing  lands, 
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ipp  e.  p^ij-ification,  but  are  safe  for  use  if  purified. 

"2.  Water  supplies  taken  from  streams  and  lakes  into  which  the 
sewage  of  cities  and  towns  is  directly  discharged  are  safe  for  use 
after  purification,  provided  that  the  load  upon  the  purifying  mecha- 
nism is  not  too  great  and  that  a  sufficient  factor  of  safety  is  main- 
tained, and,  further,  provided  that  the  plant  is  properly  operated. 

"3.  As,  in  general,  the  boundary  waters  in  their  natural  state  arc 
relatively  clear  and  contain  but  little  organic  matter,  the  best  index  of 
pollution  now  available  for  the  ])urpose  of  ascertaining  whether  a 
water-purification  plant  is  overloaded  is  the  number  of  B.  coli  per 
100  cubic  centimeters  of  water  expressed  as  an  annual  average  and 
determined  from  a  considerable  number  of  confirmatory  tests  regu- 
larly made  throughout  the  year. 

"4.  While  present  information  does  not  permit  a  definite  limit  of 
safe  loading  of  a  water-purification  plant  to  be  established,  it  is  our 
judgment  that  this  limit  is  exceeded  if  the  annual  average  number 
of  B.  coli  in  the  water  delivered  to  the  plant  is  higher  thaJi  about 
500  per  100  cubic  centimeters,  or  if  in  0.1  cubic  centimeter  samples 
of  the  water  B.  coli  is  found  50  per  cent,  of  the  time.  With  such 
a  limit  the  number  of  B.  coli  would  be  less  than  the  figure  given 
during  a  part  of  the  year  and  would  be  exceeded  during  some  periods. 

"5.  In  waterways  where  some  pollution  is  inevitable  and  where 
the  ratio  of  the  volume  of  water  to  the  volume  of  sewage  is  so  large 
that  no  local  nuisance  can  result,  it  is  our  judgment  that  the  method 
of  sewage  disposal  by  dilution  represents  a  natural  resource  and 
that  the  utilization  of  this  resource  is  justifiable  for  economic  rea- 
sons, provided  that  an  unreasonable  burden  or  responsibility  is  not 
placed  upon  any  water-purification  plant  and  that  no  menace  to  the 
public  health  is  occasioned  thereby. 

''6.  While  realizing  that  in  certain  cases  the  discharge  of  crude 
sewage  into  the  boundary  waters  may  be  without  danger,  it  is  our 
judgment  that  effective  sanitary  administration  requires  the  adoption 
of  the  general  policy  that  no  untreated  sewage  from  cities  or  towns 
shall  be  discharged  into  the  boundary  waters. 

"7.  The  nature  of  the  sewage  treatment  required  should  vary 
according  to  the  local  conditions,  each  community  being  permitted 
to  take  advantage  of  its  situation  with  respect  to  local  conditions 
and  its  remoteness  from  other  communities,  with  the  intent  that  the 
cost  of  sewage  treatment  may  be  kept  reasonably  low. 

"8.  In  general,  the  simplest  allowable  method  of  sewage  treatment, 
such  as  would  be  suitable  for  small  communities  remote  from  other 
communities,  should  be  the  removal  of  the  larger  suspended  solids 
by  screening  through  a  one-fourth  inch  mesh  or  by  sedimentation. 

"9.  In  general,  no  more  elaborate  method  of  sewage  treatment 
should  be  required  than  the  removal  of  the  suspended  solids  by  fine 
screening  or  by  sedimentation,  or  both,  followed  by  chemical  disin- 
fection or  sterilization  of  the  clarified  sewage.  Except  in  the  case 
of  some  of  the  smaller  streams  on  the  boundars%  it  is  our  judgment 
that  such  oxidizing  processes  as  intermittent  sand  filtration,  and  treat- 
ment by  sprinkling  filters,  contact  beds,  and  the  like,  are  unnecessary. 
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inasmuch  as  ample  dilution  in  the  lakes  and  large  streams  will  provide  „*•''• 
sufficient  oxygen  for  the  ultimate  destruction  of  the  organic  matter.       '^^  *' 

"10.  Disinfection  or  sterilization  of  the  sewage  of  a  community 
should  be  required  wherever  there  is  danger  of  the  boundary  waters 
being  so  polluted  that  the  load  on  any  water-purification  plant  becomes 
greater  than  the  limit  above  mentioned. 

"11.  It  is  our  opinion  that,  in  general,  protection  of  public  water 
supplies  is  more  economically  secured  by  water  purification  at  the 
intake  than  by  sewage  purification  at  the  sewer  outlet,  but  that  under 
some  conditions  both  water  purification  and  sewage  treatment  may  be 
necessary. 

"12.  The  bacteriological  tests  which  have  been  made  in  large  num- 
bers under  the  direction  of  the  International  Joint  Commission  indi- 
cate that  in  most  places  the  pollution  of  the  boundary  waters  is  such 
as  to  be  a  general  menace  to  the  public  health  should  the  water  be 
used  without  purification  as  sources  of  public  water  supply  or  should 
they  be  used  for  drinking  puii30ses  by  persons  traveling  in  boats. 

"13.  It  is  our  judgment  that  the  drinking  water  used  on  vessels 
traversing  boundary  waters  should  not  be  taken  indiscriminately  from 
the  waters  traversed,  unless  subjected  to  adequate  purification,  but 
should  be  obtained  preferably  from  safe  sources  of  supply  at  the 
terminals. 

"14.  While  recognizing  that  the  direct  discharge  of  fecal  matter 
from  boats  into  the  boundary  waters  may  often  be  without  danger,  yet 
in  the  interest  of  effective  sanitary  administration  it  is  our  judgment 
that  the  indiscriminate  discharge  of  unsterilized  fecal  matter  from 
vessels  into  the  boundary  waters  should  not  be  permitted. 

"Yours,  respectfully.  "George  W.  Fuller, 

Earle  B.  Phelps. 
George  C.  Whipple. 
W.  S.  Lea. 
T.  J.  Lafreniere." 

Mr.  F.  A.  Dallyn,  who  was  one  of  the  six  consulting  engineers  to 
advise  the  Commission,  presented  a  minority  report,  in  which  he 
eliminated  Paragraphs  5,  7.  and  11,  and  made  a  few  slight  changes  in 
some  of  the  other  paragraphs. 

Screens  have  also  an  important  application  in  the  treatment  of 
trade  wastes.  In  fact,  they  are  already  used  to  a  considerable  extent 
in  factories  which  handle  fibrous  material  in  a  wet  way.  In  England 
the  writer  has  seen  screens  of  the  drum  type  or  the  cylindrical  type 
operated  so  effectively  as  to  produce  a  saving  of  material  equal  in  value 
to  the  cost  of  operating  them. 

The  author  has  made  allusion  to  the  extensive  development  of  the 
art  of  screening  in  Germany.  This  may  be  illustrated  by  the  follow- 
ing statistics  collected  by  Mr.  Sylvester  Schattschneider,  of  the  Depart- 
ment of  Sanitary  Engineering,  Harvard  University,  as  a  part  of  a 
study  of  the  sanitary  conditions  of  certain  German  rivers. 

Tables  17  and  18  show  the  number  of  sewage  disposal  plants  of 
various  kinds  above  the  intakes  of  the  water-works  named  in  Column  1. 
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Mr.  In  general,  these  have  been  classified  according  to  the  final  process 
'^P  *"■  used  in  the  treatment.  The  simplest  form  of  treatment  is  that  men- 
tioned in  Column  2,  namely,  coarse  screens.  The  efficiencies  of  the 
treatments  increase  in  order  from  left  to  right,  the  best  effluents  being 
obtained  by  broad  irrigation  and  intermittent  sand  filtration.  The 
figures  do  not  indicate  the  number  of  screens  in  use,  but  only  the 
number  of  plants  where  screening  is  the  final  process. 

The  figures  include  only  cities  which  are  in  Germany.  Some  of 
the  more  important  catchment  areas  extend  into  neighboring  countries, 
so  that  the  total  number  of  treatment  works  above  a  given  intake  may 
slightly  exceed  the  figures  given. 

Germany  has  followed  the  general  principle  of  some  treatment  for 
all  sewage,  and  for  each  the  simplest  treatment  that  will  suitably  pro- 
tect the  waterways.  It  will  be  noticed,  also,  that  Germany  does  not 
depend  on  sewage  treatment  to  protect  water  supplies,  but  on  water 
filtration  and  the  use  of  ground-water.  The  writer  believes  that,  for 
many  sections  of  the  United  States  where  the  waterways  are  large, 
this  is  the  best  general  principle  to  follow.  The  treatment  selected 
for  any  given  case  must  be  adequate  for  the  most  adverse  conditions, 
and  it  should  not  be  forgotten  that  in  many  sections  of  the  United 
States  the  streams  reach  a  minimum  flow  far  below  that  of  German 
rivers,  and  also  that  the  summer  temperatures  of  the  water  in  the 
United  States  are  in  general  higher  than  in  Germany  and  England. 
The  German  rivers  differ  from  those  of  England  in  having  swifter 
currents.  Consequently,  a  simpler  form  of  sewage  treatment  is  per- 
missible. 

During  the  summer  of  1914,  Mr.  Theodore  R.  Kendall,  a  recent 
graduate  of  the  School  of  Engineering  of  Harvard  University,  has 
visited  many  of  the  sewage  disposal  plants  of  Europe,  and  the  writer 
takes  pleasure  in  presenting  the  following  notes  on  visits  which  he 
made  to  places  not  mentioned  by  the  author. 

Eherswalde. — At  Eberswalde  two  sets  of  screens  precede  the  settling 
and  biological  treatment;  the  first  set  consists  of  round  bars  2  cm.  in 
diameter  and  with  3-cm.  spacings.  This  arrests  the  coarser  material 
and  paper,  and  is  cleaned  by  hand  when  necessary.  Immediately 
beyond  is  a  Riensch-Wurl  screen  with  3-mm.  openings.  All  screen- 
ings are  elevated  to  the  surface  and  discharged  into  metal  cans  holding 
about  i  cu.  yd.  each.  The  screenings  sell  for  about  2.5  cents  per  can. 
There  was  no  odor  about  this  plant  when  the  temperature  was  35°  cent. 
(95°  Fahr.).  Stadtbaurat  Arndt  mentioned  that  before  screens  were 
installed  the  sedimentation  basins  had  to  be  cleaned  every  3  weeks; 
now  they  can  be  used  from  4  to  5  months.    Population,  37  000. 

Diisseldorf. — The  sewage  of  Diisseldorf  is  approximately  1  cu.  m. 
per  sec,  giving  a  velocity  of  0.78  m.  per  sec.  in  the  main  outfall.  The 
flow  passes  a  grohrechen  or  coarse  screen  with  six  wings,  one  of  which 
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is  in  the  sewage;  when  this  becomes  slightly  clogged,  an  attendant  Mr. 
turns  it  and  removes  the  screenings.  These  wings  are  about  3  m.  long. 
The  fine  screens  are  of  2-mm.  piano  wire  with  2-mm.  spacing,  and  are 
on  large  steel  frames.  There  are  six  of  these  screens,  three  of  which 
are  sufficient  for  ordinary  flows.  The  fine  screens  are  cleaned  by 
rotating  arms  which  rake  off  all  screenings,  and  are  in  turn  cleaned 
by  a  scraper  which  removes  the  screenings  to  a  continuous  conveyor. 
The  average  quantity  of  screenings  is  13  cu.  m.  per  day  (10  cu.  m. 
between  8  a.  m.  and  9  p.  M.,  and  3  cu.  m.  from  9  p.  m.  to  8  a.  m.).  The 
plant  has  been  in  operation  10  years,  and  costs  about  40  000  Marks 
($10  000)  per  year  for  operation  and  repairs.  The  screened  sewage 
contains  only  i%  oi  sediment  after  standing  2  hours.  To  operate  all 
screens  requires  only  6  h.p.,  which  is  furnished  by  a  steam  engine 
capable  of  producing  15  h.p.  The  screenings  are  piled  in  large  con- 
crete bins  having  under-drains,  and  are  covered  with  torf  and  chalk 
to  keep  the  odor  at  a  minimum.  The  screenings  sell  in  October  for  1.50 
Marks  per  1000  kg.  (36  cents  per  ton).  Population,  400  000.  Sewered 
area,  25  000  acres. 

Cologne. — The  sewage  is  screened  by  0.5  and  2.5-mm.  screens, 
and  these  are  cleaned  by  wire  brushes  which  carry  the  screenings  to  an 
endless  conveyor  and  thence  to  a  car  which  removes  them  to  concrete 
pits  for  storing,  as  at  Diisseldorf.  The  screenings  sell  at  0.50  Mark  (12 
cents)  for  a  2-cu.  m.  wagon  load,  and  0.30  Mark  (7  cents)  for  a 
1-cu.  m.  load.  The  odor  here  was  nil  at  the  screens,  but  very  bad  at 
the  compost  piles.  The  screens  remove  about  15  cu.  m.  per  day  from 
75  000  cu.  m.  of  sewage.  Population,  440  000.  Future  works  are  to 
be  built  with  Riensch-Wurl  screens  because  of  the  greater  accessibility 
of  the  whole  screen  and  cleaning  devices  for  repairs. 

Wimlledon,  England. — The  screens  consist  of  fixed  bars,  with 
engaging  teeth  to  clean  them,  the  latter  being  operated  by  motors. 
Similar  screens  are  in  use  at  Chester,  Birmingham,  Salford,  Wake- 
field, and  Huddersfield,  at  present,  and  differ  widely  from  the 
Carshalton  screen  shown  in  this  paper,  inasmuch  as  the  screen  is  fixed 
and  the  cleaning  device  movable,  whereas  the  Carshalton  screen  itself 
moves  and  is  cleaned  at  the  top. 

Rochdale,  England. — The  same  general  type  of  screen  is  in  use  in 
Rochdale  as  at  Wimbledon,  but  the  method  of  cleaning  is  slightly 
different  and  worthy  of  mention. 

"The  three  screening  and  raking  apparatus  (Law's  patent)  are 
fixed  in  chambers  8  ft.  wide  and  6  ft.  9^  in.  deep  at  the  outlet  end 
*  *  *.  Each  inclined  screen  is  fitted  with  taper  section  steel  bars 
7  ft.  6  in.  long,  spaced  i  in.  apart,  the  maximum  sewage  level  being 
about  5  ft.  The  raking  gear  above  the  coping  consists  in  each  apparatus 
of  a  built-up  steel  framework  *  *  *  carrying  a  travelling-cleaning 
rake  fitted  with     *     *     *     malleable  prongs.    The  rake  is  suspended  by 
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Mr  two  vertical  'T'-section  arms  from  a  cross-bar  on  the  chains,  and  is 
w  hippie,  counterbalanced  *  *  *.  The  ends  of  the  rake  are  fitted  with 
runner  pulleys,  working  between  cast-iron  guides  in  front  of  the 
inclined  screen.  In  working,  the  rake  descends  through  the  guides 
farthest  from  the  screen,  and  ascends  through  the  guides  nearest 
to  the  screen,  the  prongs  engaging  in  the  spaces  between  the  screen 
bars  and  removing  the  refuse  therefrom.  A  vertical  steel  plate  is  fitted 
at  the  top  of  the  screen  to  prevent  the  refuse  falling  from  the  rake, 
and,  on  the  rake  arriving  at  the  highest  point  of  travel,  the  refuse  is 
automatically  discharged  by  a  cleaner,  consisting  of  a  set  of  vertical 
prongs  in  a  cross-bearer,  actuated  from  the  detachable  chains  which 
carry  the  rake.  At  the  junction  of  the  'up'  and  'down'  guides  a  hinged 
flap  is  fitted,  to  ensure  the  rake  descending  the  guides  farthest  from 
the  inclined  screen."* 

North  Bierley,  near  Bradford,  England. — Wool  fiber  and  picric  acid 
are  the  chief  trade  wastes  in  this  locality,  so  a  screen  was  designed  to 
be  as  completely  accessible  as  possible  and  still  effectively  remove  the 
fibers.  The  screen  consists  of  a  perforated  sheet  of  copper,  about  7  ft. 
square  and  bent  to  form  a  half  cylinder,  along  which  the  sewage  flows. 
Revolving  wire  brushes  pick  up  the  lint  and  other  solids  and  are  in 
turn  cleaned  by  a  straight  bar  which  passes  over  them  when  they  reach 
the  upper  edge  of  the  screen.  This  type  of  screen  was  adapted  from 
the  screens  vised  in  the  mills  near-by. 

Rotliwell  Urban  District  WorJcs.  near  WaJcefield. — The  use  of  a 
rapidly  revolving  disk  screen  at  this  plant,  which  receives  a  daily  dry- 
weather  flow  of  54  000  gal.  from  4  000  people,  is  chiefly  to  break  up 
the  solid  matter  before  sending  it  to  the  trickling  filter.  This  is 
probably  the  only  plant  of  this  type  in  existence.  The  sewage  first 
passes  a  bar  screen  with  ^-in.  openings,  and  then  is  pumped  up  to 
the  disk  screen,  which  revolves  rapidly  in  a  horizontal  plane,  allowing 
the  liquid  and  most  solids  which  are  well  broken  up  to  pass  through 
the  ^-in.  holes  and  rejecting  practically  only  mineral  and  other  heavy 
solids  which  are  not  easily  broken  up.  These  are  caught  in  a  tray  at 
one  side  and  removed  to  be  buried,  as  the  volume  is  very  small.  It 
may  be  well  to  add  that  the  trickling  filter  bed  is  chiefly  composed  of 
broken  brick  with  a  2-in.  top  covering  of  1-in.  gravel. 

Colehall,  near  Birmingham. — This  is  a  rather  good  example  of  a 
trickling  filter  installation  working  well  without  screens.  This  plant 
was  constructed  some  years  ago,  but  within  a  year  has  come  under  the 
control  of  the  Birmingham  Corporation.  The  sewage  is  practically 
identical  with  that  of  Birmingham.  The  population  served  is  about 
60  000,  and  the  flow  is  2  400  000  gal.  daily.  The  flow  is  directed  through 
three  settling  basins  in  series,  the  heaviest  material,  chiefly  mineral. 


*  Institute  of  Municipal  and  County  Engrs.,  June  14th,  1913,  by  the  courtesy  of 
Mr.  S.  S.  Piatt,  Borough  Surveyor. 
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settling  out  in  the  first  and  the  finer  in  the  latter  basins.     The  basins       Mr. 

are  cleaned  by  a  clam-shell  bucket  operated  from  a  track  at  the  side.       '^"^  ^' 

The  first  basin  is  cleaned  every  2  weeks,  the  second  every  4  weeks  and 

the  third  every  8  weeks.     If  a  heavy  storm  occurs  when  the  first  basin 

needs  cleaning,  the  material  is  simply  flushed  over  into  the  next  basin. 

At  no  time  has  there  been  any  trouble  with  detritus  being  washed  past 

the  third  basin.     The  results  of  the  operation  are:     Suspended  matter, 

raw  sewage,  500  to  800  parts  per  million;  influent  to  sprinklers,  50  to 

120  parts  per  million;  oxygen  absorbed,  raw  sewage,  200  to  300  parts 

per  million;  influent  to  sprinklers,  50  to  90  parts  per  million. 

The  author  does  well  to  emphasize  the  need  of  greater  system  in 
keeping  the  results  of  operation  of  sewage  screens  and  of  weighting 
the  results  of  samples  on  the  basis  of  the  corresponding  volumes  of 
sewage  flow  when  the  samples  were  collected.  lie  might  have  added, 
also,  the  need  of  more  frequent  sampling. 

In  spite  of  the  greatest  care  in  devising  and  maintaining  systems 
of  sample  collection  and  analysis,  the  results  will  be  understood  by 
only  a  few.  There  is  need  of  a  simpler  and  more  tangible  record  of 
suspended  matter  than  that  which  is  used. 

An  excellent  method  of  keeping  such  a  record  is  that  of  filtering 
samples  of  water  through  cotton  disks.  A  given  volume  of  water,  say 
1  gal.,  is  filtered  through  a  disk  of  absorbent  cotton,  about  1  in.  in 
diameter,  specially  prepared  for  the  purpose.  This  is  most  conveniently 
done  with  a  simple  apparatus  known  as  the  "Wizard  Sediment  Tester" 
which  is  made  by  the  Creamery  Package  Manufacturing  Company,  of 
Albany.  The  cotton  disk,  which  is  the  filtering  medium,  is  held  between 
two  supports  of  wire  cloth  in  a  cap  attached  to  an  ordinary  glass  milk 
bottle.  The  water  to  be  filtered  is  placed  in  the  bottle  and  allowed  to 
flow  out  through  the  cotton  disk.  Filtration  is  hastened  by  increasing 
the  pressure  of  the  air  within  the  bottle  by  the  use  of  a  simple  air 
compressor  operated  by  a  hand  bulb.  For  samples  of  sewage,  a  much 
smaller  quantity  than  1  gal.  is  required.  The  cotton  disk  sediment 
record  has  the  following  advantages: 

1.  It  can  be  made  very  easily  and  quickly; 

2.  It  can  be  made  by  the  laborer  and  the  office  boy  as  well  as  by 

the  engineer  or  chemist; 

3.  It  is  inexpensive; 

4.  The  records  are  picturesque,  and  easily  understood  by  every  one; 

5.  The  records  are  permanent; 

6.  The  records  may  be  conveniently  mounted  for  preservation; 

7.  The  records  may  be  photographed; 

8.  A  relatively  large  volume  of  water  is  tested;  and 

9.  It  is  a  valuable  supplement  to  the  regular  water  analysis. 
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Mr.  C.  A.  Jennings,*  Assoc.  Am.   See.  C.   E.    (by  lettf-r).— Mr.   Allen 

Jennings.  ,  •ij  ^  !•   ^  ■, 

naa  compiled  a  mass  of  useful  and  interesting  information  and  data 

on  the  subject  of  fine-screening  of  sewage.  The  writer  has  had 
much  diiBculty,  in  searching  English  publications,  in  finding  very 
many  reliable  data  on  this  subject.  This  paper  will  serve  a  very 
useful  purpose.  There  is  no  doubt  that  in  the  United  States  fine 
screens  have  not  received  the  attention  they  deserve.  Whereas  numer- 
ous experiments  have  been  made  on  the  various  types  of  settling  tanks, 
none  has  been  made  on  the  use  of  fine  screens,  so  far  as  the  writer 
is  aware. 

The  Jennings  screen  was  mentioned  by  Mr.  Allen  as  a  recently 
patented  t;^'pe  of  band  screen.  This  screen  is  handling  successfully  in 
Chicago  a  typical  stock-yards  sewage,  which  is  rich  in  corn,  straw, 
and  hay,  and  cattle,  hog,  and  sheep  manure,  and  there  is  also  present 
some  human  sewage.  It  comes  from  an  area  of  some  30  acres,  on 
which  are  live-stock  pens,  streets,  buildings,  etc.  Formerly,  the  screen 
was  cleansed  by  air  under  a  pressure  of  about  45  lb.,  delivered  through 
/^-in.  perforations  in  a  1^-in.  pipe.  These  holes  became  clogged 
with  rust  from  the  air  pipe,  and  the  high  pressure  of  the  air  wore 
out  the  screens  rapidly.  This  has  been  entirely  remedied  by  supplying 
about  500  cu.  ft.  of  air  per  min.,  under  a  pressure  of  1^  lb.  per  sq.  in., 
through  a  slotted  3-in.  pipe.  The  air  is  supplied  by  a  positive  blower 
driven  by  the  same  motor  that  drives  the  screen.  This  has  overcome 
the  objections  to  the  high-pressure  air,  and,  at  the  same  time,  has 
increased  the  efiiciency  of  the  screen.  The  data  in  Table  19  are  from 
a  forthcoming  report  of  the  Sanitary  District  of  Chicago,  dealing 
with  the  sewage  problem  at  the  Chicago  Stock  Yards.  The  writer 
is  indebted  to  George  M.  Wisner,  M.  Am.  Soc.  C.  E.,  Chief  Engineer, 
and  Langdon  Pearse,  M.  Am.  Soc.  C.  E.,  Division  Engineer,  for  their 
use,  the  data  having  been  collected  under  their  direction. 

Mr.  Allen  mentions  the  high  moisture  content  of  the  screenings. 
This  was  due,  at  that  time,  and  in  the  data  in  Table  19,  to  the  method 
of  constructing  the  screen  frames  of  this  first  installation.  Due  to 
particles  of  corn,  coal,  gravel,  etc.,  rolling  down  the  screen,  a 
2  by  2  by  i-in.  angle-iron,  with  an  outstanding  leg  pointing  up  on  the 
lower  side,  was  substituted  for  the  |  by  i-in.  plate.  This  angle-iron 
retained  the  larger  particles  which  formerly  rolled  down  the  screen, 
but  it  also  retained  considerable  water  until  the  frame  reached  the 
top  of  the  incline  where  the  blast  of  air  blew  off  the  screenings.  This 
trouble  has  now  been  overcome  by  perforating  the  angle-iron  with  J-in. 
holes,  so  that  the  water  drains  out  before  the  screen  reaches  the  top 
of  the  incline.  A  number  of  tests  made  recently  showed  the  average 
moisture  content  of  the  screenings  to  be  73.5%,  as  against  a  former 
average  of  79  per  cent.     These  wet  screenings  are  easily  handled  with 

*  Chicago,  111. 
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a  shovel  or  pitchfork.     They  are  dark  green  in  color,  and,  while  fresh,       Mr. 
the    odor    is    inoffensive.      Table    20    gives    typical    analyses    of    the 
screenings. 

TABLE  19.— Crude  Sewage. 


Rate  of  flow 
of  sewage. 

Gallons  per 
square  foot  of 
screen  exposed. 

Moist  Screenings. 

Dry  Screenings. 

Test  No. 

Pounds. 

per  million 

gallons. 

Percent- 
age of 
moisture. 

Pounds,  per 
million  gallons. 

1 

2 

1  130  000 
1  138  000 
1  440  000 
1  305  000 
1  303  000 

2.11 
2.14 
3.71 
2.45 

2.37 

6  170 
4  820 

7  860 
7  390 

7  200 

83.0 
80.4 
82.0 
86.6 

82.5 

1  050 
945 

3 

1  430 

4 

5 

990 
1  260 

Average . . . 

1  341  000 

3.36                         6  680 

82.9 

11.30 

Note. — With  screenings  weighing  55  lb.  per  cu.  ft.,  the  volume  of  screenings 
varied  from  3.2  to  5.3  cu.  yd.,  and  averaged  4.5  cu.  yd.  per  million  gallons  of 
sewage  screened. 

TABLE   20. 


Percentage 

Calculated  to  Dry  Weight— Percentage. 

of 
moisture. 

Nitrogen. 

Volatile  matter. 

Fixed  matter. 

Ether,  soluble. 

m.o 

80.4 

2.34 
1.60 

93.0 
94.0 

7.0 
6.0 

4.1 
3.0 

Note. — These  data  are  from  a  forthcoming  report  of  the  Sanitary  District  of 
Chicago  on  the  Stock  Yards  sewage  problem. 

On  a  recent  installation,  the  percentage  of  moisture  in  the  screen- 
ings has  been  reduced  by  reversing  the  angle-iron  referred  to,  so  that 
it  carries  no  water  with  it,  the  water  draining  through  the  screen 
immediately. 

The  writer  is  of  the  opinion  that  percentage-removal  data  mean 
little.  Probably  the  technique  of  this  determination  differs  in  every 
laboratory.  When  one  considers  the  immense  quantity  of  sewage 
screened,  the  very  small  portion  of  this  volume  going  to  make  up 
the  composite  sample,  the  small  quantity  of  the  composite  sample  used 
for  the  determination,  and  finally  the  size  of  the  particles  in  suspen- 
sion in  the  raw  sewage,  it  is  easy  to  see  many  chances  for  error  in 
making  this  determination.  The  writer  has  seen  a  chemist  use  a 
10-cu.  cm.  pipette  to  collect  a  sample  of  raw  sewage  to  determine  the 
suspended  matter,  in  spite  of  the  fact  that  very  few  of  the  particles 
in  suspension  could  be  sucked  up  through  its  tip.  Not  less  than 
40  or  50  cu.  cm.  should  be  used  in  making  this  test,  and  the  sample 
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Mr.  should  be  collected  in  a  graduate,  in  the  top  of  which  a  funnel  is  placed. 
Jennings,  rp^^  bottle  of  sewage  is  shaken  in  an  inverted  position  above  the 
funnel  and  graduate,  and  the  stopper  or  one's  hand  quickly  withdrawn 
and  sufficient  sewage  allowed  to  enter  the  graduate  through  the  funnel. 
This  method  has  been  tested  by  the  writer  and  found  to  give  compar- 
able results. 

Sewage  from  about  thirty-five  packing  houses  enters  Bubbly  Creek, 
or  the  Stock  Yards  Slip,  a  branch  of  the  Drainage  Canal.  This  sewage 
is  quite  strong.  It  contains  considerable  fat  and  particles  of  skin 
and  hair  which  are  not  intercepted  in  the  catch-basins  of  the  various 
packing  house*.  The  Jennings  screen  is  now  handling  a  similar 
sewage  in  another  city.  At  Chicago,  this  packing-house  sewage 
receives  no  treatment  other  than  the  passage  through  catch-basins. 
It  is  with  this  problem  that  the  Sanitary  District  of  Chicago  has 
experimented  for  about  two  years,  and  a  report  is  now  being  prepared 
on  the  results  of  this  work.  It  seems  to  the  writer  that  here  is  an 
excellent  field  for  fine-screening.  The  water  from  the  Drainage  Canal 
is  not  used  for  domestic  consumption,  and.  furthermore,  the  particles 
that  can  be  removed  by  fine  screens  are  those  which  would  settle  to 
the  bottom  of  the  canal  to  a  great  extent  and  form  deposits.  In  this 
way  much  of  the  small  quantity  of  dissolved  oxygen  in  the  canal 
would  be  used  up.  It  is  desirable  to  remove  this  matter  in  suspension, 
and  a  cheap,  effective,  and  quick  method  of  doing  so  is  by  fine- 
screening. 

Other  fields  for  fine  screens  have  appeared  in  manufacturing  plants 

where  the  problem  is  either  to  recover  something  in  suspension  which 

has  value,  or  to  prevent  something  in  suspension,  which  has  no  value. 

from  being  discharged   into   a  stream  or  other  body  of  water.     The 

more  the  writer  has  gone  into  this  subject,  the  more  he  is  convinced 

that  fine-screening  of  sewage  has  been  overlooked  to  a  large  extent, 

and  that  there  are  many  places  where  its  application   is  as  good  as, 

or,  in  some  instances,  even  preferable  to,  tank  treatment. 

Messrs.  MESSRS.  G.  Franze*  AND  HERMANN  ScHAEFERf  (by  letter). — The  au- 

and       thor's  painstaking  work  forms  an  important  contribution  in  settling  the 

be  ae  er.  q^gg^JQjj  of  ^]-,g  importance  of  screening  installations  in  the  field  of 

sewage    clarification.      While    acknowledging    the    correctness    of    Mr. 

Allen's   deductions   and   conclusions,   the  writers  beg  to   present  some 

additional  observations  founded  on  their  experience. 

In  considering  a  plant  about  to  be  installed,  one  should  provide  for 
the  most  complete  treatment  that  may  be  demanded,  if  he  wishes  to 
satisfy  the  variety  of  requirements  that  may  arise  eventually  for  the 
cleanliness  of  the  stream.  A  plant,  therefore,  should  be  planned  and 
provided   from   the    beginning   with    everything   which   later   may    be 

♦  Stadtbaurat,   Frankfort,   Germany. 

t  Stadtbaumeister,  Frankfort,  Gernaany. 
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necessary  for  the  kind  of  treatment  which  has  proved  satisfactory  in    Messrs. 
all    cases.      Its   development    in    accordance   with,   the    more   complete      anT^ 
demands  of  the  future  can  then  be  temporarily  postponed,  provided  ^ciiaefer. 
the  conditions  are  such  as  to  make  this  advisable.    In  such  cases,  the  first 
installation  of  the  plant  should  provide  for  mechanical  cleansing  by 
screens  (bars,  sieves,  grids,  etc.). 

This  procedure  is  to  be  preferred  under  the  following  circumstances : 

(1). — As  an  independent  and  separate  arrangement  for  the  re- 
moval of  suspended  matter  greater  than  a  given  size  where  the  stream 
to  which  the  effluent  passes  is  large,  thereby  providing  ample  dilution, 
and  where  there  are  no  communities  below  which  require  the  use 
of  the  water;  and  also  where  there  are  aesthetic  reasons  for  preventing 
the  fouling  of  the  shores. 

Such  independent  arrangements,  however,  have  no  influence  on 
the  removal  of  dissolved  impurities.  These  are  disposed  of  by  the 
biological  purifying  agencies  contained  in  the  stream  itself,  as  long 
as  the  volume  of  sewage  remains  within  certain  limits  relative  to  the 
self-cleansing  ability  of  the  stream. 

(2). — As  a  preliminary  clarification  plant  in  connection  with  other 
processes  for  the  further  removal  of  the  finest  suspended  matter.  In 
this  case  screens  form  also  an  independent  and  necessary  feature : 

(a)  During  periods  of  flood  in  the  stream; 
(&)   Without  affecting  unfavorably  further  clarification; 
(c)   Without  preventing  the  subsequent  treatment  of  the  sludge 
by  machinery. 

(3). — As  a  protection  to  pumps  in  systems  of  low-level  sewers. 

The  conditions  affecting  plants  mentioned  under  (1),  (2),  and 
(3),  depend  further  on  the  kind  and  composition  of  the  domestic 
and  factory  wastes.  The  best  and  most  efiicient  results  are  with  fresh 
sewage.  The  most  unfavorable  are  with  stale  sewage,  where  the  im- 
purities reach  the  plant  in  a  finely  broken  up  and  decomposed  con- 
dition. The  most  important  advantages  in  mechanical  treatment  are 
the  following: 

(1). — The  product  contains  only  about  75%  of  moisture  and  is, 
therefore,  in  its  firm  condition,  capable  of  transportation.  The  quan- 
tity removed,  if  carried  to  tanks  or  other  arrangements,  would  in- 
crease the  quantity  of  sludge  by  from  10  to  15  per  cent. 

(2). — The  fertilizing  value  of  the  material  is  greater,  thus  paying 
for  its  carriage  to  a  greater  distance. 

(3). — The  removal  of  coarse  and  clogging  material  renders  possible 
an  unobjectionable  and  certain  removal  of  sludge  from  the  tanks 
which,  in  some  cases,  must  be  provided  with  complicated  pipe  systems 
for  its  removal  either  by  suction  or  pressure. 


Fuller. 
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Messrs.  (4).^ — This  also  holds  good  in  the  further  mechaiaical  treatment  of 

/aX    the  Sludge. 

Schaefer.         (^5) — 'j'he  simple  and   automatic  machinery'  requires  only  a  small 
sum  for  service  and  power. 

With  regard  to  the  agricultural  use  of  material  removed  by  me- 
chanical devices,  it  was  formerly  given  to  neighboring  farmers.  After 
experiments  made  at  Frankfort,  Germany,  however,  it  is  now  possible 
to  dry  the  product  by  the  chimney  gases  of  the  refuse  incinerator  so 
completely,  in  a  drying  drum,  that  the  heat  developed  in  burning  can 
be  utilized  for  electric  power,  or  the  material  can  be  used  on  farm 
lands  as  poudrette. 

The  choice  between  the  successful  mechanical  plants  now  known — 
which  may  be  divided  into  two  groups,  fixed  and  movable — should  be 
made  in  each  case  only  after  a  thorough  study  of  local  conditions  as 
well  as  of  the  character  of  the  sewage  and  the  stream  into  which  it 
is  discharged. 

^Mr.  George  W.  Fuller,*  M.  Am.  Soc.  C.  E.  (by  letter).— Mr.  Allen  has 

written  a  good  paper  on  a  subject  about  which  practical  knowledge  in 
the  United  States  falls  far  behind  that  which  is  available  in  Europe. 
Undoubtedly,  his  conclusion  is  correct,  that  fine  screens  for  sewage 
clarification  are  entitled  to  more  consideration  than  they  have  gener- 
ally received  hitherto  in  America. 

As  a  general  proposition,  it  may  be  safely  stated  that  fine  screens 
have  their  legitimate  field  of  usefulness  where  the  clarification  eliected 
by  them  can  be  accomplished  at  less  cost  than  by  other  available 
methods,  when  due  consideration  is  given  to  capital  charges  and 
depreciation,  as  well  as  to  ordinary  operating  expenses  and  current 
maintenance.  In  some  places  where  the  total  cost  of  screens  might  be 
somewhat  greater  than  that  of  settling  tanks,  the  convenience  may 
justify  their  use. 

Fine  screens  are  most  serviceable  in  cases  where  clarification  alone 
or  in  combination  with  sterilization  is  sufiicient  treatment  to  give  to 
the  sewage.  Where  settling  tanks  are  used,  fine  screens  do  not  seem 
to  be  of  sufficient  aid  to  justify  their  cost.  Perhaps  exceptions  may  be 
fo^md  in  instances  where  some  by-products  of  value  are  to  be  found. 

In  connection  with  filters  of  various  types,  fine  screens  do  not  seem 
to  have  established  themselves  as  of  much  practical  aid,  if  excejition 
be  made  of  cases  like  Baltimore,  where  gas  ebullition  lifts  much  sludge 
at  times  from  the  single-story  tanks  on  to  the  filters.  The  experience 
of  Brockton  is  of  much  interest,  and  it  would  be  helpful  to  know  how 
expenditures  for  fine  screens  there  would  compare  with  what  could  be 
accomplished  by  modern  settling  tanks,  in  lessening  the  load  on  the 
sand  filters. 


*  New  York  City. 
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Last  spring,  the  writer  designed  a  sewage  treatment  plant  at  Day-  Mr. 
tona,  Fla.,  in  which  Riensch-Wurl  screens  (with  a  width  of  opening  of 
yi^  in.)  and  sterilization  afford  the  only  treatment  before  the  dis- 
persion of  the  sewage  in  the  Halifax  River  not  far  distant  from  shell- 
fish layings.  It  was  concluded  that  these  fine  screens  would  give  suf- 
ficient clarification  and  that  the  cost  would  be  materially  less  than 
for  settling  tanks  for  a  city  where  quicksand  underlies  practically  the 
whole  area,  with  its  upper  surface  from  6  to  12  ft.  below  the  surface 
of  the  ground  and  extending  to  depths  of  some  30  to  40  ft. 

Mr.  Allen's  paper  has  much  value  for  reference,  on  account  of 
the  European  data  which  it  presents.  The  writer  believes,  however, 
that  actual  experience  with  fine  screens  in  the  United  States  is  likely 
to  show  a  smaller  removal  of  siispended  matter  than  would  be  inferred 
from  statements  in  the  paper.  Thus,  at  Reading,  Pa.,  there  is  quoted 
a  removal  of  dry  matter  equal  to  90  parts  per  million,  whereas,  for 
several  years,  the  writer's  studies  indicated  that,  on  a  basis  of  daily 
averages,  this  removal  rarely  if  ever  exceeded  30  parts  per  million. 
Without  doubt,  the  comparatively  dilute  American  sewages  cannot  be 
clarified  with  the  same  relative  efficiency  by  fine  screens  as  the  con- 
centrated sewages  of  Europe.  As  the  sewage  becomes  comminuted, 
through  age  and  mechanical  attrition,  incident  to  fiowing  through  long 
outfall  sewers,  the  efficiency  of  fine  screens  will  become  less. 

Generally  speaking,  fine  screens  have  not  been  built  strongly 
enough,  either  in  the  United  States  or  in  the  earlier  installations  in 
Europe,  to  do  their  work  satisfactorily  without  more  or  less  over- 
hauling and  reinforcing.  Without  such  heavier  construction,  the 
periods  of  interruption  and  the  cost  of  attendance  become  relatively 
great.  There  should  be  due  allowance  for  this  factor  in  making  a 
preliminary  estimate  of  cost. 

Notwithstanding  the  foregoing  comments  as  to  lessened  efficiency, 
as  compared  with  the  author's  statements,  and  the  likelihood  of  greater 
cost,  the  writer  believes  firmly  that  in  the  future  fine  screens  will  play 
a  prominent  part  in  solving  many  problems  of  sewage  treatment  in 
America. 

J.  X.  Cohen,*  Jun.  Am.  Soc.  C.  E.  (by  letter).— The  author  deserves    Mr. 
credit  for  the  presentation  of  data   (undoubtedly  collected  with  much  *^"^*"^- 
effort)     which    enrich    the    meager    American    literature    on    sewage 
screening.     He  has  brought   to  the   attention  of  American  engineers 
a   process  of  sewage  treatment  which  merits   more   attention   than  it 
has  received  as  yet  in  the  United  States. 

Most  sewage  screens  in  the  United  States  are  of  the  crude  bar 
type,  and  although  they  serve  their  intended  purpose  more  or  less 
effectively,  there  are  without  doubt  a  number  of  plants  where  improved 

*  New  York  City. 
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Mr.     screens,  if  planned  with   the  painstaking  care  shown  in  most  of  the 
^  *^"'  designs  presented  in  the  paper,  would  give  better  results. 

The  success  of  the  mechanical  screens  discussed  by  the  author, 
however,  will  become  possible  in  America  only  when  more  of  our 
municipalities  come  to  hold  enlightened  views  regarding  the  necessity 
for  skillful  operation  and  scientific  supervision  in  sewage  treatment 
works.  It  will  be  of  little  avail  to  install  an  expensive  screen  of  high 
efficiency,  and  then  allow  its  control  to  be  vested  in  an  operator  of 
the  type  so  usual  in  numerous  American  sewage  disposal  works. 
Whereas  the  methods  and  structures  now  in  use  are  capable  of  more 
abuse  in  practice,  without  great  deterioration  in  the  quality  of  the 
effluent,  than  are  mechanical  screens,  and  in  consideration  of  the 
present  attitude  of  many  public  officials,  that  sewage  disposal  works 
are  necessary  evils,  frequently  forced  on  them  by  Court  orders,  which 
must  be  tolerated,  but  to  which  as  little  attention  as  possible  should 
be  given,  sanitary  engineers  who  realize  the  conditions  fully,  will 
hesitate  to  recommend  the  installation  of  automatic  screening 
machinery. 

On  the  other  hand,  it  may  be  that  the  installation  of  such  screens 
in  progressive  communities,  where  problems  of  municipal  manage- 
ment of  public  works  are  being  solved,  not  from  the  viewpoint  of 
political  exigency,  but  from  that  of  scientific  reliability,  will  present 
concrete  object  lessons  in  economical  municipal  management  that 
in  time  will  be  learned.  Without  this  recognition  of  the  importance 
and  the  vital  necessity  for  reliable  sewage  works  operation,  however, 
much  of  the  effort  and  expense  involved  in  the  design  and  installation 
of  high-efficiency,  sewage-screening  machinery  will  be  lost. 

The  VTriter  is  of  the  opinion  that,  in  the  design  of  sewage  screens, 
the  convenience  of  the  attendant  has  not  always  been  kept  in  mind. 
This  opinion  is  based  on  an  experience  of  about  8  years,  and  refers 
in  particular  to  small  plants.  The  result  of  this  lack  of  prevision 
is  that  screens  are  either  improperly  cared  for,  neglected,  or  are  com- 
pletely removed  from  the  sewage  flow. 

As  it  is  a  well-known  fact  that  many  small  sewage  disposal  works 
are  poorly  conducted  and  therefore  produce  effluents  which  are  not 
wholly  satisfactory,  it  should  be  the  duty  of  the  designing  engineer 
to  arrange  the  various  parts  of  the  plant  so  that  in  their  operation 
the  attendant,  at  all  times,  will  be  as  free  as  possible  from  arduous 
labor  in  awkward  positions.  As  an  instance  of  the  apparent  failure 
to  keep  in  mind  during  design  the  practical  operation  of  a  screen, 
there  may  be  mentioned  a  small  disposal  works  near  New  York 
City  where  the  operator  has  found  the  task  of  cleaning  the  screen 
so  difficult,  because  of  its  position,  that  it  has  be«n  neglected  for  a 
long  time,  with  the  natural  result  that  it  clogged  and  the  sewage 
on   its  way  to  the  pumps  overflowed  the  screen.     Thus  far,  it  is  not 
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known  that  this  has  caused  any  trouble  at  the  pumps,  but,  of  course,     Mr. 
deposits  have  accumulated  above  the  screen,  with  the   accompanying 
nuisance.     As   this   particular   screen-chamber   is    cxjvered,    it   will   be 
some  time,  perhaps,  before  the  odors   of   decomposition  become  suffi- 
ciently obnoxious  to  force  the  removal  of  the  deposits. 

In  another  small  plant,  the  basket-bar  screen  is  too  heavy  and  cum- 
bersome for  the  lone  operator  to  handle  conveniently,  and  the  result 
has  been  the  withdrawal  of  the  screen  from  the  well.  The  sewage 
now  flows  unscreened  and  uninterrupted  to  the  pumps,  thereby  endan- 
gering their  safe  and  continuous  operation.  Such  practices  do  not 
enhance  the  respect  of  the  operator  for  the  engineer,  nor  redound 
to  the  credit  of  the  latter. 

There  is  a  feature  of  fine  sewage  screening  that  will  be  of  service 
to  its  development  in  America,  which  deserves  considerable  attention. 
Centrifugal  pumps  are  now  used  extensively  in  pumping  sewage,  and 
in  most  recent  designs  other  types  have  not  been  given  equal  consid- 
eration. Fine  screens  will  eliminate  the  grosser  solids  found  in  coarse 
screened  sewage,  and  the  manufacturers  of  centrifugal  pumps  will 
be  enabled  to  design  impellers  and  pimip  casings  which  will  allow 
the  pumps  to  attain  higher  efficiencies  than  are  now  feasible.  For  large 
■flows,  the  saving  in  the  cost  of  pumping  thus  obtained  will  be  a  factor 
which  should  have  considerable  and  favorable  influence  on  the  decision 
concerning  the  use  of  mechanical  screens. 

Mechanically  operated  fine  screens  in  large  plants  probably  receive 
the  skilled  attention  which  they  require,  but  in  smaller  plants,  where 
the  quality  of  the  effluent  may  be  equally  important,  if  not  more  so, 
such  screens  may  not  always  receive  as  good  attention.  Hence,  it 
behooves  engineers  to  give  sufficient  study  to  the  design  of  sewage 
screens,  whether  of  the  simple  stationary  bar  type  or  the  more  complex 
mechanical  type,  in  order  that,  under  practical  operating  conditions, 
they  may  receive  more  than  sporadic  attention.  Such  attention,  or 
rather  lack  of  attention,  forces  the  other  parts  of  the  disposal  works 
to  exercise  functions  for  which  they  are  not  designed,  with  the  con- 
sequent lowering  of  their  efficiency.  By  presenting  to  the  Society  data 
which  indicate  how  other  engineers  are  ingeniously  working  out  the 
problems  of  sewag'e  screening,  the  author  has  made  a  noteworthy  con- 
tribution which  should  stimulate  other  members  to  equal  endeavors. 

F.  T.  ExDBSON,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter)  .—While  en-  _  Mr 
gaged  in  the  design  of  a  sewage  disposal  system  in  Southern  California, 
the  writer  heard  of  the  great  difficulty  that  The  Anaheim  Sugar  Com- 
pany was  having  in  disposing  of  its  waste  water  which  carried  a 
large  percentage  of  sugar-beet  waste.  The  factory  was  in  a  thickly 
settled,  highly  developed  farming  district  containing  many  small  cities, 

*San  Francisco.  Cal. 
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Mr.  and  at  such  a  distance  from  the  ocean  as  to  make  it  an  economic 
■  impossibility  to  discharge  the  waste  water  there.  It  might  have  been 
delivered  directly  to  the  citrus  orchards  immediately  adjoining,  or 
into  a  ditch  for  irrigating  lands  at  a  greater  distance.  Most  of  the 
farmers  refused  to  use  the  water,  as  the  factory  operates  for  the  entire 
24  hours  of  the  day  during  a  "campaign",  and  night  irrigation,  as 
well  as  painstaking  attention  to  cover  or  plow  under  the  large  quan- 
tity of  suspended  matter,  would  thus  be  necessary. 

The  factory  had  been  completed  and  put  in  operation  in  1911, 
and  the  campaign  of  1913  was  fast  approaching  when  the  writer  was 
asked  to  report  on  the  problem.  In  1911  the  wastes  were  discharged 
in  an  artificial  55-a,cre  lagoon  near  the  plant,  and  readily  decomposed 
under  anaerobic  action,  producing  much  hydrogen  sulphide.  Many 
serious  complaints  from  near-by  residents  resulted.  In  1912  the  wastes 
were  discharged  into  an  irrigation  ditch,  but  the  large  quantity  of 
organic  suspended  matter  caused  difficulty  similar  to  that  in  the  pre- 
vious year.  Complaint  was  made  to  the  State  Board  of  Health,  so, 
in  1913,  the  company  was  compelled  to  abate  the  nuisance  or  close 
the  factory.  It  was  essential  that  something  be  done  at  once,  for 
the  time  was  short. 

In  local  parlance  the  word  "campaign",  used  in  connection  with 
a  sugar  factory,  means  the  period  from  the  time  when  the  first  beets 
are  received,  or  the  factory  is  started,  until  the  last  beet  has  been 
cut  up  and  the  factory  closed.  During  this  time  the  factory-  runs 
24  hours  per  day  and  a  shutdown  is  a  serious  matter.  All  energies 
during  the  "closed"  period  are  devoted  to  putting  everything  in  such 
shape  as  to  minimize  the  chance  of  a  breakdovra. 

After  careful  study  the  only  available  methods  of  solving  the 
problem  seemed  to  be: 

(1)  Fine  screening; 

(2)  Sedimentation. 

The  dearth  of  information  regarding  recent  installations  of  fine- 
screening  devices,  their  cost,  operating  difficulties,  etc.,  was  astonishing. 
For  this  reason  Mr.  Allen's  paper  is  especially  valuable,  and  should 
be  of  wide  interest,  for  fine  screening  is  available  as  a  method  of 
sewage  disposal  in  a  large  number  of  cases.  He  has  collected  in  one 
paper  far  more  information,  as  to  design  and  operation,  than  was 
found  by  the  writer  in  a  number  of  authorities  consulted. 

On  investigating  this  local  matter,  many  aspects  differing  from 
the  usual  sewage  disposal  problem  were  found,  and  Charles  Oilman 
Hyde,  M.  Am.  Soc.  C.  E.,  Professor  of  Sanitary  Engineering,  Uni- 
versity of  California,  was  asked  to  assist.  His  report  was  very  detailed 
and  comprehensive,  and  of  great  value,  because  it  was  the  first  time 
in    California    and    probably    in    America    that    the    disposal    of    beet 
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sugar  factory  wastes   had  been   studied  scientifically.     Tables   21,   22,      Mr. 
etc.,  are  taken  from.  Mr.  Hyde's  report  to  the  writer. 

TABLE    21. — Chemical    Analysis   of   Roughly   Screened   Beet 

Sugar  Waste. 


Determination  s . 


Parts  per  Million. 


Solid  matters Total 

Mineral   

Organic  and  volatile. 


Suspended  matters Total 

Mineral 

Organic  and  volatile. 


Dissolved   matters Total 

Mineral 

Organic  and  volatile. 


Nitrogen  (N)  as Organic  nitrogen. 

Free  ammonia. . . 


Albuminoid  ammonia . 

Nitrites 

Nitrates 

Total 


Oxygen  consumed  (O). 


'"Absolute'" 

5  min.  at  100°  cent. 
iiU  min.  at  80°  cent. 


Sulphates  (SO3) Total  (dissolved). 

Chlorine  (CI) Total  (dissolved). 

Phosphoric  acid  (PoOsK. Total   (dissolved). 

Potash  (K,0) Total  (dissolved).. 

Soda  (Na^O) Total  (dissolved;. 


2.5S8.0 
1  521.6 
1  U66.4 

1  891.2 

1  208.0 

683.2 

696.8 
313.6 

883.2 

7.14 
5.60 
1.80 
0.19 
0.22 
13.15 

1985. 
496. 
198.50 

50.60 
40.00 
Trace. 
10.05 
43.50 


As  far  as  known,  this  installation  is  the  first  in  which  sugar  fac- 
tory waste  has  been  treated  by  fine  screening;  it  is  also  the  first  in- 
stallation of  a  screening  device  of  any  kind  in  California.  A  brief 
description  may  be  of  interest. 

Investigations  preliminary  to  design  showed  that  the  volume  of 
waste  requiring  treatment  was  about  2  200  000  gal.  daily  during  the 
campaign  (approximately  from  August  1st  to  November  1st). 

General  Character  of  Waste. — The  waste  consisted  of  discolored 
water  heavily  loaded  with  suspended  matter  most  of  which  was  heavier 
than  water — some  lighter;  it  was  largely  sand,  silt,  clay,  beet  tops, 
roots,  cuttings,  etc.,  the  impurities  from  beets  or  unpurified  sugar, 
and  the  sewage  from  200  employees. 

Chemical  Analysis  of  Waste. — The  result  of  a  chemical  analysis  of 
roughly  screened  waste,  made  at  the  University  of  California,  is 
given  in  Table  21;  and  from  this  it  follows  that  the  suspended  solids 
were  equivalent  to  about  15  800  lb.  per  million  gallons. 

Analysis  of  Water. — The  mineral  composition  of  the  water  carrying 
the  waste  is  shown  by  Table  22. 
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TABLE  22. — Analysis  of  Water  Carrying  Waste. 


Determinations. 


Parts  per  Million. 


Total  solid  matters Total 

Mineral 

Organic  and  volatile. 


Suspended  matters Total 

Dissolved  matters Total 

Mineral 

Organic  and  volatile. 
Sulphates  (SO3) Total  (dissolved) 

Chlorine  (CI) Total  (dissolved) 

Alkalinity  due  to  sodium  carbonate 


Incrusting  solids: 

Calcium  and  magnesium  carbonate,  etc.,  chiefly 

small 

Calcium  su Iphate  (Gypsum ) 

Silica  (SiOj) 


397.0 

357.0 

40.0 

0.0 

397.0 

357.0 

40.0 

22.2 

34.5 

6.4 


244.0 
10.0 


Volume  of  Suspended  Matter. — (i)  By  Itnhoff  Graduates. — 

Average 
Time  of  subsidence.  volume. 

1  mill 6.3  cu.  cm. 

2  '•  6.9  " 

3  "  7.1  " 

4  "  7.2  '' 

5  "  7.3  " 

10  "  7.4  " 

15  "  7.6  '• 


This  is  equivalent  to  37.8  cu.  yd.  i)er  million  gallons,  or,  for  the 
daily  flow  of  2  200  000  gal.,  a  total  of  83.2  cu.  yd.  of  wet  sludge  having  a 
moisture  content  of  about  95%,  giving  a  total  dry  weight  of  3  170  lb. 
per  million  gallons,  or  34.87  tons  per  day  after  15  min.  sedimentation. 
Computing  the  total  suspended  solids  as  15  800  lb.  per  million  gallons, 
the  quantity  capable  of  settling  in  15  min.  would  be  about  20  per  cent. 

Volume  of  Suspended  Matter. — (2)  By  Screening. — Brass  sand- 
analysis  sieves,  of  40  and  100  mesh,  in  tandem,  gave  the  following 
results : 

On  the  40-mesh  screen,  from  17  240  cu.  cm.  of  waste,  71.3  grammes 
wet,  or  3.7  grammes  dry,  were  caught;  or,  on  the  basis  of  15  800  lb.  per 
million  gallons,  the  percentage  was  11.3%,  or  an  estimated  quantity  of 
46.6  cu.  yd.  of  wet  material  per  day. 

On  the  100-mesh  screen,  11.4  grammes  wet,  or  0.9  grammes  dry,  were 
retained;  or,  on  the  basis  previously  given,  about  14.0%  was  retained 
with  both  screens. 
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Although  these  percentages  appear  to  be  low,  the  material  removed     Mr. 
represents  that  portion  of  the  waste  matter  that  caused  the  trouble  by 
decomposition. 

Location  of  Plant. — The  factory  is  on  an  old  river  bed  or  channel 
of  sand,  which  is  very  fine  in  the  top  layers,  but  grows  coarser  with 
depth.  Tests  showed  the  perfect  feasibility  of  intermittent  filtration, 
after  the  top  layers  of  sand  were  removed.  It  was  thus  determined 
that  some  process  of  preliminary  treatment  followed  by  sand  filtration 
must  be  used.  The  following  figures  give  an  idea  of  the  estimated  cost 
of  the  complete  plant  of  the  two  types  best  adapted  to  the  work : 

Annual 
Cost  of  operating 

construction.  expenses. 

Fine  screening  and  intermittent  sand 

filtration    $32  500  $6  600 

Sedimentation    in    Imholf    tanks    and 

intermittent  sand  filtration S4  500  8  900 

These  annual  operating  costs  include  interest  on  the  investment  at 
6%,  depreciation,  maintenance,  labor,  and  power  costs. 

The  fine-screening  method,  with  a  battery  of  two  screens,  having 
been  recommended,  plans  were  prepared.  The  company,  however, 
expressed  some  doubts  as  t-o  the  success  of  the  plant,  and  decided  to 
invest  in  only  one  screen  for  the  present,  though  space  was  provided 
in  the  screen-house  for  two. 

A  Weand  rotary  screen  of  the  Atlanta  type,  furnished  by  the  Merritt 
Hydraulics  Company,  was  put  in.  It  is  cylindrical,  10  ft.  long,  8  ft.  in 
diameter  at  the  inlet  and  6  ft.  at  the  outlet,  and  is  covered  with  a  40- 
raesh  screen.  It  is  chain-driven  from  a  5-h.p.  motor  at  a  speed  of 
10  rev.  per  min.  The  lower  half  of  the  inlet  end  is  closed,  but  there 
is  an  opening  for  the  supply  pipe.  The  water  entering  the  screen 
filters  through  the  bottom  portion,  and  the  suspended  matter  is  carried 
by  worm  plates  to  the  outlet  and  deposited  by  a  chute  in  an  iron 
push-car  with  a  perforated  bottom.  The  screen  is  kept  clean  by  water 
jets  or  nozzles. 

The  screenings  are  dumped  on  an  open  compost  heap,  where  they 
gradually  dry,  with  no  disagreeable  odor.  When  dry,  the  compost  is 
used  by  the  farmers  as  a  fertilizer. 

The  screened  water  passes  from  the  screen  to  a  sump  and  thence 
by  gravity  to  thirty-six  filter  beds,  each  100  by  200  ft.,  or  a  gross 
area  of  26  acres.  These  beds  are  covered  once  in  24  hours  with  about 
4  in.  of  the  screened  water.  They  perform  their  function  satisfactorily, 
and  no  odor  is  apparent.  The  plant  is  now  going  through  the  second 
campaign,  and  the  results  have  been  very  successful. 

The  screen  itself,  however,  has  given  a  great  deal  of  trouble.  It 
was  doubtless  the  first  one  manufactured  by  the  present  makers  and. 
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Mr.  at  the  time  of  purchase,  they  had  not  fully  completed  their  arrange- 
'  ments  with  Mr.  Weand's  heirs.  The  mechanical  details  of  the  screen 
were  very  poor,  and  for  this  reason  the  operating  delays  were  numerous. 
In  fact,  the  screen  was  almost  completely  rebuilt  during  the  season. 
Notwithstanding  annoyances  and  delays  of  this  nature,  the  company 
has  been  well  satisfied,  and  the  total  capital  expense  for  the  complete 
plant,  to  date,  has  been  about  $30  000. 

The  cheapest  alternate  method  of  disposal  would  doubtless  have 
cost  three  times  as  much,  could  not  have  been  finished  in  time  for  the 
1912  season,  and  would  have  been  more  expensive  to  operate. 

The  wet  sludge  or  screened  material  has  been  found  to  contain 
about  92%  of  moisture  and  to  weigh  about  45  lb.  per  cu.  ft.,  as  it 
comes  from  the  screen,  without  compacting.  The  quantity  of  sludge 
varies  largely  with  local  conditions  in  the  factory,  but  the  volume  per 
day  or  week  checks  closely  with  that  estimated. 

Mr.  Alexander  Potter,*  Assoc.  M.  Am.  Soc.  C.  E. — The  speaker  would 

°  ^^^'  like  to  add  a  tribute  to  the  thoroughness  with  which  the  author  has 
presented  this  subject.  Although  experience  with  fine  sewage  screens 
in  the  United  States  is  limited,  this  is  not  true  of  Europe  where  fine 
screening  is  in  more  general  use.  This  is  especially  true  in  Germany, 
where,  since  1903,  the  Government  has  sanctioned  the  discharge,  into 
large  bodies  of  water,  of  sewage  from  which  all  suspended  matter 
more  than  3  mm.  in  diameter  has  been  removed. 

The  principal  contributing  causes  for  the  relatively  small  use  of 
fine  screens  in  America,  as  compared  with  their  use  in  Europe,  appear 
to  the  speaker  to  be  the  following: 

First. — The  failure  of  competent  authority  to  establish  reasonable 
regulations  as  to  what  would  constitute  adequate  treatment  under  all 
conditions.  There  has  been  too  great  a  tendency  to  permit  the  gross 
pollution  of  waters  by  sewage  for  much  longer  periods  than  are  desir- 
able, and  these  periods  have  been  lengthened  unconscionably  by  the 
insistence  of  too  many  of  the  State  Boards  of  Health  on  standards 
of  purification  which  are  too  high.  Consequently,  simple  processes 
for  removing  the  grosser  pollution  have  not  been  received  with  favor. 

Second. — European  experience  with  the  cost  of  operation  and  main- 
tenance of  fine  screens  indicates  that  these  items  will  be  exceeded 
by  fully  100%  in  American  practice. 

Third. — As  most  purification  works  which  are  projected  demand 
more  than  one  step  in  the  process,  fine  screens  have  not  seemed  capable, 
for  a  given  cost,  of  producing  results  as  satisfactory  as  those  obtained 
with  settling  tanks  of  the  latest  design. 

The  percentage  of  suspended  matter  in  the  sewage  removed  by 
fine  screening,   as   compared  with  settling,   is  not  a  true  measure  of 

•  New  York  City. 


Discussrox :  sewage  clarification  by  fine  screens      987 

the  relative  efficiencies.  For  the  same  percentage  of  suspended  matter  Mr. 
removed,  the  screened  liquid  is  far  inferior  to  the  settled  effluent.  The 
truth  of  this  assertion  is  amply  verified  by  an  examination  of  Table  4. 
According  to  this  table  the  suspended  solids  before  screening  amount 
to  2 112.8,  and  after  screening  they  amount  to  785.2 — a  reduction 
of  62.9% ;  whereas,  on  the  other  hand,  the  residue  of  the  filtered  liquid 
after  evaporation  has  been  increased  from  1 237.2  to  1 260.4.  The 
speaker  is  of  the  opinion  that  the  author's  statement,  that  the  organic 
matter  in  solutioa  has  been  increased  only  1.9%,  is  in  error.  From 
both  quantities  should  be  deducted  the  total  stable  solids  in  solution, 
these  solids  being  the  same  in  each.  case.  Deducting  these,  the  rela- 
tion between  the  organic  impurities  in  solution  before  and  after  screen- 
ing will  show  a  much  greater  percentage  of  increase  than  that  stated 
by  the  author. 

It  would  seem  that  in  the  fine-screening  process  a  portion  of  the 
solid  matter  is  converted  into  colloidal  matter  in  its  passage  through 
the  screen.  As  this  colloidal  matter  will  pass  through  filter  paper, 
the  screens  are  credited  with  a  greater  percentage  of  removal  than 
they  are  entitled  to.  The  transformation  of  a  certain  portion  of  the 
suspended  matter  in  the  sewage  into  colloids  during  the  process  of 
screening  increases  the  organic  impurities  in  the  liquid  to  a  very 
material  extent. 

To  bear  out  this  statement,  the  speaker  quotes  from  Mr.  John  D. 
Watson's  report  of  1912  in  discussing  results  obtained  at  Ashold  and 
Sutton.  At  this  plant,  the  sewage  passes  through  grit-chambers  and 
receives  a  preliminary  treatment  by  passing  through  two  Carshalton 
screens.     As  to  the  efficiency  of  these  screens,  Mr.  Watson  says : 

"Some  time  ago  one  of  the  Carshalton  screens  required  renewal. 
This,  however,  I  decided  not  to  do  owing  to  the  discovery  that  the  sewage 
contained  more  organic  impurities  after  it  was  screened  than  it  did 
before,  thus  adding  unnecessarily  to  the  work  of  the  bacteria  beds. 
Mr.  O'Shaughnessy's  report  stated  that  'Faecal  matter  forms  a  colloidal 
solution  when  agitated  with  water;  and  the  increase  in  the  oxygen- 
absorbed  figure,  together  with  the  increase  in  the  colloidal  matter 
present  in  the  sewage  liquor  after  passing  the  screen,  showed  con- 
clusively the  objectionable  action  of  the  screen'.  The  object  of  elimi- 
nating solids  is  to  reduce  the  strength  of  the  liquid,  but  to  brush 
particles  of  faeces  over  the  perforations  of  the  screen  and  afterwards 
to  force  sewage  through  those  perforations  must  tend  to  defeat  the 
object  in  view.  The  truth  of  this  forced  itself  upon  me  in  viewing  what 
is  perhaps  the  most  complete  and  elaborate  screen  I  have  ever  seen, 
viz..  that  by  Riensch  at  Dresden." 

George  M.  Wisner,  M.  Am.  Soc.  C.  E.,  discovered  the  same  phe- 
nomena at  the  Thirty-ninth  Street  testing  station  in  Chicago,  as  men- 
tioned in  his  report  of  1911  on  "Sewage  Disposal  for  the  Sanitary 
District  of  Chicago". 
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Mr.  It   is   the   speaker's   opinion,   however,   that   where   dependence   for 

■  sewage  disposal  must  be  placed  chiefly  on  dilution,  there  is  a  wide  field 
for  fine  screening,  for  in  that  case  the  object  to  be  attained  is  principally 
the  removal  of  the  rather  large  particles  of  suspended  matter. 

Where  a  high  degree  of  purification  is  sought,  the  use  of  fine  screens 
is  of  doubtful  value.  A  modem  settling  tank  will  give  better  results 
and  at  less  cost  for  a  given  degree  of  purification.  A  settled  liquid 
also  is  superior  to  a  screened  liquid  for  subsequent  biological  treatment 
in  filters.  Furthermore,  a  settling  tank  can  handle  septic  sewage  or 
a  sewage  in  which  the  suspended  matter  has  become  comminuted  by 
pumping  or  otherwise. 

Again,  the  storing  of  large  quantities  of  screenings  must  necessarily 
be  more  objectionable  than  the  storing  of  the  digested  sludge  of  a 
modem  settling  tank.  Not  only  is  the  volume  of  this  digested  sludge 
less,  but  it  is  also  of  a  less  objectionable  character. 

Settling  tanks  have  a  further  advantage  over  fine  screens,  in  the 
speaker's  opinion,  in  that  with  them  it  is  possible  to  omit  entirely 
the  use  of  sludge  beds,  especially  when  settling  and  sterilization 
provide  adequate  purification.  This  can  be  done  by  creating  a  mechan- 
ical circulation  through  the  settling  tank.  The  suction  pipe  for  this 
circulation  system  should  extend  down  into  the  digested  sludge  and 
the  sludge  should  be  raised  to  a  weir  box  a  few  inches  above  the  water 
surface  in  the  settling  basin.  It  should  be  provided  with  an  adjustable 
weir  to  regulate  the  discharge  of  digested  sludge  into  the  effluent  in 
the  proportion  that  such  sludge  bears  to  the  volume  of  sewage  flow. 
The  remainder  of  the  digested  sludge  thus  circulated  should  be  returned 
to  the  influent  pipe,  and,  as  it  has  a  greater  specific  gravity  than  the 
fresh  sewage,  it  will  tend  to  entrain  the  suspended  matter  in  such 
sewage,  thus  resulting  in  a  higher  degree  of  settling  in  the  upper 
compartment  of  the  tank.  The  continuous  and  uniform  discharge 
of  digested  sludge  retains  at  all  times  the  maximum  effective  capacity 
of  the  sludge  digestion  chamber  and  prevents  any  sudden  disturbance 
in  its  contents. 

The  direct  discharge  of  digested  sludge,  uniformly  and  continuously, 
into  a  body  of  water  with  the  effluent  is  unobjectionable  from  a  sani- 
tary standpoint,  and  will  cause  less  shoaling  in  the  stream  than  the 
silt  transported  in  storm-water  sewers. 

The  speaker  does  not  desire  to  convey  the  impression  that  there 
is  no  place  where  fine  screens  might  be  given  preference.  There  are 
many  instances,  especially  when  the  sewage  contains  certain  trade 
wastes,  whereby  the  preliminary  process  of  screening — oftentimes  of 
fine  screening — is  of  great  value  to  the  subsequent  treatment. 

In  reference  to  the  nuisance  created  by  the  composting  of  large 
quantities  of  solid  matter  removed  from  fresh  sewage,  the  speaker 
noted  an  absence  of  seriously  offensive  conditions  at  the  storage  yards. 
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At  Dresden  a  great  number  of  chickens  had  free  run  over  these  piles.    Mr. 

T-m  •  .  Potter 

When  the  screens  were  first  put  into  operation,  they  attracted  great 
numbers  of  flies  during  the  summer,  but  after  the  introduction  of  the 
chickens  there  was  a  marked  absence  of  flies.  No  one  around  the 
plant  had  any  hesitancy  about  eating  the  eggs  or  the  poultry  raised 
on  this  diet. 

Concerning  the  cost  of  operation  and  maintenance  of  fine  screens, 
the  author's  data,  based  on  German  practice,  must  be  modified,  of 
course,  to  adapt  it  to  American  conditions.  The  compensation  of 
German  labor  is  less  than  half  that  in  the  United  States.  As  a  rule, 
two  shifts  are  employed  in  European  cities,  and  three  shifts  would 
be  necessary  in  America.  Furthermore,  it  has  been  the  speaker's 
experience  that,  as  a  general  rule,  the  attention  given  to  such  plants 
in  Germany  cannot  be  secured  in  America  at  any  price.  It  is  hoped 
that  this  will  not  always  be  so.  As  a  result  of  neglect  in  attendance, 
unsatisfactory  results  are  only  too  often  obtained,  for  which  the 
machinery  is  blamed. 

Screens  may  be  justified  because  screenings  are  better  fitted  as  a 
base  for  fertilizers  than  digested  sludge.  At  Dresden,  it  is  proposed 
to  put  in  a  plant  for  the  utilization  of  the  screenings  in  this  way. 
No  less  an  authority  than  Mr.  John  D.  Watson  has  recently  reversed 
himself  as  to  the  value  of  sludge  as  a  base  for  fertilizers. 

In  conclusion,  the  speaker  desires  to  raise  this  point  for  discussion : 
has  the  action  of  the  German  Government  in  permitting  the  discharge 
of  settled  or  screened  sewage  into  the  streams  of  the  country  been 
justified?  The  speaker  believes  that  it  has.  It  has  brought  about 
an  immediate  improvement  in  all  rivers.  It  has  rendered  possible 
the  solution  of  problems  otherwise  impossible  because  of  the  great 
expense  involved  in  more  complete  processes. 

It  is  true,  of  course,  that  in  cities  like  Birmingham,  England, 
where  the  sewage  flow  exceeds  the  stream  flow,  more  perfect  purification 
is  mandatory,  but  cities  thus  situated  are  the  exception,  especially 
in  America. 

Charles  E.  Gregory,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — Mr.  Mr.  c.  E. 

Grsfforv 
Allen's  paper  supplies  the  Profession  with  many  necessary  data  con- 
cerning the  use  of  fine  screens  for  the  treatment  of  sewage.  In  the 
writer's  opinion  there  is  a  very  extensive  field  for  such  screens  or 
other  devices  which  will  remove  a  considerable  portion  of  the  sus- 
pended solids  from  sewage  which  is  to  be  discharged  into  harbors  or 
rivers  having  sufiicient  volume  of  flow  to  dilute  it  materially.  The 
best  fine  screens  undoubtedly  remove  from  fresh  sewage  a  very  con- 
siderable quantity  of  materiaJs  which  are  most  potent  in  producing 
nuisances. 

•  Mt.   Kisco.  N.  Y. 
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Mr.  c.  E.  It  has  been  the  writer's  experience,  in  most  cases  where  he  has 
Gregory,  j^g^j  ^^  examine  and  correct  conditions  which  have  given  rise  to  com- 
plaints of  local  nuisance  along  the  water-front  of  New  York  Harbor, 
that  the  materials  directly  causing  the  nuisance  are  such  as  would 
have  been  removed  by  one  of  the  better  fine  screens.  River  or  harbor 
waters  are  capable  of  digesting  without  nuisance  much  greater  quan- 
tities of  sewage  from  which  the  coarser  and  heavier  suspended  solids 
have  been  removed  than  would  be  indicated  by  a  comparison  of  the 
quantity  removed  with  the  total  organic  matter. 

The  prevention  of  the  accumulation  of  material  deposits  of  sewage 
silt  by  fine  screening  or  sedimentation  has  prevented  nuisances  in 
practically  every  case  where  it  has  been  tried.  Large  quantities  of 
screened  sewage  from  Dresden  and  Hamburg  are  discharged  from 
submerged  outlets  directly  into  rivers  where  the  dilution  is  not 
great,  and  apparently  the  discharge  is  without  detrimental  effects. 
London  and  Glasgow  discharge  enormous  volumes  of  effluent,  which 
has  been  treated  by  chemical  precipitation  only,  into  relatively  small 
streams  in  which  the  net  outward  flow  is  exceedingly  small.  All 
the  sewage  from  London  is  discharged  into  the  Thames  at  two  points, 
one  on  each  side  of  the  river,  within  a  relatively  short  distance 
from  each  other.  The  enormous  quantities  of  organic  matter  thus 
discharged  reduce  the  dissolved  oxygen  content  of  the  river  to  a  verj' 
low  point  in  the  immediate  vicinity  of  the  outfalls,  but  the  river  water 
purifies  itself  and  regains  its  dissolved  oxygen  very  rapidly,  both  up 
stream  and  down  stream  from  the  outfall  points.  It  is  reported  that 
the  river  water  is  practically  as  pure  20  miles  down  stream  from  the 
Crossness  outfall  as  it  is  above  London  where  it  is  taken  for  water- 
supply  purposes.  Many  other  instances  might  be  cited  to  prove  con- 
clusively the  enormous  digestive  capacity  of  waters  where  the  heavier 
suspended  solids  have  been  removed  from  the  sewage. 

Recent  full-sized  experiments  in  Essen,  Germany,  have  indicated, 
however,  that  two-story  sedimentation  tanks,  with  retention  periods 
as  short  as  20  min.,  will  remove  from  certain  sewages  about  90% 
of  the  matters  removable  in  this  way.  If  it  is  found  that  the  reten- 
tion periods  for  a  sewage  are  short,  and  if  suitable  space  and  location 
are  available,  a  short-time  sedimentation  tank  will  prove  considerably 
more  effective  and  less  expensive  than  a  fine  screen  for  removing 
the  suspended  matters  which  have  a  maximum  nuisance-producing 
effect  if  allowed  to  remain.  Each  particular  case,  however,  will  have 
to  be  studied  and  decided  on  its  merits,  taking  into  accoiint : 

First. — The  nature  of  the  sewage; 
Second. — Available  space; 
Third. — Physical  character  of  the  site; 
Fourth. — Cost  of  land; 
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Fifth. — Relative  facility  for  removing  sludge  or  screenings  with-  Mr  c.  E. 
out  nuisance;  and  Gregory. 

Sixth. — Purity  of  river  or  harbor  waters  required. 

Either  fine  screens  or  sedimentation  tanks  may  become  offensive 
and  objectionable  when  not  properly  cared  for.  The  daily  removal  of 
screenings  is  necessary  and,  if  neglected,  may  cause  serious  objections 
in  a  residential  neighborhood. 

The  lower  standards  of  purity  for  rivers  and  harbors,  which  have 
been  adopted  by  Germany  during  the  last  decade,  when  compared 
with  corresponding  standards  established  in  England,  France,  and 
America,  during  the  same  period,  seem  to  the  writer  to  have  been  fully 
justified  by  experience,  and  their  practice,  therefore,  merits  adoption 
by  the  various  authorities  of  the  United  States  where  conditions  are 
similar. 

Rudolph  Herlng,*  M.  Am.  Soc.  C.  E. — The  author  has  given  the  Mr. 
most  complete  description  of  apparatus  for  screening  sewage  that  is  ^'■'°^- 
published  to  date.  Heretofore,  the  best  description  was  by  Dr.  William 
P.  Dunbar,f  but,  being  a  physician  and  a  sanitarian,  he  does  not  enter 
fully  into  the  engineering  features.  Therefore  Mr.  Allen's  account 
of  these  features  of  practically  all  the  screens  that  have  been  used  for 
the  treatment  of  sewage  is  welcome. 

The  speaker  has  only  one  criticism  to  make,  and  that  relates  to 
the  title  of  the  paper :  "Clarification  of  Sewage  by  Fine  Screens". 
Screens  do  not  clarify  sewage  at  all.  Even  the  finest  screens  do  not 
remove  turbidity,  and  a  turbid  sewage  is  not  one  that  has  been  clarified. 

Screens  are  used  for  the  purpose  of,  and  are  of  most  value  for, 
retaining  floating  matter.  Floating  matter  may  clog  pipes  or  pumps, 
and  it  iisually  makes  the  surface  of  watercourses,  into  which  it  may 
be  discharged,  offensive. 

There  are  in  use  a  number  of  different  designs,  which  have  origi- 
nated mostly  in  Germany.  Almost  every  conceivable  arrangement 
has  been  tried  there.  Most  of  the  screens  are  apparently  satisfactory; 
each  engineer  usually  prefers  his  own.  All  have  some  advantages 
over  others,  and  an  outsider,  who  takes  a  general  point  of  view,  can 
usually  determine  the  specific  conditions  which  are  beet  suited  for 
one  or  the  other  design.  The  author  has  done  this,  and  has  given  his 
general  conclusions. 

The  general  conclusions  which  the  speaker  has  drawn  from  his 
study  of  screens,  are  substantially  as  follows :  Screens  which  are  to 
be  vised  before  the  sewage  reaches  pumps  may  be  quite  coarse;  they 
may  be  bar  screens.  It  would  be  throwing  away  money  to  use  a  fine 
screen,  like  that  of  the  Riensch-Wurl   type,  before  a  pump   and  for 

*  New  York  City. 

t  "Principles  of  Sewage  Treatment ;"  First  Edition,  Translated  by  H.  T.  Calvert, 
bond.,   1908. 
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Mr.  no  other  purpose,  because  a  pump,  and  particularly  a  centrifugal  pump, 
firing-  ^^^Y  pass  very  large  solid  matter  without  objection. 

Coarse  screens  are  also  sufficient  for  any  sewage  treatment,  when 
the  sewage  first  goes  into  tanks  where  it  is  supposed  to  be  detained. 
Fine  screens  are  unnecessary  in  this  case  because  coarse  matter  may 
remain  in  the  tank.  The  heavy  matter  will  settle  to  the  bottom  and 
the  light  matter  will  stay  on  top.  Light  matter  can  be  removed  much 
more  thoroughly  and  cheaply  from  a  tank  than  from  a  screen. 

Fine  screens  have  a  different  purpose  than  coarse  screens  and,  there- 
fore, a  different  line  of  application.  A  fine  screen  is  needed  when  the 
raw  sewage  is  to  go  out  into  a  river.  A  coarse  screen  would  not  be 
satisfactory,  because  it  does  not  prevent  floating  matter,  visible  on 
the  surface  of  the  water,  from  passing  out.  Take  the  case  of  New 
York  Harbor,  or  along  any  river,  large  or  small.  If  the  sewage  is 
to  receive  no  other  treatment  than  screening,  a  fine  screen  is  necessary. 

Fine  screens  are  also  desirable  if  the  sewage  is  to  be  put  through 
sprinkling  filters,  or  if  it  is  to  be  turned  upon  sand  filters.  By 
passing  sewage  first  through  the  fine  screens,  a  much  greater  quantity 
can  be  put  on  each  acre,  for  oxidation,  than  is  otherwise  possible 
before  clogging  will  result. 

Parenthetically,  it  may  be  added  that  in  some  of  these  sewage 
filters  even  the  finest  screens  may  not  prevent  clogging.  The  speaker 
has  pulled  out  from  under  sprinkler  nozzles  spreading  sewage  over  a 
bed,  lumps  of  matter,  mycelium  and  other  fungous  growths,  almost 
as  large  as  one's  fist;  and  yet  the  sewage  had  been  fine-screened.  Of 
course,  the  fungus  had  grown  to  large  size  where  it  was  found,  and 
plants  will  grow  large,  even  in  the  sewage  beds  themselves.  Screens 
do  not  prevent  clogging  from  such  caiises,  nor  will  they  stop  grease 
from  accumulating  on  and  obstructing  the  beds. 

The  speaker  thinks  that  in  the  future  there  may  be  another 
application  for  fine  screens  not  found  in  use  at  present.  It  refers 
to  the  removal  of  suspended  matter  before  the  sewage  reaches  an 
outfall.  Quite  a  number  of  years  ago  the  speaker  was  shown  a 
result  in  England  which  then  astonished  him.  Dr.  Travis,  in  Hamp- 
ton, having  taken  some  sewage  out  of  a  sewer,  passed  it  through  filter 
paper,  which  made  it  perfectly  clear.  He  said  that  this  sewage  was, 
not  only  clear,  but  on  standing  it  would  not  get  foul.  He  showed 
the  speaker  samples  which  had  been  standing  for  weeks  and  months, 
and  they  had  no  odor. 

The  speaker  has  found  the  same  result  in  American  cities.  If 
you  take  sewage,  as  it  leaves  a  house  or  soon  after,  and  filter  out  all 
the  suspended  matter — in  other  words,  get  a  clear  solution — it  very 
rarely  becomes  foul  on  standing. 

When  sewage  leaves  the  house,  nearly  all  matter  which  becomes 
foul    is    in    a   solid    or   colloidal    form.      There   is   very   little   organic 
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matter   in    solution :    a   little    urine    and    a    little   of   the    animal   and     Mr. 
vegetable  juices   in  the  kitchen  waste  water  will  be  about  all.     The     ®'""*s- 
great  volume  of  the  liquid  leaving  the  house  is  water.     The  speaker 
has  had  sewage  analyzed  as  it  leaves  the  house  and  has  found  that 
the   organic   matter,   the   only   matter  with   which   we   are   concerned 
here,  is  nearly  all  in  a  suspended  condition. 

Now,  as  the  sewage  travels  down  the  sewer  this  solid  matter  is 
broken  up,  comminuted,  and  dissolved,  and  the  liquids  leave  the 
animal  and  vegetable  cells,  so  that,  at  quite  a  distance  down  the 
sewer,  one  will  iind  a  large  quantity  of  organic  matter  in  solution. 
The  figures  that  Mr.  Allen  has  given  in  the  tables  were  obtained  by 
various  authorities,  and  usually  give  the  results  at  the  mouths  of 
the  sewers.  The  speaker  has  thought  that  the  authorities  ought  to 
add  how  far  the  sample  was  taken  from  the  average  point  of  sewage 
origin,  because  the  farther  the  sewage  flows  the  more  organic  matter 
it  will  hold  in  solution. 

In  the  future,  as  our  population  increases,  there  is  going  to 
be  more  trouble  or  expense  than  now  in  treating  sewage  to  obtain 
higher  standards.  It  may  then  become  more  expensive  than  now 
to  oxidize  the  stronger  solutions  of  organic  matter  below  the  sewage 
outfalls.  It  may  then  be  necessary  to  remove  the  suspended  matter 
higher  vip  and  as  near  to  its  origin  as  practicable,  because  much  of 
the  organic  matter  which  soon  dissolves  cannot  be  treated  as  economi- 
cally in  liquid  as  in  its  previous  solid  form. 

Take,  for  instance,  a  case  like  the  Passaic  Valley  Sewer,  near  New 
York  City.  The  main  sewer  is  more  than  20  miles  long.  When  the 
sewage  of  Paterson,  at  the  upper  end,  gets  to  the  lower  end  of  the 
trunk  sewer,  at  the  pumping  station,  fine  screening  is  superfluous. 
There  is  almost  nothing  left  to  screen  out  except  the  very  coarse 
and  slowly  soluble  matter  which  has  come  down  that  great  distance 
and  must  be  taken  out  simply  to  protect  the  pumps.  Most  of  the 
organic  matter  is  churned  up  and  comminuted.  It  is  the  same  as 
at  the  outfalls  of  the  longest  sewers  in  London,  Berlin,  or  Paris. 
Most  of  the  organic  matter  which  could  have  been  taken  out  before 
is  still  there,  but  is  so  finely  comminuted  that  screens  cannot  re- 
move it. 

The  speaker  believes  that  where  sewage  is  disposed  of  by  dilution, 
a  removal  of  the  suspended  matter  nearer  the  origin  may  often  be 
economical,  and  may  increase  the  diluting  capacity  of  the  stream. 

Besides  screening,  there  is  one  other  way  in  which  one  can 
quickly  get  most  of  the  suspended  matter  out  of  sewage,  and  that  is 
by  settling  basins.  It  is  known  that  more  suspended  matter  can  be 
taken  out  of  sewage  by  sedimentation  than  even  by  the  usual  method 
of  fine-screening.  This  may  not  always  be  true,  however,  if  the 
screening    is    done    early,    when    more    screenable    matter    is    floating, 
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Mr.     than   later.     Usually,   the  preference  between   screening   and   settling, 
Henng.  ^^^^    ^j^^    1^^^^    locations    for    treatment,    will    be    determined    by    the 
question  of  relative  cost  for  the  advantages  gained. 

The  speaker  believes,  as  the  author  has  argued,  that  the  question 
of   screening   and    its   relative    advantages   should   be    studied   a  little 
more  thoroughly  than  has  been  done  heretofore. 
Mr.  J.  H.  Granbery,*  M.  Am.  Soc.  C.  E.   (by  letter). — The  screening 

Gran  ery.  j^^^j^Q^jg  [^i  the  Paris  sewers  may  be  of  interest.  The  process  has 
been  in  use  there  for  some  time — since  1867,  according  to  Mr.  M.  Ducat, 
Assistant  Engineer,  Bureau  des  Eaux  et  des  Egouts.  With  the  excep- 
tion of  changes  of  motive  power,  and  improvements  in  mechanical 
details,  the  apparatus  is  practically  the  same  as  then  installed,  and 
has  been  giving  satisfactory  results. 


COARSE  AND   FINE  SCREENS  USED  IN  PARIS  SEWERS 
Fig.   30. 

The  sewers  of  Paris  are  of  such  large  cross-section  that  the  screen- 
ing is  carried  on  in  the  sewer  itself,  and  as  a  consequence  the  material 
is  fresh,  and  the  odor  is  no  more  objectionable  than  that  of  any 
underground  passage.  It  is  not  unlike  the  odor  of  the  New  York 
subway  on  a  wet  day. 

The  screening  is  done  in  certain  portions  of  the  sewers,  which 
have  rectangular  channels  provided  for  this  purpose,  and  consists  of 
both  coarse  and  fine  screening.  The  device  is  shovsm  diagrammatically 
by  Fig.  30,  and  consists  of  a  coarse  screen  composed  of  inclined  bars 
about  ^  in.  apart,  followed  by  one  or  two  finer  screens  which  are 
removable.     A  series   of  comb-like  bars   {a.  Fig.  30),   having  toothed 
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parts  which  project  between  the  bars  of  the  coarse  screen,  are  drawn       Mr. 
upward    mechanically,    collect    the   coarse    screenings,    and    drop    them 
on  a  delivery  plate,  b. 

Portions  which  adhere  to  the  combs  may  be  swept  off  on  to  the 
plate  by  the  operator  before  the  combs  again  enter  the  channel. 
Nearly  all  the  coarse  suspended  material  is  at  or  near  the  top  of  the 
liquid  mass.  The  finer  material,  which  is  more  evenly  distributed, 
and  the  material  which  passes  the  coarse  screen,  are  caught  by  one  of 
the  fine  screens.  These  are  used  singly,  but  the  second  one  is  lowered 
preparatory  to  removing  the  one  in  position,  when  the  latter  is  to 
be  cleaned.  The  fine  screens  are  withdrawn  and  cleaned  by  hand  above 
the  channel. 

The  apparatus  is  mounted  on  a  car  which  is  driven  by  electricity, 
and  the  whole  is  moved  against  the  current  while  the  screening  is 
being  done.  This  car  can  pull  a  trailer  which  carries  a  hydraulic  press. 
The  latter  is  used  for  baling  the  screenings,  which  are  then  taken 
to  the  "quai"  (or  to  the  railroad  yards),  whence  they  are  shipped 
to  the  agricultural  districts  and  used  for  fertilizer,  or  to  low  land  that 
requires  filling  in.  The  Quai  de  la  Megisserie,  on  the  Seine,  is  one 
of  these  loading  stations,  and  the  sewer  which  parallels  it  has  a  wide 
channel  in  which  boats  are  operated.  These  boats  may  be  used  to 
transfer  the  baled  screenings  along  the  "quais". 

The  channels  are  normally  filled  to  within  a  foot  of  the  floor,  on 
which  carts  may  be  used  in  certain  portions,  and  this  floor  opens  on 
the  "quai"  (in  the  case  referred  to)  through  openings  protected  by 
steel  doors.  These  doors  have  been  provided  since  the  "inundation", 
and  are  arranged  to  prevent  the  water  of  the  Seine  from  backing  up 
into  the  sewers,  which  had  caused  considerable  trouble  at  that  time. 

These  works  are  in  the  heart  of  Paris,  and  do  not  cause  any 
nuisance.  There  is  no  surface  indication  of  their  presence,  and  one 
may  pass  the  loading  stations  day  after  day  for  weeks  without 
becoming  aware  that  the  traffic  carried  is  sewage. 

The  liquid,  after  screening,  is  not  discharged  into  the  river,  as 
might  be  supposed,  but  is  pumped  under  it  and  discharged  by  gravity 
through  closed  conduits  to  the  agricultural  park  at  Acheres,  from  25 
to  40  miles  distant. 

In  the  park  the  underground  conduits  have  branches  which  dis- 
charge, through  valves  operated  from  the  surface  by  hand,  into  open 
main  ditches,  and  thence  into  laterals  which  are  spaced  and  located 
to  suit  the  particular  crop  grown.  The  liquid  discharged  has  the 
characteristic  whitish  color  and  appearance  of  dirty  dishwater,  and 
an  odor  that  is  offensive  at  the  point  of  discharge  but  not  noticeable 
10  ft.  from  it.     The  flow  in  these  open  ditches  is  controlled  by  sluices. 

The  soil  acts  as  a  filter,  and  the  plant  growth  seems  to  absorb 
all  deleterious  matter,  for  the  soil  does  not  seem  to  become  foul.     The 
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Mr.       filtered  liquid  is  collected  by  a  series  of  underground  drains  and  open 
ran  erj .  p^jjgjg    ^^^    -g   claimed   to   be   potable.      It   is   certainly   as   clear    and 
sparkling-  as  any  of  the  bottled  spring  waters  sold  in  our  cities,  and 
its   course    in    the   river,    into   which   these   canals    discharge,    can   be 
easily  followed  by  reason  of  this  clearness. 
Pearse         ^ANGDON  Pearse,*  M.  Am.  Soc.  C.  E.  (by  letter).— The  writer  wishes 
■  to  congratulate  Mr.  Allen  on  his  very  complete  paper  on  this  subject, 
whereby    much   scattered    information    is    collected.      The   writer    has 
had  occasion  to  test  screens  of  various  mesh  in  the  course  of  his  investi- 
gations for  the  Sanitary  District  of  Chicago,  both  on  industrial  and 
domestic  sewages.     These  studies  have  emphasized  certain  points  which 
should  be  observed  in  discussing  European  and  United  States  condi- 
tions, and  have  pointed  to  the  need  of  careful  scrutiny  of  published 
figures. 

What  is-  Fine-Screening? — Screening  is  divided  by  Mr.  Allen  into 
fine  and  coarse.  The  line  of  demarcation  is  not  exact,  but  the  writer 
fails  to  see  just  why  Mr.  Allen  has  selected  a  clear  opening  or  mesh  of 
0.6  in.  as  the  line.  The  writer  would  certainly  draw  the  line  much 
lower,  certainly  at  or  below  0.1  in.,  in  the  light  of  his  experiments,  as 
well  as  those  of  Monti  (quoted  in  the  paper).  Screens  on  small  pump- 
ing stations  designed  for  automatic  service  are  made  with  about  §  in. 
clear  opening,  and  pass  most  of  the  fecal  matter  in  American  sewages, 
retaining  only  rags  or  coarse  non-friable  material. 

MetJwds  of  Analysis. — The  writer  has  long  felt  that  the  present 
methods  of  studying  sewages,  from  a  mechanical  standpoint,  are  not 
complete.  Chemical  analyses  show  nothing  of  the  size  of  the  particles 
contained  therein,  and  but  little  of  the  true  strength  of  a  sewage.  Bio- 
chemical analyses,  studying  the  dissolved  oxygen  consumption,  give 
truer  indications  of  the  real  or  absolute  strength.  The  mechanical 
indications  would  best  be  given  by  screening,  using  screens  of  different 
mesh,  perhaps  in  a  nest,  like  sand  sieves.  The  data  presented  by 
Mr.  Allen  on  the  results  of  screening  show  a  concordance  of  results 
with  different  mesh  which  perhaps  can  be  explained  if  the  character 
of  each  sewage  is  defined.  Comparative  removal  by  meshes  of  different 
sizes  must  be  studied  on  one  and  the  same  sewage,  to  be  conclusive. 
Even  then  it  is  not  always  easy  to  obtain  a  uniform  sewage.  Again, 
samples  of  both  raw  and  screened  sewage  must  be  collected  frequently, 
and  averaged  for  definite  periods.  Correct  sampling,  particularly  of 
the  crude  sewage,  is  often  difiicult.  The  writer  has  concluded  that  the 
best  method  is  to  collect  samples  of  both  influent  and  effluent  and  weigh 
all  the  screenings,  determining  the  percentage  of  moisture.  Then  the 
dry  material  caught  is  calculated  in  parts  per  million  and  added  to 
the  content  of  suspended  matter  in  the  screened  sewage  to  ascertain 
the  quantity  in  the  crude  sewage.     From  these  figure-s  is  calculated  the 

*  Chicago,  111. 
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percentage  of  removal.     The  suspended  matter  is  determined  on  both  ^Mr ^ 
crude   and  screened  sewag(^and   the   percentage    of   removal   is   cal- 
culated as   a  check.     The  former  results,   however,   are  usually  more 

consistent. 

Screen  Factors.— The  removal  of  suspended  matter  by  screening  is 
a  complex  function  having  many  variables.    It  depends  on: 

1.— The  size  and  shape  of  the  mesh  or  screen; 

2. The  loss  of  head  under  which  the  screens  are  operated; 

3. — The  character  of  the  suspended  matter ; 

4. The  freshness  of  the  sewage,  which  in  one  of  domestic  origin 

will  be  influenced  by  the  area  sewered,  the  time  of  concentra- 
tion, and  the  condition  of  the  sewers ; 

5  _The  dilution  of  the  sewage;  i.  e.,  the  gallons  of  flow  per  capita, 
or  the  concentration  of  suspended  matter; 

6. — The  type  of  screen. 
In  the  writer's  opinion,  Table  11  would  be  increased  in  value  many 
fold  if  columns  were  added  giving  (1)  the  area  tributary  to  the  screens; 
(2)  the  concentration  of  population  per  acre;  (3)  the  concentration 
time  of  the  sewage;  (4)  the  flow,  in  gallons  per  capita;  (5)  the 
minimum  and  maximum  opening,  in  inches;  (6)  the  percentage  of 
gross  area  which  is  opening;  and  (7)  the  content  of  suspended  matter, 
in  parts  per  million. 

Foreign  vs.  American  Sewage.— The  great  difference  in  American 
and  European  conditions  might  be  shown  by  the  foregoing  data,  par- 
ticularly by  the  suspended  matter  content.  For  instance,  by  referring 
to  Table  10,  it  will  be  seen  that  the  Dresden  sewage  contains  371  parts 
per  million  of  suspended  matter.  Many  American  sewages  are  more 
dilute.  Industrial  wastes  are  often  more  concentrated.  As  a  rule, 
tannery,  stockyards,  and  Packingtown  wastes  around  Chicago  seldom 
exceed  7  500  parts  per  million,  and  are  usually  greater  than  500  parts 
per  million.  Domestic  sewages  in  the  United  States  seldom  exceed 
250  parts  per  million.  The  average  suspended  matter  at  the  Thirty- 
ninth  Street  Pumping  Station  during  3  years  has  been  144  parts  per 
million,  from  daily  samples  of  twenty-four  portions. 

Dr.  William  Philipps  Dunbar*  gives  the  following  characteristics 
of  German  sewages:  '  ^    "  '    ,,  ,        ■- 


Place. 


Hamburg.. 
Frankfurt . 
WiesVjaden 


Suspended  matter,  in 
parts  per  million. 


299.4 
1  390 
74 


Free  ammonia 
asNHs 


27.5 
81.5 
37 


»  "Principles  of  Sewage  Treatment,"  First  Edition,  Translated  by  H.  T.  Calvert, 
p.   34. 
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Mr.  The    writer    does   not    believe   that    Mr.    Allen   has   cited    sufficient 

■  American  data  to  maintain  that  the  efficiency  of  fine-screening  is 
equivalent  to  settling,  particularly  if  fine-screening  be  defined  as 
0.6  in.  or  less  for  the  clear  net  opening.  Of  the  results  given  in  Table 
11,  all  but  three  are  foreign  data,  on  conditions  possibly  widely  difi"er- 
ent  from  those  obtaining  in  the  United  States.  Of  the  three  results 
in  the  United  States,  the  Jennings  screen  is  on  a  peculiar  sewage, 
direct  from  the  stockyard  pens,  containing  much  manure,  hay,  straw, 
etc.  The  average  content  of  suspended  matter  is  340  parts  per  million. 
On  tests  made  by  the  Sanitary  District,  a  removal  of  33%  was  ob- 
tained (based  on  "computed"  influent).  A  12-hour  period  of  settling 
removed  64  per  cent.  Of  the  other  two  places  quoted,  Eeading  and 
Brockton,  the  results  at  Reading  are  placed  much  lower  by  George 
W.  Fuller,  M.  Am.  Soc.  C.  E.,*  where  15  to  20%  removal  is  noted, 
instead  of  42%  as  in  Table  11.  This  discrepancy  is  discussed  in  the 
following  paragraph  more  at  length. 

At  Brockton  a  veiy  concentrated  sewage  is  handled  from  a  sepa- 
rate system.  The  data  in  Table  7  are  quite  inconsistent  with  the 
text  which  follows.  From  Table  7  the  removal  of  suspended  solids  is 
983  —  282  =  701  parts  per  million.  From  the  text,  in  the  same 
interval,  1.4  tons  of  screenings  per  million  gallons  were  removed,  or 
336  parts  per  million,  if  the  1.4  tons  is  dry  weight.  This  would  give 
an  efficiency  of  54%  removal  instead  of  71.3  per  cent.  If  the  weight 
is  wet,  the  percentage  would  be  much  lower.  Probably  both  figures 
are  too  high.  It  would  be  of  interest  if  Mr.  Allen  would  state  the 
source  of  the  analyses,  and  explain  whether  they  are  more  than  an 
average  of  twelve  samples,  collected  during  a  few  minutes  once  a 
month.  Judging  from  reports  of  the  Massachusetts  State  Board  of 
Health,  a  removal  of  983  parts  per  million  of  suspended  matter  does 
not  represent  average  conditions,  but  is  extremely  high.  In  1911, 
the  yearly  average  was  reported  as  363  parts  per  million. 

Reading  Screen. — The  data  quoted  from  Emil  Kuichling,  M.  Am. 
Soc.  C.  E.,  and  from  "Sewage  Sludge"  by  Eisner,  Spillner,  and  Allen, 
are  not  consistent.  Mr.  Kuichling  estimates  the  dried  matter  at  750 
lb.  per  million  gallons,  or  90  parts  per  million,  giving  an  efficiency 
of  42%  on  a  sewage  containing  a  total  of  215  parts  per  million  of 
suspended  matter.  Mr.  Allen's  figures  agree  with  a  statement  on 
page  77  of  the  Annual  Report  of  the  City  Engineer  of  Reading 
(1910),  where  31  cu.  ft.  per  million  gallons  of  screenings  were  obtained 
wnth  90%  moisture.  Taking  the  weight  at  63  lb.  per  cu.  ft.,f  1  953 
lb.  of  wet  screenings  would  be  recovered,  or  195  lb.  of  dry  screenings 
per  million  gallons.  This  would  be  equivalent  to  23.4  parts  per  mil- 
lion.    Even  on  a  weight  of  70  lb.  per  cu.  ft.  the  equivalent  removal 

*  "Sewage  Disposal,"  p.  381. 
t  "Sewage  Sludge."  p.  208. 
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is   only   26   parts  per  million.     From   the    City   Engineer's   report   for     Mr. 

1909,  the  suspended  matter  in  the  screened  sewage  appears  to  average  p^^''^^- 

26 
151  parts  per  million.     Hence  the  screening  efficiency  is  z-^^.  or  about 

14.Y  per  cent. 

The  Reading  screen  was  out  of  service  the  equivalent  of  63  days 
in  1910.  and  77  days  in  1911.  This  would  point  to  the  need  of  duplicate 
installations. 

Scrutiny  of  Published  Data. — It  is  evident,  from  a  comparison 
of  the  data  quoted  regarding  the  three  American  plants,  that  the 
efficiencies  of  screens  are  probably  lower  than  Mr.  Allen's  figures. 
More  detailed  figures  are  needed  on  long-continued  tests  in  order 
to  establish  the  true  figures.  If  a  settling  basin  is  to  be  rated  by  its 
average  accomplishment,  so  should  a  screen.  The  writer,  therefore, 
thinks  that  Mr.  Jennings'  figure  of  63%,  based  on  a  peak  load,  is 
not  a  fair  one  to  compare  with  an  average  load  on  a  settling  basin. 

Other  Types. — Although  not  strictly  for  sewage,  two  classes  of 
screens  may  be  added,  to  make  Mr.  Allen's  references  complete.  One 
is  the  rotary  or  drum  screen  devised  by  the  United  States  Reclama- 
tion Service.*  This  was  for  the  purpose  of  removing  trash  from 
an  irrigation  channel  on  the  Salt  River  project,  and  was  pi"o- 
vided  with  ^-in.  mesh.  The  other  is  the  type  of  machinery  known 
in  the  paper  trade  as  save-alls.  These  were  devised  to  retain  par- 
ticles of  pulp,  paper,  etc.,  which  would  otherwise  be  carried  into  a 
stream  or  sewer  with  the  wash-water.  They  are  largely  of  the  drum 
type,  fed  inside,  like  the  Weand  screen,  but  are  sometimes  built  so 
that  the  flow  is  from  the  outside  inward.  Cylindrical  screens  of  this 
type  have  been  in  operation  for  nearly  20  years.  Meshes  as  fine  as 
100  per  lin.  in.  are  used.     They  are  cleaned  by  water  or  by  air. 

Comparative  Tests. — Comparative  screening  tests  on  the  Thirty- 
ninth  Street  sewage  are  shown  by  Figs.  31  and  32.  This  is  a  domestic 
sewage,  very  dilute,  containing  about  140  parts  per  million  of  sus- 
pended matter,  from  a  drainage  area  of  22  sq.  miles,  with  a  con- 
centration time  of  about  5  hours.  The  dry  flow  is  roughly  200  gal. 
per  capita.  The  population  tributary  in  1910  was  274  000,  or  19.1 
per  acre.  The  tests  were  all  made  to  a  constant  loss  of  head  of  0.5 
ft.  on  wire  mesh  screens,  4.2  sq.  ft.  in  area,  having  the  mechanical 
characteristics  stated  in  Table  23. 

Screening  tests  made  with  screens  of  the  same  mesh,  on  the  Center 
Avenue  sewage,  give  the  results  noted  by  Fig.  31.  These  were  made 
with  a  loss  of  head  of  4.5  ft.  on  a  21  by  24-in.  screen.  The  Center 
Avenue  sewage  contains  much  stockyards  and  Packingtown  waste, 
with  quantities  of  coarse  material,  such  as  paunch  manure,  hay,  par- 
ticles of  meat,  hair,  etc.     The  drainage  area  is  660  acres,  with  a  con- 

*  Described  in  Transactions,  Am.  Soc.  C.  E.,  Vol.  LX.  pp.  337-338. 
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Mr.     ceiitration   time  of  about  30  min.,   a  day  flow  of  700  gal.  per  capita 

(29.0  cu.  ft.  per  sec.),  and  a  night  flow  of  400  gal.  per  capita   (16.4 

cii.  ft.  per  sec).    The  removal  is  far  higher  than  at  Thirty-ninth  Street. 

Effect  on  Organic  Content. — The  writer  has  been  much  interested 

in  the  data  presented  relative  to  the  effect  of  screening  on  the  organic 
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content  of  sewage,  as  this  problem  has  been  studied  by  the  Sanitary 
District  from  the  standpoint  of  the  biological  oxygen  consumed.  The 
results  quoted  from  G.  M.  Wisner,  M.  Am.  Soc.  C.  E.,  were  determined 
several  years  ago  by  the  methylene  blue  method  on  a  sewage  now 
found  to  have  a  biological  oxygen  consumption  of  100  to  150  parts 
per  million.     Recent  extended   tests  on  the  improvement  made  by   a 
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30-mesh  Weand  type  of  screen  on  the  Center  Avenue  sewage,  with  a  Mr. 
biological  oxygen  consumption  of  1 100  parts  per  million,  show  an 
improvement  of  only  6%,  with  a  removal  of  8%  of  suspended  matter, 
from  a  sewage  containing  about  487  parts  per  million  of  suspended 
matter.  Settling  the  screened  sewage  removed  283  parts  per  million 
of  the  suspended  matter,  making  a  total  removal  of  66%  on  the  crude 
sewage,  with  a  reduction  in  oxygen  demand  of  42%  in  a  number  of 
tests.  This  certainly  does  not  indicate  that  screening  is  comparable 
to  sedimentation. 

TABLE  23. — Properties  of  Fine  Screens. 


Meshes  per 
linear  inch, 

Diameter  of 
wire,  in  inches. 

Net  Opening. 
Length  of  Side. 

Open  space. 
Percentage 

of 
gross  area. 

nominal. 

Inches. 

Millimeters. 

4 
6 
10 
16 
20 
24 
30 
40 

0.048 
0.034 
0.036 
0.021 
0.016 
0.015 
0.012 
0.010 

0.198 
0.137 
0.072 
0.042 
0.034 
0.029 
0.022 
0.015 

5.04 
3.48 
1.83 
1.07 
0.86 
0.74 
0.56 
0.38 

65 
64 
54 

42 
46 
42 
41 

28 

Recovery. — The  screenings  from  the  rotary  screens,  on  a  packing- 
house and  on  the  Center  Avenue  sewer,  averaged  84.3  and  86.4% 
of  moisture,  respectively,  as  compared  with  91.5%  of  moisture  in 
the  sludge  from  an  experimental  Emscher  tank  17  ft.  deep.  The 
organic  content  was  high,  but  the  fat  content  was  not  great,  largely 
because  the  fats  are  in  a  finely  divided  emulsion,  and  require  chilling 
before  congelation  and  rising  to  the  surface.  The  writer  is  not  very 
confident  in  general  of  obtaining  valuable  recoveries  from  domestic 
sewage.  Doubtless,  too,  the  material  would  be  open  to  the  criticism 
that  the  foreign  material,  rags,  etc.,  in  the  screenings  would  create 
suspicion  in  the  mind  of  a  farmer  purchasing  it  as  a  fertilizer. 

Cleaning. — The  writer  has  always  favored  the  use  of  compressed 
air  instead  of  water  for  cleaning  rotary  screens  of  the  drum  type.  In 
a  screen  tested  in  Packingtown,  of  a  partly  submerged  drum  type, 
so  much  water  was  used  that  a  settling  basin  had  to  be  built  to 
settle  the  screenings.  With  the  Jennings  screen,  the  heavy  air  pres- 
sures first  used  were  too  severe  for  the  screen  fabric,  but  later 
reduced  pressures  have  appeared  favorable.  The  cleaning  must  be 
adequate  to  keep  down  the  loss  of  head  or  clogging  of  the  screen 
below  defined  limits;  little  is  gained  in  removal  after  a  screen  once 
begins  to  clog,  as  the  rate  of  clogging  increases  rapidly. 
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Mr. 
Pearse. 


Disintegration. — Mr.  Allen  refers  to  the  disintegration  of  solids, 
with  consequent  passing  through  a  screen.  This  would  appear  to 
be  dependent  on  their  character.  Non-friable  materials  certainly 
would  not  break  down.  Further  investigation  is  required.  If  pumping 
is   needed,   the   disintegration   produced   thereby    will   probably   exceed 
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that  caused  by  the  screen.  The  writer  has  heard  comment  by  other 
observers  on  this  point,  but  would  judge  that  that  condition,  particu- 
larly with  the  Riensch-Wurl  type,  is  not  continuous. 

Mechanical  Details. — The  Weand  screen  requires  considerable  loss 
of    head,    and    consequent    pumping    cost,    in    many    localities.      The 
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Riensch-Wurl   and  other  partly  submerged  foreign  types   require  but     Mr. 
slight  loss  of  head,  compared  with  the  Weand. 

Of  the  screens  now  in  use  in  America,  some  mechanical  improve- 
ment is  required  to  put  them  in  a  permanent  class.  The  screen  at 
Reading  may  have  been  experimental,  but  it  required  costly  repairs. 
The  screen  at  Brockton  has  had  some  difBculties,  as  outlined  by  Mr, 
Allen.  Foreign  practice  has  developed  certain  types  of  screens  which 
appear  to  have  been  operated  with  slight  mechanical  troubles,  if  any. 
Doubtless  some  can  be  adapted  to  American  conditions.  The  Jennings 
screen  is  very  simple,  and  is  capable  of  being  developed  to  a  higher 
pitch  of  mechanical  construction,  after  the  experimental  stage  has 
been  passed. 

Specifications. — The  writer  thinks  that,  for  the  purchase  of 
screens,  the  specifications  should  be  drawn  to  secure  a  thoroughly 
satisfactory  mechanism  with  sufficient  stability  and  generous  detail 
to  stand  the  constant  wear  and  tear,  particularly  if  finances  preclude 
duplicate  machinery.  The  removal  expected  may  or  may  not  be  a 
matter  of  contract.  If  it  is  to  be  guaranteed,  it  should  certainly  be 
defined  more  rigorously  than  in  a  specification  recently  brought  to 
the  writer's  notice,  in  which  a  removal  "equivalent  to  that  of  a  settling 
basin"  was  required. 

Results  Obtained. — From  a  study  of  screening,  under  working  con- 
ditions, on  industrial  wastes,  the  writer  is  inclined  to  believe  that 
from  20  to  35%  removal  of  suspended  matter  can  be  obtained  with 
from  30  to  40-mesh  screens,  under  favorable  conditions,  on  certain 
industrial  wastes.  He  considers,  however,  the  figure  of  30%  removal, 
advanced  by  Mr.  Allen,  far  too  high  for  ordinary  domestic  sewage,  par- 
ticularly if  from  a  sewer  in  a  combined  system  with  a  long  concen- 
tration time,  fed  by  a  large  area  in  which  the  population  uses  much 
water. 

Applications. — The  writer  does  not  share  the  enthusiasm  expressed 
by  Mr.  Allen  in  his  conclusions.  Undoubtedly,  the  use  of  fine  screens 
for  sewage  deserves  more  serious  consideration  than  heretofore,  but  the 
results  to  be  obtained  are  by  no  means  demonstrated  as  yet.  Careful 
study  and  skilled  tests  are  required  before  the  art  of  screening  will 
be  placed  on  as  accurate  and  satisfactory  a  basis  as  sedimentation  is 
to-day.  Comparative  results  on  the  same  sewage  do  not  indicate  that 
screening,  even  with  a  30-mesh  screen,  is  the  equivalent  of  thorough 
sedimentation,  nor  within  50  per  cent. 

Mr.  Allen  is  right  in  calling  for  more  fundamental  data  on 
efficiencies  and  costs,  and  such  data  will  be  required  before  screening 
will  develop  widely  in  the  United  States.  European  data  are  of  little 
value  as  a  general  guide  to  the  results  to  be  obtained  in  the  more 
dilute  sewages  common  in  America. 


Pearse 
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Mr.  The  writer  is  of  the  opinion  that  the  application  of  screening  to 

industrial  wastes  is  a  field  which  has  been  overlooked.  In  many 
industries  wastes  of  a  coarse  nature  are  discharged,  which  do  not 
readily  disintegrate.  The  application  of  screening  in  Packingtown, 
particularly  on  paunch  manure  overflows,  and  in  the  stockyards,  has 
demonstrated  worth.  Possibly  in  tanneries,  wool  washing  plants,  and 
the  like,  a  use  may  be  found  under  favorable  conditions. 

In  the  paper  and  pulp  industry  considerable  application  has  already 
been  made  to  retain  pulp  which  would  float  away  in  wash-water.  A 
screen  of  the  drum  type  has  also  been  tried  at  Anaheim,  Cal.,  on  the 
waste  of  a  beet  sugar  works  by  C.  G.  Hyde,  M.  Am.  Soc.  C.  E.,  with 
considerable  success. 

Acknowledgment. — The  writer  trusts  that  Mr.  Allen  will  pardon 
this  frank  analysis  of  the  situation,  as  it  is  thought  that  it  will  clear 
the  atmosphere  for  the  future  of  screening,  and  encourage  the  oper- 
ators of  screens  to  obtain  really  valuable  data.  The  writer  wishes  to 
acknowledge  the  courtesy  of  the  Trustees  of  the  Sanitary  District 
of  Chicago  and  the  Chief  Engineer,  Mr.  George  M.  Wisner,  for  mate- 
rial drawn  from  a  forthcoming  report. 

L.  C.  Whittemore,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — Tlie 
writer  has  read  with  great  interest  Mr.  Allen's  presentation  of  avail- 
able data  on  a  branch  of  sewage  treatment  practice  as  yet  little  devel- 
oped in  the  United  States.  Extended  comment  is  made  by  Langdon 
Pearse,  M.  Am.  Soc.  C.  E.,  particularly  on  the  removal  efiiciencies 
and  reduction  in  oxygen  demand  to  be  expected,  as  shown  by  exten- 
sive experiments  made  under  his  direction  for  the  Sanitary  District 
of  Chicago.  The  limitations  of  screening  in  American  practice  are 
discussed  at  length.  The  writer,  therefore,  will  discuss  chiefly  two 
points,  wherein  fine-screening  is  likely  to  be  of  value  in  the  treatment 
of  packing-house  and  stockyards  wastes,  in  spite  of  its  obvious  limi- 
tations as  compared  with  sedimentation.  Both  have  been  noticed  by 
Mr.  Allen,  and  are:  (1)  the  possible  reduction  in  rate  of  sludge  accu- 
mulation in  settling  tanks,  and  (2)  the  partial  or  complete  prevention 
of  scum  formation.  The  general  character  of  the  packing-house  sewage 
is  outlined  by  Mr.  Pearse. 

With  regard  to  the  first  factor,  extended  investigations  have  shown 
that  sludge  at  the  rate  of  8  to  10  cu.  yd.  per  million  gallons  may  be 
expected  as  a  result  of  plain  settling  in  tanks  of  the  Emscher  and 
Dortmund  types,  based  on  uniform  flow.  If  corrected  to  allow  for 
operation  at  a  variable  flow,  to  follow  the  discharge  from  the  sewer 
throughout  the  day,  they  should  probably  be  increased  by  25%  or  more. 
With  a  30-mesh  rotary  screen,  operating  between  the  hours  of  8  a.  m. 
and  4  p.  m.,  an  average  removal  of  950  lb.  of  dry  material  per  million 

*  Chicago,  111. 
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gallons  was   obtained.     Extending  the   run   to    11   p.   m.    reduced   the  Mr. 

average  rate  to  from  320  to  about  500  lb.  per  million  gallons.  Reduced 
to  sludge  of  90%  moisture  (tank  sludges  have  usually  run  somewhat 
higher  than  this  figure),  this  is  equivalent  to  from  2.0  to  5.5  cu.  yd. 
per  million  gallons,  approximately.  Practically  nothing  was  retained 
between  11  p.  M.  and  8  a.  m.,  and  some  reduction  in  the  average 
removal  for  the  entire  day  would  be  necessary.  On  the  other  hand, 
the  highest  removal  occurs  during  the  hours  when  the  flow  in  the 
sewer  is  greatest,  and  it  is  evident  that  material  reduction  in  the  rate 
of  sludge  accumulation  would  result  with  fine-screening.  The  saving 
in  sludge  storage  capacity  and  area  required  for  drying  beds,  if 
the  sludge  is  disposed  of  in  this  manner,  is  obvious.  A  substantial 
saving  in  cost  of  tanks  and  drying  beds  should  therefore  result.  More- 
over, the  screenings  are  readily  handled  after  slight  draining,  whereas 
the  tank  sludges  are  liquid,  and  require  several  days  for  drying 
with  the  well-digested  Emscher  product,  and  considerably  longer  for 
other  sludges,  under  favorable  conditions.  With  further  removal  of 
moisture,  perhaps  by  pressing,  the  screenings  could  probably  be  dis- 
posed of  by  incineration,  as  the  calorific  value  of  the  dry  material 
exceeds  9  000  B.  t.  u.  per  lb. 

The  second  point  in  favor  of  screening  is  the  prevention  of  scum 
formation.  Scum  has  been  continuously  present  in  considerable  quan- 
tities on  the  various  experimental  tanks,  except  where  chemical  precipi- 
tation was  used.  The  high  temperature  of  the  sewage  (70  to  90° 
Fahr.)  and  the  rich  organic  content  stimulate  vigorous  bacterial  ac- 
tion, and  this,  with  the  high  content  of  grease  and  light  fibrous  mat- 
ter, promotes  the  rapid  accumulation  of  scum.  Comparative  experi- 
ments in  a  Dortmund  tank  in  May  and  June,  1914,  under  identical 
conditions  (a  3-hour  detention  period),  except  that  screened  sewage 
was  used  during  the  hours  of  heavy  flow  in  May  and  raw  sewage  in 
June,  showed  rates  of  scum  accumulation  of  0.5  and  3.1  cu.  yd.  per 
million  gallons,  respectively.  Scum  did  not  appear  at  all  imtil  the 
last  few  days  in  May,  but  was  continuously  present  in  June,  reappear- 
ing very  shortly  after  being  removed.  The  difference  is  striking,  and 
as  the  scum  is  neither  liquid  enough  to  flow  readily,  nor  sufficiently 
solid  to  be  easily  handled,  its  removal  would  entail  considerable  diffi- 
culty in  a  large  installation.  The  value  of  scum  prevention  is  very 
apparent. 

The  writer  fullj^  realizes  that  his  discussion  is  perhaps  rather  limited 
in  its  application,  as  the  sewage  dealt  with  is  of  unusual  character, 
but  it  is  hoped  that  a  possible  field  of  usefulness  for  fine-screening, 
as  an  adjunct  to,  rather  than  as  a  substitute  for,  sedimentation,  in 
treating  wastes  of  this  nature,  has  been   demonstrated. 

In  conclusion,  the  writer  would  suggest  that  percentage  efficiencies 
of  removal  be  scrutinized  with  care,  and  the  conditions  under  which 
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Mr.         they  are  determined  be  critically  examined  before  too  much  credence 
Whiltemore.  ...  n      i  •    i  i  »     <<  ,     ,  .         . 

IS  given  to  unusually  high  removals.     A  few  scattered  determinations 

may  lead  to  an  entirely  erroneous  opinion  when  based  on  analysis  of 
small  influent  and  effluent  samples  by  the  usual  methods.  As  illus- 
trative of  this,  it  may  be  of  interest  to  note  that,  during  a  27-day 
run  with  the  experimental  rotary  screen,  daily  efficiencies  ranging 
from  an  apparen.t  increase  of  7%  to  a  reduction  of  53%  and  aver- 
aging 32%  were  found.  The  screen  was  operated  for  8  hours  each 
day,  and  influent  and  effluent  samples  made  up  of  portions  collected 
every  half  hour  were  analyzed  by  the  Gooch  crucible  method.  The 
rate  of  flow  was  constant,  and  all  conditions  were  particularly  favorable 
for  securing  accurate  results,  yet  wide  differences  are  noted,  and  the 
apparent  increase  is  of  course  impossible,  as  a  matter  of  fact.  Based 
on  the  method  of  computing  the  influent  analyses,  as  mentioned  by 
Mr.  Pearse,  results  ranging  between  12  and  23%  were  secured,  which 
are  in  all  probability  far  nearer  the  truth.  Although  the  effluent  may 
be  affected  by  errors  of  sampling  and  analysis,  as  well  as  the  influent 
to  a  certain  extent,  it  is  possible  that,  when  the  coarse  particles 
not  adequately  represented  in  the  analysis  are  eliminated,  the  effluent 
analyses  are  on  the  whole  more  representative,  and  this  method  is 
more  trustworthy  where  the  flow  and  weight  of  screenings  can  be 
ascertained  accurately.  In  relation  to  this  matter,  the  writer  would 
express  the  opinion  that  calculating  the  efficiencies  of  screens  to 
tenths  or  even  hundredths  of  1%  is  entirely  unwarranted,  when  con- 
sideration is  given  to  the  accuracy  of  the  data  on  which  they  must 
necessarily  depend.  The  nearest  percentage  is  undoubtedly  well  within 
the  limit  of  error,  and  is  entirely  sufficient  for  practical  purposes, 
without  giving  a  false  idea  as  to  the  accuracy  of  results. 
Mr.  Samuel  A.   Greeley,*   Assoc.   M.  Am.   Soc.   C.  E.    (by  letter). — 

reeej.  rpj^^  writer  has  been  much  interested  in  this  comprehensive  paper.  He 
inspected  the  screening  plants  at  Hamburg  and  Frankfort  in  June, 
1908,  and  again  in  September,  1911.  at  which  time  he  also  examined 
the  screening  plant  at  Dresden,  then  in  its  first  year  of  operation.  It 
has  been  interesting  to  compare  the  data  secured  during  these  inspec- 
tions with  those  given  by  Mr.  Allen. 

Hamburg. — The  River  Elbe  divides  the  city  into  a  larger  northern 
section  and  a  smaller  southern  section,  for  each  of  which  there  is  a 
screening  plant.  The  older  plant  described  by  Mr.  Allen  is  on  the 
river-front,  in  a  very  busy,  thickly  built-up  section  of  the  city. 
Within  four  blocks  are  the  seaman's  school  and  the  entrance  to  the 
new  tunnel  under  the  river. 

The  time  of  flow  of  sewage  to  the  plant  was  estimated  to  be  from 
2  to  4  hours,  depending  on  the  volume.  The  sewage  appealed  to  be 
fresh  and  contained  a  strikingly  large  proportion  of  unbroken  feces. 

*  Winnetka,  III. 
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At    the    time    of    the    writer's  visit  in    1911,    it    was    stated    that     Mr. 
the  volume  of  sewage  flowing  through  the  screens  was  about  50  000  000  ^'^^^  *^^' 
gal.  per  24  hours.     The  screens  removed  from  13  to  65  cu.  yd.  daily, 
the  average  removal  being  26  cu.  yd.  of  wet  screenings  per  24  hours. 
Mr.  Allen  states  that  the  removal  is  IS  cu.  yd.  per  day. 

The  sludge  and  screenings  are  dumped  into  covered  steel  barges 
which  are  towed  to  dumping  grounds  near  !N"euenfelde,  a  farming 
locality  along  the  Elbe,  some  miles  below  Hamburg.  The  tank  boats 
are  taken  to  an  unloading  station,  on  a  small  creek.  The  station  has 
an  inlet  for  docking  the  boats,  an  unloading  crane,  some  small  trucks, 
and  a  narrow-gauge  movable  track.  The  crane  lifts  the  body  from 
the  truck  to  the  boat.  There  it  is  filled  with  a  shovel,  and  then  re- 
placed on  the  truck,  and  run  out  on  the  dump.  At  the  time  of  the 
writer's  visit,  the  dump  was  about  5  ft.  deep  and  75  by  50  ft.  in 
area.  It  was  very  foul,  giving  off  a  strong  pig-pen  odor.  The  material 
was  carted  away  to  the  fields  in  farm  wagons. 

The  country  about  this  unloading  station  was  devoted  to  truck 
gardens  and  orchards,  through  which  the  writer  walked  about  2  miles 
before  coming  to  the  imloading  station,  and  throughout  most  of  this 
distance  the  pig-pen  odor  from  the  screenings  was  clearly  evident. 

Frankfort. — The  sewerage  of  Frankfort  is  on  the  combined  sys- 
tem. The  sewage  from  the  whole  city  is  treated  at  one  disposal  plant 
'oy  screening  and  sedimentation.  As  is  common  in  German  cities, 
the  sewers  are  well  built  and  have  good  slopes,  and  the  sewage  comes 
to  the  plant  in  a  fairly  fresh  condition.  However,  it  did  not  appear 
to  be  as  fresh  as  that  at  Hamburg  and  Dresden. 

The  average  volume  flowing  to  the  treatment  plant  is  about 
26  000  000  gal.  per  24  hours.  The  screens  remove  from  20  to  26  cu. 
yd.  of  wet  screenings  per  24  hours. 

The  screenings  are  taken  with  the  sludge  from  the  settling  basin 
to  centrifugal  drying  machines,  and  the  dried  material  is  burned  witii 
the  city  refuse  in  incinerators.  The  centrifugal  machines  are  in  a 
large  building,  and  the  dried  material  is  handled  on  conveyors.  The 
odors  about  this  part  of  the  plant  were  very  much  like  those  in  a 
garbage  reduction  building. 

It  is  interesting  to  note  that,  up  to  the  latter  part  of  1909,  the 
sludge  and  screenings  from  the  Frankfort  plant  were  disposed  of  on 
land.  This  method  was  unsatisfactory,  and  the  present  more  costly 
method  of  disposal  was  adopted. 

Dresden. — Dresden  is  sewered  on  the  combined  plan.  The  super- 
intendent at  the  screening  plant  informed  the  writer  that  the  time  of 
flow  of  sewage  from  the  center  of  the  town  to  the  screening  plant  was 
only  about  0.5  hour,  and  for  most  of  the  sewage,  did  not  exceed  2.25 
hours. 
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Mr.  The  average  (luantity  of  sewage  flowing  to  the  plant  was  26  500  000 

ree  ey.  ^^j  ^^^  24  hours.  During  storms,  this  quantity  is  greatly  increased. 
The  superintendent  stated  that  the  revolving  screens  removed  from 
13  to  16  cu.  yd.  of  wet  screenings  per  24  hours. 

At  the  time  of  the  writer's  visit  only  one  of  the  disk  screens  was 
in  operation,  and  the  difference  in  level  of  the  sewage  on  the  two  sides 
was  11.8  in.  The  maximum  loss  of  head  expected  was  23.6  in.  The 
writer  was  told  that  the  disk  screens  sometimes  required  washing  with 
a  hose  once  every  hour  to  remove  fat  and  grease.  At  other  times,  one 
washing  on  each  8-hour  shift  was  sufficient.  One  man  attended  to  the 
ordinary  operation  of  all  four  screens. 

The  screenings  were  taken  to  long  wooden  troughs  in  the  yard. 
These  troughs  had  false  bottoms  of  wood  set  about  18  in.  above  the 
paved  floor  of  the  yard.  The  liquid  from  the  screenings  drained 
to  the  floor  and  flowed  back  in  a  sewer  to  the  screens.  The  troughs 
were  roofed  over,  but  not  housed  in.  The  dry  screenings  are  said 
to  be  good  for  fertilizing,  and  are  removed  by  farmers,  who  pay  for 
the  privilege.  Although  there  was  only  a  small  accumulation  at  the 
plant  when  seen  by  the  writer,  the  material  was  offensive,  having  the 
characteristic  pig-pen  odor. 

Percentage  of  Removal. — It  is  hard  to  express  the  removal  of  sus- 
pended matter  by  screens  as  a  percentage  of  the  total  original  suspended 
matter,  because  of  the  difficulty  of  securing  representative  samples 
for  analysis.  The  data  on  removal,  as  obtained  by  the  writer,  and 
as  given  by  Mr.  Allen,  are  summarized  in  Table  24,  in  which  the 
percentage  of  removal  is  shown.  This  "percentage  of  removal"  is 
computed  from  the  weight  of  screenings  caught,  the  percentage  of 
moisture  contained  in  the  screenings,  and  the  suspended  matter  in 
the  crude  sewage.  The  dry  material  in  the  screenings,  in  parts  per 
million,  is  calculated  against  the  total  suspended  matter  in  the  crude 
sewage.     Screenings  are  assumed  to  weigh  60  lb.  per  cu.  ft. 

The  percentage  of  removal  at  Frankfort,  calculated  from  the  content 
of  suspended  matter  in  the  crude  and  screened  sewage,  is  10  per  cent.* 

TABLE  24. — Percentage  of  Removal  of  Total  Suspended  Matter 

BY  Fine  Screens. 


Plant. 

Undrained  Scrkemngs, 

IN  CcTBic  Yards 

PER  Million  Gallons. 

Suspended 
matter  in 

crude 

sewage,  in 

parts  per 

million. 

Percentage 
of  moisture 

in 
screenings. 

Percentage  of 
Removal  : 

Greeley. 

Allen. 

Greeley. 

Allen. 

Hamburg 

Frankfort 

0.52 
0.88 
0.55 

0.34 
2.48 
0.97 

300 
411 
300 

87 
85 

84 

4.4        '          2.9 
6.2                 17.5 
5.7                10.1 

*  Die  Frankfurter  Kldranlage. 
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The  sewag-es   represented  in   Table  24   are   more  concentrated  and      Mr. 
fresher  than  is  usual  in  American  cities.  "'^^^  ^^' 

Disposal. — Mr.  Allen  correctly  calls  attention  to  the  importance  of 
the  disposal  of  screenings  when  he  states  that  "another  and  more  proba- 
ble cause  for  offense  lies  in  the  disposal  of  the  screenings".  The  writer 
does  not  consider  that  Mr.  Allen  has  given  sufficient  consideration 
to  this  difficult  problem.  The  screenings  at  the  plants  visited  were 
very  unsightly  and  unpleasant  to  handle,  quickly  fouling  the  cars, 
conveyors,  and  chutes,  and  causing  offensive  odors.  Certainly,  when 
placed  on  land,  the  screenings  become  very  foul.  Disposal  by  incin- 
eration confined  the  odors  to  within  the  works,  but  added  to  the  cost 
of  disposal.  As  the  efficiency  of  screens  increases  and  greater  quan- 
tities are  removed,  the  disposal  problem  also  increases.  When  com- 
paring fine-screening  with  sedimentation,  the  matter  of  disposal  must 
be  considered. 

Summary. — Judging  from  his  investigations,  the  writer  considers 
that  a  removal  of  suspended  matter  from  domestic  sewage  amounting 
to  30%  is  higher  than  can  be  expected  in  ordinary  operation  and 
under  reasonable  limitations  of  loss  of  head,  cost,  present  available 
devices,  etc.  The  available  data  indicate  that  a  removal  of  15%  has 
seldom  been  reached  in  practice.  The  writer's  observations  lead  to 
the  conclusion  that  the  disposal  of  screenings  is  attended  with  the  pro- 
duction of  odors  which  may  create  nuisances,  and  that  adequate 
methods  of  disposal  of  screenings,  with  reference  to  cost  and  efficiency 
and  the  location  of  the  place  of  disposal,  are  essential  parts  of  an 
installation  of  fine  screens. 

E.  KuiCHLiNG,*  M.  Am.  Soc.  C.  E. — The  thanks  of  all  engineers  Mr. 
interested  in  the  treatment  of  sewage  are  due  to  the  author  for  his  "'*^  '°^' 
masterly  presentation  of  useful  data  on  the  construction  and  effect 
of  fine  screens.  It  is  the  first  appearance  of  such  comprehensive  infor- 
mation in  English  technical  literature,  as  the  subject  has  received 
little  attention  from  English  and  American  engineers  until  very 
recently.  In  Germany^  on  the  other  hand,  for  more  than  twenty  years 
past,  much  scientific  study  has  been  given  to  the  screening  of  sewage, 
with  the  view  of  avoiding  the  great  expense  of  clarification  by  means 
of  tanks  and  filters,  in  places  where  the  effluent  could  be  discharged 
into  relatively  large  streams  without  causing  appreciable  offense;  aaid 
hence  most  of  the  available  data  found  previously  were  in  German 
publications. 

It  is  claimed  that  screens  with  openings  from  0.10  to  0.25  in. 
wide  will  intercept  a  large  proportion  of  the  floating  and  suspended 
solids  in  sewage,  together  with  the  multitude  of  bacteria  adhering 
thereto  and  enclosed  therein,  and  that  the  effluent  will  consequently  be 

*  Mr.  Kuichling  died  on  November  9th,  1914.  This  discussion  was  the  last 
work  he  did. 
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Mr.  greatly  improved  in  appearance  and  rendered  more  easily  capable 
Kuichiing.  q£  pgpi(j  assimilation  by  the  water  of  the  stream  into  which  it  is 
discharged;  also  that  the  removal  of  such  solids  will  greatly  facilitate 
every  other  mode  of  further  treatment.  Much  of  this  intercepted 
matter  consists  of  practically  non-putrescible  substances  like  paper, 
cloth,  cordage,  leather,  hair,  bone,  wood,  bark,  husks,  corks,  bread, 
fat,  etc.,  and  the  remainder  is  mostly  fresh  and  dried  vegetable  matter, 
such  as  leaves,  stems,  parings,  rinds,  and  seeds,  together  with  fragments 
of  meat,  fish,  membranes,  entrails,  etc.  These  latter  substances  are 
putrescible,  but  usually  reach  the  screen  in  odorless  condition.  The 
screenings,  therefore,  are  free  from  nauseating  odors  and  can  be 
handled  inoffensively;  they  must,  however,  be  removed  at  frequent 
intervals  and  with  the  least  possible  comminution,  in  order  to  avoid 
loss  of  head  and  defilement  of  the  effluent.  To  realize  these  claims, 
careful  design  and  operation  of  screens  are  impei'ative. 

In  regard  to  the  quantity  of  solid  matter  removed  by  fine  screens, 
it  may  be  noted  that  the  figures  in  Table  11  show  a  range  of  0.34  to 
5.94  cu.  yd.  per  million  gallons,  with  an  average  of  1.90  cu.  yd.,  and 
a  range  of  0.014  to  0.282  cu.  yd.  per  1  000  of  population  daily,  with 
an  average  of  0.093  cu.  yd.  Presumably,  the  reference  is  to  wet 
material  weighing  about  1  500  lb.  per  cu.  yd.,  and  containing  about 
75%  of  moisture,  so  that  1  cu.  yd.  of  wet  screenings  represents  about 
375  lb.  of  dry  substance.  On  this  basis  the  aforesaid  averages  will 
be  712.5  lb.  of  dry  matter  removed  per  million  gallons  of  sewage,  or 
85.43  parts  by  weight  per  million,  and  34.88  lb.  per  1  000  persons  daily. 
These  quantities  are  certainly  large  enough  to  make  a  marked  improve- 
ment in  the  quality  of  the  sewage,  and  to  reduce  materially  the  volume 
of  troublesome  sludge  produced  by  subsequent  sedimentation.  It  can 
also  be  inferred  that  the  sludge  deposited  after  the  sewage  has  passed 
through  a  fine  screen  will  be  much  more  easily  and  extensively  decom- 
posed by  bacterial  action  than  the  sludge  of  unscreened  sewage,  but 
comparative  experiments  in  this  direction  are  still  lacking. 

To  compare  the  weight  of  the  dry  solids  contained  in  the  sedi- 
mented  sludge  of  unscreened  sewage  with  that  of  the  screenings,  it 
can  be  assumed  that,  on  the  average,  the  volume  of  such  sludge  is 
2  000  gal.  per  million  gallons  of  sewage;  also  that  the  weight  of  this 
sludge  is  663  lb.  per  cu.  ft.,  and  that  it  contains  85%  of  water,  so 
that  each  cubic  foot  contains  10  lb.  of  dry  substance.  The  volume 
of  sludge  is  thus  267.36  cu.  ft.  per  million  gallons  of  sewage,  and 
hence  it  contains  2  673.6  lb.  of  dry  matter,  while  the  screenings  con- 
tain on  the  average  712.5  lb.,  or  26.65%  of  the  former.  It  may  be 
remarked,  in  this  connection,  that  the  plain  sedimentation  of  the 
sewage  of  Providence,  E.  I.,  during  1912  yielded  an  average  of  1  758 
gal.  of  wet  sludge  per  million  gallons,  with  9.97%  of  dry  solids;  and, 
if  it  is  assumed  that  the  wet  sludge  weighs  65  lb.  per  cu.  ft.  and  con- 
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tains  6.5  lb.  of  dry  substance,  then  tbe  said  volume  of  sludge  contained        Mr. 
1  527.5  lb.  of  dry  matter  per  million  gallons  of  sewage.    As  a  fine  screen      '"*^    '"^' 
was  not  used,  no  further  comparison  can  be  made  in  this  case,  but, 
if  the  aforesaid  average  of  712.5  lb.  of  dry  matter  per  million  gallons 
could  here  be  removed  by  fine  screens,  the  latter  would  remove  46.65% 
of  that  which  was  removed  by  plain  sedimentation. 

The  percentage  of  suspended  matter  intercepted  by  a  fine  screen 
varies  much  in  diiferent  hours  of  the  day,  different  days  of  the  week, 
and  different  months  of  the  year.  It  is  governed  to  a  considerable 
extent  by  the  nature  of  the  industrial  wastes  admitted  into  the  sewers, 
and  by  the  intensity  of  the  rainfall  which  washes  the  streets  of  the 
city.  If  there  are  many  shade-trees,  and  also  if  the  streets  are  not 
frequently  cleaned,  a  heavy  storm  will  cause  large  quantities  of  leaves, 
paper,  and  other  debris  to  enter  the  sewers  in  a  short  period  of  time, 
and  will  also  flush  out  previous  deposits  in  the  sewers,  thereby  greatly 
increasing  the  suspended  and  floating  solids.  The  variation  in  quan- 
tity of  matter  intercepted  by  fine  screens  having  meshes  or  orifices 
from  0.06  to  0.08  in.  in  diameter  is  shown  clearly  by  Metzger's  experi- 
ments in  1906  and  1910  at  Bromberg,  Germany.*  In  the  first  experi- 
ment, with  a  wire-cloth  screen  of  0.08  in.  mesh,  during  an  entire  dry 
day  in  1906,  the  volume  of  sewage  screened  was  1  622  300  U.  S.  gal.,  and 
the  weight  of  the  wet  material  arrested  was  8  118.66  lb.,  thus  making 
an  average  of  338.28  lb.  per  hour  from  an  average  flow  of  sewage  of 
67  596  gal.  per  hour;  and  the  maximum  weight  in  one  hour  was 
1  334.G6  lb.,  while  the  minimum  weight  in  one  hour  was  8.60  lb.  In 
1910  the  second  experiment  was  with  a  drum  screen  of  thin  perforated 
metal  having  circular  orifices  0.06  in.  in  diameter;  and,  during  one 
week,  77  432  lb.  of  wet  screenings  were  intercepted  from  8  402  773 
U.  S.  gal.  of  sewage,  the  averages  thus  being  11  061.7  lb.  from  1  200  396 
gal.  per  day;  the  maximum  in  one  hour  was  1750.45  lb.  from  71064.4 
gal.  of  sewage,  and  the  minimum  was  so  small  that  the  movement 
of  the  screen  could  be  stopped  from  1  to  7  a.  m.  The  wet  screenings 
were  deposited  in  a  receptacle  and  weighed,  after  decanting  the  super- 
natant water,  and  it  was  found  that  the  thick  pulpy  matter  left 
contained  34.3%  of  moisture.  On  this  basis  the  aforesaid  rates  of 
removal  will  become  an  average  of  6  054.2  lb.  of  dry  solid  matter 
per  million  gallons  per  day,  and  a  maximum  of  16  183.1  lb.  per  million 
gallons  in  one  hour;  and  by  reducing  to  parts  by  weight  per  million, 
these  figures  become,  respectively,  724.2  and  1 935.8.  The  cost  of 
operating  this  screen  for  a  week  was  at  the  rate  of  $2.45  per  million 
gallons,  including  all  expenses  for  attendance,  oil,  waste,  air  com- 
pressor, lighting,  and  electric  power,  and  it  is  claimed  that  this  rate 
will  be  materially  reduced  in  regular  operation. 

*  Described  in  Technisches  Gemeindehlatt ,  Vols.  9  and   13. 
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Kuichiing  ^''^''  ^^^^  the  foregoing,  together  with  those  presented  by  the  author, 
prove  conclusively  that  fine  screens  are  highly  efficient  and  economical 
in  preparing  sewage  for  admission  into  comparatively  large  streams 
where  the  dilution  of  the  effluent  is  permissible;  and  they  ako  indicate 
that  such  devices  will  prove  advantageous  in  cases  where  a  high  degree 
of  ^purification  is  required,  by  relieving  settling  tanks  and  filter^  of 
a  iarge  and  undesirable  burden.  It  is  to  be  hoped  that  comparative 
experiments  will  soon  be  made  with  the  same  sewage,  which  will 
demonstrate  the  effect  of  fine-screening  on  different  modes  of  sewage 
treatment. 

The  chief  difficulty  in  screening  sewage  is  in  preventing  serious 
obstruction  of  the  orifices,  and  in  cleaning  the  apparatus  in  an  unob- 
jectionable manner.  Many  ingenious  devices  have  been  invented 
to  keep  the  submerged  portion  of  stationary  gratings  clear,  and  to 
remove  above  water  the  material  intercepted  by  movable  screens.  In 
the  former  class  a  considerable  quantity  of  suspended  matter  is  un- 
avoidably comminuted  and  mixed  with  the  effluent,  and  in  both 
classes  the  wet  mass  must  be  removed  from  the  moving  parts  after 
emerging  from  the  sewage.  This  removal  has  hitherto  been  accom- 
plished by  combs,  scrapers,  brushes,  and  jets  of  water,  steam  and 
compressed  air;  but  in  all  such  operations  some  spattering  takes  place 
whereby  finely-divided  sewage  matter  gets  into  the  surrounding  air 
which  must  be  breathed  by  the  attendants,  and  may  thus  cause  sick- 
ness This  danger  can  be  obviated  by  applying  a  suction  apparatus 
to  the  wet  screenings  and  removing  them  in  a  pipe  to  a  receptacle 
without  producing  spray  and  polluting  the  air.  Such  a  device  how- 
ever, has  not  yet  been  developed,  probably  because  an  active  demand 
therefor  does  not  exist. 

The  speaker  became  interested  in  cleaaiing  sewage  screens  by  the 
suction  or  vacuum  method  about  9  years  ago,  and  laid  the  matter 
before  several  makers  of  vacuum  cleaners,  as  well  as  a  number  of 
skillful  mechanical  engineers.  To  his  astonishment,  these  men 
asserted  that  wet  pulpy  material  could  not  be  removed  from  a  screen 
m  this  way,  as  the  suction  pipe  would  soon  become  clogged.  They 
did  not  know  that  many  years  ago  this  process  was  applied  success- 
fully to  the  cleaning  of  cesspools  and  privy  vaults,  and  is  still  in  use 
in  unsewered  communities;  nor  that  a  distinguished  Dutch  engineer 
Capt.  diaries  T.  Liernur,  about  40  years  ago,  applied  it  to  the 
removal  of  excreta  through  an  extensive  system  of  cast-iron  pipes  laid 
under  the  streets  of  Dordrecht  and  several  other  small  cities,  where 
the  matter  was  delivered  by  suction  to  a  central  station  and  there 
converted  by  evaporation  into  a  commercial  fertilizer.  These  plants 
were  in  operation  for  many  years,  and  are  probably  still  in  use;  hence 
the  practicability  of  the  method  can  be  regarded  as  established. 

The  designing  of  fine  screens  for  sewage  is  essentially  a  problem 
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for  mechanical  engineers,  but  as  these  devices  are  used  only  by  civil  Mr. 
or  municipal  engineers,  a  knowledge  of  the  numerous  details  involved 
becomes  necessary  to  the  latter.  It  is  not  an  easy  matter  to  compute 
the  stresses  in  an  inclined  disk  30  ft.  in  diameter,  like  the  Riensch 
screens  at  Dresden,  subjected  to  the  load  of  wet  screenings  and  pos- 
sibly a  considerable  hydrostatic  pressure  on  a  part  of  its  surface; 
yet  the  clear  recognition  of  these  forces  is  necessary  in  order  to 
secure  durability  and  correct  action.  Means  must  also  be  provided 
for  varying  automatically  the  speed  of  the  moving  parts,  so  as  to 
conform  to  the  different  hourly  quantities  of  suspended  matter  inter- 
cepted, otherwise  there  will  be  either  a  waste  of  power  or  an  excessive 
loss  of  head  by  obstruction  of  the  orifices. 

Reference  may  also  be  made  to  the  loss  of  head  involved  in  the 
passage  of  sewage  through  a  fine  screen.  The  author  has  cited  (page 
930)  a  coefficient  of  discharge  of  0.4  for  the  small  slots  of  a  Riensch 
screen,  on  thie  assumption  that  from  one-half  to  one-third  of  their 
area  is  obstructed.  It  would  be  interesting  to  know  how  this  value 
was  reached,  as  a  much  larger  figure  is  commonly  used  in  hydraulic 
computations.  Small  orifices  and  narrow  slots  in  a  thin  plate  of 
metal  have  a  coefiicient  of  discharge  of  0.63  to  0.65,  but  its  value 
may  perhaps  become  less  if  the  orifice  is  very  irregular  in  shape. 
Experiments  in  this  direction  are  lacking,  and  few  observations  of 
the  actual  loss  of  head  at  a  partly  clogged  screen  have  been  recorded. 
Estimates  of  1  ft.  loss  of  head  are  occasionally  found,  whereas  at 
Hamburg  the  actual  loss  ranges  from  8  to  30  in.  It  is  obvious  that 
this  loss  might  be  utilized  to  control  the  speed  of  the  moving  screen, 
in  order  to  prevent  excessive  back-water  and  the  development  of 
internal  pressure  in  a  closed  conduit. 

Of  the  various  fine  screens  described  in  the  paper,  the  one  invented 
by  Mr.  Riensch  and  manufactured  by  Mr.  Wurl  seems  to  have  met 
with  general  approval.  It  has  the  advantage  of  presenting  a  large 
area  to  the  sewage,  thus  attaining  a  minimum  loss  of  head;  it  is 
also  easily  cleaned,  and  when  built  without  a  submerged  bearing,  as 
indicated  by  Mr.  D'Olier,  it  can  readily  be  lifted  from  the  sewage  for 
convenient  examination  or  repair;  the  cleaning  is  done  below  the  level 
of  the  ffoor  used  by  the  attendants,  and  the  revolving  brushes  can  be 
covered  with  a  hood  to  prevent  the  escape  of  spray  and  particles  of 
solid  matter  into  the  atmosphere;  there  is  no  appreciable  pressing 
of  soft  solids  through  the  slots  or  orifices  by  the  brushes,  and  the 
drippings  from  the  intercepted  matter  before  its  removal  fall  only  a 
short  distance  into  the  effluent,  thereby  reducing  the  evolution  of 
dissolved  gases  and  odors  from  the  liquid  by  prolonged  exposure  and 
agitation. 

All  these  features  must  be  taken  into  consideration  in  designing 
a   fine   screen   for  sewage,   both   in   order   to   secure   efficiency   and   to 
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Kuichiing.  '^";''^'  ^^f  ^^'•k  of  attendance  as  healthful  as  possible.  At  its  best 
such  work  IS  unpleasant,  and  much  more  will  be  accomplished  if 
It  IS  made  free  from  the  danger  of  contracting  disease.  Economy  of 
Tesign''^''"'  "P^^"*'°^   ^^  the  final  consideration   in   a  successful 

Ham^mond.         <^EORGE  T.  Hammoxd,^  M.  Am.  Soc.  C.  E.  (by  letter) .-This  paper 
on  a  timely  subject,  is  of  unusual  interest   in  that  it  gives,   in  con- 
densed form,   a  very  complete  treatment  of  the  subject.     The  writer 
believes  that  the  fine  screen  has  a  large  field  of  usefulness,  both  as 
the  sole  method  of  sewage  treatment   under  certain   conditions    and 
also  as  an  essential  part  of  methods  which  aim  to  secure  a  higher 
degree  of  purification.     While  making  studies  and  investigations,  pre- 
Zi'^  to  the  d^ign  of  an  experimental  sewage  disposal  plant  for 
the   Borough   of   Brooklyn,   the  writer   accompanied   Eudolph   Bering 
and  E    J.  Fort,  Members,  Am.  Soc.  C.  E.,  through  England,  and  Mr 
Fort    through    Germany,    for    the    purpose    of    observing    and    noting 
the  state  of  the  art  of  sewage  treatment,  with  especial   reference  to 
screens,  filters,   tanks,   and   the  various   structures  and   appurtenances 
used     and    was    impressed   with   the   high   efficiency   of   the   screening 
plants,   especially   m   Germany,   and   the   great  extent  to   which   they 
have  come  into  use  there  as  an  entire  method  of  sewage  treatment 

Although  there  are  a  number  of  fine  screens  in  use  in  England  they 
generally  form  a  part  of  a  more  extensive  treatment,  and  their  pur 
pose  IS  preparatory  to  other  measures.  The  English  rivers  are  small,  and 
the  population  crowded  together.  Several  large  cities  elbow  each 
other  on  the  same  small  stream  which,  from  its  source  to  its  mouth 
has  to  carry  away  the  effluents  of  a  series  of  disposal  plants,  located' 
at  snort  distances  from  each  other. 

In  some  places,  as  at  Birmingham,  the  sewage-plant  effluent  is  much 

Such  conditions  require  the  highest  grade  of  treatment,  regardless  of 
areT'  ^^^./H^^i^  ^^^^y  developed  disposal  plants  in'the  wor  d 
are  the  result.  In  Germany,  the  rivers  are  larger  and  usually  have 
fn  ml.  f^"^^^;^"rr^^^t,  thus  making  disposal  by  dilution  possible 
m  many  places  after  the  removal  of  the  grosser  materials  by  screens 
In  England  the  setthng  tank,  as  a  rule,  is  used  as  the  essential  reliancJ 
of  every  disposal  plant,  and  some  method  of  filtration  is  provided  In 
Germany  the  fine  screen  is  making  rapid  progress  as  a  complete 
method  a  single  type  of  screen  having  been  introduced  in  more  than 
fit  y  cities,  not  to  mention  many  other  types  which  have  been  used 
extensively.  Even  where  tanks  are  used,  such,  for  instance,  as  the 
Emscher  tank,  it  is  generally  the  purpose  to  remove,  as  quickly  as 
possible,  matters  which  will  settle,  and  not  provide  hng  periods  of 
septic  action;  such  tanks,  in  fact,  perform  the  service  of  screens  to  a 

*  Brooklyn,  N.  Y.  ' 
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great  extent,  and  do  it  with  a  high  degree  of  efficiency.  It  might,  Mr. 
perhaps,  be  successfully  maintained  that  such  tanks  are  water-screens, 
which  possess  the  added  advantage  of  being  able  to  digest  the  screen- 
ings. German  practice  in  sewage  disposal,  guided  by  scientific  methods 
of  study  and  management,  aims  at  securing  a  satisfactory  result, 
and  does  not  justify  the  expenditure  of  public  funds  for  obtaining 
a  higher  degree  of  sewage  purification  than  this  demands. 

There  are  only  a  few  places  in  England  where  fine  screens  would 
give  an  effluent  of  sufficient  purity  to  prevent  nuisance,  but,  in 
Germany,  cities  like  Hamburg,  Dresden,  Bremen,  and  many  others, 
are  sufficiently  well  served  with  screens  alone;  and,  where  tanks  are 
used,  as  throughout  the  Emscher  District,  the  period  of  sedimentation 
is  short,  and  the  effluent  is  comparable  to  screened  sewage. 

In  Hamburg,  through  the  kindness  of  Dr.  Dunbar,  Mr.  Fort  and 
the  writer  were  given  every  opportunity  to  make  observations  on  the 
operation  of  the  screening  plant  and  the  condition  of  the  Elbe  River. 
As  this  screen  is  described  by  Mr.  Allen,  further  comments  are  not 
necessary.  It  can  scarcely  be  called  a  fine  screen,  in  the  sense  that 
the  Dresden  screens  are  fine  screens,  but  careful  observations  failed 
to  reveal  any  floating  material  from  the  sewage  in  the  river — and 
these  observations,  extending  over  several  days  in  June,  were  made 
from  Dr.  Dunbar's  launch  and  also  from  other  vessels  moving  on 
the  river. 

The  condition  of  the  river,  from  the  water-works  intake  for 
Altona.  below  Blankenese,  several  miles  below  Hamburg,  to  a  point 
several  miles  above  Hamburg,  was  examined  and  found  to  be  good, 
with  no  visible  evidence  of  pollution  at  any  stage  of  the  tide.  Dr. 
Dunbar  stating  that  it  was  the  ordinary  condition.  From  a  boat  on 
the  surface  it  was  so  difficult  to  find  the  points  at  which  the  sewage 
enters  the  river  that  Dr.  Dunbar  was  not  sure  that  he  had  located 
them  correctly  until,  after  careful  observation  of  landmarks,  he  was 
able  to  state  that  the  boat  was  directly  over  the  area  affected  by  the 
discharge,  and  the  writer  would  not  have  known  it  had  it  not  been 
for  this  assurance.  In  as  busy  a  harbor  as  that  of  Hamburg,  in  spite 
of  all  regulations  to  prevent  pollution,  it  would  not  be  possible  to 
prevent  the  occasional  dropping  into  the  water  from  shipping  of  some 
floating  substances  derived  from  food  under  preparation,  or  cast  away 
— the  usvial  wastes  incident  to  shipping  and  traffic.  Such  materials 
would  be  present  if  no  sewage  entered  the  river,  and  the  writer  mar- 
veled that  so  little  matter  of  this  nature  was  to  be  seen.  The  presence 
of  sea-gulls  has  been  cited  by  some  observers  to  prove  the  presence 
of  pollution,  but,  although  the  writer  observed  a  few,  he  carefully 
noted  that  they  did  not  seem  to  find  any  food,  and  he  did  not  observe 
any  of  them  near  the  outlets  of  the  sewers  or  near  the  screening  plant. 

This  plant  was  nearly  perfect  in  operation ;  it  was  so  clean,  in  fact, 
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Mr.  that  the  CTigineer  who  took  Mr.  Fort  and  the  writer  through  it  and 
Hammond,  explained  it  in  detail,  was  accompanied  by  his  daughter,  a  young  lady, 
who  aided  him  as  interpreter. 

The  screens  worked  perfectly,  operating  and  cleaning  themselves 
automatically;  and  all  handling  was  done  by  machinery.  The  screen- 
ings were  kept  under  cover,  from  the  plant  to  the  covered  scow  in 
which  they  are  removed,  and  no  odor  was  noticeable. 

While  investigating  the  river,  a  number  of  side  basins  were  visited, 
as  they  seemed  to  be  places  where  floating  matter  might  tend  to 
collect  and  remain,  but  there  was  neither  floating  matter  of  consequence 
nor  visible  evidence  of  pollution.  When  one  looks  into  the  river,  the 
water,  as  in  nearly  all  very  large  rivers  flowing  through  extensive 
alluvial  plains,  has  a  slight  brownish-green  color,  but  samples  taken 
in  glass  show  no  trace  of  this  color;  a  moderate  quantity  of  green 
algae  growth  shows  on  piles  and  bulkheads.  It  was  stated  by  Dr. 
Dunbar  and  others  that  the  oxygen  content  is  always  satisfactory.  The 
volume  of  flow  is  large,  the  tidal  range  being  between  6  and  7  ft.,  but 
the  water  is  always  fresh,  and,  after  filtration,  is  used  for  the  water 
supply  of  Hamburg  and  Altona. 

Mr.  Fort  and  the  writer  visited  the  Altona  Water- Works,  about  10 
miles  down  stream  from  Hamburg,  as  the  guests  of  an  Altona  official 
who  had  passed  much  of  his  life  in  the  United  States,  and  most  of 
the  day  was  spent  in  examining  all  parts  of  the  works,  then  being 
enlarged  and  improved.  The  water  is  admitted,  during  high  tide. 
from  the  river  to  a  series  of  large  settling  tanks  at  the  river  level; 
from  these,  after  precipitation,  it  is  pumped  to  the  top  of  the  hill 
or  bluff,  280  ft.,  and  filtered.  The  filtration  plant,  originally  installed 
and  described,*  many  years  ago,  by  the  late  James  P.  Kirkwood,  Past- 
President,  Am.  Soc.  C.  E.,  has  been  reconstructed,  the  Jewel  type  of  fil- 
ters having  been  recently  introduced.  The  large  settling  basins  along 
the  shore  gave  excellent  opportunity  for  observing  the  average  condition 
of  the  river  which,  10  miles  up  stream,  receives  the  sewage  of  approxi- 
mately 1200  000  people;  and  it  must  be  said  that  it  was  satisfactory, 
there  being  no  apparent  signs  of  pollution. 

After  examining  a  considerable  number  of  German  sewage  screen- 
ing plants,  the  writer  formed  the  opinion,  which  has  been  strengthened 
by  reading  Mr.  Allen's  paper,  that  a  more  extensive  use  of  such 
plants  in  the  United  States,  at  small  cost,  would  go  very  far  toward 
the  protection  of  our  rivers  from  pollution,  and  under  many  existing 
conditions  give  all  the  necessary  protection.  Where  the  volume  of 
water  into  which  sewage  is  discharged  is  sufficient  to  take  care  of 
the  finely  divided  impurities  remaining  after  screening,  no  further 
treatment  is  required  to  prevent  a  nuisance,  provided  the  screening 
plants  are  properly  designed  and  carefully  operated. 

*  "Report  on  the  Filtration  of  River  Waters",  p.  120   (1869). 
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There  remains  the  important  problem  of  getting  rid  of  the  screen-        Mr. 
ings.     The  writer  was  much  impressed  by  this  fact  at  Dresden,  where  Hammond, 
the  Riensch-Wurl  screen,  described  so  admirably  by  the  author,  seems 
to  meet  every  requirement  in  sufficiently  treating  the  entire  flow  of 
sewage,  but  where  a  pile  of  screenings,  about  100  ft.  long,  6  ft.  wide 
and  6  ft.  high,  awaited  removal,  and  gave  forth  no  very  pleasing  odor. 

The  disposal  of  screenings  is  a  subject  of  great  importance,  and 
the  writer  would  be  thankful  for  more  extensive  data  on  this  aspect 
of  the  matter. 

The  removal  from  sewage  of  matters  which  settle,  if  this  can  be 
effected  before  septic  action  has  intervened,  seems  to  be  indicated  both 
by  experimental  experience  and  theory.  Sewage,  as  it  reaches  the 
outlet  of  a  well  designed  system,  is  ordinarily  in  a  fresh  state;  if, 
under  these  circumstances,  the  organic  matters  capable  of  removal 
by  a  fine  screen  are  taken  away  at  once,  their  liquefaction  in  the 
sewage  is  prevented,  and  the  ultimate  demand  for  oxygen  is  greatly 
decreased.  The  sewage  thus  screened,  while  fresh,  may  have  suffered 
some  increase  in  colloidal  matters  in  emulsified  form,  but  this  is 
of  slight  consequence  in  comparison  with  the  benefit  arising  from 
the  removal  of  such  large  masses  of  putrescible  matter  as  these 
screens  secure.  Thus  prepared,  the  screen-effluent  may  be  given  fur- 
ther treatment,  as  the  situation  demands,  by  percolating  filters  or 
contact  beds,  or,  if  the  river  flow  is  sufficient,  it  may  be  discharged 
through  multiple  outlets  into  the  selected  waterway;  if  it  is  desirable 
to  protect  shell-fish,  it  may  be  disinfected,  and  will  require  less  disin- 
fectant than  a  tank  effluent  which  has  had  time  to  become  septic. 

It  must  be  remembered :  tliat  the  operation  of  a  screen  is  positive, 
and  must  be  accomplished  with  acting  parts  and  a  motive  power;  it 
will  cease  to  operate  if  not  carefully  managed  and  kept  in  order;  and 
it  does  not  dispose  of  the  screenings,  but  rather  gives  rise  to  a  new 
but  smaller  problem  than  the  one  it  is  intended  to  solve.  It  solves 
a  large  problem,  but  creates  the  smaller  one  relative  to  the  disposal 
of  the  screenings. 

In  comparison  with  this,  a  well  designed  Emscher  tank  is  quite 
as  efficient  as  a  screen  in  the  removal  of  matters  which  settle,  and 
will  take  out  as  great  a  quantity,  in  parts  per  million,  in  from  20  to 
30  min.  retention,  and  do  it  in  such  a  manner  that  the  effluent  will 
be  in  a  better  condition  for  subsequent  treatment  than  that  from 
the  screen;  and,  furthermore,  there  need  be  no  screenings  to  dispose 
of,  as  sufficient  storage  capacity  can  be  provided  in  the  digestion 
chamber  to  take  all  settleable  and  screenable  matters  and  hold  them 
without  nuisance  for  6  months  at  a  time.  Moreover,  this  tank  does 
not  require  the  high  priced  attention  and  care  which  must  constantly 
be  given  to  the  screen  and  its  operation,  and  when  the  digested  mate- 
rials are  removed,  they  have  been  reduced  to  a  small  fraction  of  their 
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Mr.  original  volume,  and  are  incapable  of  causing  a  nuisance  by  bad 
mmon  .  ^^^j-g  'jj^g  Emscher  tank  is  considered  undoubtedly  the  greatest 
advance  in  sewage  treatment  in  recent  years.  However,  it  is  not 
without  some  difficulties,  high  cost  of  installation  being  the  first ; 
and  frequently  its  operation  is  possible  only  if  the  sewage  is  pumped, 
which  adds  a  positively  operated  imit  to  this  method  and  increases 
the  cost  greatly;  and  although  it  will  operate  with  a  minimum  of 
care,  it  must  have  that  care  regularly  and  coastantly.  Sludge  drying 
beds  must  be  supplied,  or  the  sludge  will  have  to  be  removed  wet 
in  portable  tanks;  but  it  is  thought  that  this  will  not  prove  as  great 
an  expense  as  the  removal  of  fresh  screenings  from  a  screen  plant ; 
the  latter  must  be  removed  in  a  similar  manner,  in  most  cases,  and 
are  far  greater  in  volume. 

The  selection  of  a  screen  plant  or  a  tank  plant  for  a  given  project 
must  be  determined  by  the  conditions  and  the  requirements  of  the 
case;  and  the  sanitarian  must  look  at  the  matter  from  a  number 
of  angles  before  he  decides  which  to  use. 

It  seems  to  the  writer  that  the  fine  screen  plant  is  indicated  for 
extensive  use  in  great  seaboard  cities,  and  in  cities  on  large  bodies 
of  water,  in  which  screening  will  prove  sufficient  for  local  conditions, 
and  will  give  complete  satisfaction.  These  screens  will  also  be  used 
where  sewage  farming  in  any  of  its  forms  is  adopted,  and  in  con- 
nection with  sewage  disposal  plants  for  the  purpose  of  removing 
scum-forming  material  from  the  sewage  previous  to  tankage,  and 
also  for  protecting  sprinkling  filter  nozzles  from  clogging. 

Mr.  J.  C.  RiEDEL,*  M.  Am.  Soc.  C.  E.   (by  letter). — Mr.  Allen's  paper 

'       ■  will    unquestionably    become    a    classic    on    this    subject.      The    data 

presented    will    furnish    the    basis    for    comparison    with    experiments, 

now  being  made  and  hereafter  to  be  imdertaken,  in  those  cities  and 

towns  where  fine  screens  may  be  used  advantageously. 

The  time  is  rapidly  approaching,  if  it  is  not  already  here,  when 
cities  and  towns  bordering  on  tidal  streams  will  be  required  to  screen 
all  their  sewage  which,  in  many  localities,  is  turned,  untreated  and 
unscreened,  directly  into  the  streams.  One  matter  of  interest  to 
the  writer,  which  receives  slight  mention  in  the  paper,  is  the  loss 
of  head  through  the  screens.  It  is  obvious  that  this  will  vary  with 
screens  of  different  types,  but  it  is  believed  that,  if  any  data  on 
the  loss  of  head  in  any  screen  are  available,  many  engineers  would  feel 
grateful  if  they  were  presented.  The  writer  will  thank  Mr.  Allen  if, 
in  his  closing  discussion,  he  will  comment  on  this  subject  and  present 
any  additional  data  on  the  loss  of  head  that  he  may  have  available. 

Mr.  David  T.  Pitkethlv,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — Mr. 

^'  Allen  is  to  be  congratulated  for  the  admirable  way  in  which  his  paper 

*  Brooklyn.    N.    Y. 
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is  presented,  and  for  its  completeness  and  detail.     The  paper  is  a  most       Mr. 
valuable  one  to  the  Engineering  Profession.     The  data  presented  are    ^^  ^*  '^" 
in  good  shape  for  nse  and  comparison,  and  the  bibliography  attached 
is  vei'y  thorough. 

One  feature  of  screening,  on  which  the  data  are  somewhat  lacking, 
is  the  loss  of  head  through  screens  of  various  types. 

After  the  removal  of  suspended  solids  by  screens,  the  most  essen- 
tial part  of  the  problem  is  their  final  disposition  and  the  prevention  of  a 
nuisance  by  their  accumulation.  This  is  a  most  important  detail  in 
the  operation  of  a  screening  plant,  and  more  data  on  this  subject 
would  be  of  value  to  the  Profession. 

Where  other  means  of  treatment  are  in  use,  which  is  usually  the 
case  in  cities  having  the  separate  system  of  sewerage,  the  major  por- 
tion of  the  storm  flow  is  generally  passed  directly  into  the  nearest 
body  of  water  without  treatment,  and,  as  large  quantities  of  suspended 
solids  are  carried  by  storm-water,  it  would  seem  that  screening  this 
flow  would  be  the  proper  means  of  clarifying  it  and  thus  rendering 
it  suitable  for  disposal  in  water  without  endangering  the  condition 
of  the  body  of  water  into  which  it  discharges. 

Li  Boston,  where  rough  screening  is  in  operation,  and  where  the 
course  of  the  sewage,  on  discharge  at  ebb  tide,  can  be  traced  for 
miles  by  the  floating  solids,  a  finer  type  of  screen  could  very  well 
be  placed,  instead  of  the  bar  screens  now  in  use. 

In  many  instances,  fine  screens  could  be  placed  where  settling 
and  Imhoff  tanks  necessitate  pumping,  and  where  thoroughness  of 
treatment  is  not  essential,  thereby  reducing  the  first  cost  of  the  plant. 

William  L.  D'Olier,'*  Esq. — This  paper  is  an  able  presentation  of  ^Mr. 
the  subject  of  the  development  and  application  of  fine  screens  for  the 
clarification  of  sewage.  Mr.  Allen's  very  complete  data  indicate  thor- 
ough research  and  study  of  the  subject,  and  an  intimate  knowledge  of 
the  installation  and  operation  of  screens,  obtainable  only  by  personal 
observation  of  the  apparatus  in  service.  He  has  contributed  to  our 
records  in  English  a  valuable  addition  on  the  subject  of  sewage 
treatment. 

That  fine-screening  is  rapidly  becoming  a  recognized  method  of 
sewage  treatment  is  shown  by  the  consideration  it  has  received  by 
such  eminent  authorities  as  Rudolph  Hering,  George  H.  Benzenberg, 
Edwin  A.  Fisher,  and  the  late  Emil  Kuichling,  Members,  Am.  Soc.  C.  E., 
in  connection  with  the  problem  at  Rochester,  N".  Y.  The  International 
Joint  Commission  mentions  screening  as  an  acceptable  method,  and 
numerous  sanitarians,  engineers,  commissions,  and  boards  of  health 
of  various  States  are  approving  it  as  suitable.  The  Metropolitan 
Sewerage  Commission  of  New  York  City  and  the  New  York  Sewer 

*  Philadelphia,  Pa. 
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Mr.  Plan  Commission  both  endorse  screening  treatment  as  acceptable  and 
sufficient  for  Greater  New  York. 

Fine-screening  of  sewage,  with  disinfection  of  the  effluent,  is 
endorsed  as  a  sufficient  treatment  to  afford  proper  protection  to  the 
shell-fish  industry. 

With  just  appreciation  of  the  possibilities  of  dilution,  and  the 
self-purifying  power  of  water,  or  the  spontaneous  purification  of 
water,  acknowledged  by  authorities,  and  with  due  consideration  of 
the  vastly  increased  digestive  power  of  water  for  screened  as  compared 
with  raw  sewage,  as  shown  in  the  Thames,  England,  in  the  Elbe, 
Germany,  and  in  home  waters,  the  treatment  of  sewage  by  fine  screens 
will  be  deemed  acceptable,  and  the  effluent  may  be  discharged  safely 
into  most  of  the  waters  of  the  United  States.  Numerous  coast  and 
river  cities  offer  a  very  large  field  for  the  application  of  independent 
screening  plants. 

The  speaker  believes  that  Mr.  Allen  has  not  been  sufficiently  liberal 
in  his  statement  that  the  field  for  fine-screening  is  distinctly  limited. 
It  must  be  admitted  that  this  has  been  so,  and  has  been  due  to  a  lack 
of  appreciation  of  its  possibilities,  but,  with  the  operation  and 
results  of  tank-treatment  plants,  better  known  from  actual  experience 
throughout  the  United  States,  the  Engineering  Profession  has  realized 
the  lack  of  entire  success  with,  and  certain  disadvantages  in.  tank 
treatment,  and,  consequently,  is  more  willing  to  consider  other  methods, 
hence  the  appreciation  of  the  merits  and  possibilities  of  fine  screens. 
Therefore,  the  field  is  broadening.  Not  only  is  the  screen  accepted 
as  auxiliary  apparatus,  but,  more  particularly,  as  apparatus  for  inde- 
pendent treatment. 

When  it  is  considered  that  the  foul  matter  in  sewage  is  mostly 
solids,  and  that  sewage  treatment  primarily  consists  of  the  removal 
of  solids,  the  sooner  they  are  removed  the  more  complete  is  the  removal. 
If  they  are  removed  from  sewage  while  fresh,  the  pollution  of  the  liquid 
mass  is  prevented ;  that  is,  the  solids,  particularly  faecal  matter, 
are  not  retained  to  be  dissolved  and  comminuted  in  time  and  with 
travel. 

Absolutely  fresh  sewage  may  be  filtered,  producing  an  effluent  clear 
and  stable,  thus  indicating  the  importance  of  early  treatment  to  prevent 
pollution. 

The  author's  statement  that,  of  the  suspended  solids  removed  by 
screens,  two-thirds  or  more  consist  of  organic  matter,  may  be  bettered 
when  fine-screening  is  accomplished  at  the  proper  point  and  time. 

Tanks  operate  on  sedimentable  solids;  this  is  particularly  true  in 
present-day  practice,  with  the  discontinuance  of  chemical  coagulants 
and  precipitants.  Therefore,  tanks  operate  only  on  a  percentage  of  the 
total  solids  in  suspension,  generally  from  60  to  75%  of  the  total  solids 
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being    sedimentable.      Results    obtained    with    settling-tank    plants    in     Mr. 
the  United  States  during  the  past  year  show  a  removal  of  approximately 
50%  of  total  solids  in  suspension. 

Although  the  percentage  of  removal  of  solids  has  been  lessened 
in  tank  treatment  by  the  discontinuance  of  chemical  treatment  and 
the  shortening  of  the  detention  period,  it  must  be  remembered  that 
fine  screens  have  been  improved  in  design  and  construction,  and  that 
they  act,  not  only  as  a  screen,  but  as  a  filter,  removing  a  percentage 
of  non-sedimentable  as  well  as  floating  solids. 

Fine  screens  may  be  termed  "classifiers,"  as  thej'  insure  an  effluent 
which  varies  only  slightly  in  retained  solids.  A  screen  will  take  out 
all  solids,  sedimentable  and  non-sedimentable,  larger  than  a  certain 
predetermined  size,  and  is  not  affected  by  any  variation  in  flow  or 
quantity  of  solids  contained  in  the  sewage.  In  any  tank  system  the 
reverse  is  true;  for  instance,  if  a  tank  will  remove  50%  of  the  sedi- 
mentable solids,  those  remaining  in  the  effluent  are  bound  to  vary  in 
direct  proportion  to  those  in  the  influent,  in  addition  to  the  non-sedi- 
mentable solids  which  the  tank  will  not  remove;  this  is  also  affected 
by  any  change  in  the  detention  period  on  account  of  the  varying  rate 
of  flow.     The  condition  of  the  effluent  is  an  important  feature. 

Having  determined  the  degree  of  treatment  necessary,  it  should  be 
maintained,  regardless  of  any  increase  in  the  volume  of  solid  matter. 
Screens  will  deliver  a  constantly  uniform  predetermined  effluent,  li 
is  a  difficult  matter  to  ascertain  what  percentage  of  removal  of  non- 
sedimentable  matter  is  effected  by  a  screen,  as  the  generally  accepted 
method  of  reading  tank  results — the  cone  measuring  glass — ^shows  only 
sedimentable  solids.  This  method  has  been  generally  accepted  for 
reading  all  screen  results,  hence,  in  test  readings,  no  credit  is  received 
for  the  removal  of  non-sedimentable  solids. 

Mr.  Kuichling,  who  was  a  student  of  and  advocate  of  fine  screens, 
has  stated  that  ''properly  designed  and  operated  fine  screens  of  one 
millimeter  openings  will  remove  as  high  a  percentage  of  solids  as 
would  the  best  designed  tanks  with  1-^  hours  detention."  To  appreciate 
the  truth  of  this  statement,  it  must  be  borne  in  mind  that  the  fine 
solids — those  which  have  been  comminuted  to  extreme  fineness — are 
those  which  tanks  will  not  remove  successfully,  and  which  cause  the 
greatest  trouble  in  the  consumption  of  oxygen,  thus  affecting  the  sewage 
and  the  water  into  which  it  is  discharged. 

Further,  in  order  to  accept  Mr.  Kuichling's  statement  regarding 
the  operation  of  fine  screens,  it  must  be  fully  determined  what  the 
general  statements  regarding  the  percentage  of  removal  of  solids  by 
tanks  really  mean.  Such  general  statements  as  "tanks  will  remove  90, 
or  SO,  or  70%"  (at  times  followed  by  modifying  clauses),  may  be  quite 
misleading  unless  considered  carefully  and  intelligently.     Such  a  per- 
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Mr.  eentage  of  removal  of  some  classes  of  solids  may  be  accomplished,  but 
not  of  the  total  solids  in  suspension.  Careful  reading  of  general 
statements  regarding  the  removal  of  solids  will  show  that  some  factor 
must  be  used  to  determine  the  full  percentage  of  removal  of  total  solids, 
or,  that  tlie  tests  have  been  conducted  inefficiently  or  incorrectly. 

There  is  every  reason  for  the  author's  suggestion  that  prescribed 
methods  of  tests  and  readings  should  be  established. 

The  speaker  has  observed  effluents  from  tank-treatment  plants,  which 
could  have  been  improved  materially  by  proper  fine-screen  treatment. 

Plants  for  fine-screening  may  be  more  conveniently  located  and 
will  require  very  much  less  area  than  those  for  tank  treatment,  effecting 
invariably  large  savings  in  the  construction  of  long  discharge  sewers 
or  interceptors,  and  of  ground  area. 

With  tank-treatment  plants  it  is  invariably  necessary,  or  deemed 
prudent,  to  purchase  extensive  land  tracts,  representing  large  land 
costs,  in  addition  to  miles  of  connecting  sewers  or  force  mains  neces- 
sary to  reach  remote  sites. 

In  addition  to  the  large  field  available  for  independent  screening 
plants,  a  large  and  extensive  field  for  fine  screens  is  their  use  as 
prima ly  or  auxiliary  devices  in  extensive  treatment.  It  is  generally 
considered  good  practice  to  place  i  or  |-in.  screens  on  lines  leading 
to  tanks,  as  protection  to  apparatus,  piping,  valves,  etc.,  against 
mechanical  obstruction.  The  advisability  of  using  screens  as  an 
aid  to  tanks  is  apparent  when  due  consideration  is  given  to  the  non- 
digestive  nature,  or  the  tendency  to  resist  tank  digestion,  of  various 
solids  which  have  been  generally  supposed  to  submit  quickly  to 
digestion.  The  introduction  of  such  materials  into  the  digestion 
chamber  not  only  occupies  space  which  has  been  provided  at  far 
greater  expense  than  screens  would  require,  but  retards  digestion  in 
the  entire  chamber. 

Exhaustive  tests  and  studies  of  this  subject,  made  during  the 
last  several  years  by  Dr.  Dunbar,  Dr.  W.  Favre,  Dipl.  Ing.  Spillner, 
and  Dr.  Guth,  have  furnished  definite  data  and  knowledge  of  the 
digestive  and  non-digestive  organic  substances,  which,  it  might  reason- 
ably be  supposed,  could  be  properly  deposited  in  tanks,  but  which,  the 
results  of  the  experiments  would  indicate,  should  be  screened  out, 
in  aid  of  tank  operation.  In  many  American  cities,  appreciable 
quantities  of  leaves,  stems,  twigs  azid  match  sticks — all  vegetable  sub- 
stances which  will  not  readily  submit  to  digestion — tend  to  burden  tank 
operation  and  delay  digestion.  Further,  hair  and  light  materials,  which 
tend  to  form  scums,  seriously  retarding  the  proper  operation  of  tanks, 
may  all  be  removed  by  ^-in.  screens. 

The  value  of  fine  screens,  following  tank  treatment,  to  protect 
sprinkling  nozzles,    is   shown   by   their   successful   operation   at   Balti- 
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more,  where  the  labor  necessary  to  keep  the  nozzles  clear  is  reduced     Mr. 
materially  when  the  screens  are  in  operation.  '^'^' 

An  application  of  fine  screens  which  has  not  yet  been  adopted, 
though  suggested  by  several  engineers,  is  that  for  raw  sewage,  with  finer 
screens  following  chemical  treatment. 

At  present,  storm-water  is  discharged  without  treatment,  but  this 
matter  has  recently  been  receiving  more  consideration  and  endorse- 
ment; for  such  service,  fine-screening  is  particularly  well  adapted. 
An  important  reason  for  treating  storm-water  is  the  fact  that  it  is 
distributed  over  a  far  greater  area  than  the  general  or  dry-weather 
flow,  and  thus  pollution  carried  by  it  goes  beyond  the  limits  or  confines 
in  which  it  may  be  feared  or  guarded  against. 

Progress  in  this  matter  in  the  United  States  has  been  prevented 
by  the  past  unsuccessful  operation  of  fine  screens  of  American  design, 
which  have  lacked  features  essential  to  success  both  in  design  and 
construction.  Designs  must  be  made  with  due  consideration  of  the 
results  desired.  The  removal  of  solids  below  the  flow  of  the  sewage, 
and  the  action  or  travel  of  the  screen  against  the  flow,  produce  com- 
minution, and  are  due  to  incorrect  principles.  The  important  features 
and  advantages  of  properly  designed  and  constructed  fine  screens  are: 
Low  initial  cost ;  low  operating  and  maintenance  costs ;  application 
to  large  or  small  installations;  serviceability  as  fine  or  coarse  screens; 
maximum  effective  screen  area;  operation  under  various  flow  levels; 
minimum  loss  of  head;  effective  screen  seal;  slow  speed;  small  space; 
availability  for  existing  outfall  sewers;  noiseless  and  cleanly  operation; 
screen  chamber  affording  no  recesses  or  corners  for  accumulation  of 
solids;  continuous,  automatic,  and  instantaneous  removal  of  solids, 
avoiding  putrefaction;  removal  of  heavy,  true  suspended,  light,  and 
floating  matters;  recovery  of  fats  and  grease;  low  velocity  of  travel 
of  screenings  through  sewage ;  minimum  disintegration  of  screenings ; 
non-septic  tendency  in  course  of  treatment;  screenings  of  a  consistency 
easily  handled;  and  possibility  of  recovering  grease  and  manurial 
values  in  screenings. 

The  term  "screenings"  should  -be  accepted  as  denoting  solids  re- 
moved by  fine  screens,  these  being  fresh  solids  containing  manurial 
values.  The  term  "sludge"  should  denote  solids  discharged  from 
digestion  tanks,  with  their  values  spent. 

It  is  acknowledged  that  screenings  possess  considerably  greater 
values  than  sludge,  and  are  delivered  in  a  spadeable  form,  with  a 
water  content  of  from  75  to  80%,  as  compared  with  sludge,  in  a 
liquid  form,  with  a.  water  content  of  90%  or  more,  necessitating  a 
sludge  bed  or  mechanical  de-watering. 

The  volume  of  screenings  versus  the  volume  of  sludge  may  be 
realized  by  reference  to  Fig.  33,  which  compares  their  relative  volumes, 
and  is  based  on  the  data  in  Table  25. 
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The  daily  production  of  screenings,  and  the  resultant  necessary 
disposition  thereof,  will  have  on  the  whole  a  great  effect  on  the  care 
and  operation  of  treatment  plants.  A  plant  of  any  type  will  not 
operate  successfully  without  intelligent  and  continuous  care.  Con- 
trary ideas  are  responsible  for  the  deplorable  condition  to-day  of 
numerous  sewage-treatment  plants  throughout  America,  The  Engi- 
neering Profession  should  impress  particularly  the  need  of  intellige'nt 
care  and  operation. 


RELATIVE  VOLUMES  OF  SLUDGE 

AND  SCREENINGS 

BASED  ON  THE  DATA  IN   TABLE  25 


Kiensch-Wurl 
Screen 


Plain  Sedimentation 

Fig.   33. 

TABLE  25. — Data  Relative  to  Eemoval  of  Solids  from  Sewage  by 
Sedimentation,  Tanks,  and  Screens. 


Method. 


Plain  sedimentation  (2  hours). 

Digestion  tank  (1  hour) 

Digest  ion  tan  k 

Digestion  tank 

Riensc-h-Wurl  screen 

Riensch-W^url  screen 


Percentage  of 

total  solids 

removed. 


a;  o 


53 

50 

50%   digestion. 

Dry  on  sludge  bed. 

50 


95 
90 
90 
60 
80 


From  1  000  000  Gallons  op 
Sewage. 


18.5 
17.5 
8.8 
8.8 
17.5 


""  *  he 

3  °  te 
O 


370   @  63  lb. 

175  "  64  '• 
88  '•  64  " 
22    "   68   " 

87i 


Burn  in  destructor  (ash  -  10%  of  weight  of 
wet  screenings). 


11.6 
5.6 
2.8 
0.75 
2.9 
0.29 


In  Eussia,  at  certain  treatment  plants,  legal  requirements  pro- 
hibit the  discharge  of  solids  greater  than  a  certain  diameter  into 
public  waters;  the  sewage  is  screened;  the  screenings  are  ground  or 
disintegrated  so  that  they  will  be  of  less  than  the  specified  size,  and 
are  redeposited  in  the  discharged  effluent.  Such  a  method  is  utterly 
useless,  and  is  on  a  par  with  some  attempts  to  discharge  undigested 
or  digested  sludge  with  the  effluent  from  treatment  plants.  Under  no 
conditions  should  such  disposition  be  considered  or  permitted.  Where 
such  a  practice  is  permitted,  a  resultant  deplorable  condition  will 
soon  manifest  itself. 
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The  method  of  removing  solids  from  the  screen  is  important;  Mr. 
any  hoeing  or  raking  action  will  force  them  through  the  meshes  or 
openings.  Hydraulic  methods  are  not  effective,  as  they  do  not  remove 
fibrous  matter,  and  are  objectionable  on  account  of  splashing  and  also 
the  additional  water  content  of  the  screenings.  A  continuous  revolv- 
ing brush,  covered  with  a  hood  connected  with  air  suction,  is  un- 
doubtedly the  most  effective  and  sanitary. 

In  the  design  and  mechanical  construction  of  screens,  due  con- 
sideration has  not,  until  recently,  been  given  to  the  stresses  and 
strains  resulting  from  service  under  the  hydraulic  head  frequently 
encountered  under  working  conditions,  with  the  result  that  invariably, 
with  American  installations,  there  have  been  serious  difficulties,  either 
leading  to  abandonment  or  necessitating  reconstruction;  these  defects 
the  Germans  have  remedied  with  screens  of  several  types,  so  that  the 
service  is  continuous  and  satisfactory. 

The  Riensch-Wurl  screen,  now  in  operation  at  Dresden,  Bremen, 
Eberswalde,  and  niunerous  other  places  in  Germany,  as  well  as  in 
Norway,  Russia,  and  France,  has,  in  the  past  five  years,  met  and 
fulfilled  all  the  requirements.  Its  recognition  and  adoption  in  the 
United  States  have  led  to  the  purchase  of  the  invention  and  its 
manufacture  in  America. 

In  connection  with  the  adaptation  of  the  design  of  the  screen  for 
American  service,  important  features  suggested  by  experienced  civil 
engineers  have  been  incorporated,  and  have  insured  its  satisfactory 
operation.  It  has  the  largest  available  screening  area,  permitting  a 
reduced  velocity  in  the  flow;  it  operates  in  the  flow  of  the  sewage, 
gently,  gradually,  and  continuously,  raising  the  screened  and  settled 
solids  to  a  position  where  they  may  drain  and  be  swept  from  the 
screen  plate  by  a  correctly  designed  brush,  in  a  manner  which  abso- 
lutely removes  the  solids  without  forcing  them  through  the  screen 
openings,  as  shown  by  Fig.  34.  The  design  of  the  brush  and  its 
operation  may  be  better  understood  by  reference  to  Fig.  35. 

The  screen  plate  is  smooth,  with  tapered  openings,  insuring  free 
passage  without  obstruction,  as  shown  by  Fig.  36. 

The  screen  acts  as  a  skimmer,  in  removing  a  maximum  percentage 
of  grease,  and,  with  sewages  containing  high  percentages  of  this  sub- 
stance, will  occasionally  require  freeing  by  steam,  gasoline,  naphtha, 
or  other  solvent.  The  bearings  are  above  the  flow,  and  are  easily 
accessible  for  inspection  and  repair.  All  parts  of  the  screen  structure 
are  readily  brought  above  the  sewage  flow  for  care  and  attention. 
In  the  bascule  design,  the  entire  screen  may  be  raised  out  of  the  flow 
of  the  sewage. 

The  power  consumption  is  low,  and  also  the  operating  speed  of 
the  screen,  and  may  be  varied  and  controlled  automatically.   The  brush- 
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Mr.  cleaning  mechanism  works  in  a  fixed  ratio  to  the  screen  speed.  The 
loss  01  head  is  a  minimum.  The  screen  seal,  as  shown  by  Fig.  37, 
prevents  leakage  and  insures  fine  screening  of  the  entire  flow.  At 
Dresden,  Germany,  one  man  takes  care  of  the  entire  station  of  four 
26  ft.  3-in.  screens.  The  size  of  the  screen-house  may  be  noted  from 
Fig.  38.  In  design  and  construction,  due  consideration  has  been 
given  to  the  varied  and  at  times  extreme  thrust  and  strains  caused 
by  heavy  loss  of  head. 

Mr.  Allen's,  compilation  in  Table  11  was  based  on  data  available 
from  tests  made  under  such  varied  conditions  as  to  render  the  com- 
parison of  no  real  value.  An  efficiency  of  90%  for  the  band  screen 
at  Gottingen  is  questioned.  An  efficiency  of  63%  for  the  Jennings 
screen  is  the  result  of  operation  on  stock-yard  wastes,  and  therefore 
is  not  comparable  with  domestic  sewage.  An  efficiency  of  10%  for 
the  wing  screen  at  Frankfort  is  attributable  to  the  presence  before  the 
screen  of  an  effective  grit  chamber  and  to  the  large  openings  in  the 
screen,  which  is  of  the  bar  type.  At  Strassburg  and  Gleiwitz 
efficiencies  of  from  10  to  63%  are  explainable  by  the  different  types  of 
installations.  The  53.5%  efficiency  of  the  screen  at  Mainz  is  the 
result  of  experimental  operation  only.  The  efficiencies  of  the  Weand 
screens  at  Eeading  and  Brockton  (42  to  71.3%)  are  due  to  the  differ- 
ence in  design  of  the  plants. 

The  efficiency  of  the  E.iensch-Wurl  screens  at  Dresden,  scheduled 
at  33.6%,  is  the  result  of  one  method  of  test.  Numerous  trials  of 
these  screens,  in  some  fifty  plants,  show  from  32  to  86%,  averaging 
more  than  50  per  cent. 

So  many  factors  have  such  a  serious  effect  on  test  readings  as  to 
render  them  of  no  practical  value. 

Tables  9  and  10  will  be  better  understood  with  the  following  ex- 
planation: Table  9  shows  a  cleaning  effect  of  66.4%,  as  the  average 
for  a  year,  and  Table  10  an  average  of  33.64  per  cent.  In  com- 
paring the  two  logs,  attention  is  called  to  the  fact  that  the  screen 
resolves  itself  into  a  classifying  apparatus.  It  will  be  noticed  that 
the  solids  in  the  effluent  in  both  cases  were  about  the  same,  and 
that  the  influent  varied  about  100%  in  its  content  of  solids.  Fur- 
thermore, as  the  author  states,  the  data  in  these  two  tables  were 
recorded  under  differently  prescribed  methods  of  sampling,  which 
has  a  great  influence  on  the  results  obtained,  by  screens  or  any  other 
method  of  sewage  treatment. 

The  earlier  practice  at  Dresden  was  to  draw  samples  of  sewage, 
both  influent  and  effluent,  in  a  pail,  collect  a  quantity,  and  then  draw 
a  composite  sample,  and,  with  that  make  a  cone  glass  reading,  as  is 
usually  made  for  tanks.  For  a  period  of  3  months  daily  recorded 
tests  varied  from  33  to  86%,  averaging  66+  per  cent. 


Fig.  34. — Section  of  Riensch-Wubl  Scbeen,  Showing  Screenings  Coming 
Under  the  Action  of  the  Brushes. 


F^g.   36. — Screening  Plates  of 
RiENSCH-Wi'RL  Screen. 


Fig.  35. — Sections  of  Brush.  Showing 

its  Trailing  Effect  Over 

Screen,  etc. 


Fig.  37. — Adjustable  Seal  of 
Riknsch-Wurl  Screen. 


Fig.   38. — ExTERUiK  oi-   Kikn-sch-Wukl  Scklkn-IIousl,  Dresden,  Germany. 


Fig.   39. — Sale  Shed  and  Bins  for  Storagh;  of  Screenings. 
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With    the    distinction    between    sludge    and    screenings,    to    wliich     Mr. 

D'Olier 

reference  has  already  been  made,  their  handling  and  disposal  will 
be  of  interest.  Tank  sludge,  with  its  90%  (or  more)  of  moisture, 
requires  re-handling  in  a  de-watering  stage,  and  is  ultimately  of  no 
value,  so  that  its  disposal  is  in  every  sense  an  item  of  expense.  Screen- 
ings containing  80%  (or  less)  of  moisture  must  be  handled  promptly. 
Disposal  by  incineration,  as  suggested  by  the  author,  is  sanitary  and 
effective,  but  the  possibility  of  at  least  some  return  is  being  con- 
sidered more  and  more.  By-product  processes  are  developing.  Grease, 
ranging  from  8%  to  greater  quantities,  may  be  recovered  profitably 
and  produce  a  further  de-greased  dry  sludge  by-product,  valuable  as 
a  fertilizer.  Mechanical  de-watering  of  sludge,  incineration,  and  by- 
product recovery  from  screenings  are  all  established  methods.  Fig.  39 
shows  the  screenings  at  Dresden  stored  and  awaiting  delivery  to 
farmers.  The  city  formerly  disposed  of  all  its  raw  screenings  for 
$500  per  year;  with  its  by-product  recovery  plant,  the  returns  have 
been  increased  to  $2  000  per  year. 

John  H.  Gregory,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  author  Mr.  J. h. 
has  presented  a  paper  which  cannot  fail  to  be  of  great  interest  to 
all  who  in  any  way  have  to  do  with  the  screening  of  sewage,  and 
he  is  to  be  congratulated  on  having  been  able  to  secure  so  much  de- 
tailed information  on  foreign  works.  That  such  information  can  be 
secured,  the  writer  knows  from  experience,  but  this  is  not  always  as 
easy  as  the  reader  may  imagine.  To  the  writer,  the  paper  is  espe- 
cially welcome,  for  it  brings  back  pleasant  recollections  of  many 
months  spent  on  the  Continent  and  in  England  examining  similar 
works.  It  was  his  good  fortune  to  be  abroad  in  1909,  and  again 
during  the  summer  of  1914,  and  although  he  has  not  visited  all  the 
works  mentioned  by  the  author,  he  is  familiar  with  many  of  them, 
and  many  have  been  examined  twice. 

That  fine  screens  have  a  definite  field  in  sewage  disposal  cannot 
be  gainsaid,  but  the  writer  is  not  so  optimistic  as  the  author  as  to 
the  results  accomplished.  This  same  point  has  already  been  brought 
out  by  others  who  have  discussed  the  paper. 

The  paper  brings  up  so  many  points  that  a  discussion  of  all  is 
hardly  feasible,  but  there  are  a  few  matters  which  may  be  mentioned. 
Fine  screens  have  come  to  stay,  but,  before  trying  to  draw  too  definite 
conclusions  as  to  their  efficiency,  much  more  information  and  de- 
tailed data,  are  needed.  All  sewerage  engineers  recognize  the  dif- 
ficulty of  securing  representative  samples  of  sewage  as  it  arrives  at 
or  passes  through  works  and,  in  judging  of  the  work  accomplished  by 
screens,  this  must  at  all  times  be  clearly  borne  in  mind. 

*  New  York  City. 
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Mr.j.  H.  Many  of  the  author's  data  are  from  European  works,  and  in 
regory.  g^^dying  the  results  obtained  it  must  be  remembered  that  there  is  a 
great  difference  between  most  European  sewages  and  those  generally 
met  with  in  the  United  States.  In  Europe,  the  sewages  are,  in  gen- 
eral, very  much  stronger  than  those  in  America,  perhaps,  on  an  average, 
three  times  as  strong,  and,  in  the  writer's  opinion,  it  does  not  neces- 
sarily follow  that  as  good  results  can  be  obtained  in  screening  the 
weaker  American  sewages  as  seem  to  have  been  obtainetl  with  the 
stronger  sewages  abroad. 

In  comparing  the  efficiency  of  fine  screens  and  settling  tanks,  the 
writer  would  place  a  higher  relative  efficiency  on  properly  designed 
and  operated  settling  tanks  than  the  author  appears  to  have  done. 

There  is  one  feature  in  connection  with  the  operation  of  screens 
which  the  writer  feels  should  receive  much  more  consideration  than 
the  author  seems  to  have  given  it,  that  is,  the  handling  and  removal 
of  the  screenings.  Screenings  rapidly  become  offensive  and,  unless 
removed  quickly,  may  become  a  source  of  great  offense  at  the  works. 
This  has  been  forcibly  brought  home  to  the  writer  when  examining 
some  of  the  works  cited  by  the  author.  The  handling  and  removal 
of  screenings  from  a  screening  plant  is  just  as  important  as  the 
handling  and  removal  of  sludge  from  settling  tanks,  and  provision 
must  be  made  for  doing  this  promptly  if  offensive  conditions  are  to 
be  prevented.  In  many  works  which  the  writer  has  examined  the 
question  of  the  handling  and  removal  of  the  screenings  seems  to  have 
been  of  secondary  consideration. 

It  has  been  suggested  in  one  of  the  discussions  that,  in  the  treat- 
ment of  packing-house  wastes,  by  the  use  of  fine  screens  in  connec- 
tion with  settling  tanks,  a  saving  in  the  sludge  storage  capacity  of 
the  settling  tanks  and  in  the  area  of  sludge  drying  beds  could  be 
secured,  and  that  thereby  a  substantial  saving  in  the  cost  of  tanks 
and  drying  beds  should  result.  Under  some  conditions  this  might 
be  the  case,  but  the  saving  may  be  more  apparent  than  real.  The 
saving  in  cost  of  tanks  and  drying  beds,  in  part,  at  least,  would  be 
offset  by  the  additional  cost  of  the  fine  screens,  and  at  first  sight  it 
would  not  appear  reasonable  to  reduce  the  size  of  the  settling  cham- 
ber, as  the  removal  of  a  portion  of  the  suspended  matter  would  not 
affect  the  volume  of  the  sewage  appreciably.  In  fact,  the  addition  of 
the  fine  screen  may  increase  instead  of  decrease  the  cost  of  the  works. 

Again,  cost  of  construction  is  not  the  only  factor  to  be  con- 
sidered. There  is  the  cost  of  operation  of  the  fine  screen  and  the 
removal  of  the  screenings  which  must  be  taken  into  account,  to  say 
nothing  of  the  fact  that  screenings  removed  from  packing-house 
wastes  are  perhaps  of  the  most  offensive  kind,  and  if  removed  from 
the  sewage,  the  likelihood  of  nuisance  would  be  greatly  increased. 
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As  stated  previously,  screenings  quickly  become  extremely  offen-  Mr.  J.  H. 
sive  and,  from  the  writer's  observations,  the  surest  way  to  prevent 
nuisance  from  such  materials  is  to  keep  them  away  from  the  atmos- 
pliere,  and  the  simplest  way  to  do  this  would  appear  to  be  to  keep 
them  in  the  sewage  and  handle  them  in  the  settling  tanks.  Minimum 
cost  is  not  the  only  desideratum  in  building  a  sewage  disposal  works, 
absence  from  offense  is  generally  equally  important. 

The  use  of  the  fine  screen  in  connection  with  settling  tanks  to 
prevent  the  formation  of  scum  is  another  matter,  and  it  may  be  that 
here  the  fine  screen  could  be  used  to  advantage,  but  it  seems  to  the 
writer  that  the  data  are  yet  too  meager  to  enable  one  to  draw  definite 
conclusions  on  this  point. 

The  writer  feels  personally  indebted  to  the  author  for  having  pre- 
sented such  an  interesting  paper  and  for  having  brought  together  in- 
formation and  data  which  have  been  so  scattered. 

George  A.  Soper,*  M.  Am.  Soc.  C.  E.  (by  letter). — Credit  is  due  Mr. 
the  author  of  this  paper  for  calling  attention  to  a  form  of  apparatus  '  °^^' ' 
for  the  treatment  of  sewage  concerning  which,  thus  far,  little  notice 
has  been  taken  in  the  United  States  or  England.  To  many  persons 
connected  only  with  the  practical  side  of  sewage  works,  it  will  be 
news  that  such  apparatus  as  these  highly  developed  screens  exist; 
and  yet  there  is  nothing  especially  new  or  newly  discovered  about 
them.  They  have  been  seen  for  years  by  all  American  engineers  who 
have  made  tours  of  inspection  of  European  sewerage  works. 

There  has  been  little  inclination  to  use  German  screens  in  the 
United  States,  partly  because  it  was  not  certain  that  they  could  accom- 
plish satisfactory  results  under  the  conditions  which  obtain  here,  and 
partly  on  account  of  the  fact  that  the  apparatus  was  mechanical, 
proprietary,  and  not  capable  of  convenient,  prompt,  and  economical 
repair. 

Until  recently,  no  German  sci'een  has  been  pushed  commercially 
in  the  United  States,  and  few  have  thought  it  worth  while  to  translate 
into  English  more  than  fragmentary  descriptions  of  it.  Mr.  Allen 
has  performed  a  useful  service  in  bringing  together  a  great  deal 
of  information  which  cannot  fail  to  arouse  American  interest  in  a 
very  important  type  of  sewage  apparatus  and  lead  to  discussions,  both 
in  and  out  of  this  Society,  which  will  broaden  the  horizon  and  add 
to  the  resources  of  sewerage  engineers. 

It  is  to  be  hoped  that  this  paper  will  not  lead  to  a  too  enthusiastic 
view  of  the  functions  of  screens.  The  writer  has  visited  many  German 
works,  is  familiar  with  the  best  installations,  and  is  a  strong  advocate 
of  screens  in  their  proper  places;  but  he  thinks  that  American  engi- 
neers should  regard  them  with  a  great  deal  of  conservatism  until  they 
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Mr.  have  been  well  tried.  The  conditions  under  which  they  operate 
Soper.  jj^  Europe  are  quite  different  from  those  under  which  they  would 
be  compelled  to  work  here.  It  is  unwise  to  infer  that  the  foreign 
results  which  are  reported  could  be  duplicated.  It  is  possible  that  the 
German  screens  can  do  better  here  than  anywhere;  but  it  is  far  more 
likely  that  they  will  find  their  best  development  in  adaptations  and 
improvements  which  American  investigators  and  American  ingenuity 
can  devise.  These  remarks  refer  particularly  to  the  more  complicated 
types  of  screens;  a  few  of  the  simpler  forms  seem  suitable  for  use 
in  America  with  but  little  change. 

So  far  as  the  writer  sees,  screens  are  sufficiently  different  from  other 
types  of  sewage  apparatus,  and  have  such  individual  functions,  that 
they  are  warranted  in  being  placed  in  a  class  by  themselves.  If  this 
view  is  correct,  it  is  unfair,  both  to  them  and  to  settling  basins,  to 
regard  the  two  as  though  they  were  competitors;  and  yet  they  are 
competitors,  in  the  sense  of  being  able  to  improve  sewage  by  the  removal 
of  a  part  of  the  solid  matter;  and  comparison  for  the  purpose  of 
bringing  out  their  differences  is  plainly  desirable. 

Screens  are  mechanical  contrivances  which,  for  proper  operation 
and  repair,  require  constant  and  skilled  attention.  If  one  of  their 
many  moving  parts  gets  out  of  order,  the  whole  screen  may  become 
useless.  A  very  small  accident  may  put  one  out  of  operation  for  a 
long  time.  In  Germany  the  labor  which  is  employed  in  connection 
with  sewage  disposal  works  is  better  and  cheaper  than  that  customarily 
seen  in  America,  and  as  attendance  plays  such  an  important  part  in 
the  operation  of  screens,  in  comparison  with  settling  basins,  the  latter 
have  an  advantage  in  this  country.  Settling  basins  are  suitable  for 
installations  of  large  and  of  small  size,  but  screens  can  be  used  only 
where  the  plant  is  sufficiently  large  to  permit  of  the  expense  of  proper 
attendance.  The  material  taken  out  of  the  sewage  by  screens  must 
be  removed  from  the  plant  every  day,  whereas  that  from  settling  basins 
can  remain  for  long  periods.  In  the  case  of  some  screens,  the  cost 
of  depreciation  and  repair  must  be  large,  but,  unfortunately,  there  are 
few  figures  from  unprejudiced  sources  which  can  be  quoted  in  this 
particular.    It  is  trifling  in  comparison  with  settling  basins. 

The  results  of  operation,  under  the  best  circumstances,  are  quite 
different  with  screens  and  settling  basins,  and  although  some  of  the 
tests  which  have  been  reported  seem  to  indicate  that  they  may  both 
do  about  the  same  work  in  the  removal  of  organic  matter  in  sewage, 
a  moment's  thought  will  show  that  they  produce  different  effects  on 
the  sewage.  Screens  remove  particles  according  to  size,  settling  basins 
according  to  weight.  Neither  approaches  the  ideal,  which  is  removal 
according  to  composition.  Screens,  however,  have  some  advantage, 
inasmuch  as  a  large  part  of  the  heavy  solid  matter  which  goes  to 
the  credit  of  settling  basins  is  not  putrescible.     On  the  other  hand, 
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much  of  the  material  which  floats  will  not  decompose  rapidly  enough  Mr. 
to  make  trouble  if  left  in  the  sewage,  so  that  the  difference  between  °^^^' 
screens  and  settling  basins  on  this  account  is  not  great.  Screens  have 
the  disadvantage  of  breaking  up  some  of  the  very  material  which  it 
is  most  desirable  to  remove,  so  that  it  has  been  claimed  that  there 
was  more  organic  matter  in  solution  in  the  effluent  than  in  the  applied 
sewage  in  some  plants.  There  is  no  such  action  in  settling  basins, 
but  the  latter  have  a  compensating  disadvantage  in  the  fact  that  they 
keep  the  sewage  on  hand  several  hours  longer,  thus  favoring  decompo- 
sition. 

So  far  as  offensiveness  in  operation  is  concerned,  the  advantage 
appears  to  be  in  favor  of  the  screen  when  scrupulous  care  can  be 
taken  with  it.  When  operated  without  regard  to  the  production  of 
odors,  screens  are  undoubtedly  among  the  most  offensive  kinds  of 
apparatus  used  in  sewage  treatment.  The  liquor  contained  in  the 
screenings  is  peculiarly  offensive. 

American  practice  certainly  should  not  tolerate  the  handling  of 
screenings  as  is  done  at  most  of  the  German  works.  They  should  be 
burnt  as  soon  as  possible,  unless  they  are  to  be  utilized  by  conversion 
into  fertilizer  at  a  plant  which  is  operated  ui^der  skilled  direction.  In 
this  event  they  should  be  stored  temporarily  and  transported  from 
the  screen  works  in  closed  and  tight  containers.  It  is  a  mistake  to 
suppose  that  screenings  would  have  a  value  in  America  commensurate 
with  the  nuisance  which  they  would  create.  American  farmers  do  not 
need  such  material,  and  when  they  get  it  they  do  not  know  how  to 
use  it. 

Chemical  analyses  should  mislead  no  one  to  form  the  idea  that 
the  nitrogen  is  so  valuable  that  it  will  well  repay  a  farmer  to  make 
use  of  it.  He  can  get  the  nitrogen  which  he  needs  for  much  less 
money  in  far  more  convenient  form  by  buying  it.  The  writer  is  of 
the  opinion  that  the  recovery  of  a  part  of  the  manurial  ingredients 
of  sewage  is  both  practicable  and  desirable,  but  only  in  those  cases 
where  the  works  are  sufficiently  large,  well  managed,  and  so  situated, 
as  to  permit  the  work  of  recovery  to  be  carried  on  to  advantage. 

Screens  have  an  advantage  over  settling  basins  in  the  fact  that 
they  can  properly  be  installed  in  built-up  sections  of  cities,  where 
it  would  be  inadmissible  to  place  settling  basins.  This  is  possible 
by  reason  of  the  smaller  space  which  they  take  up,  the  less  chance 
of  nuisance,  and  the  less  objection  which  is  likely  to  be  made  to  them 
by  property  holders  in  the  vicinity.  Well-built  settling  basins,  oper- 
ating on  modern  principles,  do  not  produce  a  nuisance,  according  to 
the  writer's  observation,  when  placed  where  there  is  perfect  freedom 
of  ventilation,  but  there  is  grave  doubt  as  to  their  inoffensiveness 
otherwise.  It  has  sometimes  been  proposed  to  place  settling  basins 
beneath  the  streets  of  cities,  and  in  closely  covered  buildings  in  the 
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Mr.  midst  of  thickly  occupied  business  and  residence  districts.  There 
Soper.  gpgjjj  ^Q  \^Q  ^QQ  many  risks,  such  as  those  of  explosion,  of  offensiveness, 
and  of  popular  objection,  to  make  this  proceeding  wise.  On  the  other 
hand,  it  has  been  shown  to  be  practicable  to  build  screens  in  compactly 
settled  districts.  This  is  a  particularly  suitable  field  for  them,  if 
they  can  be  managed  in  such  a  way  as  to  avoid  nuisance. 

Screening  is  useful  according  to  the  location  of  the  screens.  The 
fresher  the  sewage,  the  more  effective  will  be  the  process.  To  place 
fine  screens  at  the  end  of  a  long  sewer,  as  is  done  in  some  of  the 
German  plants,  is  to  limit  the  quantity  of  material  which  they  can 
remove,  or  to  make  it  necessary  to  provide  screens  of  very  great  fine- 
ness. More  than  this,  the  very  kind  of  material  which  it  is  most 
desirable  to  remove  from  the  sewage  becomes  in  large  part  broken  up 
by  the  friction  and  submersion  in  long  conduits,  and  resolved  into 
the  troublesome  colloid  state  in  which  it  escapes  screens.  The  Ger- 
mans are  well  aware  of  this,  and  have  placed  relatively  coarse  screens 
in  the  built-up  section  of  Hamburg  and  fine  screens  at  the  end  of 
the  long  outfall  at  Dresden.  It  is  not  probable  that  these  plants  would 
operate  at  all  well  if  their  locations  were  reversed. 

The  two  most  promising  uses  of  screens,  in  the  writer's  opinion. 
are  in  preparing  sewage  for  direct  discharge,  under  suitable  conditions, 
into  natural  bodies  of  water  which  have  sufficient  capacity  to  digest 
it,  and  in  taking  from  sewage  those  solids  which  can  be  removed  in 
relatively  large  quantity,  when  fresh,  and  which  would  be  broken 
up  and  add  materially  to  the  cost  of  disposal  at  the  end  of  a  more 
or  less  distant  main  sewer. 

It  should  not  be  supposed  that  screens  of  any  degree  of  fineness 
clarify  sewage,  in  the  sense  of  making  it  clear  or  reducing  the  greasy 
or  discoloring  effects  which  are  produced  when  it  is  discharged  into 
streams  or  other  natural  bodies  of  water.  It  can  lessen  the  offensive 
appearance  only  to  the  extent  of  taking  out  those  particles  which  are 
separately  recognizable  as  of  sewage  origin. 

The  fact  is,  clarification,  like  many  other  terms  used  in  sewage 
treatment,  is  a  misnomer.  This  is  fairly  well  understood,  and  on 
this  ground,  the  author  is  justified  in  using  it,  although  its  continued 
use  is  certain  to  lead  to  a  wrong  impression  in  many  quarters. 

Similarly,  the  term  "fine  screens"  has  no  definite  meaning.  The 
author  has  undertaken  to  limit  the  application  of  the  term  "fine"  to 
screens  which  have  a  clear  opening  of  0.6  in.,  this  limit  being  adopted, 
apparently,  in  order  to  include  the  well-known  Hamburg  works.  In 
this  distinction,  he  will  not  always  be  followed.  There  is  nothing 
about  the  size  of  the  opening  which  should  distinguish  one  kind  of 
screen  from  another.  The  manner  of  cleaning  has  more  to  do  with 
it.  As  all  the  screens  which  have  been  described  in  the  paper  are 
cleaned  with  little  or  no  hand  labor,  the  term  "self-cleansing  screens", 
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or  ''automatic  screens",  would  be,   at  least,  as   appropriate;  but  why     Mr. 
"fine",  or  "self -cleansing",  or  "automatic",  unless  for  commercial  pur-  '  "P^*"' 
poses  ?    In  the  present  state  of  the  art,  the  simple  term  "screen"  should 
be  sufficiently  descriptive. 

In  considering  the  use  of  screens,  it  should  be  remembered  that 
the  screen  itself  is  but  a  part  of  the  plant  which  is  needed.  Screens 
of  coarser  size  are  required  in  order  to  protect  the  finer  apparatus 
against  injury  and  the  impairment  of  its  proper  function.  These  must 
be  cleaned,  a  process  which  is  usually  done  by  hand,  and  in  a  simple 
and  crude  manner.  Grit  chambers  are  needed  to  perform  a  like  office 
with  respect  to  the  heavy  particles,  which  are  recoverable  and  may 
do  mechanical  injury  to  the  screens.  Power  must  be  provided  to 
operate  the  screens,  or,  at  least,  their  cleansing  devices.  Storage  bins 
must  be  supplied  for  the  reception  of  the  screenings,  and  other  pro- 
vision must  be  made  for  their  transportation  or  incineration.  Shelter 
must  be  given  to  the  plant. 

The  efficiency  should  be  taken  as  the  action  of  the  whole  plant, 
if  the  efficiency  of  screening  is  to  be  understood  by  others  than  experts. 

It  is  unfortunate  that  the  ways  of  sampling,  testing,  and  expressing 
the  efficiency  are  so  diverse  and  unsatisfactory  that  it  is  difficult  for 
any  one  to  form  a  clear  conception  of  what  screens  are  capable  of 
doing.  It  is  a  serious  question  how'  to  test  screens  and  settling  basins, 
and  by  what  criteria,  to  judge  them.  None  of  the  customary  methods 
seems  adequate.  The  composition  of  sewage  is  so  various,  and  its 
physical,  chemical,  and  biological  constituents  are  so  changeable  and 
changing,  that  it  has  thus  far  been  impossible  to  find  satisfactory  means 
of  determining  it.  Terms  such  as  "solid  matter",  "suspended  matter", 
"settling  solids",  and  "suspended  organic  matter"  have  very  little  sig- 
nificance, apart  from  the  behavior  of  the  sewage  in  some  particular 
respect,  in  some  particular  manner,  or  in  some  particular  case.  Labora- 
tory expressions  are  often  misleading.  Some  of  the  most  dangerous- 
sounding  terms  are  entirely  robbed  of  their  supposed  significance  when 
translated  into  simple  language.  For  example,  "nitrogenous  organic 
matter  in  suspension",  may  be  hair,  than  which  there  are  few  things 
more  incapable  of  creating  foul  odors  in  sewage  or  of  calling  for 
expensive  purification  works. 

The  author  has  performed  a  difficult  and  painstaking  task  in 
getting  together  his  admirable  descriptions  of  nearly  all  kinds  of 
screens,  whether  coarse  or  fine,  and  his  data  are  of  unusual  interest; 
but  the  lasting  value  of  his  work  will  not  lie  in  the  tables  of  efficiency. 
Such  data  need  to  be  determined  by  Americans,  and  for  American 
conditions.  It  is  earnestly  to  be  hoped  that  those  who  have  charge 
of  sewage  experiment  stations  will  see  their  way  clear  to  install 
screens  of  various  types  and  operate  them  with  some  not  too  exceptional 
sewage  for  a  sufficient  length  of  time  for  the  relative  merits  of  the 
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So^er   ^^^^^'^"^    forms   to   become   better   known.      For   average  sewage,    the 
■  three  forms   which   have   impressed   the   writer   as  the   most  likely  to 
meet  practical  requirements  are  those  used  at  Hamburg,  Dresden,  and 
Frankfort. 

It  is  acknowledged  everywhere  that  American  engineers  have  done 
an  immense  amount  of  good  work  in  testing  out  sewage  purification 
processes  experimentally,  on  both  a  large  and  small  scale,  and  the 
reports  of  some  of  their  investigations  are  among  the  most  valuable 
contributions  in  the  literature.  Intermittent  filters,  septic  tanks, 
settling  basins,  contact  beds,  and  sprinkling  filters— all  in  great  variety 
as  to  proportions,  materials  of  construction,  and  rates  of  flow — have 
been  brought  out,  have  held  attention  as  the  leading  process  of  the 
day,  and  have  been  finally  placed  in  the  position  where  they  belong. 
Screening  is  the  last  call  for  notice,  and  it  is  to  be  hoped  and  expected 
that  it  will  receive  the  attention  and  investigation  to  which  its  merits 
entitle  it. 

Anen  .  ^^'^^NETH  Allen,*  l^L  Am.  Soc.  C.  E.  (by  letter).— The  writer 
•  wishes  to  express  his  gratification  at  the  interest  shown  in  the  subject 
of  his  paper  as  indicated  by  the  number  and  character  of  the  discus- 
sions brought  out.  In  particular,  these  have  emphasized :  The  necessity 
of  standardizing  methods  of  analysis,  and  the  desirability  of  screening 
as  near  the  source  of  pollution  as  possible. 

The  views  expressed  as  to  the  efficiency  of  fine  screening  are  quite 
diverse,  and  are  particularly  valuable  at  this  time  in  showing  the  need 
of  a  standardization  of  procedure  in  the  sampling  and  testing  of  sew- 
age and  screenings.  The  Laboratory  Section  of  the  American  Public 
Health  Association  is  working  along  these  lines,  and  within  a  few 
years  it  may  be  possible  to  obtain  results  of  screen  operation  that  are 
safely  comparable.  The  nine  efficiencies  recorded  in  Table  11  appear 
to  be  discordant.  They  were  obtained  from  different  sewages  by  dif- 
ferent screens  operated  under  different  management,  and  the  technique 
in^  determining  the  results  was  probably  different  in  them  all.  For 
this  reason  the  writer  added  the  foot-note  stating  that  "More  com- 
plete data  should  be  secured,  in  order  to  furnish  a  reliable  comparison 
between  the  efficiencies  of  different  screens."  This  is  in  accord  with  a 
statement  of  Mr.  Pearse  to  the  same  effect. 

Since  reading  the  discussions,  the  writer  is  more  than  ever  im- 
pressed with  the  futility  of  placing  reliance  on  efficiencies  as  ordinarily 
published.  Mr.  Greeley,  for  instance,  states  that  "The  available  data 
indicate  that  a  removal  of  15%  has  seldom  been  reached  in  practice  " 
Messrs.  Hering,  Kershaw,  Fuller,  and  Pearse  believe  30%  to  be,  in 
general,  too  high  a  figure;  Mr.  Stevenson  mentions  an  efficiencv  of 
200  —  1,33  ^ 

~         =  33^%,  obtained  experimentally  with  a  32-mesh  screen  at 
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Philadelphia.  At  Brockton  from  50  to  70%  is  claimed,  and  Mr.  D'Olier  Mn 
states  that  "Numerous  trials  of  the  [Riensch-Wurl]  screens,  in  some 
fifty  plants,  show  from  32  to  86%,  averaging  more  than  50  per  cent." 
These  views  are  so  conflicting  that  it  appears  more  evident  than  before 
that  we  have  much  to  learn  with  reference  to  the  true  and  relative 
efficiencies  of  different  screens. 

The  subject  has  been  mentioned  in  so  many  of  the  discussions, 
however,  that  the  writer  thinks  it  desirable  to  present  the  following 
additional  information,  somewhat  in  detail,  regarding  the  examples 
given  in  Table  11,  in  order  to  judge  of  the  relative  weight  that  should 
be  attached  to  each. 

Gottingen,  90  (f)  per  cent.— This  figure  was  deduced  by  Mr. 
Kuichling*  from  data  given  by  Friihling,t  but  doubt  tvas  expressed 
by  the  former  as  to  its  reliability,  as  indicated  in  Table  11.  This 
result,  therefore,  may  be  eliminated  from  further  consideration  as 
probably  too  high. 

Chicago  Stock  Yards,  63  per  cen^.— This  efficiency  was  furnished 
the  writer  by  Mr.  C.  A.  Jennings,  in  a  letter  dated  January  2d,  1914, 
as  that  of  his  screen  operating  on  Stock  Yards  effluent.  He  says: 
"With  an  influent  running  about  700  parts  per  million  of  suspended 
matter,  the  screen  removed  about  63%  *  *  *  79%  moisture.  *  *  * 
The  above  results  are  the  averages  of  several  tests  made  on  the  screen." 
There  is  no  indication  that  this  was  a  peak  load,  as  assumed  by  Mr. 
Pearse.  Nevertheless,  it  was  obviously  not  a  normal  sewage — a  fact 
which  should  be  borne  in  mind  in  considering  the  subject.  Much 
additional  information  regarding  the  operation  of  this  screen  may 
be  found  in  the  Eeport  on  Industrial  Wastes  from  the  Stock  Yards 
and  Packingtown  in  Chicago,  by  George  M.  Wisner,  M.  Am.  Soc.  C.  E., 
Chief  Engineer,  and  Langdon  Pearse,  M.  Am.  Soc.  C.  E.,  Division 
Engineer,  dated  October  15th,  1914,  from  which  the  following  notes 
are  taken. 

The  screen  consists  of  38  12  by  48-in.  panels  covered  with  40-mesh 
Monel  metal  fabric.  The  net  area  was  112  sq.  ft.  With  a  speed  of 
125  ft.  per  min.,  this  passed  from  2.1  to  2.7  gal.  of  sewage  containing 
340  parts  per  million  of  suspended  matter  per  square  foot  of  clean 
screen.  The  percentage  removed,  or  "computed  reduction"  was  as  follows : 

October       23d    43%         November     5th  49% 
24th  32%  "  19th  28% 

November     4th  22%  

Average 33% 

This    was    equivalent    to    6  740   lb.    of    screenings,    83%    moisture,    or 
1 150  lb.  of  dry  matter  per  million  gallons  of  sewage.         

*  "Modern  Treatment  of  Sewage,"  Procee^dings,  New  Jersey  Sanitary  Assoc,  1908. 
t  "Entwasserung  der  Stadte,"  Leipzig.  1910,  p.  522. 


Mr. 
Allen. 
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Franhfort,  10  per  cen^.— This  is  the  figure  given  by  Uhlf elder  and 
Tillmans  in  "Die  Frankfurter  Klaranlage."  Further  information 
regarding  the  operation  of  the  Frankfort  screens  has  been  received 
from  Stadtbaurat  Franze  in  a  letter  dated  December  30th,  1914. 
Experiments  made  in  1908  gave  the  results  shown  in  Table  26. 

TABLE  26.— Eemoval  of  SuspeiXded  Solids  by   Grit  Chamber  axd 
Screens,  in  Milligrammes  per  Liter  =  Parts  per  Million. 


Grit  Chamber. 

Screens. 

Total. 

Total. 

Organic. 

Total. 

Organic. 

Total.         Organic. 

Day  sewage 

65 
61 
64  • 

39 
32 
37 

25 

5 

22 

24 
5 
19 

93                   63 
66                   37 

86                    56 

Night  sewage 

24-hour  sewage 

"The  detritus  from  the  grit  chamber  is  in  equal  amount  organic 
and  mineral,  while  that  from  the  screens  is  almost  entirely  organic. 
That  from  the  grit  chamber  is  about  one-fourth  to  one-fifth  of  the 
entire  suspended  matter  in  the  raw  sewage.  The  absolute  quantities 
resulting  from  the  foregoing  experiments  were  as  follows-  TSee 
Table  27.] 

TABLE  27.— Material  Removed  by  Grit  Chamber  and  Screens  per 
Day,  in  Kilogrammes. 


Grit  Chamber. 

Screens. 

Total. 

Total. 

Organic. 

Total. 

Organic. 

Total. 

Organic. 

Day  sewage 

3  252 
557 

1  614 

292 

1  317 

55 

1  138 

48 

4  569 
612 

Night  sewage 

2  752 
340 

24-hour  sewage 

3  809      1        1  906 

1  372 

1  186 

5  181 

3  092 

"As  the  entire  quantity  of  suspended  matter  in  the  sewage  at  the 
time  of  the  experiments  produced  23  549  kg.  of  dried  substance,  we 
see  that  the  5  181  kg.  recovered  by  both  the  grit  dredge  and  screen 
indicates  that  from  one-fourth  to  one-fifth  of  the  entire  quantity 
of  suspended  matter  has  been  removed  by  these  preliminary  operations 
_  Ihis  detritus  contains  about  80%  of  moisture,  the  dried  substance 
being  20  per  cent.  Considering  this  quantity  of  moisture,  we  have 
oR°on/  ^;  T  "^'■'^i  substance,  a  daily  quantity  of  25  905  kg.  or 

25  905  cu.  m    (of  specific  gravity  =  1.00)  of  screenings;  or  an  annual 
quantity  of  365  X  25.905  =  9  528  cu.  m.  annual 

"Since  the  installation   of  the  plant  in   1905  the  following  quan- 
tities per  annum  have  been  removed:     [See  Table  28.] 
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TABLE    28. — Material    Eemoved    by    Grit    Chamber    axd    Screens    Mr. 
Annually,  in  Cubic  Meters.  Alien, 


Year. 

Grit. 

Screenings. 

Total. 

1905 

3  604 
3208 

4  365 
3  582 

3  859 

4  320 
3  745 
3  608 
3  062 

3  610 

4  095 
3  720 

3  938 

4407 

4  360 

4  562 

5  281 
4  774 

7  214 

1906 

7  303 

1907 

8  085 

1908 

7  520 

1909 

8  266 

1910 

1911 

8  680 

8,no7 

1912 

8  889 

1913 

?  836 

Total 

33  353 

38  747 

72  100 

"In  1913  the  total  volume  of  sewage  was  31  TOO  000  cu.  m.  We 
therefore  have  the  following: 

Liters  Cubic  yards 

per  cubic  per  million 

meter  of  gallons  of 

sewage.  sewage. 

"1.  Detritus  from  Grit  Chamber 0.15  0.743 

2.  Screenings     0.10  0.495 

3.  Total  0.25  1.238 

"The  percentage  of  suspended  matter  removed  by  these  cleansing 
operations  *  *  *  can  be  seen  in  the  following  table."  [See 
Table  29.] 

TABLE  29. — Percentage  of  Suspended  Matter  Removed. 


Suspended  Matter. 

Percentage. 

Total,  in  milli- 
grammes per 
liter  =  parts  per 
million. 

Organic,  in  milli- 
grammes per 
liter  =  parts  per 
million. 

Total. 

Organic. 

Raw  sewage 

fi.    Grit 

483 
Co 

28 

93 

287 
89 
24 

63 

100 
19.3 

106 

Total  a  and  b 

21.9 

From  the  foregoing  it  is  seen  that  the  quantity  removed  per  mil- 
lion gallons  in  1913  was: 


Grit    540  lb. 

Screenings    234  " 

Total    774  lb. 


Percentage  of 
suspended  matter. 
Total.  Organic. 

13.5  13.6 


5.8 


19.3 


8.3 


21.9 
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Mr.  These   percentages   are  even   lower  than   those  given   by   Uhlfelder 

and  Tillmans,  but  it  must  be  remembered  that  the  spacing  in  these 
screens  is  10  mm.  or  0.4  in.,  which  is  much  coarser  than  any  of  the 
others  (except  Gottingen)  for  which  efficiencies  are  given. 

Table  28  shows  that  the  screenings  removed  per  day  in  1913  aver- 
aged 13  cu.  m.  or  17  cu.  yd.  The  figure  originally  given  in  Table  11 
was  evidently  incorrect,  and  has  been  revised  in  accordance  with  this 
later  information.  The  figure  given  by  Mr.  Greeley,  20  to  26  cu.  yd., 
should  also  be  corrected.  According  to  Eisner*  the  screenings  amount 
to  0.643  cu.  yd.  per  million  gallons,  or  0.056  cu.  yd.  per  1  000  inhabi- 
tants daily. 

With  reference  to  the  Frankfort  sewage,  it  is,  as  mentioned  by 
Mr.  Greeley,  quite  fresh  when  received  at  the  works.  When  seen  by 
the  writer  it  was  a  dark  grayish  brown,  and  the  screenings  consisted 
largely  of  feces  and  paper.  The  efflvient,  after  passing  through  sedi- 
mentation tanks,  flows  to  the  River  Main,  the  width  of  which  is 
less  than  500  ft.,  where  it  is  diluted  by  130  volumes  of  river  water 
under  the  most  unfavorable  conditions  of  flow. 

Strasshurg,  10  to  12  per  cent. — This  percentage  is  stated  as  that 
of  the  material  retained  by  the  screen  by  Stadtbaurat  Strohl  in  a 
letter  dated  May  9th,  1914. 

Gleiwitz,  63  per  cent. — This  (62.9%)  is  obtained  from  the  data  in 
Table  4,  furnished  by  Magistrat  Muler.  As  stated  in  the  table,  the 
sewage  contains  "coarse  material"  and  may,  therefore,  be  fresh,  ex- 
plaining the  high  efiiciency,  or  the  latter  may  be  due  to  the  method 
of  sampling. 

Mainz,  53.5  per  cent. — This  is  stated  by  Stadtbauinspektor  Knaufff 
to  be  the  efficiency  obtained  in  a  series  of  tests  made  by  the  city 
authorities,  covering  a  period  of  several  weeks.  The  sewage  is  not 
strong,  containing  ''scarcely  1  ton  per  million  gallons"  or  about  270 
parts  per  million  of  suspended  matter,  but  the  percentage  of  removal 
varied  from  46  to  61.  These  flgures,  being  from  an  official  competitive 
test,  are  believed  to  be  entirely  reliable,  but,  for  the  same  reason, 
they  are  undoubtedly  higher  than  would  have  been  obtained  in  ordi- 
nary operation. 

Reading,  1^2  per  cent.- — This  figure  is  from  an  estimate  by  Mr. 
Kuichling,:}:  showing  a  removal  of  90  parts  per  million  out  of  215 
parts  per  million  of  suspended  matter,  as  follows : 

"On  a  visit  to  the  plant  last  year,  the  writer  was  informed  that 
the  weight  of  the  screenings,  after  partial  drying  in  a  centrifugal 
separator,  was  1  500  lb.  per  million  gallons.  This  would  make  the 
condensed  mass  weigh   80   lb.  per  cu.   ft.,  of   which  probably   50%   is 

*  "Sewage  Sludge,"  p.  17. 

t  Wasser  und  Gas,  1911-12,  No.  8,  p.  183,  and  Engineering  News,  April  26th,  1913, 
p.  470. 

t  Given  in  "Notes  on  Sewage  Disposal,"  Rochester,  March,  1910,  p.  15. 
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moisture.     If   these  figures   are  correct,   the  screen   actually  removed    Mr. 
750   lb.   of   fully   dried   matter  per   million   gallons   of   sewage,   or   90  ^"^'»- 
parts  per  million  by  weight  out  of  a  total  of  215  parts  per  million  of 
suspended  matter  contained  in  the  sewage  on  the  average." 

Mr.  Fuller's  statement  that  "on  a  basis  of  daily  averages,  this 
removal  rarely  if  ever  exceeded  30  parts  per  million"  is  quite  at  variance 
with  the  foregoing,  but  is  probably  based  on  a  more  recent  and 
intimate  knowledge  of  the  operation  of  this  plant,  and  it  is,  therefore, 
probable  that  the  42%  as  stated  should  be  modified.  The  reason  for 
this  inconsistency  with  the  data  in  "Sewage  Sludge"*  is  that  they 
were  obtained  from  different  sources. 

Brockton,  71.3  per  cent. — Regarding  this  screen,  Mr.  Charles  R. 
Felton,  then  City  Engineer,  wrote  on  November  15th,  1912: 

"The  screen  has  been  in  continuous  operation  now  more  than  a 
year,  with  practically  no  stops — not  over  an  aggregate  of  two  or  three 
days  in  that  time  except  the  hour  or  two  that  we  stop  every  day. 
The  screening  [mesh?]  has  not  been  replaced  in  that  time.  The 
time  for  cleaning  the  mesh  occupies  perhaps  15  or  20  minutes  every 
morning.  The  detritus  removed,  in  our  case,  amounts  to  from  five 
to  six  thousand  pounds  per  day  after  having  been  passed  through  a 
centrifugal  dryer,  from  about  2  000  000  gal.  of  sewage.  Our  sewage, 
as  you  know,  is  very  strong,  on  account  of  the  water  consumption, 
namely,  about  40  gal.  per  capita. 

"This  five  or  six  thousand  pounds  of  screenings  is  equal  to  about 
four  cu.  yd.  in  that  form.  In  our  particular  case  it  is  necessary 
to  raise  the  sewage  into  the  screen,  which  is  done  by  a  12^  h.p.  oil 
engine  which  also  revolves  the  screen.  It  is  necessary  to  have  one 
man  constantly  at  the  plant  during  the  24  hours,  so  that  in  working 
8-hour  shifts  three  men  are  necessary  in  the  entire  day." 

The  figures  on  which  the  efficiency  were  based  were  referred  to 
X.  H.  Goodnough,  M.  Am.  Soc.  C.  E.,  Chief  Engineer  of  the  Massa- 
chusetts State  Board  of  Health,  who  states,  April  9th,  1914 : 

"*  *  *  the  results  as  stated  in  our  report  for  1912,  and  as 
copied  in  your  letter,  are  correct. 

"There  is  danger  of  great  error  in  conclusion  about  this  screen 
unless  the  proper  system  of  sampling  is  carefully  carried  out.  If  the 
samples  are  taken  mostly  in  the  day  time  they  will  represent  a  night 
flow  of  sewage  and  consequently  a  much  weaker  sewage  than  if  the 
samples  are  taken  throughout  the  24  hours.  We  have  some  reason 
for  thinking  that  the  sampling  was  done  with  less  care  in  1913  than 
in  the  previous  year." 

Mr.  Goodnough  writes  again,  February  4th,  1915 : 

"The  figures  given  in  our  reportf  showing  screening  results  at 
Brockton  in  1912  were  made  up  by  taking  samples  generally  once  each 

*  Pointed  out  by  Mr.  Pearse.     Using  128  parts  per  million  of  supended  solids,  as 

26 
given  in  "  Sewage  Sludge,"  would  give  — — -.  =  17  per  cent. 

128  +  3b 

t  Massachusetts  State  Board  of  Health,  1912. 
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Allen 


.tn.  S'Tg^iV^^^Tf  '''  T'"'  ^  ^"^^"r-  "  "^'"^^^^  «^  ^'^tra  samples  taken 
m  1912^^  Ihese  samples  were  taken  by  employees  of  the  Brockton 
Sewer  Department  at  the  pumping  station,  and  each  sample  is  rnade 
up  of  twenty  to  twenty-four  equal  portions  collected  approximrely 
hourly  throughout  the  twenty-four  hours.  uAimaieiy 

_      "The   sewage  strikes   the  screen    with    a   good    deal    of   force    and 
n  consequence   the  mesh  after  use  for  a  time  became  broken  in  places' 
and    this    no    doubt    accounts    for    the    poorer    results    subsequently 
obtamed.     Furthermore,   the   screen   at   Brockton   is  not   so   arranged 

tt;first%:ctior"^"^  ^^  ^^^''  "^°^*  °^  *^^  ^----^  ^--^  ^-^v 

"There  was  a  change  in  management  in  1913  which  may  have  had 

something  to  do  with  the  falling  off  in  efficiency.     There  was  again 

a  change  of  management  m  1914,  and  I  send  herewith  the  figures  for 

pel  million]       '  '"''^   '"   '^'  '''^'  ^'^^   ''   ^^   ^^^"^    f«"   ^^  ^a'ts 

SUSPENDED  Solids.  Albuminoid  Ammonia,     i       Oxygen  Consumed. 


Re- 


1013     oSo^    '^-   7f-^,  ^IST  i^-^^^^lEf     1^- 
1914     642.4       250.7       61%    |  21.6      12.5       42%  !l60.6     125.0      22% 

"The  authorities  at  Brockton  took  samples  for  awhile  to  check 
™l?T'i  fi"^^"^,*e  results  much  the  same,  concluded  that  thev 
would  take  our  results  and  not  take  the  trouble  to  carry  on  deter- 
minations to  check  them.  So  far  as  they  did  make  observations,  thev 
appear  to  have  checked  ours  very  closely  *  *  * 
.      '?*  ^-i  important  to  note  in  connection  with  the  efficiency  of  screen- 

S^tfte"  JT^'r.i!^''  ^'''^'r  ''r^'  ''  ^""^  °*'  '^''  ^troifgest  in  the 
?r   5  \  r.  *^^  amount  of  total  solids    *    *    *    i,  exceeded  onlv  at 

Hudson  and  Norwood  and     -     *     *     it  exceeds  somewhTthe  amount 
ot    solids   m   the   sewage   at   Worcester.      The   amount   of   albuminoid 
ammonia  also  is  much  higher  than  the  average.     *     *     *     In  co iskl 
ering  the  results  for  1914,  it  is  necessary  to  take  into  account  the  fact 
that  the  year  1914  was  a  very  dry  one  after  May  13th,  and  vou  wil 
note   that   the   amount    of    albuminoid    ammonia    in    the    raw    sewage 
examined    m    that   year   was    higher   than    in    any    other,    except    the 
sewage   of  Hudson,   while   the   total   solids   were  higher     han  'n    am 
other  sewage  examined  in  that  year.  ^ 

"We  have  not  had  experience  enough  with  screening  to  know  its 
exact  effect  with  different  sewages.  It  is  possible  that  the  percentage 
of  organic  matter  removed  is  higher  with  a  very  strong  sewage  like 
that  at  Brockton  than  would  be  the  case  with  a  much  weaker  sewage 
such  as  IS  found  m  some  of  the  other  cities  of  the  State." 

Further  information  regarding  the  Brockton  screen  is  contained 
in  a  letter  from  Mr.  B.  E.  Chapman,  City  Engineer,  dated  Februarv 
6th,  1914.     He  says: 

*  *  _  our  Weand  screen  has  been  in  continual  operation  nearlv 
every  day  (since  1912),  which  gives  a  very  limited  time  for' proper 
repairs;   the  frame   of  the  screen   is  now  in  bad   shape   and   some  of 
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the  sewage  does  not  pass  through  it   at  all,  so  that  the  reduction  of    Mr. 
suspended  matter  may  be  estimated  at  50%.  Alien. 

*  ■?:-  *  *  «■ 

"The  cost  of  operation  for  1914  was  approximately  $8  500,  which 
includes  attendance,  oil  for  oil  engine,  water  for  cleaning  screen,  repairs, 
miscellaneous  supplies,  and  also  the  carting  of  screenings  to  boilers 
to  be  burned. 

"The  capacity  of  the  screen  is  about  3  000  000  gallons  daily.  This 
screen,  I  believe,  has  several  mechanical  defects  and  might  easily 
be  improved  upon     *     *    *." 

A  Weand  screen  operating  on  Center  Avenue  sewage  (Packingtown), 
Chicago,  was  4  ft.  8  in.  long  and  2  ft.  4  in.  in  diameter,  with  29.3 
sq.  ft.  of  net  area,  covered  with  30-mesh  fabric.  This  was  operated 
at  a  speed  of  7  rev.  per  min.,  and  received  from  117  000  to  235  000 
gal.  per  day,  or  from  4  000  to  8  000  gal.  per  sq.  ft.  of  exposed  screen. 
This  is  equivalent  to  about  0.4  to  0.8  gal.  per  sq.  ft.  of  clean  screen 
exposed.  In  twenty-seven  experiments  the  removal  of  suspended  solids 
amounted  to  32%  "computed"  or  17%  "actual"  on  day  sewage.  Con- 
tinuing operation  into  the  evening  reduced  the  former  to  12  per  cent. 
There  were  removed  by  this  screen  500  lb.  of  dry  matter  or  3  cu.  yd. 
of  sludge,  90%  water,  per  million  gallons.* 

Dresden,  33.6  per  cent.- — This  efficiency  is  by  volume;  the  efficiency 
by  weight  is  30.95  per  cent.  Full  details  are  given  in  Table  10,  fur- 
nished by  Baurat  Fleck.  This  is  the  average  result  of  a  complete 
year  of  operation,  samples  being  taken  every  fourth  day  at  4-hour 
intervals  above  and  below  the  screen.  Considering  the  care  with  which 
this  plant  is  managed  and  the  length  of  the  test,  the  writer  attaches 
more  weight  to  the  results  obtained  here  than  to  those  obtained 
elsewhere.  The  figures  are  corroborated  by  the  results  of  the  test  of 
a  Eiensch-Wurl  screen  at  Mainz  (see  page  935)  where  the  efficiency, 
with  a  sewage  of  moderate  strength,  varied  from  36  to  42  per  cent. 
As  to  the  distance  from  the  source  to  the  outlet,  the  situation  in 
Dresden  is  probably  not  very  different  from  that  in  the  average 
American  city.  This  may  be  seen  by  reference  to  Fig.  43.  From 
Table  15,  by  Mr.  Kershaw,  there  result  the  following  seasonal  efficiencies 
at  this  plant:  spring,  18.7%;  summer,  17.3%;  autumn,  27.6%;  winter. 
48.3% ;  showing,  in  a  rovigh  way,  the  effect  of  temperature  on  the 
condition  of  the  sewage. 

The  sewage  when  noted  was  a  dark  greenish-gray  color.  The 
screenings  removed  by  the  coarse  screen  were  mostly  composed  of 
paper,  rags,  and  sticks.  Mr.  Greeley's  figures,  13  to  16  cu.  yd.  of 
wet  screenings  per  day,  do  not  agree  with  the  volume  reported  by 
Stadtbaurat  Fleck  in  a  letter  of  April  9th,  1914,  which  was  19.7  cu.  m. 
=  25.6  cu.  yd. 

*  Report  on  Industrial  Wastes  from  Stock  Yard.'!  and  Packingtown,  1914. 
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Anen.  .  I^eferring  to  Table  24,  the  quantity,  0.97,  in  Column  3,  ig 
m  tons,  and,  adopting  Mr.  Greeley's  assumption  of  60  lb.  per  cu 
ft.,  should  be  1.20  cu.  yd.  This  gives  12.4%  removal  instead  of  10.1 
as  stated,  if  the  parts  per  million  of  suspended  matter  are  taken  at 
300.  The  authority  for  these  assumed  figures  for  weight  per  cubic  foot 
and  parts  per  million  is  not  stated. 

The  writer  believes  that  he  is  justified  in  giving  preference  to 
the  official  results  of  the  year's  operation  stated  in  Table  10,  as  follows : 
33.64%  efficiency  on  the  basis  of  volume  or  30.95%  on  the  basis  of 
weight,  rather  than  to  a  computation  in  which  two  of  the  factors  appear 
to  be  assumptions. 

Leaving  the  90%  of  Gottingen  out  as  unreliable,  the  10%  of  Frank- 
fort as  inapplicable,  on  account  of  the  coarseness  of  the  screen  and 
omitting  the  63%  of  the  Chicago  Stock  Yards,  because  of  the  abnormal 
character  of  the  sewage,  there  remain  six  examples,  in  five  of  which 
the  efficiency  as  stated  exceeds  30%,  reaching  71.3%  in  the  case  of 
Brockton. 

After  making  due  allowance  for  errors  of  sampling  and  analysis 
and  considering  that  the  efficiencies  given  are  not  selected,  but  a 
complete  list  of  all  the  writer  could  find  on  screens  of  these  types 
he  cannot  agree  with  Mr.  Greeley  that  "the  available  data  indicate 
that  a  removal  of  15%  has  seldom  been  reached  in  practice."  It  is 
certainly  reached  in  Europe  (for  example,  66%  at  Wiesbaden*)  and 
at  Keadmg  and  Brockton,  although,  so  far,  experience  in  America  is 
very  limited. 

The  writer,  therefore,  believes  that  his  assumption  of  a  removal 
of  30%  was  not  unreasonable  for  screens  of  the  types  described  having 
openings  not  more  than  0.10  in.  in  size,  under  efficient  operation 
He  believes,  however,  the  42%  credited  to  the  Weand  screen  at  Reading 
IS  probably  too  high,  and  that  data  concerning  efficiencies  in  general 
are  far  too  meager  to  make  any  prediction  with  confidence  Higher 
values  would  naturally  be  looked  for  in  Europe,  with  the  stronger 
sewages  prevalent  there,  but,  as  to  length  of  carriage,  conditions  are 
probably  not  very  different  between  European  and  American  cities. 
Figs.  40  to  43f  show  the  main  lines  of  collection  in  London,  Hamburg' 
Frankfort,  and  Dresden,  from  which  can  be  obtained  a  good  idea  of 
the  distance  traveled. 

This  point,  emphasized  by  Mr.  Hering  and  mentioned  also  by  Messrs 
Fuller,  Franze,  Schaefer,  Soper,  and  Kershaw,  is  believed  to  be  very 
important.  It  is  evident  to  any  one  who  has  observed  the  effluent 
from  long  outfalls  or  those  from  septic  tanks.  At  Paris  the  170  000  000 
gal.  per  day  received  at  Clichy  is  quite  free  from  feces,  the  principal 
materials  removed  there  being  some  2  cu.  m.    (2.6  cu.  yd.)   of  corks 

*  Weyl's  "Handbook  of  Hygiene,"  Vol.  II,  p.  151. 

t  From  Final  Report,  Metropolitan  Sewerage  Commission  of  New  York,  1914. 
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per  day,  which  are  recovered  and  manufactured  into  steam  pipe  Mr. 
covering,  150  cu.  m.  (195  cu.  yd.)  of  grit,  and  30  cu'.  m.  (39  eu.  yd.)  ^°' 
of  screenings.  The  latter,  when  seen  in  May,  1913,  were  composed 
almost  entirely  of  vegetable  matter:  leaves,  straw,  orange  peels,  cab- 
bage leaves,  and  sticks,  with  more  or  less  paper,  the  feces  having 
been  thoroughly  comminuted.  Probably  the  character  of  the  sewage 
received  here  is  also  influenced  by  the  local  screening  Avhich  has  been 
described  so  interestingly  by  Mr.  Granbery. 

At  the  Boston  and  London  outfalls,  also,  there  is  comparatively 
little  visible  evidence  of  fecal  matter.  As  pointed  out  by  Messrs. 
Potter  and  Hammond,  as  a  sewage  becomes  septic,  the  relative  ad- 
vantages of  screening  are  lessened.  In  some  cases,  as  with  the  Elber- 
feld-Barmen  plant,  the  quantity  of  screenings  removed,  even  after  a 
long  travel,  may  be  large,  due  perhaps  to  the  inhibition  of  decom- 
position by  trade  wastes. 

Messrs.  Kershaw,  D'Olier,  Potter,  ajid  Jennings  regard  the  per- 
centage of  removal  as  of  doubtful  importance,  stress  being  laid  on 
the  condition  of  the  effluent  as  the  real  criterion  of  screening,  regard- 
less of  the  proportion  of  suspended  matter  removed.  This  test  would 
appear  to  have  decided  advantages,  for  the  efficiency  is  known  to 
fluctuate  with  the  strength  of  the  sewage  to  a  much  greater  extent 
than  the  suspended  matter  in  the  effluent,  which,  after  all,  is  the 
important  consideration.  In  comparing  the  results  obtained  by  dif- 
ferent plants,  the  strength  of  the  sewage  should,  of  course,  be  kept 
in  mind,  as  mentioned  by  Messrs.  Pearse  and  J.  H.  Gregory  with 
reference  to  European  versus  American  sewages,  but  the  suspended 
matter  in  the  effluent  will  not  be  proportional  to  the  strength  of  the 
sewage.  In  other  words,  though  a  higher  efficiency  would  be  expected 
from  an  average  European  sewage,  the  suspended  matter  in  the 
effluent  would  probably  vary  to  a  much  less  extent  from  that  from 
an  average  American  sewage,  provided  the  screens  and  methods  of 
operation  were  similar. 

Some  interesting  experiments  were  made  with  different  screens 
on  the  same  sewage  in  Chicago  by  Messrs.  Wisner  and  Pearse  for  the 
Sanitary  District.     The  results  were,  in  brief,  as  shown  in  Table  30. 

The  Philadelphia  experiments  described  by  Mr.  Stevenson  furnish 
valuable  information  of  practical  application,  confirming  what  has 
been  said  regarding  the  favorable  results  of  screening  in  preventing 
the  clogging  of  nozzles,  also  on  the  favorable  character  of  the  sub- 
sequently settled  sludge  for  rapid  drying;  Messrs.  Hammond  and  J.  H. 
Gregory  mention  its  use  in  preventing  scum  formation ;  Messrs.  Whitte- 
more  and  J.  H.  Gregory  on  the  consequent  reduction  of  sludge  storage; 
Mr.  Whittemore  of  the  reduction  of  the  area  of  sludge-drying  beds ;  and 
Messrs.  Whipple  and  Stevenson  point  out  the  increased  efficiency 
obtained   in   the   disinfection   of  effluents   by  the  use  of  fine   screens. 
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Mr.    These  are   all   important  considerations   favoring  screening,   based   on 
^°"  actual  experience. 

TABLE  30. 


Size  of  slot,  iD  inches 

Average  reduction  of  suspended  matter.. 
Time  required  to  reach  loss  of  bead  of  1 

1.5  ft.  at    rate  of  11  100  gals,  per  sq. 

ft.  daily ' 


1.00  by  0.0625 
140/6 

28  min.  45  sec. 


0.50  by  0.0.32 

200/0 

9  min.  8  sec. 


0.050  by  0.025 
250/0 

7  min.  14  sec. 


Meshes  per  linear  inch 

Average  reduction  of  sus-  ( 
pended  matter \ 


6 

10 

16 

20 

24 

30 

40 

60 

80 

130/0 

lOo/o 

170/6 

160/0 

210/0 

20O/6 

260/0 

230/0 

330/6 

100 


The  method  of  estimating  efficiencies  from  the  dry  material  in 
the  screenings  and  the  suspended  matter  in  the  effluent,  suggested 
by  Mr.  Kershaw  and  used  by  Messrs.  Pearse  and  Greeley,  appears  to 
the  writer  to  have  distinct  advantages  in  avoiding  erratic  results  due 
to  large  masses  of  suspended  matter  included  in,  or  omitted  from, 
the  sample.  The  writer  is  not  an  analyst,  and  does  not  feel  com- 
petent to  express  a  more  definite  opinion  on  this  procedure,  but  if 
it  should  prove  that  results  heretofore  reported  are  unreliable  for  this 
cause  he  is  most  anxious  to  be  made  aware  of  it.  The  drop  in  efficiency 
at  Dresden  from  66.4%  in  1912-13  to  30.95  in  1913-14,  as  given  in 
Tables  9  and  10,  was  attributed  mainly  to  the  mode  of  sampling. 

Several  of  those  discussing  the  paper  lay  stress  on  the  desirability 
of  arriving  at  some  generally  acceptable  method  of  sampling,  and 
of  estimating  screen  efficiencies,  mentioning  at  the  same  time  the 
great  difficulty  in  doing  this  on  account  of  the  number  and  uncertainty 
of  the  factors  involved. 

Messrs.  Franze,  Sehaefer,  and  Kershaw  point  out  that  screening  has 
little  effect  in  reducing  putrescibility  and  Messrs.  Soper  and  Hering  that 
its  effect  on  the  reduction  of  turbidity  is  negligible.  These  statements 
are  very  true,  and  should  be  kept  in  mind  in  selecting  a  method  of 
treatment.  In  fact,  as  mentioned  by  the  writer  and  by  Mr.  Potter, 
the  colloidal  matter  may  be  increased  by  screening.  On  the  other 
hand,  screening  removes  the  more  apparent  sources  of  pollution  and, 
as  mentioned  by  Messrs.  Hering  and  Hammond,  permits  of  a  lower 
ratio  of  dilution  of  the  effluent  without  offense. 

Mr.  Potter  is  of  the  opinion  that  the  increase  of  solids  in  solution, 
as  computed  for  Gleiwitz,  is  in  error.  If  the  dried  residue  after 
filtration,  as  stated  in  Table  4  (which  represents  the  solids  in  solution), 
is  increased  by  screening  from  1  237.2  to  1  260.4,  this  1.9%  of  sus- 
pended solids  is  correct  and  the  writer  is  unable  to  see  how  any  quali- 
fying effect  due  to  stable  solids  in  solution  is  admissible.  The  par- 
ticular figure  in  any  one  case  is  of  little  importance,  emphasis  being 
placed   on   the   fact    that   under   certain   conditions    a    portion    of   the 
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suspended  solids   may   become   colloidal   or  pass   into   solution   in   the    Mr. 
process  of  screening.     In  fact,  the  writer  agrees  with  Mr.  Whittemore. 
that  precise  determinations  are  so  uncertain  that  it  is  an  unnecessary 
refinement  to  express  percentage  efficiencies  in  less  than  whole  numbers. 
Mr.  Pearse  says : 

"Comparative  results  on  the  same  sewage  do  not  indicate  that 
screening,  even  with  a  30-mesh  screen,  is  the  equivalent  of  thorough 
sedimentation,  nor  within  50  per  cent." 

On  close  inspection,  the  writer  fails  to  see  where  any  such  assump- 
tion was  made.  On  page  883  he  expresses  his  belief  that  the  time 
has  come  "when  screening  may  fairly  be  compared  with  tank  treat- 
ment", but,  that  he  did  not  consider  them  equivalent  is  evident  from 
his  statement  on  page  946 : 

"*  *  *  the  best  fi.ne-screening  will  compare  well  with  such  tank 
treatment  as  may  usually  be  looked  for:  That  is,  from  30  to  50% 
of  the  suspended  solids  may  be  removed  by  fine  screens,  as  compared 
with  50  to  65%  by  sedimentation." 

Although  the  writer  believes  that  the  former  figures  are  higher 
than  it  would  be  wise  to  assume  in  planning  new  work,  they  still  leave 
a  fair  margin  between  the  best  screening  and  sedimentation,  as 
ordinarily  carried  out. 

Assuming  1.9  cu.  yd.  of  screenings  containing  375  lb.  of  dry 
substance  per  million  gallons  of  sewage,  as  deduced  from  Table  11, 
and  1  527.5  lb.  of  dry  matter  per  million  gallons  of  sewage,  as  found 
at  Providence  with  plain  sedimentation,  Mr.  Kuichling  has  estimated 
a  probable  removal  by  fine  screens  of  46.65%  of  the  removal  by  settling 
in  tanks. 

Mr.  Pearse  infers  that,  in  comparing  screening  with  tank  treat- 
ment, the  writer  has  considered  openings  as  large  as  0.6  in.,  whereas 
these  are  specifically  stated  as  "not  more  than  0.10  in.  (2^  mm.)  in  size". 

With  regard  to  the  whole  question  of  screen  efficiency  and  the 
relative  value  of  screening  versus  settling,  the  writer  desires  to  say 
that  he  has  no  axe  to  grind,  in  either  connection,  and  can  express  his 
attitude  no  better  than  by  repeating  the  following  statements  from  the 
paper : 

"*  *  *  it  is  the  writer's  opinion  that  fine-screening  will  be  adopted 
in  the  future  by  many  towns  situated  on  bodies  of  water  which  are 
capable  of  assimilating  the  effluent;  possibly,  also,  as  a  preliminary 
process  to  tank  treatment,  filtration,  and  disinfection.  On  the  other 
hand,  the  relatively  high  cost  of  attendance  and  the  probable  lack  of 
a  market  for  the  screenings,  when  compared  with  conditions  abroad, 
will  probably  serve  to  prevent  the  marked  increase  in  their  use  in  the 
United  States  which  has  been  experienced  in  Germany." 

The  discussion  by  Mr.  Soper  furnishes  an  excellent  summary  of 
the  relative  advantages  of  each  method  of  treatment. 
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Mr.  The  writer  is  sorry  that  more  data  regrarding  screen  efficiencies  have 

*"■  not  been  forthcoming,  and  realizes  more  than  ever  that  additional  infor- 
mation must  be  had  before  any  figure  can  be  viewed  as  other  than 
tentative. 

There  is  one  more  point:  In  any^  consideration  of  fine-screening 
it  would  seem  proper  to  include  the  auxiliary  process  of  grit  removal, 
which  may  or  may  not  be  required.  In  other  words,  in  a  comparison 
of  plants,  these  should  be  considered  complete,  with  all  the  accom- 
panying features  depending  thereon,  not  only  grit  removal,  but  power, 
disposal  of  screenings,  and  attendance.  This  view  is  also  expressed 
by  Mr.  Soper. 

Mr.  Kershaw  mentions  the  deposit  of  grit  as  possible  where  the 
current  above  the  screen  is  retarded  by  the  screen  itself.  This  is 
important.  The  velocity  above  the  screen  should  be  sufficient  and 
that  through  the  screen  not  so  great  as  to  force  the  larger  solids 
through.  With  the  U-shaped  channels  of  the  drum  and  Riensch-Wurl 
screens,  and  the  method  of  scooping  up  from  the  bottom  with  the 
shovel-vane  screen  the  likelihood  of  deposits  near  the  screen  is  reduced. 
As  a  general  proposition  fine  screens  should  have  grit  chambers  placed 
above  them  for  their  protection. 

Mr.  Kuichling's  suggestion  that  screens  be  cleaned  by  suction 
is  one  which  certainly  deserves  serious  consideration.  If  worked  out 
so  as  to  be  a  mechanical  and  economic  success  it  would  appear  to  be 
ideal.  To  the  writer,  however,  there  seems  to  be  little  objection  to 
the  methods  used  at  Hamburg,  Dresden,  and  Frankfort,  so  far  as 
odors,  spray,  or  other  sanitary  considerations  are  concerned. 

The  question  of  head  consumed  has  been  mentioned  by  Messrs. 
Greeley,  Kuichling,  Pitkethly,  and  Riedel.  Answering  Mr.  Kuichling's 
question  as  to  the  coefficient  of  friction,  0.4,  the  writer  quotes  as 
follows  from  a  letter  of  March  2d,  1914,  from  Mr.  H.  H.  Stevens, 
of  the  Sanitation  Corporation,  Philadelphia. 

"Mr.  Wurl's  method  of  figuring  the  loss  of  head  is  to  consider 
about  one-fourth  of  the  submerged  area  as  being  effective  opening, 
and  to  assume  one-half  to  two-thirds  of  this  effective  opening  being 
covered  by  screenings  in  order  to  arrive  at  the  true  effective  opening 
for  passing  the  effluent  through  the  screen,  and  then  computes  the 
loss  of  head  on  the  basis  of  the  formula, 


H  = 


(     1 V. 

\c  sf-2  gxaJ 


using  the  coefficient,   C,  at  a  value  of  0.4,  which  he  claims  has  been 
proven  by  test." 

He  adds  that,  on  account  of  the  weaker  American  sewage,  the 
Sanitation  Corporation  figures  that  about  one-fourth  of  the  effective 
opening  will  be  covered  by  screenings.    A  coefficient  of,  say,  0.6,  would 
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undoubtedly  correspond  more  nearly  with  what  meager  data  on  Mr. 
small  ajutages  are  available,  but  the  use  of  a  smaller  coefficient  *  *'°' 
is  no  doubt  preferable  in  providing  a  greater  factor  of  safety.  The 
writer,  however,  is  not  responsible  for  the  particular  value 
mentioned.  He  regrets  that  he  cannot  give  other  figures  for  drop 
in  head  besides  those  already  mentioned,  except  in  the  case  of  the 
Drum  screen  used  in  the  Mainz  experiments  mentioned  on  page  916 
in  which  this  varied  from  1.4  to  7.3  in. 

Mr.  Hammond  and  Mr.  C.  E.  Gregory  speak  of  the  condition 
of  the  Thames,  Elbe,  Rhine,  and  other  European  rivers  which  receive 
sewage  effluents  from  large  populations  without  resort  to  the  oxidizing 
processes  often  supposed  to  be  necessary.  At  London  and  Glasgow  the 
effluents  from  precipitation  plants  appear  somewhat  turbid  if  more 
than  1  or  2  ft.  in  depth,  generally  of  a  reddish-brown  color,  but 
without  visible  solids,  grease,  or  odor.  At  Crossness  (London),  partly 
due  to  the  brownish-green  color  of  the  river,  the  effluent  could  be 
followed  for  several  hundred  feet  from  the  outlet,  but  no  other  sigii 
of  pollution  was  noted,  such  as  sleek  or  floating  solids. 

At  Frankfort,  after  fine  screening  and  plain  sedimentation,  the 
effluent  appeared  to  be  free  from  solids,  but  was  somewhat  cloudy  when 
of  much  depth.     The  raw  sewage  was  dark  grayish-brown. 

The  writer  was  unable  to  discover  the  effluent  when  passing  near 
the  three  submerged  outlets  at  Hamburg.     Mr.  Kuichling  has  stated:* 

"The  result  has  been  entirely  satisfactory,  and  it  is  now  reported 
to  be  almost  impossible  to  detect  any  evidence  of  sewage  pollution 
in  traversing  the  river  with  a  vessel.  The  suspended  matters  in  the 
sewage  that  pass  through  the  screens  seem  to  remain  near  the  bottom, 
and  to  be  finally  carried  out  to  sea  by  the  current." 

In  spite  of  the  coarseness  of  the  screens  used  at  Hamburg,  the 
absence  of  floating  matter  is  also  confirmed  by  Mr.  Hammond.  It 
should  be  said,  however,  that  the  river  itself  is  somewhat  brownish 
and  turbid.  If  clean  and  saline,  the  effluent  would  be  much  more 
apparent.  According  to  H.  N.  Ogden,  M.  Am.  Soc.  C.  E.,  the  manager 
of  the  plant  stated  that  "very  seldom  and  only  in  the  winter  could  any- 
thing in  the  nature  of  a  grease  film  upon  the  river  surface  near  the 
outlet  be  detected".! 

Experiments  made  by  the  Metropolitan  Sewerage  Commission  of  New 
i'^ork,  by  discharging  sewage,  or  fresh  water  colored  by  a  strong  dye, 
at  different  depths  below  the  surface  illustrated  in  a  very  convincing 
manner  the  influence  of  salinity  on  the  appearance  of  sewage  effluent 
at  the  surface.  With  fresh  river  water,  as  at  Hamburg  and  Washing- 
ton, there  is  much  less  tendency  to  rise,  and  diffusion  is  more  prompt ; 
but  with  a  saline  water  such  as  that  of  Boston   (Nut  Island  outlet) 

*  "Notes  on  Sewage  Disposal,"  Rochester,  1912,  p.  19. 
t  Engineering  News,  October  13th,  1910,  p.  386. 
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Mr.    or  New  York  Harbor,  the  sewage  rises  promptly  to  the  surface,  where 

^°   it   spreads   out   in   a   thin   sheet   and   is   made   more   apparent   by   the 

saponification  of  the  grease.     This  difference  between  river  and  ocean 

water  with  respect  to  sewage  effluents  should  always  be  kept  in  mind. 

Mr.  Kershaw's  inquiry  regarding  stream  flow  and  dilution  is 
answered  in  part  by  the  following  notes. 

At  Barking  and  Crossness  some  400  000  000  gal.  of  London's 
sewage  per  day,  from  a  population  of  probably  6  300  000,  is  discharged 
into  the  Thames  after  being  treated  by  chemical  precipitation.  The 
river  here  has  a  tidal  range  of  some  20  ft.  and  a  net  flow  toward  the 
sea  of  about  190  000  000  cu.  ft.  per  day.*  This  furnishes  a  dilution, 
in  addition  to  that  derived  from  the  oscillation  of  the  tide,  of  about 
5.1  volumes,  or  3.5  cu.  ft.  per  sec.  per  1  000  persons.  The  average 
salinity,  as  computed  by  the  writer,  is  about  200  grains  per  Imperial 
gallon,  which  is  equivalent  to  a  mixture  of  5  parts  of  river  to  1  part 
of  sea  water. f  Although  there  is  a  satisfactory  absence  of  floating 
solids  in  the  water,  apprehension  has  been  felt  concerning  the  depletion 
of  oxygen  in  the  Thames  near  the  outfall  where,  at  times  in  summer,  it 
is  nearly  complete. 

At  Frankfort,  the  River  Main  receives  the  tank  effluent  from  a 
population  of  420  000.  This  effluent  contains  only  20%  of  the  sus- 
pended matter  in  the  raw  sewage,  half  of  which  is  non-sedimentable. 
The  latter  is  variously  stated  as  411  and  536  mg.  per  liter  =  parts 
per  million.:}:  The  flow  of  the  Main  and  the  corresponding  volumes 
of  dilution  are  as  follows : 

During  low    water  =    6  400  000  cu.  m.  per  day  =     128  volumes 
"      mean     ''     =15  000  000       "  "       =     302       " 

"       high      "      =  83  800  000       "  "        =1  676       " 

At  Dresden  the  average  flow  of  the  Elbe  is  somewhat  less  than 
79  cu.  m.  or  2  790  cu.  ft.  per  sec.  The  water  contains  6.2  tons  of 
solids  per  1  000  000  cu.  ft.,  and  the  sewage  37.4  tons.  After  receiving 
the  effluent  the  river  water  contains  7.8  tons  per  1  000  000  cu.  ft.  It 
is  expected,  when  the  population  reaches  800  000,  that  to  293  cu.  ft.  of 
solids  brought  down  by  the  stream,  86  cu.  ft.  will  be  added  by  the 
sewage  effluent. 

At  Hamburg,  53  000  000  gal.  of  screened  effluent  per  day  from  about 
1  000  000  inhabitants  are  discharged  in  the  bottom  of  the  Elbe,  the 
low-water  discharge  of  which  is  here  5  200  cu.  ft.  per  sec.  or  5.2  cu.  ft. 
per  sec.  per  1  000  population,  and  the  mean  discharge  23  000  cu.  ft. 
per  sec.  or  23  cu.  ft.  per  sec.  per  1  000  population.  Therefore,  there 
is  a  dilution  of  63  volumes  at  low  water  and  of  280  volumes  at  times 
of  mean  flow. 

•  "Movement  of  the  Water  In  a  Tidal  River,"  W.  Cawthorr.e  Unwin,  1883. 
t  Report  on  Thames  Conservancy  by  Medical  Officer  of  Health,  1907. 
i  Uhlfelder  and  Tillmans,  "Wasser  und  Abwasser,"  Vol.  I,  No.  7. 
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The  automatic  control  of  speed  which  Mr.  Kuichling  has  Mr. 
mentioned  as  so  desirable  with  a  variable  flow,  is  accomplished  ^"^° 
with  the  Carshalton  screen,  the  motion  of  which  depends  on  the  under- 
shot wheel  actuated  by  the  flow  of  sewage.  In  the  other  types  of 
screen  this  may  be  accomplished  by  auxiliary  mechanism  if  desired, 
although  there  is  a  certain  compensation  in  most  screens  by  the  in- 
creased area  of  screen  surface  submerged  with  an  increasing  flow. 

The  writer  admits  that  in  the  paper  the  subject  of  the  disposal  of 
screenings  was  not  given  the  consideration  it  deserved,  and  is  glad 
to  see  that  it  is  taken  up  by  several  of  those  who  contributed  to  the 
discussion. 

The  quantities  obtained  at  Hamburg,  Frankfort,  and  Dresden,  as 
given  by  Mr.  Greeley,  differ  materially  from  those  in  the  paper,  namely: 

Hamburg.  Frankfort.  Dresden. 

Allen Per  day    18  cu.  yd.         50  tons        25.6    cu.  yd. 

Greeley Per  day    26  cu.  yd.    20-26  cu.  yd.    13-16  cu.  yd. 

These  differences  may  be  due  to  errors  in  information  furnished, 
or  to  altered  conditions,  but  with  regard  to  the  writer's  figures  he 
would  say  that  that  for  Hamburg  was  obtained  from  Baudirektor 
Sperber  in  a  letter  of  April  2d,  1914.  That  for  Frankfort  was  obtained 
verbally  at  the  works,  was  possibly  misinterpreted,  and  is  believed  to 
be  incorrect.  A  preferable  figure  is  17  cu.  yd.,  being  the  average  daily 
output  in  1913,  and  obtained  from  Stadtbaurat  Franze  under  date 
of  December  30th,  1914.  The  average  volume  obtained  at  Dresden 
was  given  for  1913  by  Stadtbaurat  Fleck  in  a  letter  of  April  9th,  1914. 

The  possibility  of  a  nuisance  from  odors  with  the  storage  of  screen- 
ings mentioned  by  the  writer,  has  been  spoken  of  by  Messrs  D'Olier, 
Potter,  Greeley,  J.  H.  Gregory,  and  Soper.  In  this  respect,  well-digested 
sludge  has  a  decided  advantage,  as  mentioned  by  Messrs.  Hammond  and 
Potter,  but  the  satisfactory  disposal  of  screenings  is  believed  by  the 
writer  to  be  a  simpler  matter  than  that  of  ordinary  settled  sludge  or 
that  from  chemical  precipitation.  It  is  essential  that  means  be  provided 
lor  prompt  removal  and  disposal  in  conjunction  with  screening  plants, 
but  there  should  be  no  serious  difiiculty  in  doing  this,  by  dewatering 
and  burning,  or  otherwise.  The  odor  of  screenings  stored  for  several 
days  resembles  that  of  a  pig-stye,  and  woiild,  under  certain  conditions, 
be  objectionable  at  a  distance  of  several  hundred  feet.  At  Cologne,  the 
screenings  are  stored  in  bins  about  100  ft.  long,  11  ft.  wide,  and  4^ 
ft.  deep.  Two  or  three  of  these  were  filled  when  visited  in  June,  1913. 
The  daily  output  is  about  21  cu.  yd.  per  day.  Flies  were  abundant, 
and  the  odor  was  very  unpleasant.  Under  certain  conditions,  this 
was  said  to  be  noticeable  at  a  distance  of  nearly  1|  miles;  at  Dresden, 
I  mile.  The  screenings  are  valued  as  a  fertilizer,  but  their  storage  is 
a  serious  nuisance.  The  cost  of  disposal,  naturally,  should  be  in- 
cluded with  the  other  costs  of  operation,  in  comparing  different  schemes. 
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This  may  be  practicable  in  some  instances,  as  the  screenings  undoubt- 
edly have  a  fertilizing  value,  but  there  should  be  some  assurance 
that  they  will  be  removed  regularly  and  not  stored  where  likely  to 
give  offense.  An  analysis  of  the  Hamburg  screenings  is  given  in 
Table  1.     The  following  is  given  by  Tillmans*  for  Frankfort: 

Grit.  Screenings. 

Moisture 60-70%  80% 

Of  the  dried  material : 

Nitrogen,    N 0.12%  0.82% 

Phosphoric    acid,    P.,0- 1.01%  1.57% 

Potash,   ICO '.  .". 0.12%  0.40% 

At  Wiesbaden  the  screenings  are  stored  under  a  shed  and  covered 
with  sweepings,  where  they  remain  until  taken  by  neighboring  farmers. 
By  some  such  way  or  by  composting,  the  danger  of  nuisance  may  be 
reduced. 

In  Germany  it  may  be  said  that  the  utilization  of  screenings  as 
a  fertilizer  is  the  ruling  custom,  but  where  the  percentage  of  fats 
is  as  high  as  at  Dresden,  where  it  is  said  to  be  18%,  there  appears 
to  be  a  promise  of  profit  in  its  recovery.  Here  the  screenings  are 
first  drained,  shrinking  to  one-third  their  original  volume,  and  have 
recently  been  heated  in  a  rotary  dryer,  treated  chemically  to  remove 
the  grease,  and  the  products  sold  at  a  net  profit  of  $15  000  per  annum. 

The  cost  of  the  Frankfort  screening  plant,  recently  received  from 
Stadtbaurat  Franze,  is  as  follows : 

Grit  elevator  and  motor 6  600  Marks  =  $1  570.80 

Three  automatic  screens,  with  motor  and 

appurtenances    -. .  .  21  600  Marks  =    5  140.80 

Apparatus   for   removal 4  800  Marks  =    1 142.40 

Total 33  000  Marks  =  $7  854.00 

Disposal  by  incineration,  with  refuse  where  practicable,  as  at 
Frankfort,  and  mentioned  by  Messrs.  Franze  and  Schaefer,  has  the 
advantage  of  being  inoffensive  and  practically  without  cost. 

Costs  of  installation  and  operation  of  German  plants,  as  men- 
tioned by  Messrs.  Cohen  and  Potter,  are  not  directly  applicable  to 
American  conditions,  but  are  valuable  in  matters  of  comparison 
between  each  other  and,  after  allowing  for  differences  of  ruling  wages, 
etc.,  as  a  guide  for  projected  work  elsewhere. 

In  reply  to  Mr.  Kershaw,  the  figures  for  cost  of  operation  that 
have  been  given  do  not  include  charges  for  interest  or  amortization. 
In  a  comparison  of  different  schemes  these,  of  course,  should  be 
included. 
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Regarding    the    very    high    cost    given    for    the    Dresden    plant    ^j. 
($2150  000),  it  should  be  explained  that  this  covers  the  cost  of  grit  ^i'^°- 
chamber,  elevators,  administration  buildings,  workshop,  heating,  power 
and  electric  lighting  plants,  and  all  appurtenances  besides  that  of  the 
screens  alone.* 

Mr,  Pearse  asks  why  0.6  in.  was  taken  as  the  dividing  line  between 
coarse  and  fine  screens.  The  precise  limit  is  quite  arbitrary.  The 
writer  agrees  that,  say,  0.2  or  0.15  in.  would  for  many  reasons  be 
better.  In  the  paper  0.6  in.  was  adopted  so  that  the  Hamburg  screens 
might  be  included  in  the  comparison,  both  on  account  of  the  im- 
portance of  these  screens  and  of  the  band  type  of  screen  in  general, 
others  of  which  are  of  much  finer  opening. 

Messrs.  Hering  and  Cohen  mention  the  use  of  screens  before  centri- 
fugal pumps.  Perhaps  a  more  positive  advantage  would  follow  in 
their  use  before  triplex  pumps,  which,  as  a  rule,  operate  at  higher 
efficiencies  and  are  more  likely  than  centrifugal  iDumps  to  be  injured 
by  coarse  solids. 

Regarding  the  applicability  of  fine  screens  to  New  York  City, 
referred  to  by  Mr.  D'Olier,  the  conditions  at  different  outlets  and 
suggested  points  of  disposal  vary  very  greatly.  For  some  of  these 
a  high  degree  of  treatment  will  probably  be  required  eventually,  for 
others  tank  treatment  will  be  sufficient,  and  it  is  probable  that  there 
are  yet  others  where  fine-screening  will  prove  most  advantageous.  In 
parts  of  Manhattan  the  sewage  is  (for  American  sewage)  very  strong, 
besides  being  very  fresh,  both  of  which  considerations  favor  this  method 
of  treatment. 

As  to  the  type  of  screen,  the  writer  feels  that,  from  lack  of  famili- 
arity, the  Windschild  and  Geiger  screens  have  not  received  the  recog- 
nition in  the  discussion  that  they  deserve.  Probably  no  one  type  can 
be  pronounced  as  best;  the  selection  should  depend  on  local  con- 
ditions and  prices. 

In  closing,  the  writer  thinks  it  appropriate  to  mention  the  work 
done  by  the  late  Emil  Kuichling,  M.  Am.  Soc.  C.  E.,  in  collecting 
European  data  on  fine-screening.  This  was  done  with  his  customary 
thoroughness,  and  presented  in  a  practicable  form  for  the  use  of  Ameri- 
can engineers  at  a  time  when  fine-screening  was  scarcely  known  here. 
With  his  keen  insight,  he  realized  both  the  possibilities  and  the  diffi- 
culties to  be  overcome  in  the  use  of  fine  screens,  and  was  one  of  the 
first  to  advocate  their  adoption  in  America.  Much  of  the  writer's 
interest  and  information  regarding  them  is  due  to  Mr.  Kuichling, 
who  was  always  ready  and  willing  to  spare  his  valuable  time  to  discuss 
the  subject,  and  it  creates  mingled  feelings  of  regret  and  appreciation 
to  note  that  his  discussion  of  this  paper  was  the  last  work  done  by  him. 

*  Municipal  Journal,  December  28th,  1911. 
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Synopsis. 

During'  the  past  few  years  considerable  discussion  has  taken  place 
among  engineers  and  chemists  as  to  the  feasibility  of  using  cement  in 
sea  water,  and  the  practicability  and  commercial  success  of  reinforced 
concrete  docks.  In  the  United  States  the  construction  of  reinforced 
concrete  docks  is  in  a  very  embryonic  state,  and  the  use  of  cement  in 
structures  standing  in  sea  water,  on  the  part  of  American  engi- 
neers, has  not  always  been  successful.  On  the  other  hand,  con- 
crete has  been  iised  successfully  for  more  than  50  years  in  Europe 
for  structures  exposed  to  the  action  of  salt  water,  and  English  engineers 
have  been  building  reinforced  concrete  docks  for  about  20  years. 

Part  I  of  this  paper  contains  a  brief  outline  of  the  reinforced  con- 
crete dock  problem  as  developed  in  Europe  and  Asia,  the  work  in  each 
country  being  reviewed.  Part  II  reviews  the  art  as  carried  out  in  the 
United  States,  both  in  sea  water  and  fresh  water.  These  two  parts  cover 

*  Presented  at  the  meeting  of  May  20th,  1914. 
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descriptions  of  reinforced  concrete  docks,  as  well  as  construction  fea- 
tures of  special  interest. 

Part  III  takes  up  the  subject  of  failures  in  past  uses  of  cement 
in  sea  water  in  America,  points  out  the  reasons  therefor,  and  brings  out 
the  fundamental  principles  covering  the  successful  use  of  concrete  in 
structures  exposed  to  salt  water  and  frost  action.  A  foot-note  calls 
attention  to  the  chemistry  of  salt  water  cement,  and  the  use  of  con- 
crete in  sea  water,  in  order  to  bring  out  discussion  on  this  phase  of 
the  problem. 

Part  IV  goes  briefly  into  the  question  of  the  initial  cost  of  rein- 
forced concrete  docks,  as  well  as  the  cost  of  annual  repairs. 

Part  V  is  a  review  of  opinions  of  foreign  expert  dock  engineers  on 
the  use  of  concrete  in  sea  water  and  on  the  practicability  of  reinforced 
concrete  docks;  there  is  also  a  short  review  of  the  use  of  concrete  in 
foreign  breakwaters,  closing  with  a  few  remarks  as  to  the  reasons  for 
the  success  of  foreign  engineers  in  using  concrete  in  sea  water. 

Part  VI  contains  the  writer's  conclusions,  wherein  he  cites  the  rela- 
tive positions  of  English  and  American  engineers  in  respect  to  the  re- 
inforced concrete  dock  question,  and  a  more  general  use  of  concrete. 
He  also  speaks  of  progressive  engineers  possessed  with  the  determina- 
tion and  courage  to  develop  new  ideas  and  uses  for  concrete,  with  due 
consideration  as  to  previous  failures,  while  conservative  engineers 
still  cling  to  old-time,  long-established  practices. 

In  the  closing  paragraph  the  writer  calls  the  engineer's  attention 
to  the  necessity  of  special  training  and  knowledge  for  the  successful 
execution  of  concrete  structures  in  salt  water. 

The  object  of  the  paper  is  to  make  known  to  the  Engineering  Pro- 
fession the  exact  up-to-date  situation  with  respect  to  the  development 
of  this  problem,  the  world  over,  the  feasibility  of  using  cement  in  sea 
water,  and  the  practicability  of  building  reinforced  concrete  docks. 

Introduction. 

In  undertaking  a  study  of  the  reinforced  concrete  dock  problem, 
the  subject  has  so  many  phases  as  to  require  a  number  of  chapters  to 
cover  fully  all  the  various  ramifications  into  which  it  leads.  From  a 
world  point  of  view,  reinforced  concrete  docks  are  not  a.  novelty.  On 
the  other  hand,  their  practicability  and  commercial  economy  have  per- 
haps as  yet  to  be  proven,  especially  in  America.    It  is  true  that  there 
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are  many  reinforced  concrete  docks  in  successful  operation  in  foreign 
countries,  the  most  extensive  development  being  found  in  Englajid.  As 
their  size  and  number  are  steadily  increasing,  it  would  appear  that 
this  class  of  dock  construction  has  proved  its  worth,  and  sooner  or  later 
will  become  the  standard  type  where  a  structure  of  a  permanent  na- 
ture is  desired. 

As  reinforced  concrete  docks  are  somewhat  of  a  novelty  in  the 
United  States,  it  is  perhaps  necessary  for  engineers  to  seek  the  experi- 
ence of  foreign  countries  in  order  to  obtain  the  necessary  data  on  which 
to  base  their  conclusions  as  regards  the  feasibility  or  otherwise  of  this 
type.  Thus  it  is  eminently  fitting  to  investigate  first  what  has  been 
done  in  various  parts  of  the  world  in  the  way  of  building  such  docks 
and  the  success  accompanying  such  undertakings,  and  then  discuss 
other  phases  of  the  problem,  as  to  what  precautions,  etc.,  are  necessary 
to  render  them  a  commercial,  practical,  and  engineering  success. 

Part  I. — Reinforced  Concrete  Docks  in  Foreign  Harbors. 
England. 

In  building  reinforced  concrete  docks  and  other  concrete  structures 
in  sea  or  fresh  water,  it  is  only  natural  that  a.  forested  country  should 
be  the  last  to  take  up  the  devolopment  of  such  a  type  of  dock 
construction.  Consequently,  America  has  been  far  in  the  rear  in 
regard  to  this  question,  as  compared  with  what  other  and  older  coun- 
tries have  accomplished.  In  England,  France,  Germany,  Italy,  and 
other  European  countries,  in  Australia,  and  in  Asia,  as  well  as  in 
certain  South  American  countries,  concrete  sea-walls,  breakwaters, 
dry  docks,  piers,  trestles,  coaling  stations,  etc.,  in  salt  water,  have 
been  in  existence  for  years.  In  looking  vip  past  undertakings  along 
these  lines,  the  writer  was  amazed  to  learn  of  the  large  number  of 
reinforced  concrete  docks  that  have  been  built  in  foreign  countries 
and  the  great  success  that  has  apparently  been  attained  with  them. 

Southampton. — One  of  the  most  noted  developments  in  reinforced 
concrete  construction,  as  applied  to  harbor  and  dock  development,  is 
that  of  the  London  and  Southwestern  Railway  Terminals  at  Southamp- 
ton, England.  The  first  and  most  prominent  reinforced  concrete 
structure  in  connection  with  this  terminal  was  a  coal  barge  jetty,  300 
ft.  long  and  20  ft.  wide,  built  in  1904,  on  the  Hennebique  system  of 
driven  concrete  piles.     The  piles  are  about  44  ft.  long,  standing  in  29 
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ft.  of  water  at  high  tide,  the  rise  and  fall  of  the  tide  being  about  13 
ft.    Each  pile  carries  a  maximum  load  of  17  tons. 

This  structure  carries  a  very  heavy  traveling  coal-hoisting  apparatus 
for  unloading  coal  from  large  vessels  docked  on  one  side,  into  harbor 
barges  or  scows  which  lie  on  the  other  side.  Thus  the  jetty  is  sub- 
jected to  constant  blows  from  both  sides,  in  addition  to  the  heavy 
vibration  due  to  the  traveling  machinery  it  supports. 

In  speaking  of  this  jetty,  Mr.  Francis  E.  Wentworth-Sheilds,  Dock 
Engineer  for  the  London  and  Southwestern  Railroad,  says: 

"Though  the  impacts  from  the  vessels  and  scows  cause  this  whole 
jetty  to  sway,  there  seem  to  have  been  no  signs  at  the  end  of  the  first 
2i  years  of  its  existence  of  any  of  the  concrete  peeling  off." 

During  recent  years  this  dock  or  jetty  is  said  to  have  shown  some 
signs  of  deterioration,  due  to  the  vibration  of  the  heavy  machinery 
traveling  along  it,  the  supposition  being  that  it  was  built  too  light  in 
the  first  place  to  absorb  the  heavy  vibrations  to  which  it  has  been 
subjected.  Still,  the  dock  is  said  to  have  considerable  elastictity.  In 
one  instance  it  was  in  heavy  collision  with  a  steamer,  two  piles  and 
the  beams  they  carried  being  broken.  The  dock  was  effectively  re- 
paired, but  perhaps  with  some  difiieulty,  though  it  is  claimed  that  the 
repairs  were  easily  accomplished. 

The  same  railroad  company  has  built  several  other  reinforced  con- 
crete pile  docks  at  Southampton,  designed  to  carry  the  same  heavy 
deck  loads  as  the  coaling  jetty,  but  without  the  heavy  vibration  to 
which  this  jetty  is  subjected.  Though  built  on  the  same  system  of  con- 
struction as  the  coal  jetty,  the  latter  docks  have  shown  no  signs  of 
wear  or  deterioration.  It  is  said,  on  the  best  of  authority,  that  they 
have  cost  nothing  to  date  for  maintenance. 

The  largest  of  these  is  the  extension,  on  the  Itchen  Front,  of 
"The  Empress  Dock",  a  widening  of  the  so-called  "Old  Extension 
Quay"  by  a  reinforced  concrete  pile  structure,  60  ft.  wide  and  about 
1  300  ft.  long,  parallel  to  and  securely  dovetailed  into  the  old  quay 
wall.  This  widening  dock  is  built  of  complete  concrete  bents,  along 
the  tops  of  which  are  steel  deck-beams  or  stringers,  which  in  turn  are 
covered  with  4  in.  of  wood,  a  wooden  block  pavement  being  used  for 
the  wearing  surface.  The  depth  of  water  at  low  tide  at  the  face  of  this 
structure  is  35  ft.,  which,  with  a  13-ft.  rise  and  fall  of  the  tide,  gives 
a  depth  of  48  ft.  at  high  tide. 
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One  of  the  finest  cold  storage  and  cattle  stations  in  existence  was 
built  at  Southampton  in  1905  to  accommodate  the  foreign  cattle  trade. 
The  landing  stage  or  jetty  of  this  station  is  a  reinforced  concrete 
structure,  200  ft.  long  and  38  ft.  wide,  connected  with  the  main  land 
by  two  runways,  142  ft.  long  and  15  ft.  wide. 

On  the  opposite  side  of  Southampton  Harbor,  at  Woolston,  on  the 
Itchen,  there  is  a  reinforced  concrete  landing  dock,  136  ft.  long  and 
100  ft.  wide,  built  in  1899  on  the  Hennebique  system.  This  was  the 
pioneer  of  reinforced  concrete  dock  construction  in  Southampton 
waters.  Up  to  date,  this  dock  has  cost  practically  nothing  for  repairs, 
except  for  damages  due  to  the  fact  that  it  was  rammed  or  otherwise 
damaged  by  a  large  steamer;  it  is  in  excellent  condition  at  present. 
The  cost  of  making  the  repairs  is  said  to  have  been  very  small. 

Up  to  the  present  time,  it  appears  that  at  least  six  reinforced  con- 
crete docks,  jetties,  or  quays,  have  been  built  in  Southampton  waters. 

In  building  one  of  the  Southampton  docks,  it  is  stated  that  some  of 
the  concrete  piles  were  sprung  out  of  line  in  driving  them.  A  promi- 
nent American  engineer  reports  that  he  saw  a  number  of  piles  from  1 
to  2  ft.  out  of  line,  but  that  they  showed  no  signs  of  cracks.  It  has 
been  stated  that,  in  handling  Chenoweth  concrete  piles,  up  to  a  length 
of  61  ft.,  and  13  in.  in  diameter,  they  were  rolled  about  like  wooden 
piles,  at  times  having  quite  a  spring  in  them.  Under  this  treatment 
they  showed  a  remarkable  degree  of  elasticity  and  no  signs  of  cracking. 

Bending  of  Piles. — In  discussing  the  bending  of  concrete  piles,  it 
is  of  interest  to  note  a  series  of  tests  made  on  a  hollow  telephone  pole 
in  Fulham,  London,  England,  in  1911.  The  pole  was  44i  ft.  long,  17  by 
17  in.  at  its  base  (outside  dimensions),  tapering  to  8  by  8  in.  at  its 
head.  The  thickness  of  the  shell  was  2  in.,  making  the  inside  dimensions 
of  the  pole  13  by  13  in.  at  the  base  and  4  by  4  in.  at  the  top.  The  verti- 
cal reinforcement  consisted  of  248  xV^^^-  ^'oAh  of  high-tension  steel. 
the  ultimate  tensional  stress  being  from  80  000  to  85  000  lb. ;  56  rods 
were  grouped  at  each  corner,  6  rods  being  spaced  evenly  on  each  of 
the  four  sides  of  the  pole.  The  area  of  the  concrete  at  the  base  was  106 
sq.  in.,  and  the  area  of  the  steel  6.85  sq.  in.,  a  ratio  of  0.0445.  In  mak- 
ing the  test,  the  pole  was  set  in  5^  ft.  of  massed  concrete,  with  the  pull- 
ing rope  attached  to  its  upper  end. 

In  Table  1  is  recorded  the  pull,  in  pounds,  the  deflection,  and  the 
permanent  set  after  the  loads  had  been  released. 
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After  applying  the  6  000  lb.,  the  test  was  discontinued  for  3  days, 
and  then  the  load  was  slowly  increased  to  9  200  lb.,  which  gave  a  de- 
flection of  66  in.  and  a  permanent  set  of  21  in.,  with  "cracks  on  ten- 
sion side  and  permanent  cracks  more  numerous  and  pronounced." 
There  was  no  sign  of  failure  on  the  compression  side  of  the  pole. 

TABLE  1. — Test  of  a  Hollow  Concrete  Pole  at  Fuliiam,  England. 


Loads 

in  pounds 

Deflection, 
in  inches. 

Permanent  set,  in  inches. 

300     

5 

6M 

9 

10^ 
13 
14 
U% 
19^ 
16Vo 
18M 
22 
25J^ 
29 

84 
37J^ 

500 

1  000 

1  250 

1-None  that  could  be  observed. 

1  500 

1  750   

2  000 

2250    

•2  500    

M 

2  750 

3000    

^ 

3  550 

'%■ 

3  100 

¥> 

3500    

% 

4  000 

H 

4  500    

m 

5  000 

\% 

Load  gradually  increased  to  5  750 

Load  gradually  worked  up  to  6  000... . 

Pulling  wire  broke.    Pole  flew    back, 
vibrated  short  time  and  came  to  rest 
in  vertical  position  with  no  permanent 
set. 

2  in.  immediately  after  release  of  load. 
After  interval  of  1J^  hours,  set   was 
reduced  to  11/16  in. 

Add  to  the  above  loads  100  lb.  for  weight  of  wire  and  recording  apparatus,  etc. 

Notes  on  Behavior  of  Pile. — At  3  350  lb.,  slight  hair  cracks  appeared  on  tension  side  at 
about  5  ft.  6  in.  above  foundation. 

At  3  600  lb.,  slight  hair  cracks  appeared  at  regular  intervals  about  6  to  9  in.  apart. 

At  4  100  lb.,  slight  shear  cracks  appeared,  siarring  at  i'i  in.  above  foundation  and  ex- 
tending vertically,  at  a  distance  of  3  in.  from  tension  side,  for  some  3^  ft.  in  length. 

At  4  600  lb.,  hair  cracks  occurred  regularly,  3  or  4  in.  apart  on  tension  side. 

At  5  100  lb.,  cracJis  on  tension  side  were  noticed  to  be  traveling  across  the  sides  of  the 
pole  to  within  6  in.  of  compression  surface. 

At  6  1001b.,  the  shear  cracks  were  more  pronounced.  The  hair  cracks  on  tension  side 
were  about  1  in.  apart,  but  no  signs  of  failure  appeared  on  compression  side. 

The  load  was  again  applied.  When  a  deflection  of  VS  in.  was  ob- 
tained, signs  of  failure  appeared  for  the  first  time  on  the  compression 
side,  and  the  pole  failed,  but  no  record  of  the  amount  of  the  pull  was 
obtained.  The  final  examination  showed  that  the  pile  failed  equally 
for  its  entire  length  on  the  shear  and  tension  sides,  but  without  any 
local  weakness.  The  compression  side  failed  from  the  base  up  for  a 
distance  of  about  2  ft.  The  bending  moment  at  the  base  of  the  pile 
was  reported  to  be  4  863  936  in-lb.,  a  most  remarkable  test,  which  seems 
to  substantiate  the  experience  quoted  above. 
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Liverpool— The  Mersey  Docks  and  Harbor  Board  appears  to  have 
made  a  very  limited  use  of  reinforced  concrete  in  its  latest  port  develop- 
ments, in  spite  of  the  extensive  tidal  and  graving  docks  of  concrete 
constructed  at  Liverpool.  As  a  matter  of  fact,  most  of  its  first  so- 
called  reinforced  concrete  docks  were  in  reality  semi-concrete  struc- 
tures, that  is,  wooden  piles  carrying  a  concrete  deck  system.  The  old- 
est of  these  structures,  the  Cattle  Wharf,  Prince's  Stage,  was  built  in 
1899-1901  on  greenheart  piles,  with  the  usual  Hennebique  system  of 
concrete  deck-beams  and  slab.  In  addition  to  the  Cattle  Wharf,  there 
are  two  other  dock-quays  in  Liverpool,  built  on  the  same  system,  de- 
signed for  a  load  of  3  tons  per  sq.  yd.,  with  a  test  load  of  4^  tons. 

Another  of  Liverpool's  reinforced  concrete  docks  is  the  Prince's 
Dock,  West  Quay,  completed  in  1905.  This  structure  was  designed  to 
carry  a  super-load  of  3  tons  per  sq.  yd.,  or  about  66  tons  per  pile.  The 
piles  are  of  concrete,  16  in.  square,  spaced  15  ft.  9  in.  from  center  to 
center,  across  the  dock,  and  12  ft.  6  in.  from  center  to  center,  longi- 
tudinally, and  resting  on  rock. 

At  the  west  end  of  Liverpool's  dock  system  is  the  Brockle- 
bank  Dock,  226  ft.  long  and  64  ft.  wide,  a  reinforced  structure  built 
in  1908  on  the  Hennebique  system,  and  designed  to  carry  the  same  load- 
ing as  the  Prince's  Dock.  The  test  load  applied  was  9  tons  per  sq.  yd. 
The  piles  of  this  dock  are  20  in.  square,  and  had  to  sustain  a  load  of 
about  95  tons  each,  when  the  test  load  was  applied. 

During  the  first  year  of  its  existence  there  was  considerable  trouble 
with  the  Cattle  Wharf  and  other  semi-concrete  structures,  due  to  the 
permeability  of  the  deck-slab  part  of  the  structure.    The  dampness  from 
the  salt  water  entered  the  permeable  concrete  and  attacked  the  steel 
reinforcement  on  the  under  side  of  the  slab,  causing  pieces  of  concrete 
to  fall  off.     The  defect  was  overcome  by  applying  a  heavy  coating  of 
cement  to  the  under  side.     The  upper  side  of  the  deck-slab,  which  is 
washed  daily,  shows  no  signs  of  deterioration.     This  emphasizes  the 
fact  that  great  care  must  be  taken  in  placing  concrete  in  structures 
standing  over  or  in  salt  water;  there  must  be  the  closest  inspection 
during  their  construction.     As  a  result  of  this  trouble,  it  appears  that 
the  steel  reinforcement  must  be  kept  farther  from  the  surface  of  the 
concrete   in   salt   water   concrete   structures   than    in    ordinary   work. 
Whereas,  at  first  a  minimum  of  U  in.  was  supposed  to  be  sufiicient, 
the  engineers  of  the  London  and  Southwestern  Railway  have  found 
this  to  be  not  enough,  and  are  now  specifying  a  minimum  of  2   in. 


EEINFORCED   CONCRETE   DOCKS  1065 

for  their  new  structures.  Another  difficulty  encountered  was  the  nu- 
merous joints  in  the  Liverpool  system  of  dock  construction.  This  ap- 
pears to  have  been  overcome  by  cleaning  out  the  joints  and  filling  them 
with  a  rich  cement  grout,  with  such  success  that  the  docks  are  reported 
to  be  in  very  satisfactory  condition  at  the  present  time. 

Thames  River,  Etc.— Within  the  bounds  of  the  "Port  of  London 
Authority",  and  at  other  places  on  the  Thames,  many  reinforced  con- 
crete docks  or  quays  have  been  constructed.  One  of  the  most  promi- 
nent of  these  is  the  Thames  Haven  Jetty  Head,  near  the  mouth  of  the 
river.  This  structure  was  built  in  1908,  for  the  berthing  of  large  ves- 
sels, and  is  136  ft.  long  and  32  ft.  wide.  It  is  supported  by  19  columns 
or  piers,  5  ft.  in  diameter  up  to  low-water  mark  but  of  oval  shape,  5 
by  2i  ft.  above.  Each  column  rests  on  two  15-in.  concrete  piles  of 
octagonal  section,  45  ft.  long,  with  a  penetration  of  from  18  to  20  ft. 
After  these  concrete  piles  had  been  driven  to  refusal,  a  temporary  iron 
caisson  was  put  down  over  them.  The  reinforcing  hoops  were  then 
lowered  into  place  around  the  two  piles  and  the  caisson  was  filled  with 
concrete.  The  caisson  was  afterward  removed,  being  built  in  half  sec- 
tions. 

Farther  up  the  Thames,  20  miles  from  its  mouth,  is  the  Purfleet 
coaling  jetty,  built  in  1904,  a  reinforced  concrete  structure,  250  ft. 
long  and  34  ft.  wide,  carrying  two  heavy  traveling  cranes.  The  con- 
crete piles  are  14  in.  square,  from  40  to  50  ft.  long,  with  from  15  to  18 
ft.  of  penetration.  The  deck-slab  is  5  in.  thick.  The  jetty  is  connected 
with  the  mainland  by  a.  reinforced  concrete  approach,  over  which  cars 
are  run  to  the  jetty  itself.  On  one  occasion  this  jetty  was  rammed 
by  an  8  000-ton  steamer,  eight  piles  and  20  ft.  of  the  decking  being  dam- 
aged. That  the  damage  was  not  more  extensive  is  said  to  have  been 
due  to  the  firmness  of  the  horizontal  decking.  In  repairing  the  dock  it 
was  necessary  to  withdraw  the  eight  broken  piles  and  drive  new  ones. 
In  conducting  this  repair  work,  it  was  especially  noticed  that  the  steel 
reinforcing  bars  of  the  original  structure  showed  no  signs  of  rust, 
though  it  is  well  to  note  that  the  water  at  this  point  of  the  Thames  may 
be  brackish,  and  not  real  sea  water.  The  repairs  were  efficiently  made, 
and  the  quay  is  still  doing  duty. 

Another  interesting  reinforced  concrete  coaling  dock  is  at  Dagen- 
ham-Essex-on-the-Thames,  10  miles  below  London,  built  in  1901.  It 
is  780  ft.  long  and  35  ft.  wide,  and  carries  eight  heavy  traveling  cranes, 
weighing  60  tons  each,  besides  a  railroad  track.     Each  supporting  col- 
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umn  consists  of  three  concrete  piles  encased  in  a  concrete  cylinder 
filled  with  concrete.  Though  it  may  seem  a  trifle  odd,  a  careful  study 
of  photographs  of  this  structure  indicates  that  the  tops  of  the  columns 
are  made  with  "capitals"— a  well-proportioned  and  artistic  structure 
as  regards  concrete  dock  work.  A  similar  structure,  known  as  the 
Prince  of  Wales  Pier,  was  built  in  1903  at  Falmouth. 

The  Thames  Iron  Works  and  Shipbuilding  Company  has  constructed 
at  Dagenham  a  very  substantial  reinforced  concrete  dock,  designed  to 
carry  a  concentrated  load  of  60  tons,  for  the  berthing  and  fitting  out 
of  dreadnaught  battleships.  In  the  construction  of  this  dock,  the 
Williams  type  of  concrete  piles  was  used  for  the  first  time.  This  type 
consists  of  an  I-beam  surrounded  with  fV-in.  wire,  12  in.  from  center 
to  center,  the  whole  being  encased  in  concrete,  with  special  provision  at 
each  end  to  take  up  the  reaction  of  the  driving. 

In  the  same  vicinity  is  the  Hornchunk  Dock  and  approaches,  built 
in  1906.  The  main  structure  is  400  ft.  long  and  24  ft.  wide,  the  ap- 
proach being  280  ft.  long  and  16  ft.  wide;  both  were  built  on  the  Hen- 
nebique  system.  The  concrete  pile  bents  are  14  ft.  from  center  to  cen- 
ter, braced  diagonally,  and  support  a  concrete  beam  and  deck-slab  sys- 
tem. Along  the  water-front  side  of  this  dock  and  its  approach,  a  con- 
crete curtain-wall  was  built  between  the  piles.  This  curtain-wall  in 
turn  is  protected  by  a  wooden  fender  system.  The  plans  seem  to  indi- 
cate that  this  structure  was  designed  to  carry  a  27-ton  crane  in  addition 
to  a  27-ton  locomotive. 

A  reinforced  concrete  coal  dock  was  built  in  1906  at  Eochester,  on 
the  Medway,  a  river  flowing  into  the  estuary  of  the  Thames.  This 
dock  consists  of  a  main  water-front  section,  32i  ft.  wide  and  340  ft. 
long,  connected  with  the  land  by  two  concrete  approaches,  100  ft.  and 
ISO  ft.  in  length,  respectively.  It  was  built  on  the  Hennebique  system, 
and  carries  a  heavy  traveling  crane  in  addition  to  two  railroad  tracks. 
This  was  one  of  the  first  large  undertakings  in  reinforced  concrete  dock 
construction  on  the  Thames  or  its  tributaries.  At  the  time  it  was 
built  it  was  looked  on  as  the  most  important  structure  of  its  kind  in 
England. 

Though  the  exact  number  of  reinforced  concrete  docks  now  in  ex- 
istence on  the  Thames  or  its  tributaries  is  perhaps  unattainable,  it  ap- 
pears that  they  are  more  numerous  in  those  waters  than  in  any  other 
part  of  England. 
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General. — Perhaps  the  largest  reinforced  concrete  dock  constructed 
up  to  date  in  England  is  at  Swansea,  on  the  southwest  coast  of  Wales, 
It  is  a  Hennebique  design,  almost  2  000  ft.  long,  completed  in  1908,  the 
whole  structure  being  built  in  the  dry.  Some  of  its  columns  are  3i 
ft.  square.  As  this  structure  is  used  as  a  coal  loading  quay,  and  stands 
in  40  ft.  of  water,  it  is  subjected  to  heavy  loads  and  severe  lateral 
shocks. 

At  the  naval  dock  yard  at  Eosyth,  Firth  of  Forth,  Scotland,  is 
found  one  of  the  most  unique  and  interesting  reinforced  concrete  docks 
or  piers  in  existence.  It  is  triangular  in  shape,  620  ft.  long,  has  been 
finished  recently,  and  forms  the  entrance  pier  to  a  tidal  basin.  The 
outer  end  consists  of  seven  concrete  monoliths  with  a  mass  concrete 
fill  in  the  center,  making  a  solid  concrete  head,  127  ft.  long  and  65  ft. 
wide,  covering  an  area  of  some  8  300  sq.  ft.  The  rest  of  the  pier  con- 
sists of  twenty  concrete  monoliths,  25  by  30  ft.,  supporting  a  rein- 
forced concrete  structure  consisting  of  girders,  columns,  arches,  braces, 
and  deck-beams.  The  upper  decking  consists  of  3  by  10-in.  creosoted 
wooden  joists  covered  with  a  creosoted  planking  arranged  so  as  to  pre- 
vent any  water  from  collecting  thereon.  It  is  a  most  massive  and 
homogeneous  structure,  well  capable  of  absorbing  any  heavy  stresses 
it  may  receive  from  warships  lying  alongside. 

In  the  Bristol  Channel,  at  Clevedon.  where  the  tide  has  a  rise  and 
fall  of  some  49  ft.,  there  is  another  interesting  reinforced  concrete 
structure,  in  the  nature  of  a  landing  stage.  It  is  95  ft.  long  and  rests 
on  22  reinforced  concrete  piles.  The  piles,  extending  up  to  low-water 
mark  only,  were  driven  through  the  marl  until  they  reached  hard  rock. 
On  top  of  these  piles  the  reinforced  concrete  landing  stage  was  erected, 
a  structure  consisting  of  columns,  beams,  bracing,  and  four  different 
decks  or  landings. 

A  reinforced  concrete  dock  of  magnitude  was  recently  constructed 
at  Port  Talbot.  Being  designed  for  coaling  operations,  it  is  subjected 
to  heavy  loads.  The  designed  load  was  850  lb.  per  sq.  ft.,  the  test  load 
being  1  390  lb.  per  sq.  ft.,  covering  an  area  of  720  sq.  ft.  The  outer 
row  of  piling  consists  of  two  14-in.  square  piles  encased  in  a  concrete 
cylinder,  4  in.  thick,  and  4  ft.  6  in.  in  diameter.  There  are  six  such 
columns  at  the  face  of  the  dock.  Each  of  the  other  two  rows  consists 
of  eight  14-in.  square  piles.  At  this  port  there  are  also  a  number  of 
similar  structures,  the  first  having  been  built  in  1907. 
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It  is  of  interest  to  note  that  one  of  the  reasons  which  influenced  the 
engineers  in  adopting  reinforced  concrete  for  the  coaling  jetties  and 
wharves  at  Port  Talbot  Docks  was  an  extensive  fire  in  one  of  the  docks, 
due  to  fuel  oil  which  had  escaped  from  one  of  the  vessels.  The  oil 
was  ignited  through  carelessness,  and  caused  a  very  intense  blaze  over 
an  area  of  about  250  by  60  ft.,  though,  fortunately,  the  oil  did  not 
spread  out  under  the  wooden  structures.  With  the  world-wide  use  of 
oil  as  a  fuel  for  the  merchant  marine,  it  is  well  to  consider  this  danger 
in  American  wooden  dock  structures. 

Although  the  Port  Talbot  Railroad  and  Dock  Company  was  among 
the  first  to  adopt  reinforced  concrete  for  wharf  construction  in  Eng- 
land, and  so  was  adversely  criticized  "for  using  an  alleged  untried  ma- 
terial in  such  types  of  work",  the  results  obtained  have  fully  justified 
this  radical  departure  from  what  was  at  that  time  the  prevailing  prac- 
tice the  world  over. 

Scattered  all  through  other  English  ports  are  reinforced  concrete 
docks  of  various  sizes. 

At  Fleetwood,  from  35  to  40  miles  north  of  Liverpool,  a  reinforced 
concrete  fish  and  coaling  dock  of  considerable  magnitude  was  com- 
pleted in  1911.  The  fish  shed  section  is  1  330  ft.  long  and  26  ft.  wide, 
that  is,  the  reinforced  concrete  quay  part;  the  filled-in  land  behind 
the  quay  makes  the  shed  sections  some  70  ft.  wide  in  all.  The  coaling 
section,  of  similar  construction  and  carrying  a  coal-loading  traveling 
crane,  is  680  ft.  long  and  26  ft.  wide. 

At  Harwich,  40  miles  northeast  of  the  Lower  Thames,  is  the  Parkes- 
ton  Quay,  a  reinforced  concrete  dock  structure  more  than  1  000  ft. 
long  and  51  ft.  wide. 

On  the  northeast  coast  of  England,  at  Newcaatle-on-Tyne,  a  rein- 
forced concrete  jetty  wharf  of  extensive  size  lies  along  the  water-front 
of  a  large  turret  shop. 

The  port  authorities  at  Dundee  and  Aberdeen,  Scotland,  are  grad- 
ually replacing  their  worn-out  wooden  dock  structure  with  reinforced 
concrete. 

On  the  north  coast  of  Scotland,  at  Ackergill,  stands  a  life-boat  slip- 
way, 194  ft.  long,  built  of  reinforced  concrete,  extending  out  from  the 
rocky  shore  into  the  wide  open  sea.  There  are  several  similar  structures 
in  other  parts  of  Great  Britain. 
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A  reinforced  concrete  dock  was  built  in  the  Shetland  Islands  in 
1910.  The  head  of  this  dock  is  80  by  24  ft.,  and  is  reached  by  a  concrete 
approach,  113  ft.  long. 

In  Cork  Harbor  and  other  Irish  ports  reinforced  concrete  docks  of 
considerable  size  have  been  and  are  being  built. 

At  Portsmouth,  Plymouth,  and  Cardiff  are  found  the  first  rein- 
forced concrete  docks  constructed  in  England,  having  been  built  pre- 
vious to  1906.  They  are  small,  and  are  used  mostly  for  coaling  pur- 
poses. Quite  extensive  reinforced  concrete  docks,  constructed  during 
the  last  year  or  two,  are  found  at  Newport  (Mon.),  Swancombe, 
Gravesend,  Portencross,  South  Bank,  Ipswich,  Newlyn,  and  numerous 
other  places. 

A  number  of  small  reinforced  concrete  docks  or  pier-heads,  other 
than  those  just  mentioned,  exist  in  England  in  connection  with  ship- 
yards, etc.  Such  docks  are  found  at  Dumbarton  Shipyard,  on  the 
Clyde,  and  at  several  similar  establishments. 

At  first  the  Hennebique  system  prevailed  in  all  English  reinforced 
concrete  dock  construction,  but,  of  late,  several  other  systems  have 
been  introduced,  the  most  pronounced  of  these  being  the  Considere 
spirally  armored  concrete  piling.  Though  different  types  of  piles  are 
used  in  English  reinforced  concrete  dock  work,  there  is  a  most  thorough 
system  of  diagonal  bracing  with  each  type. 

In  using  the  Hennebique  or  other  systems  of  dock  construction, 
where  lateral  and  diagonal  braces  of  reinforced  concrete  are  put  in 
the  structure,  it  appears  that  trouble  has  arisen,  and  might  again  arise, 
from  the  joints  in  the  bracing  system.  As  the  foreign  docks  built  on 
the  Hennebique  and  similar  systems  seem  to  have  been  a  success,  it 
does  not  perhaps  cause  as  much  trouble  as  it  did  at  first,  or  would  ap- 
pear to  cause.  In  a  concrete  structure,  of  whatever  design,  built  in 
the  water,  there  is  always  the  danger  of  cracks  below  the  water  line 
that  cannot  be  seen  and  properly  attended  to. 

In  a  recent  address,  Mr.  Robert  Porter,  of  The  London  Times, 
stated  that  "England  is  one  big  port".  From  the  vast  number  of  rein- 
forced concrete  docks  at  present  in  her  harbors,  it  does  not  seem  amiss 
to  say  that  some  day  soon  the  ports  of  England  will  be,  figuratively 
speaking,  one  big  reinforced  concrete  dock,  and  it  will  be  impossible  to 
enter  that  country  without  passing  over  a  structure  of  this  type.  In 
fact,  current  English  technical  publications  plainly  indicate  that  there 
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is  hardly  a  port  of  any  prominence  along  her  coast  where  reinforced 
concrete  construction  is  not  now  being  carried  on  extensively,  to  the 
extent  of  five  heavy  coal  tip  docks  in  one  harbor  alone,  due  to  the  great 
economy  of  such  structures  over  their  old  wooden  predecessors,  in  the 
way  of  maintenance  expenses. 

In  a  recent  rebuilding  of  the  old  wooden  docks  or  wharves  at  Ply- 
mouth, constructed  30  years  ago,  the  engineers  of  the  Great  Western 
Railroad  have  stated  that  concrete  construction  was  adopted  because 
"the  cost  would  be  about  two-thirds  of  the  cost  of  rebuilding  in  timber". 
These  new  concrete  docks  rest  on  Considere  piles,  and  were  designed 
for  a  live  load  of  400  lb.  per  sq.  ft. 

In  closing  this  description  of  English  reinforced  concrete  dock  con- 
struction, it  is  well  to  take  note  of  a  few  points  in  favor  of  this  type, 
as  set  forth  by  an  English  engineer  from  his  experience  in  that  field : 

1st.  Easy  to  build; 

2d.  Indestructibility; 

3d.  Small  cost  of  annual  maintenance;  and 

4th.  Easy  to  repair. 

Spain. 

In  Spain  a  number  of  interesting  reinforced  concrete  dock  struc- 
tures have  been  built.  At  Seville,  on  the  Guadalquivir,  50  miles  from 
the  sea,  are  two  reinforced  concrete  ore-loading  wharves  of  some  mag- 
nitude. At  the  outer  end  of  each  a  series  of  well-based  columns  sup- 
ports an  ore-loading  car-tipping  gear.  The  ore  trains  run  over  an  ex- 
tensive concrete  viaduct  to  this  tipping  gear,  and  the  ore  is  dumped 
from  the  cars  by  mechanical  means  into  vessels  lying  at  the  head  of 
each  dock. 

A  rather  striking  reinforced  concrete  dock  structure  was  built  sev- 
eral years  ago  at  Aznal  Collar  mines,  also  on  the  Guadalquivir  River. 
It  is  532  ft.  long  and  17^  ft.  wide.  Each  bent  consists  of  two  piles 
capped  with  a  deep  concrete  beam.  As  the  bent  piles  are  only  10.8 
ft.  from  center  to  center,  the  deck  system  is  cantilevered  out  about  3^ 
ft.  beyond  the  supporting  piles  on  each  side.  The  dock  carries  an 
electric  traveling  crane,  the  track  of  which  runs  along  the  outer  edge 
of  the  cantilevered  decking.  The  crane  has  a  capacity  of  11  tons  at  a 
radius  of  39:V  ft. 


EEIXFOECED   CONCRETE   DOCKS  1071 

France. 

In  discussing  reinforced  concrete  dock  construction  as  carried  out 
in  France,  it  is  of  interest  to  note  that  the  first  reinforced  concrete  pile 
was  made  in  France  by  the  noted  French  engineer,  M.  Hennebique,  in 
1896,  since  which  time  the  reinforced  concrete  pile  industry  has  grown 
to  vast  proportions,  being  used  extensively  by  almost  every  civilized 
nation  on  the  globe.  From  the  successful  manufacture  and  use  of 
concrete  piling  has  grown  the  construction  of  reinforced  concrete  docks. 
Though  reinforced  concrete  construction  seems  to  have  been  of  a  nega- 
tive nature  during  the  close  of  the  19th  century,  except  in  France,  its 
development,  as  applied  to  docks,  was  due  to  the  influence  and  per- 
severance of  M.  Hennebique.  and  that,  too,  in  a  country  other  than 
France;  thus  reiterating  the  old  saying  that  "a  prophet  is  not  without 
honor,  save  in  his  own  country".  The  first  use  of  reinforced  concrete 
sheet-piling  was  made  at  Sable  d'Olonne,  Bay  of  Biscay,  France. 
Though  these  piles  were  constructed  in  1898,  as  a  reinforcement  to  an 
old  masonry  sea  wall,  they  are  said  to  be  in  as  good  condition  as  when 
first  placed. 

To  record  the  most  important  reinforced  concrete  docks  in  France: 
A  concrete  pile  and  retaining  wall  dock  was  built  in  1902  at  Nantes, 
on  the  Loire,  40  miles  from  the  Bay  of  Biscay,  and  in  1912  was  reported 
to  be  in  good  condition.  At  Arcachon,  on  the  Bay  of  Biscay,  not  far 
from  Bordeaux,  the  French  engineers  have  constructed  a  reinforced 
concrete  recreation  pier,  several  hundred  feet  long,  with  some  attempts 
at  the  artistic,  to  harmonize  with  the  surrounding  landscape.  In  con- 
structing a  quay  type  of  dock  at  Dives,  near  the  mouth  of  the  Seine, 
concrete  sheet-piles  of  the  Coignet  type  were  used.  They  are  7^  ft. 
from  center  to  center,  with  a  concrete  slab  closing  the  gap  between 
them.  This  type  consists  of  a  pile  with  a  sort  of  two-wing  arrange- 
ment. A  cross-section  of  the  complete  pile  resembles  a  very  flat  T- 
beam.  The  piles  are  of  10  by  12-in.  section,  26h  ft.  long.  The 
wings  are  5  in.  thick,  and  of  such  width  as  to  make  the  whole  panel 
pile  4  ft.  wide  and  18  ft.  deep,  the  pile  part  thus  projecting  about  8\  ft. 
below  the  panel  part.  This  dock  or  quay  is  190  ft.  long.  At  Fecamp, 
20  miles  north  of  the  mouth  of  the  Seine,  and  exposed  to  the  full  sweep 
of  the  seas,  there  is  a  reinforced  concrete  dock,  built  in  1911  on  the 
Hennebique  system.  The  depth  of  water  alongside  the  dock  is  28  ft. 
at  high  tide.     The  dock  is  well  braced  by  diagonal  concrete  struts,  and 
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has  a  concrete  deck-slab.  Further  to  the  eastward,  near  the  Straits 
of  Dover,  at  Boulogne,  there  is  another  reinforced  concrete  dock,  built 
in  1906  in  connection  with  a  quay  dock,  the  reinforced  concrete  section 
being  51  ft.  wide  and  1  050  ft.  long. 

As  France  is  not  a  large  maritime  nation  like  England,  the  de- 
velopment of  reinforced  concrete  docks  in  her  ports  has  not  been  so 
extensive  as  in  some  of  the  other  European  countries. 

Holland. 

At  Ymuiden  a  reinforced  concrete  landing  stage  was  constructed  in 
1903.  It  consists  of  two  rows  of  hollow  cylinders  of  reinforced  con- 
crete, 8  ft.  2i  in.  in  diameter  and  28  ft.  8  in.  in  height,  filled  with  sand. 
The  rows  of  cylinders  are  21  ft.  4  in.  apart  athwart  the  deck,  but  16  ft. 
5  in.  longitudinally.  The  deck  consists  of  the  usual  concrete  beam, 
slab  system,  and  carries  two  railroad  tracks,  being  designed  to  support 
a  45-ton  locomotive.  The  working  face  of  the  dock  has  a  wooden 
fender-pile  protection.  With  the  exception  of  an  extension  of  this 
landing  stage,  no  other  reinforced  concrete  dock  work  standing  in  sea 
water  has  been  undertaken  in  Holland;  however,  extensive  reinforced 
concrete  quay  walls,  etc.,  have  been  constructed  during  recent  years  at 
Kotterdam,  a  fresh-water  harbor  on  the  Rhine. 

Italy. 

Though  rather  extensive  use  has  been  made  of  mass  and  reinforced 
concrete  in  the  development  of  Italian  harbors,  etc.,  the  writer  has 
records  of  only  two  reinforced  concrete  docks  built  in  that  country. 
One  is  at  Pozzuoli,  near  Naples,  a  regular  Hennebique  type  of  pile 
construction,  with  a  heavy  shear  leg  derrick  at  its  outer  end,  and  the 
other  at  Ravenna,  on  the  Adriatic  Sea. 

Germany. 

The  overseas  shipping  of  Germany  is  confined  almost  entirely  to 
the  two  ports,  Hamburg  and  Bremerhaven,  the  former  of  which  is 
85  miles  from  the  sea,  so  that,  compared  with  England,  the  number  of 
reinforced  concrete  pile  docks  standing  in  sea  water  in  Germany  is 
exceedingly  small.  Although  the  port  of  Hamburg  is  equipped  with 
the  most  modern  shipping  facilities,  most  of  the  docks  are  of  the  heavy 
masonry  quay  type,  and  not  the  long  piers  so  common  in  America.   This 
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is  due  to  the  narrowness  of  the  Elbe  as  compared  with  the  broad  expanse 
of  water-front  of  other  ports.  Although  the  writer's  file  is  lacking  in 
records  of  reinforced  concrete  pile  or  similar  docks  as  having  been  con- 
structed in  Germany,  no  doubt  they  exist  and  are  of  considerable 
magnitude.  It  is  hoped  that  some  of  the  members  of  the  Society  may 
be  able  to  furnish  full  information  concerning  them. 

As  to  reinforced  concrete  dock  construction  in  Sweden,  Norway, 
Denmark,  and  Russia,  the  records  are  extremely  meager,  perhaps  be- 
cause there  are  no  docks  of  this  type  in  these  countries.  Russian  en- 
gineers, however,  have  built  several  concrete  docks  in  the  Baltic  Sea, 
there  being  one  at  Touapse,  a  jetty  built  of  reinforced  caissons. 

Although  little,  if  any,  information  seems  to  be  available  covering 
the  harbor  work,  etc.,  of  the  eastern  part  of  the  Mediterranean,  in 
Grecian,  Turkish,  and  Asia  Minor  ports,  it  would  be  plausible  to  con- 
sider that  the  concrete  industry  is  well  known  in  that  part  of  the  world, 
and  that  it  has  been  used  to  considerable  extent  in  eastern  Mediter- 
ranean ports  as  well  as  in  the  Black  Sea,  in  the  construction  of  not 
only  graving  or  dry  docks,  but  also  reinforced  concrete  docks  and  quays. 

Africa. 

At  Alexandria,  Egypt,  there  is  a  reinforced  concrete  lighthouse,  in 
30  ft.  of  water,  exposed  to  violent  storms  and  heavy  seas.  Its  base  is 
a  truncated  pyramid  45  ft.  high.  The  slender  main  tower  extends 
some  33  ft.  above  the  base,  its  top  being  about  48  ft.  above  sea  level. 
At  one  time  this  lighthouse  was  rammed  by  a  3  800-ton  steamer,  but 
it  does  not  seem  to  have  been  injured,  except  that,  since  that  time,  it 
has  leaned  4°  from  the  vertical. 

At  Senegal,  on  the  French  West  Coast,  a  reinforced  concrete  pile 
dock  and  jetty  was  built  in  1912.  The  dock  is  242  m.  (794  ft.)  long, 
of  varying  widths,  covering  an  area  of  2  600  sq.  m.  (26  900  sq.  ft.). 
The  jetty  head  is  60  by  10.3  m.  (196.8  by  33.8  ft.),  with  an  approach 
140  m.  (461  ft.)  long  and  2.65  m.  (8.7  ft.)  wide,  giving  the  jetty  a 
total  area  of  1  300  sq.  m.  (13  990  sq.  ft.). 

At  Cape  Town,  a  long  reinforced  concrete  pier  was  finished  recently. 
The  concrete  pile  part  is  800  ft.  long  and  45  ft.  wide,  except  for  the 
outer  75  ft.,  where  it  is  65  ft.  wide.  The  piles  are  14  in.  square,  200 
being  used  in  the  structure.  They  were  driven  in  groups  of  four,  13 
ft.  and  10  ft.  from  center  to  center,  with  a  longitudinal  clearance  of 
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27  ft.  and  an  across-dock  clearance  of  IS  ft.  between  each  group  of 
four,  thus  enabling  small  boats  to  pass  under  the  dock  as  well  as  down 
the  center  aisle,  as  it  were.  The  outer  75  ft.  is  well  braced,  the  piles 
being  close  to  one  another. 

Australia. 

Australia  and  Xew  Zealand  are  far  distant,  and  thus  perhaps  few 
data  reach  the  American  engineer  as  to  their  developments  in  con- 
crete. From  what  is  known  of  several  famous  concrete  structures  in  that 
part  of  the  world,  these  countries  are  well  in  the  fore  as  respects  re- 
inforced concrete.  In  fact,  at  Auckland,  New  Zealand,  there  are  from 
four  to  six  reinforced  concrete  docks,  two  of  which,  at  least,  are  of  ex- 
tensive size,  viz.,  a  railroad  dock,  1  500  ft.  long  and  240  ft.  wide,  and 
Queen's  Dock,  1  200  ft.  long  and  280  ft.  wide. 

It  is  of  interest,  in  passing,  to  take  note  of  a  reinforced  concrete 
lighthouse  standing  in  the  Straits  of  Malacca,  a  two-story  closed-in 
structure,  supported  by  seventeen  reinforced  concrete  piles.  On  top 
of  the  main  structure  there  is  an  open  part  consisting  of  reinforced 
concrete  columns  and  braces  supporting  the  light  and  its  house. 

India. 

At  Madras  three  reinforced  concrete  docks,  of  the  bulkhead  type, 
were  constructed  in  1911.  They  consist  of  a  series  of  concrete  piles 
driven  uniformly  8  or  10  ft.  apart,  depending  on  the  type  of  construc- 
tion used.  Back  of  these  piles  were  placed  reinforced  concrete  slabs, 
in  the  same  way  that  wooden  planks  are  placed  back  of  and  secured  to 
wooden  timbers  where  bulkheads  are  built  to  retain  earth. 

In  one  type,  where  the  water  is  only  6  ft.  deep  and  the  dock  has  a 
freeboard  of  10  ft.,  18-in.  piles,  10  ft.  apart,  with  a  penetration  of  18 
ft.,  were  used.  The  thickness  of  the  two  lower  concrete  slabs  is  12  in., 
and  that  of  the  top  slab  15  in. 

In  another  type,  where  the  water  is  9  ft.  deep  and  the  dock  has  6 
ft.  of  freeboard,  15-in.  square  piles,  8  ft.  apart,  were  used,  the  concrete 
slabs  being  6  in.  thick.  The  tops  of  the  piles  are  connected  by  rein- 
forced jack-arches.  In  the  third  type,  the  piles  are  15  in.  square,  10 
ft.  apart,  and  are  tied  back  to  anchors  30  ft.  behind  the  face  of  the 
dock.  The  water  is  only  4  ft.  deep  at  the  face  of  the  dock.  Each  of 
these  three  walls  is  about  1  500  ft.  long,  their  total  length  being  4  700  ft. 
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China. 

What  is  said  to  have  been  the  boldest  undertaking  in  the  construc- 
tion of  a  reinforced  concrete  dock  is  found  at  Shanghai  on  the  Whang 
Poo  River,  50  miles  from  the  open  sea.  The  great  difficulty  encountered 
in  the  building  of  this  structure  and  its  accompanying  warehouses  was 
the  excessive  depth  of  the  overlying  river  silt.  The  design  of  the 
structure  itself  presents  nothing  especially  new,  in  comparison  with 
other  dock  structures,  as  built  in  England.  The  fact  that  nothing  but 
mud  of  various  degrees  of  solidity,  with  layers  of  impure  sand  at  irregu- 
lar depths  and  a  thin  layer  of  gravel  at  a  depth  of  300  ft.,  covered  the 
location  of  the  proposed  structure  for  a  tested  depth  of  400  ft.,  gave 
a  most  unsatisfactory  soil  on  which  to  constrvict  a  dock.  At  a  depth 
of  about  400  ft.  there  was  a  bed  of  gravel.  The  top  layer  of  25  ft., 
into  which  the  concrete  piles  were  driven,  consisted  of  a  solid  crust 
of  stiff  sandy  clay  crossed  with  old  creek  beds  filled  with  soft  mud, 
rendering  the  surface  somewhat  irregular.  The  load  on  the  piles  had 
to  be  carried  by  the  skin  friction  of  this  upper  layer  of  supposedly 
firm  ground.  From  a  careful  study  of  the  situation,  and  from  deduc- 
tion obtained  from  old  timber  docks  built  in  the  same  soil,  a  factor  of 
500  lb.  per  superficial  foot  of  pile  was  fixed  as  the  maximum  carrying 
capacity  of  the  piles,  exclusive  of  their  own  weight. 

The  dock  structure  is  1 160  ft.  long  and  174  ft.  wide,  the  rear  160 
ft.  being  covered  with  two  steel-frame  sheds  arranged  in  such  a  way 
as  to  leave  an  open  space  of  about  250  ft.  between  them  as  an  entrance 
way  to  the  main  office  building.  The  decking  of  the  dock  was  designed 
for  a  load  of  500  lb.  per  sq.  ft.,  with  a  deck  load  of  350  lb.  per  sq.  ft. 
for  the  general  structure.  In  general,  the  structure  consists  of  a  5-in. 
deck-slab,  deck-beam,  and  girder  system  of  concrete  construction,  car- 
ried by  15  by  15-in.  concrete  piers,  15  ft.  from  center  to  center,  each 
pier  being  supported  by  four  14-in.  square  concrete  piles.  At  the  face 
of  the  dock,  where  there  is  a  large  traveling  crane,  the  columns  are 
18  in.  square,  and  are  carried  by  a  group  of  six  14-in.  square  piles. 
The  designed  load  per  pier  was  45  tons,  or  11  tons  per  pile.  The 
structure  has  the  usual  horizontal,  cross,  longitudinal,  and  diagonal 
bracing  ties. 

■  Due  to  the  extraordinary  conditions  under  which  this  dock  was 
built,  it  is  of  interest  to  note  a  few  facts  as  regards  the  pile-driving 
and  the  final  loads  carried.     The  piles  were  driven  with  a  SJ-ton  steam 
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hammer,  the  weight  of  the  cylinder,  which  acted  as  a  dead  load  on  the 
pile  during  driving,  being  1^  tons.  The  piston  stroke  was  from  6  to 
8  in.  The  piles  had  a  penetration  of  about  25  ft.,  the  final  set  being 
1  in.  under  the  last  blow.  It  is  stated  by  the  engineer  of  this  struc- 
ture that  "no  anxiety  was  felt  as  to  the  future  stability  of  the  majority 
of  the  piles"  under  such  an  excessive  set,  as  it  was  considered  that 
their  supporting  power  would  be  increased  after  the  skin  of  water 
between  the  mud  and  pile  had  escaped  and  true  skin  friction  was 
established.  The  resistance  to  driving  increased  very  little  after  a 
15-ft.  penetration  had  been  reached,  and  sometimes  was  less  for  a 
penetration  of  25  ft.  and  above.  On  one  occasion  the  piles  sank  so 
rapidly  under  the  imposed  dead  weight  of  the  hammer  and  cylinder 
that  their  descent  had  to  be  checked  by  holding  up  the  dead  weight 
of  the  hammer  at  the  desired  elevation.  Aft^r  4  weeks,  this  group  of 
four  piles  was  tested  with  a  load  of  45  tons,  with  a  If-in.  settlement 
in  2  weeks,  when  the  settlement  ceased.  The  piles  were  lengthened 
8  ft.,  and  then  driven  deeper.  Though  it  took  80  blows  to  re-start 
the  piles,  they  were  finally  driven  with  the  same  ease  as  at  first.  A 
subsequent  test  of  45  tons  gave  a  settlement  of  1^  in.  No  additional 
attempts  were  made  to  lengthen  any  of  the  piles.  When  completed,  the 
dock  was  loaded  to  more  than  that  for  which  it  was  designed  (1  000 
lb.  per  sq.  ft.,  by  mistake),  with  no  sign  of  any  settlement. 

In  general,  the  piles  were  from  6  to  8  weeks  old  before  they  were 
driven.  The  range  of  temperature  was  about  150°,  which  appeared 
to  cause  hair  cracks  in  winter  along  the  lines  where  work  was  stopped 
in  the  deck-slab.  One  of  the  leading  dock  engineers  of  England  has 
remarked  that  this  dock  illustrates  the  great  advantages  of  a  concrete 
decking  in  its  ability  to  distribute  the  superimposed  loads  and  thereby 
assist  the  piles  to  carry  a  heavy  burden.  The  larger  part  of  this 
structure  was  moulded  on  land  and  put  in  place  on  the  unit  system,  as 
it  were,  especially  those  parts  below  water,  except  the  caps.  In  con- 
nection with  this  dock,  there  was  also  built  a  quay  wall  about  495  ft. 
long  and  21  ft.  wide,  on  one  side  of  the  property,  for  the  berthing  of 

lighters. 

Japan. 

The  writer  has  no  record  of  any  reinforced  concrete  pile  docks 
having  been  built  in  the  development  of  Japanese  harbors,  yet  he  has 
no  doubt  that  they  exist.     For  20  years,  at  least,  the  Japanese  have 
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been  using  concrete  in  breakwaters  to  an  enormous  extent,  and  it  is 
only  a  part  of  wisdom  to  consider  that  they  have  used  it  in  other  rein- 
forced concrete  structures  in  sea  water.  Recently,  extensive  develop- 
ments have  been  made  in  the  harbor  of  Kobe,  where  four  concrete 
piers  have  been  built,  and  of  a  most  unique  type  of  construction,  viz., 
reinforced  concrete  caissons  built  in  the  dry  on  a  pile  structure  on 
the  shores  of  the  harbor,  then  lifted  off  this  foundation  by  a  specially 
designed  depositing  dock,  carried  into  deep  water,  and  put  afloat  by 
sinking  the  depositing  dock  and  withdrawing  it  from  beneath  the  con- 
crete caissons.  The  caissons  were  then  towed  to  and  sunk  in  their 
proper  places  in  the  quay  wall.  Each  caisson,  119  ft.  long,  from  35i 
to  41|  ft.  high,  and  from  24  to  30  ft.  wide,  has  twenty  open-top  cells, 
and  weighs  from  1  900  to  2  400  tons. 

Philippines. 

It  may  not  be  exact  to  regard  the  Philippines  as  a  foreign  country, 
so  far  as  concerns  engineering  work  now  being  done,  yet,  in  this  paper, 
it  has  been  classed  as  such,  and  note  is  here  made  of  the  reinforced 
concrete  docks  in  those  waters.  The  first  dock  of  this  type  was  built 
in  Cavite  at  Manila  in  1902,  on  what  is  known  as  the  "Gushing  System 
of  Piers",  viz.,  cast-iron  cylinders  surrounding  wooden  piling  and  filled 
with  concrete,  the  deck  system  consisting  of  steel  girders  and  beams 
covered  with  a  concrete  slab.  The  dock  is  408  ft.  long,  75  ft.  wide,  and 
contains  thirty-six  cylinder  piers  6  ft.  in  diameter.  The  structure  was 
built  by  the  United  States  Navy  Department  in  connection  with  a 
coaling  station. 

Two  docks  of  a  similar  design  were  built  in  1906  by  the  Navy 
Department  at  Manila.  One  of  these  is  650  ft.  long  and  110  ft.  wide; 
the  other  is  600  ft.  long  and  70  ft.  wide.  There  are  nearly  300  cylin- 
drical piers  in  the  two  structures. 

The  Navy  Department  has  also  constructed  two  reinforced  concrete 
docks  at  the  Naval  Station,  Olongapo.  One  of  these  is  332  ft.  long 
and  45  ft.  wide;  the  other  is  300  ft.  long  and  60  ft.  wide.  The  piers 
or  columns  of  both  consist  of  hollow  concrete  cylinders,  2^-  ft.  in 
diameter,  filled  with  concrete,  and  12  ft.  apart  longitudinally  and  18  ft. 
transversely.  The  decking  consists  of  I-beams,  encased  in  concrete, 
and  these  support  a  suitable  concrete  slab.  There  are  light  diagonal 
ties  at  each  bent,  running  from  the  base  of  each  outer  column  to  the 
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top    of    each    inshore    column,    but    there    does    not    seem    to    be    any 
other  lateral  bracing. 

Another  reinforced  concrete  dock  has  been  finished  recently  in  the 
Philippines,  at  Iloilo,  about  330  miles  south  of  Manila.  It  runs  along 
the  face  of  an  old  sea  wall,  and  consists  of  a  series  of  transverse 
girders,  10  ft.  from  center  to  center,  with  a  12-in.  concrete  deck-slab. 
The  outer  end  of  each  girder  rests  on  a  hollow  cylindrical  column, 
and  the  land  ends  are  seated  on  a  concrete  pedestal  built  up  from 
the  natural  slope  of  the  bank.  At  the  face  of  the  wall,  arches  are 
inserted  between  the  girders  in  order  to  provide  additional  strength 
to  resist  lateral  stresses,  as  well  as  to  give  to  the  dock  an  artistic 
finish. 

South  America. 

In  view  of  the  extensive  harbor  developments  and  the  magnificent 
systems  of  docks,  etc.,  in  some  of  the  ports  of  the  leading  South 
American  countries,  it  is  to  be  regretted  that  more  general  informa- 
tion concerning  them  is  not  readily  available  for  the  engineers  of 
the  United  States.  These  engineering  undertakings  and  port  de- 
velopments stand  out  as  the  most  prominent  of  such  world  under- 
takings, especially  at  Buenos  Aires,  which  city  is  conceded  to  have 
the  finest  shipping  and  port  facilities  in  the  world,  with  Montevideo 
a  close  second.  It  has  been  stated  that  almost  all  South  American 
docks  of  any  magnitude  are  being  constructed  of  concrete,  though 
the  percentage  of  reinforced  concrete  structures  among  them  is  un- 
known to  the  writer. 

In  the  foregoing  the  writer  has  attempted  to  outline  the  most 
important  concrete  docks,  etc.,  constructed  up  to  date  in  European 
and  other  countries,  without  any  attempt  to  go  into  the  technical 
side  of  their  design,  though  some  of  them  are  more  in  the  nature 
of  semi-concrete  and  concrete  steel  docks  than  full  concrete  structures. 
The  list  is  far  from  complete,  but  gives  a  general  idea  of  the  exten- 
sive use  of  reinforced  concrete  in  dock  construction  in  foreign  ports. 

Part   II. — Eeinforced   Concrete  Docks  in   the   United   States. 

In  recording  what  has  been  accomplished  in  the  construction  of 
reinforced  concrete  docks  in  North  America,  including  Porto  Rico, 
Cuba,  the  Canal  Zone,  and  Canada,  such  undertakings  are  so  few 
and  of  such  recent  date,  compared  with  those  in  European  countries. 
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that  the  art  of  building  reinforced  concrete  docks  in  these  countries 
may  be  said  to  be  hardly  beyond  its  infancy,  especially  as  regards  out- 
and-out  docks  or  piers,  as  the  American  usually  imderstands  the  word, 
viz.,  long  structures  running  out  from  the  shore  in  such  a  way  that 
vessels  can  lie  on  each  side.  Unfortunately,  it  will  be  necessary  to 
make  note  of  some  failures  among  North  American  concrete  docks. 

Atlantic  Coast. 

Boston. — The  first  concrete  dock  built  in  Boston  Harbor  has  per- 
haps caused  more  discussion  as  to  the  feasibility  of  using  concrete 
in  sea  water  than  any  other  American  structure  of  this  type,  and, 
therefore,  is  far-famed  in  itself.  This  dock,  or  pier,  was  built  at  the 
Charlestown  ISTavy  Yard  about  14  years  ago.  The  first  section,  con- 
sisting of  a  long,  straight  wall,  was  built  in  1899-1900,  without  any 
resort  to  a  coffer-dam.  The  other  two  sections,  consisting  of  plain 
reinforced  arches,  20  ft.  wide,  with  spandrel  walls,  were  constructed 
in  1901,  the  space  between  the  two  walls  being  filled  with  earth  and 
stone.  The  first  section  was  built  of  1:2:3  concrete  throughout, 
the  concrete  being  all  placed  in  the  wet,  with  an  open-top  bucket.  The 
second  and  third  sections  were  of  different  mixtures,  the  main  body 
being  of  1 :  3 :  6  concrete,  the  outer  2  ft.  consisting  of  a  1 :  2 :  4  mixture, 
and  the  whole  exposed  surface  was  faced  with  3  in.  of  1 : 1  mortar.  In 
these  two  sections  the  concrete  was  placed  very  dry,  as  was  the  practice 
at  that  time. 

During  1913  one  of  the  Boston  public  docks.  Pier  No.  5,  was 
partly  rebuilt  in  concrete.  This  dock  consisted  of  a  timber  platform 
deck,  50  ft.  wide  and  1  150  ft.  long,  on  each  side  of  a  solid  earth  fill. 
The  new  wooden  piles  needed  were  driven,  and  all  the  piles,  new 
and  old,  were  cut  off  at  mean  high  water  and  capped  with  a  deep  re- 
inforced concrete  beam  running  athwart  the  piles,  in  the  way  of 
curtain-walls.  These  curtain-walls  support  two  longitudinal  reinforced 
concrete  beams,  the  third  or  inner  beam  resting  on  the  earth  retaining 
wall.  There  are  also  two  additional  concrete  beams  under  the  track 
along  the  outer  face  of  the  dock,  with  special  supporting  piles.  On 
top  of  the  curtain-wall  and  longitudinal  girders  is  laid  a  reinforced 
concrete  fioor-slab  with  a  2-in.  bitulithic  top.  Wooden  longitudinal 
tie  members  are  run  from  top  of  pile  to  top  of  pile  under  the  concrete 
curtain-walls,  the  whole  timber  structure  being  well  braced  with  piles 
and   wooden   ties.      To   provide   against   accident   from   disintegration 
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of  the  lower  part  of  the  curtain-walls,  due  to  frost  action  or  other 
cause,  cast-iron  columns,  30  in.  long,  are  attached  to  the  top  of  the 
piles  and  made  integral  with  the  curtain-walls,  thus  guarding  against 
weakness  in  the  concrete,  rather  than  in  the  piles,  as  done  in  other 
harbors. 

New  York  Harbor  and  New  Jersey  Coast. — A  reinforced  concrete 
dock  of  an  experimental  nature  was  constructed  at  Ellis  Island.  New 
York  Harbor,  in  1911.  It  is  a  rather  small  structure,  30  ft.  wide  and 
50  ft.  long,  resting  on  thirty-six  driven  concrete  piles  18  in.  square. 
The  piles  were  made  of  different  mixtures,  for  experimental  purposes, 
various  kinds  of  water-proofing  being  used  in  order  to  determine 
their  efficiency  under  the  same  conditions.  This  was  the  first  complete 
concrete  pile  and  deck  dock  built  in  New  York  Harbor. 

During  the  past  seven  years  a  semi-concrete  type  of  dock  has  been 
under  development  in  New  York  Harbor,  viz.,  wooden  piling,  wooden 
caps,  and  concrete  decking.  In  one  dock,  on  the  New  Jersey  side  of 
the  Hudson,  the  caps  on  top  of  the  piles  are  also  of  concrete.  In  the 
final  type,  as  worked  out  by  the  Department  of  Docks  and  Ferries,* 
the  concrete  slab  rests  directly  on  wooden  caps  secured  to  the  tops  of 
the  wooden  piles,  a  genuine  flat  slab  between  bents,  the  entire  timber 
floor  system  being  wholly  eliminated.  At  present  some  25  or  30  semi- 
concrete  docks  have  been  built  on  this  system  in  New  York  Harbor. 
It  has  been  stated  authoritatively  that  they  have  proved  a  great 
success. 

In  building  two  semi-concrete  docks  at  the  Brooklyn  Navy  Yard 
a  few  years  ago,  the  objectionable  features  of  docks  of  the  foregoing 
type — viz.,  part  of  the  wooden  pilings  and  bracing  exposed  to  wet  and 
dry  conditions  between  low  water  and  the  decking,  and  the  wooden 
cap  as  an  additional  temporary  item  helping  to  support  a  permanent 
structure — were  eliminated.  In  the  two  Navy  Yard  docks  the  wooden 
piles  were  cut  off  a  little  above  low  water  and  capped  with  a  wooden 
grillage.  Pre-moulded  concrete  columns,  mixed  with  water-proofing 
compounds,  were  set  on  and  dovetailed  into  the  caps,  and  a  concrete 
girder-beam  and  deck-slab  system  was  worked  over  the  tops  of  the 
columns.  The  wearing  surface  consists  of  a  creosoted  wooden  block 
pavement.  Dovsm  each  side  of  the  dock  there  is  a  standard-gauge 
railroad. 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXVII,  p.  503. 
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A  small  concrete  dock  was  constructed  at  Glen  Cove  as  a  j'acht- 
landing,  in  the  winter  of  1909-10.  It  consists  of  eight  reinforced 
concrete  rock-filled  caissons,  supporting  an  overhead  footbridge,  the 
total  length  of  the  pier  being  about  330  ft. 

Long  Branch. — At  Long  Branch  a  Hennebique  type  of  concrete 
pile  dock  was  constructed  in  1911,  running  some  848  ft.  out  into  the 
Atlantic  Ocean,  as  a  boat  landing  and  recreation  pier.  At  present 
the  pier  is  only  75  ft.  wide,  except  for  an  80-ft.  length  at  its  outer 
end,  where  its  width  is  150  ft.,  the  intention  being  to  make  the  whole 
pier  of  that  width  at  some  future  time.  The  deck  is  22  ft.  above  low 
water.  The  piles  are  16  ft.  from  center  to  center  longitudinally,  but 
20  ft.  from  center  to  center  across  the  pier,  except  the  outer  two 
rows,  which  are  15  ft.  from  center  to  center.  Most  of  the  piles  are 
of  hollow  cross-section,  22  in.  external  diameter,  13  in.  internal 
diameter;  the  penetration  was  about  22  ft.  To  provide  sufficient  im- 
permeability, the  shells  of  the  piles  were  made  of  1:1^:3  concrete, 
the  fill  being  of  a  weaker  mixture.  Apparently,  no  cross-bracing 
system  was  used,  the  outer  end  of  the  pier  being  stiffened  laterally 
by  inclined  bracing  piles  at  regular  intervals. 

Atlantic  City. — At  Atlantic  City  the  famous  steel  pier  was  widened 
and  protected  in  1906  by  the  use  of  concrete.  The  original  pier  was 
founded  on  steel-pipe  piles  resting  on  cast-iron  disks,  a  type  of  con- 
struction quite  common  during  the  last  part  of  the  19th  century.  The 
pier  extends  out  into  the  Atlantic  Ocean  a  total  length  of  1  600  ft. 
In  rebuilding  the  pier  all  the  original  metal  work  was  encased  in 
concrete  and  the  pier  was  widened  on  both  sides,  12-in.  and  25-in, 
reinforced  concrete  piles,  with  enlarged  footings,  being  used.  The 
smaller  piles  were  pre-moulded  vertically,  on  a  small  platform,  each 
pile  at  its  final  location.  After  hardening  sufficiently  they  were  lifted 
off  their  platforms  and  jetted  into  place  through  from  8  to  14  ft.  of 
sand.  The  larger  piles  were  given  a  penetration  of  16  ft.  The  lower 
12  ft.  of  these  piles  were  pre-moulded  on  a  platform,  a  water-tight 
iron  casing  was  secured  to  the  upper  end,  and  the  whole  was  jetted 
into  place.  The  dry  caisson  was  then  filled  with  concrete  up  to  the 
proper  level,  the  maximum  total  length  of  the  25-in.  piles  being  52  ft. 
In  protecting  the  original  piles,  concrete  shells  were  cast  around  them, 
with  sufficient  interior  clearance,  and  the  space  was  afterward  filled 
with  grout. 
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After  the  concrete  work  of  this  structure  had  been  in  the  sea  water 
for  6  months,  the  piles  became  coated  with  a  sort  of  gelatinous  matter 
which  seemed  to  act  as  a  most  excellent  protective  coating  against 
any  deterioration.  The  same  peculiar  action  has  also  been  noticed  in 
California. 

Although  not  exactly  a  dock,  it  is  of  interest  to  note  the  concrete 
pile  Boardwalk  at  Atlantic  City.  Not  only  is  it  necessary  to  guard 
against  dry  and  wet  conditions  at  such  resorts,  but  the  fine  sands 
act  like  a  sand-blast  when  driven  like  snow  before  the  wind.  In  190S 
part  of  the  old  wooden  structure  was  rebuilt  with  16-in.  concrete  piles, 
supporting  a  concrete  cap,  and  that  in  turn  carried  the  wooden 
decking. 

Baltimore. — It  is  perhaps  at  Baltimore  that  the  most  extensive 
reinforced  concrete  docks  on  the  Atlantic  seaboard  have  been  built. 
Although  the  water  in  Baltimore  Harbor  may  not  have  the  same  density 
of  salt  as  in  ports  nearer  the  sea,  these  docks,  thus  far,  have  shown 
no  sign  of  deterioration,  though  at  times  subject  to  frost  action. 
Three  of  these  piers  are  of  a  back-filled  concrete  bulkhead  type,  and 
not  docks  resting  on  piles.  Pier  Xo.  4  is  978  ft.  long  and  220  ft. 
wide;  Pier  No.  5  is  1  245  ft.  long  and  200  ft.  wide  at  the  shore  end,  but 
243  ft.  wide  at  the  water  end ;  Pier  No.  6  is  1  456  ft.  long  and  93  ft. 
wide  at  the  shore  end,  but  212  ft.  wide  at  the  water  end;  all  were  built 
in  1908. 

In  general,  these  three  docks  consist  of  a  series  of  oval-shaped 
concrete  cylinders  25  ft.  apart  along  the  face  of  the  docks,  and  sunk 
to  about  25  ft.  below  low  water.  Along  the  face  of  the  cylinders,  and 
just  above  high  water,  there  is  a  concrete-encased  iron  girder,  tied 
back  to  a  deadman  some  28  ft.  in  the  rear  of  each  cylinder.  A  row 
of  concrete  sheet-piling  was  driven  back  of  the  girders  to  form  a 
vertical  retaining  wall,  the  upper  ends  of  the  sheet-piling  bearing 
against  the  girder  and  the  lower  ends  being  driven  into  the  muddy 
bottom.  A  horizontal  box-girder  encased  in  concrete  runs  along 
the  upper  face  of  the  dock,  supporting  the  outer  edge  of  the  concrete 
curb  slab,  on  which  are  laid  the  paving  blocks.  The  cylinders  are 
tied  together  in  certain  cases  by  ties  extending  entirely  across  the 
docks.  The  face  of  each  dock  is  protected  by  wooden  fender-piles,  8  ft. 
apart.  Another  concrete  dock  has  been  completed  recently  in  Baltimore 
bv  the  Harbor  Commission,  the  details  of  which  are  lacking.     In  the 
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same  harbor  is  found  a  concrete  bulkhead  dock,  built  for  a  private 
corporation — a  reinforced  concrete  sheet-piling  structure  capped  with 
a  concrete  girder  tied  back  to  deadmen  by  reinforced  concrete  ties. 

At  Sparrows  Point,  near  Baltimore,  a  reinforced  concrete  ore  dock, 
600  ft.  long,  was  built  in  1911.  It  consists  of  two  parallel  concrete 
walls,  about  46  ft.  apart,  viz.,  (1)  a  sheet-pile  bulkhead  on  the  water- 
front capped  by  heavy  concrete  girders  with  a  cantilevered  shelf,  as 
it  were,  on  the  outer  face,  running  the  full  length  of  the  bulkhead; 
(2)  a  heavy  retaining  wall  in  the  rear,  the  two  walls  being  tied  to- 
gether by  reinforced  concrete  ties  about  30  ft.  apart.  The  back  wall, 
resting  on  wooden  piles,  not  only  acts  as  a  deadman  for  the  outer  wall, 
but  affords  a  means  for  carrying  one  track  of  the  large,  heavy,  ore 
unloading  crane  that  straddles  the  filled-in  space  between  the  two 
walls,  the  front  track  of  the  crane  running  along  the  outer  wall.  The 
dock  face  is  protected  by  a  substantial  system  of  fender-piles  and 
wales  with  heavy  helical  car-springs  at  each  buttress  of  the  face  wall. 

Norfolk. — In  constructing  the  Virginian  Railway  Coaling  Terminal, 
at  Sewells  Point,  in  1907,  it  was  not  practical  to  carry  the  massive  steel 
superstructure  on  creosoted  piles.  In  place  thereof  groups  of  wooden 
piles  were  driven  and  cut  off  1  ft.  below  the  mud  line.  On  top  of 
these  piles  were  built  monolithic  concrete  piers,  of  pyramidal  shape, 
to  4  ft.  above  high  water.  All  the  concrete  work  was  done  in  the  dry, 
inside  a  coffer-dam.  These  piers  are  reported  to  be  in  as  good  condition 
as  when  first  built. 

BmnswicJc  and  Charleston. — Perhaps  the  most  extensive  develop- 
ment of  concrete  dock  construction,  combining  concrete  piles  with 
wooden  decking,  is  found  at  Brunswick,  Ga.,  and  at  the  U.  S.  Navy 
Yard,  Charleston,  S.  C,  built  in  1906. 

The  Brunswick  terminal  consists  of  two  piers,  500  and  900  ft.  in 
length,  respectively,  and  each  is  140  ft.  wide ;  there  is  also  a  coaling 
pier  about  300  ft.  long.  The  16-in.  bearing  piles,  of  pre-moulded  con- 
crete, are  12  ft.  from  center  to  center  each  way.  They  are  from  30  to 
51  ft.  in  length,  with  the  lower  10  ft.  tapering  to  8  in.  The  piles 
have  a  penetration  of  40  ft.  Their  upper  ends  are  corbeled  out  to 
support  the  double  8  by  16-in.  wooden  caps.  The  decking  consists  of 
6  by  14-in.  stringers  and  a  3-in.  flooring.  Each  bent  is  well  braced 
with  creosoted  wooden  cross-bracing. 
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The  Charleston  Navy  Yard  dock  is  60  ft.  wide  and  520  ft.  long, 
and  of  the  same  type  of  construction  as  the  Brunswick  structures.  The 
piles,  10  ft.  from  center  to  center  each  way,  are  18  in.  square,  instead 
of  16  in.  square,  and  have  an  8-ft.  taper  to  12  in.  square  at  their  lower 
ends,  thus  giving  a  heavier  structure  than  those  at  Brunswick.  The 
test  load  on  the  Charleston  dock  was  30  tons  per  pile  for  48  hours, 
though  the  specification  required  only  20  tons,  or  400  lb.  per  sq.  ft. 

The  outer  row  of  piles  in  these  docks  consisted  of  three  creosoted 
yellow  pine  sticks,  two  of  which  were  driven  on  a  batter;  all  were 
bolted  together  to  aiford  sufficient  protection  to  the  dock  in  the  form 
of  a  fender-pile  system. 

During  the  building  of  the  Brunswick  dock  it  was  rammed  by 
a  large  steamer.  Although  a  number  of  the  pine  piles  were  broken,  it 
has  been  stated  that  the  concrete  piles  withstood  the  shock  successfully. 

Savannah. — A  rather  unique  type  of  concrete  dock  was  built  at 
Savannah,  17  miles  from  the  sea,  in  1913.  The  design  seems  to  con- 
tain many  of  the  excellent  features  of  the  Ambursen  dam.  This  dock 
consists  of  a  series  of  pile  bents  athwart  the  dock  supporting  rein- 
forced concrete  brackets  of  triangular  shape,  the  brackets  in  turn 
supporting  a  concrete  deck-slab  sloping  down  and  toward  the  rear  of 
the  structure.  This  deck  was  afterward  back-filled  and  finished  oif 
with  a  suitable  working  face.  The  dock  forms  a  water-front  structure, 
and  is  protected  by  wooden  fender-piles. 

Jacksonville. — In  the  construction  of  a  semi-concrete  dock  at  Jack- 
sonville, the  Braxten  concrete  pile  was  used,  with  very  satisfactory 
results.  In  another  case  the  Ripley  concrete-encased  wooden  pile  was 
adopted. 

Key  West. — A  reinforced  concrete  quay  wall  dock,  1  589  ft.  long, 
was  completed  at  the  U.  S.  Navy  Yard  at  Key  West  in  1912.  The 
main  wall  consists  of  a  series  of  pre-moulded  concrete  pile  bents  capped 
by  a  concrete  girder  and  a  deck-slab  40  ft.  wide  on  top.  From  the  inner 
edge  of  the  deck-slab  a  sloping  concrete  apron  runs  down  to  the  top 
of  a  row  of  sheet-piles  which  forms  a  retaining  wall  for  the  reclaimed 
land.  The  piles  are  from  16i  to  20  in.  square,  and  vary  from  25  to 
60  ft.  in  length.  The  bents  are  10  ft.  apart,  with  the  same  spacing 
for  the  piles,  each  bent  having  six  piles.  The  face  of  the  dock  is 
protected  by  a  system  of  creosoted  fender-piles  placed  midway  between 
each  bent. 
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Po7-t  Arthur. — A  reinforced  concrete  pile-bent  dock,  1  050  ft.  long 
and  25  ft.  wide,  was  constructed  at  Port  Arthur,  Tex.,  in  1911-12.  In 
general,  the  piles  are  16  in.  square,  44  ft.  long,  and  5i  ft.  from  center 
to  center.  The  pile  bents,  of  five  piles  each,  are  about  23  ft.  apart, 
and  are  capped  with  a  reinforced  concrete  girder.  Five  concrete 
beams,  running  from  bent  to  bent,  and  a  4^-in.  concrete  slab,  form 
the  deck  structure.  The  dock  is  tied  back  to  the  concrete  trestle  built 
for  carrying  the  railroad  tracks  in  the  rear  of  the  dock.  No  provision  is 
made  for  any  spring  or  other  device  to  take  iip  the  impact  forces  on  the 
fender  system,  as  it  is  believed  that  the  wooden  fender-piles  will  afford 
sufficient  elasticity  to  prevent  any  injury  to  the  dock  from  this  source. 

Cuba. — Two  reinforced  concrete  docks,  620  and  670  ft.  in  length, 
respectively,  and  160  ft.  wide,  were  built  in  1911-12  at  Havana,  the 
depth  of  the  water  varying  from  12  to  40  ft.  Each  consists  of  a  con- 
crete floor-slab  resting  directly  on  concrete  caps  placed  on  top  of 
clusters  of  from  four  to  eighteen  reinforced  concrete  piles,  the  clusters 
being  about  23  ft.  from  center  to  center  in  each  direction.  The  con- 
crete piles,  IS  and  20  in.  square,  were  designed  for  a  load  of  32  tons 
each.  The  design  of  the  floor  slab  would  indicate  a  cantilever  effect 
longitudinally  between  each  row  of  longitudinal  piling. 

One  of  the  railroad  companies  of  Cuba,  also,  has  built  a  reinforced 
concrete  dock  at  Havana,  for  coaling  purposes.  The  structure,  which 
is  subjected  to  very  heavy  loading,  rests  on  Chenoweth  concrete  piling, 
and  was  but  recently  finished. 

Haiti. — In  constructing  a  reinforced  concrete  dock  at  Port  au 
Prince,  during  1913,  the  Ripley  type  of  concrete  wrapped  wooden  pile 
was  adopted.  This  dock  has  a  total  length  of  2  326  ft.,  varying  in 
width  from  24  to  60  ft.  The  piles  are  10  ft.  from  center  to  center, 
longitudinally  and  transversely,  and  are  capped  by  heavy  concrete 
girders  of  rectangular  section  for  the  inshore  end  of  the  dock,  other- 
wise by  arched  girders.  The  deck  system  consists  of  a  series  of  rein- 
forced concrete  beams  supporting  the  concrete  deck-slab,  built  with  a 
crown,  in  order  to  shed  water.  The  dock  is  protected  by  a  creosoted 
fender-pile  system. 

Panama  and  Canal  Zone. — The  United  Fruit  Company  in  1909 
built  a  combined  reinforced  concrete  and  wooden  pile  dock  at  Bocas 
del  Toro,  for  the  docking  of  fairly  large  steamers.  The  wooden  piling 
is  surrounded  by  a  4-in.   concrete  shell  up  to  about  1   ft.   above  the 
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high-water  line.  The  piles  are  extended  up  to  the  deck  as  reinforced 
columns,  with  a  concrete  beam  and  deck-slab  system.  Up  to  the  present 
time  the  dock  is  said  to  have  given  good  results. 

In  the  Canal  Zone  the  U.  S.  Army  Engineers  have  constructed  a 
reinforced  concrete  dock,  706  ft.  long  and  55  ft.  wide,  for  unloading 
timber.  There  are  fifty-five  concrete  piers  or  columns,  8  ft.  in  diameter 
and  about  80  ft.  long  arranged  in  two  rows,  35  ft.  from  center  to 
center  across  the  dock,  and  30  ft.  from  center  to  center  longitudinally, 
and  built  in  the  form  of  hollow  reinforced  concrete  sectional  cylinders. 
After  these  cylinders  had  been  sunk  to  bed-rock,  they  were  filled  with 
concrete,  being  reinforced  vertically  with  eight  rails.  On  top  of  the 
columns  there  is  a  concrete  girder,  deck-beam,  slab  sj-stem.  The 
girders  are  about  5i  ft.  deep,  the  beams  about  4^  ft.  deep,  and  the 
slab  6  in.  thick.  The  railroad  track  runs  over  one  row  of  columns. 
The  floor  system  is  designed  for  a  load  of  400  lb.  per  sq.  ft.,  with  a 
concentrated  load  of  105  tons  over  the  track  beams.  The  depth  of 
water  for  a  mean  sea-level  tide  is  40  ft.,  the  total  fluctuation  in  the 
tide  being  20  ft. 

Two  other  concrete  docks  of  extensive  size  are  now  in  course  of 
construction  in  the  Canal  Zone,  with  still  more  to  follow. 

Pacific  Coast. 

On  the  long  stretch  of  our  Pacific  Coast,  perhaps  is  found  the 
greatest  development  of  reinforced  concrete  dock  construction  in  the 
United  States.  This  section  is  making  vast  harbor  improvements 
in  anticipation  of  the  opening  of  the  Panama  Canal. 

San  Diego. — At  this  most  southern  port  on  the  California  Coast 
an  extensive  reinforced  concrete  dock  is  now  under  construction.  It 
consists  of  two  parts,  viz.,  the  dock  itself,  800  ft.  long  and  130  ft. 
wide,  and  a  quay  wall  or  bulkhead,  2  675  ft.  long  and  25  ft.  wide. 
Wooden  piles  are  driven  into  the  soil  and  cut  off  "at  any  point  between 
mean  low  water  and  18  ft.  below  city  datum."  Each  of  the  42-in. 
concrete  columns  encases  one  wooden  pile  and  supports  a  system  of 
structural  deck -beams,  a  concrete  slab  covering  the  whole.  The  col- 
umns are  15  and  13  ft.  4  in.  from  center  to  center.  The  entire  struc- 
ture is  protected  by  a  wooden  fender-pile  system  having  the  so-called 
San  Francisco  type  of  steel  spring  shock-absorbers. 
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San  Pedro. — In  connection  with  extensive  port  developments  at 
San  Pedro,  a  semi-reinforced  concrete  dock  was  recently  completed 
in  the  outer  harbor.  It  consists  of  pre-moulded  concrete  piles,  10  ft. 
from  center  to  center  in  each  bent,  the  bents  being  16  ft.  apart.  The 
tops  of  these  piles  are  corbeled  out  to  support  two  10  by  16-in,  wooden 
caps,  which  in  turn  support  the  wooden  floor  joist  and  wooden  decking. 
The  piles  are  tied  together  with  a  wooden  cross-bracing  system  above 
mean  high  tide.  The  structure  is  also  stiffened  against  lateral  blows 
on  its  face  by  inclined  bracing  piles.  The  wooden  pile  fender  system 
has  a  car-spring  to  assist  in  taking  up  lateral  forces.  The  dock  is  of 
the  quay  type,  48  ft.  6  in.  in  width,  the  total  pier  head  frontage  being 
12  000  lin.  ft.  A  railroad  runs  parallel  to  the  inner  edge  on  the 
inshore  fill. 

Redondo. — It  is  of  interest  to  take  note  of  the  ocean  pier  at 
Redondo,  Cal.,  though  it  is  not  a  dock.  It  extends  some  637  ft.  out 
into  the  Pacific  Ocean,  and  supports  the  intake  pipe  (for  cooling 
purposes)  of  a  power  station.  The  pier  consists  of  concrete  pile  bents, 
20  ft.  apart,  each  bent  having  four  piles.  As  considerable  surf  runs 
at  times  under  this  pier,  the  outer  bents  have  an  extra  outside  pile 
driven  with  a  batter  of  2  in.  per  ft.  The  piles  consist  of  a  thin  steel 
shell,  18  in.  in  diameter,  closed  at  the  lower  end.  After  the  steel 
cylinder  had  been  driven  to  the  proper  depth  of  penetration,  the  rein- 
forcement was  inserted  and  the  cylinder  was  filled  with  concrete.  The 
piles  of  each  bent  have  a  structural  steel  cap  encased  in  concrete,  with 
a  system  of  diagonal  bracing  in  a  horizontal  plane  connecting  the 
tops;  there  is  also  a  longitudinal  system  of  ties  at  the  tops  of  the  piles, 
above  the  reach  of  the  water.  This  structure,  as  a  whole,  is  said  to 
possess  considerable  elasticity. 

Long  Beach,  Cal. — In  1907  a  concrete  pile  pier  was  built  at  Long 
Beach,  extending  some  1  300  ft.  out  into  the  ocean.  The  head  of  the 
pier  is  100  ft.  long  and  300  ft.  wide,  the  approach  being  1  299  ft.  long 
and  32  ft.  wide.  The  deck  is  30  ft.  above  mean  low  water,  so  as  to  be 
kept  clear  of  the  24-ft.  waves  which  at  times  roll  in  from  the  ocean. 
The  piles  and  columns  are  4^  ft.  in  diameter,  and  are  arranged  in 
bents.  Under  the  head  of  the  pier  the  bents  and  piles  are  16  ft.  from 
center  to  center.  The  approach  bents  are  20  ft.  apart,  with  two  columns 
each.  The  columns  are  sunk  from  10  to  18  ft.  into  the  sand,  in 
order  to  be  absolutely  safe,  as  it  is  said  that  at  times  the  undertow 
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digs  out  the  sand  to  a  depth  of  13  ft.  The  pile  caps  consist  of  steel 
I-beams,  on  top  of  which  rest  wooden  stringers  carrying  a  wooden 
decking. 

Santa  Monica. — At  Santa  Monica,  an  ocean  pier,  built  in  1908-09. 
extends  1  600  ft.  out  into  the  ocean.  It  was  built  on  driven  concrete 
piling,  ranging  from  14  to  22  in.  in  diameter,  in  lengths  up  to  Y5  ft., 
with  from  16  to  20  ft.  penetration.  Although  the  pier  was  built 
primarily  to  support  the  outfall  sewer  carrying  the  sewage  effluent  to 
a  point  far  seaward,  it  is  also  used  for  recreation  purposes.  The 
pier  is  about  35  ft.  wide  at  the  deck  line,  with  three  platform  spaces 
of  43  by  89  ft.  at  intermediate  points  and  at  the  end.  The  bents  are 
20  ft.  from  center  to  center  and  consist  of  three  piles,  the  piles  being 
13  ft.  6  in.  from  center  to  center.  Each  bent  has  a  concrete  cap  on 
which  rest  the  wooden  joists  covered  with  2-in.  planking,  and  the 
latter  is  covered  with  a  3-in.  wire-mesh  concrete  slab,  having  the 
proper  pitch  to  carry  off  the  water.  The  bents  are  tied  together  by 
three  longitudinal  reinforced  concrete  tie-beams  running  from  top  of 
pile  to  top  of  pile.    The  piles  are  bulb-pointed. 

San  Francisco  Bay. — Although  the  dock  engineers  of  New  York 
City  have  developed  a  type  of  semi-reinforced  concrete  dock,  viz., 
a  wooden  pile  structure  supporting  a  concrete  slab,  especially  adapt- 
able to  local  conditions,  the  dock  engineers  of  San  Francisco  have 
developed  a  type  of  full  reinforced  concrete  dock  based  on  wooden 
sub-piling,  concrete  column  piers,  steel  or  concrete  deck-beams,  and 
concrete  floor  slab,  the  concrete  encasing  the  steel  beams  and  the  floor 
being  made  monolithic,  with  details  varying  to  suit  special  conditions. 
Although  the  type  as  worked  out  presents  no  difficulty  in  the  way  of 
construction,  outside  of  building  the  main  columns,  that  part  of  the 
work  has  been  done  successfully,  but  with  considerable  difficulty.  The 
mud  line  at  the  bottom  of  the  bay  is  said  to  be  approximately  level,  yet, 
at  the  outer  ends  of  some  of  the  piers  there  is  a  depth  of  only  about 
18  in.  of  mud  over  the  rock;  at  the  shore  end,  however,  there  is  a  depth 
of  35  ft.  of  mud.  Piles  can  be  driven  to  a  rock  bearing  in  some  places, 
but  it  is  impossible  to  use  wooden  piles  throughout.  Along  a  portion 
of  the  water-front,  where  it  is  not  possible  to  reach  the  rock,  there  is  a 
hard  soil  capable  of  bearing  from  4  to  6  tons  per  sq.  ft.,  thus  doing 
away  with  the  necessity  of  any  sub-piling. 

The  method  used  in  building  the  column  piers  is  to  sink  a  hollow 
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steel  caisson,  of  such  length  that  it  will  not  be  overtopped  by  the 
water,  dredge  out  the  interior  to  the  desired  depth,  and  build  the 
reinforced  column  in  the  dry.  In  some  cases  the  coll^mns  rest  on  solid 
rock,  in  others,  wooden  piles  have  to  be  driven  inside  the  cylinders  to 
obtain  the  necessary  bearing  support.  The  size  of  the  columns  varies 
according  to  conditions.  In  two  docks  built  in  1910,  140  ft.  wide  and 
780  ft.  long,  where  the  mud  covering  the  rock  was  less  than  50  ft.,  the 
columns  were  seated  directly  on  the  rock.  Where  the  mud  is  more 
than  50  ft.  deep  the  columns  rest  on  five  15-in.  wooden  piles  driven 
to  refusal,  the  piles  being  cut  o£E  35  ft.  below  the  water  line  and 
encased  by  the  concrete  columns  to  that  height.  The  columns  are  6  ft. 
in  diameter  to  a  height  of  7  ft.,  and  then  3i  ft.  to  the  top. 

In  laying  out  a  vast  dock  improvement  proposition  at  Fort  Mason, 
San  Francisco,  the  Government  has  planned  for  the  immediate  con- 
struction of  three  docks  of  the  usual  San  Francisco  type,  each  to  be 
500  ft.  long,  two  81  ft.  wide,  the  third  118  ft.  wide.  The  concrete 
columns  are  to  be  supported  by  groups  of  seven  wooden  piles  driven 
in  a  circle  6J  ft.  in  diameter,  and  18i  ft.  from  center  to  center  each 
way.  The  piers  are  to  be  8  ft.  in  diameter  up  to  12  ft.  above  the 
dredge  line,  and  are  then  to  be  reduced  to  a  diameter  of  4  ft.  for  the 
remainder  of  their  length.  The  wooden  piles  will  extend  some  11  ft. 
rip  into  the  concrete  columns,  the  bottom  of  the  concrete  being  well 
below  the  miid  line.  In  building  the  first  of  these  docks,  an  attempt 
was  made  to  construct  the  column  forms  of  4-in.  staves,  sufficiently 
reinforced  with  bands,  and  sink  them  into  position  by  driving.  The 
method  did  not  prove  a  success,  and  resort  was  made  to  the  steel 
cylinder  caisson  method,  as  described  previously. 

Up  to  1911  there  were  only  four  modern  reinforced  concrete  col- 
umn docks  under  the  control  of  the  San  Francisco  port  authorities. 
Since  that  time  they  have  added  largely  to  the  number  by  replacing 
some  of  the  older  wooden  pile  docks  with  reinforced  concrete  struc- 
tures. The  first  addition  was  Pier  No.  17,  800  ft.  long  and  126  ft.  wide, 
with  suitable  railroad  track  accommodations.  It  consists  of  wooden 
piles  protected  by  concrete  shells,  the  deck-beams  being  of  structural 
steel  encased  in  concrete,  and  the  stringers  and  decking  are  of  timber — 
a  sort  of  semi-concrete  pile  semi-concrete  dock. 

The  next  docks  reconstructed  were  Piers  Nos.  26,  28,  30,  and  32, 
all  of  the  same  type,  having  reinforced  concrete  columns  resting  on 
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the  hard  bottom,  without  any  piling,  with  a  complete  system  of  rein- 
forced concrete  deck-beams,  girders,  and  slabs.  These  docks  are 
equipped  with  up-to-date  cargo-handling  machinery. 

The  next  addition  was  Pier  Xo.  39,  150  ft.  wide,  this  being  in 
process  of  construction  at  the  present  time.  The  concrete  columns 
rest  on  groups  of  from  4  to  10  wooden  piles,  the  entire  deck  system 
being  of  reinforced  concrete. 

In  another  type  of  construction  at  San  Francisco  the  wooden  piles 
are  wrapped  with  wire  fabric,  or  otherwise,  and  a  concrete  shell  is 
placed  around  them  after  the  piles  have  been  driven  to  place.  This 
method,  apparently,  has  proved  successful,  though  it  must  be  carried 
on  in  such  a  way  that  the  concrete  can  be  i^oured,  set,  and  hardened 
in  the  dry,  and  not  in  sea  water,  if  permanent  results  are  to  be 
obtained. 

Recently,  the  City  of  Oakland,  Cal.,  built  a  genuine  reinforced 
concrete  pile  dock,  295  ft.  long  and  124  ft.  wide,  standing  in  30  ft.  of 
water.  The  piles  are  of  pre-moulded  concrete,  16  in.  in  diameter, 
octagonal,  and  of  a  1 :  IJ :  3  mixture  for  a  distance  of  5  ft.  from  the 
top,  the  remainder  of  the  pile  being  of  a  1:2:4  mixture.  The  bents 
and  piles  are  approximately  10  ft.  apart.  Each  row  of  piles  has  a 
concrete  cap  or  girder  running  athwart  the  dock,  the  deck-beams  and 
deck-slab  being  also  of  concrete.  For  lateral  stiffness,  12-in,  concrete 
curtain-walls  were  built  at  three  points  in  the  dock,  for  about  one- 
third  of  its  width,  between  the  piles  in  three  bents. 

Poriland. — Being  112  miles  from  the  ocean,  on  a  fresh-water  river, 
it  is  possible  to  use  wooden  piling  at  Portland,  in  the  construction  of 
docks.  A  massive  concrete  "dock  terminal,  now  being  built  by  the  city, 
consists  of  four  concrete  warehouses  along  the  water-front.  The  dock 
part  of  this  project  as  designed  consists  of  a  reinforced  concrete  plat- 
form, 1  030  ft.  long  and  100  ft.  wide,  32  ft.  above  low  water,  resting 
on  wooden  piles  driven  in  groups  and  cut  off  at  about  meau  low 
water.  Resting  on  each  group  of  wooden  piles,  20  ft.  from  center  to 
center,  are  the  reinforced  columns  supporting  the  upper  platform,  com- 
posed of  steel  I-beams  encased  in  concrete,  and  a  concrete  floor-slab. 
For  a  length  of  300  ft.,  a  low-level  deck,  14  ft.  below  the  main  deck, 
is  provided.  As  the  Columbia  River  is  subjected  to  high-  and  low- 
water  stages,  due  to  floods,  it  was  necessary  to  provide  this  lower  plat- 
form for  use  by  river  steamers  during  low-water  periods.     The  rise 
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and  fall  of  the  Columbia  Eiver  attains  a  maximum  of  about  28  ft., 
though  18  ft.  is  about  the  average,  all  based  on  mean  low-water  level. 
Thus  the  lower  platform  will  seldom  be  under  water. 

Puget  Sound. — Though  there  are  several  large  shipping  ports  on 
Puget  Sound,  up  to  the  present  time,  no  reinforced  concrete  dock 
construction  of  a  commercial  nature  has  been  undertaken  in  these 
waters.  As  lumber  is  so  plentiful  in  that  part  of  the  country,  it  is 
only  natural  that  such  a  section  should  be  one  of  the  last  shipping 
centers  to  take  up  the  building  of  reinforced  concrete  docks;  bi:t  as 
the  destructive  teredo  is  very  active  there,  the  engineers  of  the  North- 
v/est  are  beginning  to  seek  a  more  stable  type  of  construction  than 
creosoted  wooden  pile  docks,  especially  the  United  States  and  Canadian 
Governments,  and  some  of  the  railroads,  because  "in  Government 
[and  publicly  owned]  docks,  a  small  saving  in  first  cost  is  of  minor 
importance,  but  weakness  and  frequent  need  of  repairs  are  well  nigh 
intolerable.  On  the  other  hand,  in  private  ownership  of  docks  a  sav- 
ing in  first  cost  is  usually  of  serious  importance,  while  the  cost  of 
maintenance,  repairs,  etc.,  is  met  by  earnings  of  the  dock  and  is  less 
felt",  unless  they  become  so  excessive  as  to  make  a  concrete  proposi- 
tion more  economical  in  the  long  run. 

At  the  U.  S.  Navy  Yard  in  Bremerton,  Wash.,  a  reinforced  con- 
crete dock,  consisting  of  concrete  columns,  steel  and  concrete  beams, 
and  a  concrete  slab,  was  completed  in  1912.  It  is  402  ft.  long  and 
60  ft.  wide.  The  columns  are  3  ft.  in  diameter,  with  a  flared-out  foot- 
ing to  a  diameter  of  6  ft.,  16  ft.  from  center  to  center,  each  way,  there 
being  four  columns  to  each  bent.  The  caps  and  girders  over  the  tops 
of  the  columns  are  of  I-beams  encased  in  concrete.  A  concrete  beam 
is  run  midway  longitudinally  between  each  of  the  four  steel  beams. 
The  I-beam  caps  are  cantilevered  out  6  ft.  on  each  side  of  the  dock. 
The  columns  were  built  as  hollow  concrete  cylinders  with  a  3-in.  shell 
of  1 :  2  mortar,  and  filled  with  a  1:2:4  concrete  after  being  sunk  to 
place.  As  hollow  cylinders,  they  avoided  any  coffer-dam  work.  The 
dock  has  a  standard  railroad  track  down  each  side  over  the  outside 
columns,  also  an  ordinary  wooden  fender  system. 

A  still  heavier  concrete  dock  is  now  in  course  of  construction  at 
the  same  Navy  Yard.  It  is  490  ft.  long,  80  ft.  wide,  and  is  designed  for  a 
load  of  600  lb.  per  sq.  ft.  The  approach  of  the  dock  consists  of  a  wooden 
pile   structure,   210   ft.   long,   of  triangular   shape.     As   designed,   the 
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structure  is  supported  by  sixty-eight  concrete  columns,  4  ft.  in  diameter, 
with  an  11-ft.  base  (of  the  same  type  as  in  the  dock  just  mentioned), 
20  ft.  from  center  to  center  athwart  the  dock,  and  30  ft.  longitudinally. 
The  columns  are  capped  by  extremely  heavy  reinforced  concrete  beams 
which  sujjport  a  series  of  built-up  structural  beams,  about  36  in.  deep, 
carrying  a  thick  concrete  floor-slab.  The  side  of  the  dock  is  canti- 
levered  out  8  ft.  beyond  the  columns.  A  standard  railroad  track  runs 
over  the  center  line  of  the  outside  rows  of  columns  on  each  side  of  the 
dock.  On  account  of  the  nature  of  the  soil,  some  of  the  piers  rest  on 
sub-piling,  others,  nearer  the  shore,  on  hardpan.* 

Vancouver. — The  Great  Northern  Railroad  has  very  recently  com- 
pleted an  extensive  reinforced  concrete  dock  of  the  quay  type,  in 
connection  with  a  new  terminal  it  is  building  at  Vancouver.  The 
total  width  of  the  terminal  dock  is  302  ft.,  the  concrete  dock  proper 
being  456  ft.  long,  and  50  ft.  wide  on  each  side  of  the  terminal,  the 
space  between  being  a  rock  and  earth  fill,  with  a  proper  rip-rapped 
slope  at  its  faces.  Each  concrete  dock  structure  consists  of  nineteen 
reinforced  concrete  columns,  4i  ft.  in  diameter,  25  ft.  from  center 
to  center,  parallel  to  the  face  of  the  dock,  resting  on  the  rock  stratum 
that  underlies  the  location  of  the  terminal.  These  columns  support  a 
heavy  longitudinal  concrete  girder  into  which  are  tied  heavy  cross- 
girders,  12^  ft.  apart.  The  cross-girders  are  cantilevered  out  beyond 
the  longitudinal  girder  about  16^  ft.,  and  their  inboard  ends  rest  on 
two  driven  concrete  piles  34  ft.  back  from  the  center  of  the  columns. 
Four  concrete  beams  of  siiitable  size  are  run  longitudinally  with  the 
dock.  The  entire  girder  and  beam  structure  supports  a  concrete  slab. 
The  railroad  track  is  over  the  longitudinal  girder  running  from  col- 
umn to  column.  The  two  parts  of  the  dock  are  tied  together  by  suit- 
able concrete  beams  running  across  the  interior  fill.  The  terminal  is 
considered  to  be  one  of  the  most  substantial  and  up-to-date  structures 
on  the  Pacific  Coast.  The  dock  is  well  protected  by  a  wooden  fender- 
pile  steel-spring  system. 

Great  Lakes. 

Although  extensive  use  of  concrete  has  been  made  in  some  of  the 
ports  of  Lakes  Superior,  Michigan,  Huron,  Erie,  and  Ontario,  in  the 
construction  of  massive  ore-docks,  it  is  not  proposed  to  discuss  that 
particular  phase  of  the  subject  in  this  paper.     These  docks   are  of 

*  In  the  actual  construction  the  built-vip  structural  beams  were  replaced  by  reinforced 
concrete. 
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excellent  design,  some  built  on  concrete  piling,  others  on  wooden 
piling  or  cribs.  Concrete  piles  in  fresh  water  are  not  subjected  to 
the  same  deterioration  as  those  in  salt  water.  On  the  other  hand, 
they  have  to  withstand  extremes  of  temperature,  frost  and  ice,  in 
addition  to  severe  treatment,  due  to  the  heavy  traveling  machinery 
above  them. 

Some  of  these  docks  will  be  discussed,  in  order  to  bring  out  the 
important  features  of  their  special  design. 

Chicago. — One  of  the  first  attempts  at  using  concrete  for  dock 
work  on  the  Great  Lakes  was  made  at  South  Chicago,  in  the  winter 
of  1898-99,  in  the  rebuilding  of  an  old  wooden  quay  dock  wall.  The 
concrete  structure  is  1 680  ft.  long,  and  consists  of  a  heavy  mass 
concrete  stepped-back  wall,  lOJ  ft.  high,  8  ft.  wide  on  top,  and  18  ft.  on 
the  bottom,  supported  by  a  timber  structure  consisting  of  three  rows  of 
piling  cut  off  3i  ft.  below  mean  water  level,  with  longitudinal  caps 
crossed  by  a  heavy  wooden  grillage.  A  timber  sheet-piling  bulkhead 
under  the  face  of  the  wall  acts  as  a  retainer  for  the  slag  fill.  On  one 
occasion  the  wall  was  rammed  by  a  large  steamer,  but  suffered  abso- 
lutely no  damage.  The  damage  to  the  steamer,  however,  was  rather 
extensive.  A  year  or  so  later,  a  similar  quay  dock  wall,  2  300  ft.  long, 
was  constructed  at  the  same  steel  plant. 

Due  to  the  decay  of  a  long  wooden  water-front  bulkhead  on  the 
Chicago  River,  it  became  necessary  to  replace  it.  This  was  done  by 
constructing  a  reinforced  sheet-pile  bulkhead  almost  i  mile  in  length, 
capped  by  an  I-shaped  concrete  beam,  some  3  ft.  wide  and  5  ft.  high. 
This  beam  rests  on  pre-moulded  piles,  which  are  20  ft.  apart  and  are 
secured  to  buttresses,  also  20  ft.  apart,  which  run  back  about  12  ft. 
from  the  sheet-piling,  the  land  ends  of  the  buttresses  being  supported 
by  other  piles.  The  buttresses  are  also  tied  back  to  deadmen  some  35 
ft.  back  from  the  wall.  As  the  bulkhead  has  about  18  ft.  of  water 
along  its  front,  vessels  can  dock  alongside. 

Marquette. — The  most  extensive  reinforced  concrete  ore-loading 
docks  on  the  Great  Lakes  are  without  doubt  at  Marquette,  Mich.,  and 
were  built  in  1912.  The  substructure  consists  of  a  heavy  concrete  slab 
and  facing-walls — similar  to  a  channel  beam  placed  on  its  back — 1  500 
ft.  long  and  60  ft.  wide,  resting  on  wooden  piling.  Under  the  face 
of  the  walls  there  is  a  wooden  sheet-piling  bulkhead  which  retains  the 
sand   fill   around  the  piles  under  the   dock  structure.     The  depth  of 
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the  concrete  web  is  3  ft.,  the  walls  that  correspond  to  the  flanges  being 

9  ft.  high.  The  substructure  supports  a  very  massive  reinforced 
concrete  superstructure  for  loading  ore  into  vessels,  the  whole  dock 
being  a  very  substantial  and  shock-resisting  structure.  A  steel  plate 
is  worked  along  the  face  of  the  two  concrete  walls  from  6  in.  below 
the  water  level  to  3  ft.  above  it,  to  prevent  disintegration  of  the  con- 
crete due  to  frost  and  ice  action  at  the  water  level. 

Two  Harbors. — At  Two  Harbors  there  is  an  ore-loading  dock  con- 
sisting of  a  steel  superstructure  supported  by  a  mass  concrete  wall 
running  along  each  face  of  the  dock,  and  tied  together  with  concrete 
beams  at  regular  intervals.  The  concrete  walls  rest  on  wooden  piles 
with  a  wooden  sheet-piling  bulkhead  to  retain  the  interior  fill.  The 
substructure  is  1  400  ft.  long  and  52  ft.  wide. 

Detroit. — The  concrete  ore-loading  dock  at  Detroit  is  200  ft.  long. 
It  consists  of  three  bearing  walls  of  a  T-rail  shape,  9  ft.  deep,  run- 
ning parallel  to  each  other,  the  two  outer  walls  being  28  ft.  apart, 
the  third  or  back  wall  being  173  ft.  from  the  middle  wall.  The 
three  walls  rest  on  a  double  row  of  oak  piling  cut  off  3  in.  above  the 
water  level.  Being  capped  by  the  concrete  walls,  no  part  of  the 
wooden  piling  is  exposed  to  the  air.     The  outer  wall  stands  in  about 

10  ft.  of  water,  the  middle  wall  in  3  ft.,  and  the  rear  wall  is  far  back 
on  the  dry  land.  The  two  outer  walls  are  tied  together  by  reinforced 
concrete  beams,  5  ft.  deep,  at  intervals  of  10  ft.,  with  cantilevered 
brackets  on  the  water  face  of  the  outer  wall  opposite  the  tie-beams. 
The  concrete  deck-slab  on  top  of  the  brackets  is  12  in.  thick,  but  only 
6  in.  thick  between  the  two  outer  walls.  The  dock  has  a  suitable  wooden 
fender-pile  system. 

Between  the  middle  and  back  walls  there  is  a  12-in.  reinforced  con- 
crete floor-slab,  supported  on  a  series  of  piles,  5  ft.  from  center  to  center 
each  way,  stated  to  have  been  designed  for  a  load  of  6  800  lb.  per  sq.  ft., 
or  85  tons  per  pile.  The  ore  floor  is  tied  into  the  middle  and  back 
bearing  walls  opposite  each  cross-beam  in  the  dock  proper.  The  three 
walls  support  an  ore  bridge  tower,  used  for  unloading  ore  from  vessels 
to  cars  on  the  track  just  behind  the  middle  wall,  or  into  the  ore  bin 
between  the  middle  and  back  walls. 

Toledo.^At  Toledo,  Ohio,  there  is  an  ore-unloading  dock,  consisting 
of  a  plain  concrete  wall  running  along  the  water-front,  resting  on 
wooden  piles,  and  tied  back  to  deadmen  some  100  ft.  in  the  rear.     The 
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land  is  reclaimed  back  of  the  middle  wall,  a  row  of  sheet-piling  under 
the  river  wall  retaining  the  earth  in  place.  Parallel  to  the  river  there 
are  three  other  walls  to  support  the  legs  of  the  ore-unloading  bridges 
which  run  on  tracks  placed  on  all  four  walls,  spanning  the  four  car 
tracks  and  the  ore  piles.  The  distance  from  the  front  wall  to  the 
inmost  land  wall  is  419  ft. 

Cleveland. — There  is  a  full  reinforced  concrete  ore-unloading  dock 
at  Cleveland,  Ohio,  completed  in  1912  by  the  Pennsylvania  Kailroad. 
It  consists  of  a  reinforced  concrete  water-front  wall,  985  ft.  long,  sup- 
ported by  a  double  row  of  pre-moulded  concrete  piles.  The  face  wall 
is  tied  back  by  reinforced  concrete  tie-beams  to  another  reinforced 
concrete  wall  supported  by  three  rows  of  concrete  piles  about  81i  ft. 
in  the  rear.  The  tie-beams  are  30  ft.  apart,  and  rest  on  concrete 
piles  6  ft.  apart.  The  space  between  the  two  walls,  that  is,  under  the 
concrete  tie-beams,  is  back-filled  with  rip-rap,  the  whole  mass  being 
pumped  full  of  sand.  A  concrete  sheet-piling  bulkhead  under  the 
front  wall  retains  the  fill  in  place.  The  dock  has  the  usual  wooden 
fender-pile  protection.  The  tracks  for  four  IT-ton  Hewitt  unloading 
machines  run  along  the  inner  and  outer  walls.  So  far  as  the  writer 
has  been  able  to  discover,  this  was  the  first  concrete  pile  dock  built 
on  the  Great  Lakes. 

Another  ore-unloading  dock  at  Cleveland  consists  of  a  reinforced 
wall  of  the  same  type  as  that  at  Detroit,  the  two  structures  having 
been  designed  by  the  same  engineers.  The  cantilevered  face  of  this 
wall  is  supported  by  brackets  at  intervals  of  15  ft.,  with  rear  buttresses 
opposite  them.  The  buttresses  rest  on  a  concrete  base  slab,  the  rear 
edge  of  which  rests  on  a  row  of  wooden  sheet-piling,  the  base  slab 
evidently  being  monolithic  with  the  rest  of  the  wall.  The  space 
between  the  sheet-piling  and  the  wooden  piles  that  support  the  con- 
crete wall  (11  ft.)  is  filled  with  slag.  In  general,  the  cross-section  of 
the  wall  is  dumb-bell  shaped. 

General. — In  discussing  the  ore  docks  of  the  Great  Lakes,  it  is 
necessary  to  consider  the  special  and  peculiar  conditions  under  which 
they  are  operated,  as  they  are  designed  to  meet  these  conditions,  and 
not  vice  versa.  The  larger  portion  of  the  freight  carried  on  the  Great 
Lakes  is  of  heavy  bulk  form,  viz.,  ore  and  grain  on  the  downward  trip, 
coal  on  the  upward  trip.  Thus  ore  and  coal  cargoes  form  the  two 
heaviest  items  handled  in  bulk  masses  at  the  terminals.     Nowhere  in 
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the  world  is  found  such  massive  and  modem  machinery  for  the  economi- 
cal and  expeditious  handling  of  bulk  freight  as  at  the  upper  and  lower 
ports  of  the  Great  Lakes.  Consequently,  such  docks,  wooden  or  other- 
wise, must  not  be  judged  by  the  type  used  along  the  seaboard  of  the 
Atlantic,  the  GuK,  or  the  Pacific. 

It  appears  that  the  various  types  of  reinforced  concrete  docks  as 
worked  out  by  the  American  engineers  are  far  more  numerous  than 
in  foreign  practice,  as  is  evident  from  the  foregoing  descrip- 
tions. Although  the  Atlantic  Coast  engineers  seem  to  favor  pre- 
moulded  concrete  piles,  the  Pacific  Coast  engineers  apparently  favor 
large  concrete  columns.  Perhaps  in  time  a  typical  American  concrete 
dock  will  be  desig-ned  or  devised,  as  in  the  case  of  the  long-standing 
type  of  wooden  pile  dock  structures. 

In  the  foregoing  review  of  American  reinforced  concrete  docks,  an 
effort  has  been  made  to  include  each  and  every  port  wherein  such  types 
of  docks  exist,  as  well  as  to  mention  each  and  every  dock  already  built, 
so  far  as  the  writer  has  been  able  to  acquire  sufficient  information 
concerning  them,  in  order  that  the  exact  situation  as  regards  the 
development  of  reinforced  concrete  dock  construction  in  America  up 
to  the  present  time  may  be  known  to  all.  If  the  writer  has  uninten- 
tionally omitted  any  such  dock  structure,  he  will  be  pleased  to  receive 
information  relating  to  it. 

The  writer  has  endeavored  to  determine  which  was  the  first  com- 
plete reinforced  concrete  dock  constructed  in  the  United  States,  but 
has  been  unable  to  do  so.  The  concrete  dock  wall  built  at  Chicago 
in  1898-99  appears  to  have  been  the  first  of  its  kind  constructed 
on  the  Great  Lakes.  A  study  of  the  constructive  dates  of  concrete 
pile  or  concrete  column  docks  would  indicate  that  such  types  began 
about  1905  or  1906.  Still,  it  is  not  evident  which  was  the  first  of  such 
docks  to  come  into  existence,  the  whole  development  being  a  gradual 
evolution  from  a  concrete-filled  steel  cylinder  column,  steel  deck-beams, 
and  concrete-slab  type,  as  used  in  the  Philippines  by  the  United  States 
Government  in  1902. 

Irrespective  of  the  actual  beginning  of  constructing  reinforced 
concrete  docks,  it  is  generally  conceded  that  Oscar  F.  Lackey,  M.  Am. 
Soc.  C.  E.,  Harbor  Engineer  of  Baltimore,  was  among  the  first,  if 
not  the  first,  to  blaze  the  way  for  the  extensive  use  of  reinforced 
concrete  in  dock  construction  in  United  States  harbors. 
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Part  III. — Failures  of  Eeinporced  Concrete  Structures  Subjected 
TO  Salt  Water  Action. 

In  discussing  reinforced  concrete  docks,  the  fact  that  there  have 
been  failures  among  them  must  not  be  overlooked.  In  Massachiasetta 
waters,  north  of  Cape  Cod,  a  number  of  serious  cases  of  deterioration 
of  concrete  have  been  caused  by  the  disintegrating  effects  of  sea 
water,  wave  action,  and  frost,  especially  in  Boston  Harbor,  where  nearly 
all  the  concrete  structures  standing  in  sea  water  have  been  affected 
badly  between  high  and  low  tide,  the  most  notable  instance  of  which 
is  the  concrete  pier  at  the  Charlestown  Navy  Yard.  Although  that  part 
of  the  pier  which  is  constantly  submerged  has  given  but  little  trouble, 
the  part  exposed  alternately  to  the  sea  and  air  has  been  seriously 
affected,  many  large  pieces  having  broken  completely  away,  making 
it  self-evident  that  some  other  agent  than  the  chemical  action  between 
cement  and  sea  water  was  at  work. 

As  is  well  known,  winter  temperatures  on  the  whole  eastern  front 
of  the  New  England  Coast  run  far  below  zero.  In  Boston  Harbor 
12°  below  zero  is  not  uncommon.  In  the  same  way  that  hard  eai-th 
and  porous  rocks  are  broken  up  by  frost  action,  permeable  concrete 
in  freezing  water  will  gradually  be  destroyed  between  wind  and  sea, 
as  the  water  which  gets  into  the  concrete  simply  exercises  its  natural 
expanding  function  in  freezing,  which  a  priori  is  detrimental  to  the 
concrete  structure.  It  is  generally  admitted  that  the  exterior  concrete 
in  these  Boston  structures,  especially  in  the  Navy  Yard  pier,  has  failed 
almost  entirely  from  the  effect  of  the  alternate  freezing  and  thawing 
with  each  tide  during  the  winter,  due  to  permeable  concrete. 

A  number  of  failures  similar  to  that  already  cited  have  occurred 
in  Boston,  the  disintegration  taking  place  in  all  cases  between  low 
and  high  tides.  In  the  case  of  the  Dover  Street  draw-bridge  pier, 
built  in  1894,  the  disintegration  had  extended  1.4  ft.  into  the  pier  at 
the  end  of  17  years,  the  greatest  damage  being  just  below  high-tide 
level.  The  pier  was  built  of  1:2:5  concrete,  with  a  1-in.  plastered 
mortar  facing.  English  Portland  cement  was  used  throughout. 
Whether  the  1-in.  facing  mortar  was  expected  to  act  as  a  water-proof 
shield  to  the  interior  concrete  is  not  apparent.  Evidently,  it  did  not 
act  thus,  as  might  have  been  expected. 

As  all  the  concrete  in  these  disastrous  cases  seems  to  have  been 
placed  in  the  wet,  that  is,  the  sea  water  was  allowed  to  come  in  con- 
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tact  with  the  concrete  before  it  had  become  thoroughly  cured  and 
hardened,  such  results  are  not  to  be  wondered  at,  for  one  of  the 
axioms  of  a  successful  use  of  concrete  in  sea  water  is  that  it  must 
be  kept  from  contact  with  sea  water  for  such  a  period  of  time  as  to 
enable  it  to  become  thoroughly  hardened,  especially  that  part  between 
tides  in  freezing  climates. 

In  several  cases  in  Boston  Harbor  where  the  concrete  was  placed 
inside  of  a  coffer-dam,  or  used  in  the  form  of  pre-moulded,  driven, 
concrete  piles,  the  concrete  does  not  seem  to  have  been  affected  as 
in  the  other  cases  cited.  These  successful  cases  go  a  long  way  toward 
substantiating  the  truism  that  concrete,  to  be  used  successfully  in 
sea  water,  especially  in  freezing  water,  must  be  made  impermeable  in 
the  process  of  making,  with  full  consideration  given  to  the  brand  of 
cement  used,  the  mixture,  the  sand,  and  stone  (or  gravel),  the  skilled 
labor  of  placing,  as  well  as  keeping  it  from  contact  with  sea  water 
until  it  has  set  and  hardened  sufficiently.  It  is  very  apparent,  from  a 
study  of  the  method  used  in  placing  the  concrete  in  the  disintegrated 
structures  in  Boston  Harbor,  that  that  method  was  far  from  possessing 
the  essential  features  necessary  for  a  successful  solution  of  the  problem, 
viewed  in  the  light  of  present-day  knowledge. 

In  comparison  with  these  Boston  failures,  it  is  fitting  to  state  that 
at  Dundee,  Scotland,  where  the  climatic  conditions  are  said  to  be 
worse  than  at  Boston,  and  where  there  is  a  rise  and  fall  of  the  tide 
of  about  12  ft.,  the  combined  action  of  the  sea,  waves,  and  frost  has 
had  no  ill  effect  on  the  concrete  docks  in  that  harbor,  the  concrete  piles 
of  which  were  allowed  to  harden  for  30  days  before  being  put  in  place. 

Another  noted  case  of  the  destruction  of  concrete  by  frost  and  sea 
action  is  the  large  concrete  sea  wall  along  the  water  front  of  Lynn, 
Mass. — a  massive  concrete  sea  wall  exposed  to  the  pounding  of  the 
winter  storms  and  seas.  The  steps  to  the  beach  in  the  front  of  this 
wall  were  destroyed  to  such  an  extent  as  to  be  hardly  recognizable 
as  steps.  It  might  be  of  interest  to  state  that  this  wall  and  some  of 
the  damaged  structures  in  Boston  Harbor  have  apparently  been  re- 
paired effectively  by  the  cement  gun  process. 

In  reviewing  these  failures  in  Boston  and  vicinity,  it  is  well  to  con- 
sider the  results  obtained  in  using  concrete  in  another  port  subject 
to  freezing  and  ice  conditions,  viz.,  New  York  Harbor.  In  addition 
to    freezing    conditions.    New    York    Harbor   has    to    contend    with    a 
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strong  tidal  effect,  which  results  in  large  solid  ice  floes  and  fields  of 
broken  ice  moving  back  and  forth  with  a  tide  of  considerable  velocity, 
ice  floes  of  such  size  coming  down  the  Hudson  as  at  times  practically  to 
compel  abandonment  of  all  transfer  trafiic  in  that  river.  This  is  an 
effect  from  which  Boston  docks  are  perhaps  free,  as  no  large  rivers  flow 
into  that  harbor,  the  Charles  being  kept  under  control  by  the  Charles 
River  Dam. 

In  discussing  this  additional  handicap  and  destructive  force  at  work 
on  New  York  City's  8i  miles  of  concrete  sea  walls,  some  of  which 
have  been  in  existence  for  41  years,  Charles  W.  Staniford,  M.  Am. 
Soc.  C.  E.,  Chief  Engineer  of  the  New  York  Department  of  Docks  and 
Ferries,  states: 

"Up  to  the  present  time  [August,  1911],  no  disintegration  has  been 
discovered  that  can  be  attributed  to  the  existence  of  the  structure  in 
salt  water.  The  concrete  itself  is  in  an  admirable  state  of  preservation, 
absolutely  hard,  and  is  undergoing  no  regular  process  of  disintegra- 
tion." *  *  *  "this  sea-wall  which  has  been  imder  construction  *  *  * 
for  41  years,  is  at  the  present  time  an  excellent  piece  of  work  and  is 
subject  to  the  same  climatic  conditions  as  all  cities  on  the  Northern 
Atlantic  Coast  with  the  attending  ice,  cold  and  rain  characteristic 
of  this  latitude." 

In  many  instances,  parts  of  this  wall  above  low  water  are  faced 
with  granite  blocks.  This  is  a  noted  example  of  what  can  be  ex- 
pected in  the  way  of  using  mass  concrete  in  sea  water  if  properly 
made,  though  perhaps  some  repair  work  has  been  necessary  in  order 
to  maintain  the  excellent  condition  of  the  wall. 

In  some  of  the  earlier  sections  of  this  wall  the  concrete  was 
placed  "en  masse,  in  situ",  but,  since  1876,  most  of  the  wall  has  been 
built  by  the  concrete  block  method.  Only  under  specially  favorable  con- 
ditions is  it  possible  to  place  concrete  successfully  in  situ  under  (sea) 
water,  as  it  becomes  disintegrated  "through  the  chemical  action  of 
the  sulphate  of  magnesia  on  fresh  concrete  or  through  the  resulting 
porosity  of  concrete  due  to  the  impossibility  of  tamping  under  water"  ;* 
the  viscosity  and  weight  of  the  mass  not  being  sufficient  to  produce 
such  a  dense  material  as  obtained  in  block  work. 

To  discuss  an  opposite  case  in  New  York  Harbor,  viz.,  Dry  Dock 
No.  2,  New  York  Navy  Yard,  originally  built  of  timber  in  1890,  the 

*  This  subject  is  discussed  further  by  the  writer  in  an  article  entitled  "Chemistry 
of  Salt  Water  Cement,"  Metallurgical  and  Chemical  Engineering,  January  and 
February,  1914. 
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history  of  which  it  is  not  necessary  to  relate  here:  In  1900  this  dock 
was  rebuilt,  concrete  being  used  very  extensively.  During  1913  a  large 
sum  was  expended  in  repairing  and  replacing  the  concrete  altars  and 
floors.  As  it  has  been  stated  that  the  difficulties  of  using  concrete  in 
sea  water  have  been  so  great  at  this  yard  as  to  indicate  that  this  is 
not  a  permanent  material  for  use  in  sea  water  structures,  it  would 
be  of  deep  interest  to  learn  the  facts  as  to  the  chemical  composition 
of  the  cement  used,  of  the  sand  and  stone,  as  to  the  mixture  thereof, 
and  the  precautions  taken  in  mixing  and  placing,  also  as  to  whether 
the  dock  is  kept  flooded  when  not  in  use,  especially  during  the  winter. 
If,  as  has  been  stated,  the  concrete  "has  deteriorated  and  disintegrated 
to  such  an  extent  that  it  was  possible  to  use  a  pick  and  shovel  in 
removing  it",  it  is  apparent  that  it  was  lacking  in  one  or  more  of 
the  essential  features  that  are  deemed  absolutely  necessary  for  a  suc- 
cessful use  of  concrete  in  sea  water  structures. 

Whether  any  of  the  concrete  pile  docks  on  the  Great  Lakes  have 
shown  any  signs  of  deterioration  due  to  frost  action,  the  writer  does 
not  know,  but  trusts  that  some  facts  covering  this  question  will  be 
brought  out  in  the  discussion.  As  the  water  level  is  practically  the 
same  all  through  the  winter,  only  a  very  short  length  of  the  pile  would 
be  affected,  and  not  some  10  ft.,  as  in  Boston  Harhor. 

One  of  the  first  concrete  docks  built  in  San  Francisco  is  said  to 
have  failed  in  part,  due  to  poor  construction.  The  early  method  of 
building  the  concrete  columns  of  San  Francisco  concrete  docks  was 
to  use  a  wooden  cylinder,  strongly  built,  as  a  column  form,  into  which, 
it  has  been  stated,  the  concrete  was  poured,  apparently  without  any 
attempt  to  pump  out  the  cylinder.  As  long  as  the  wooden  cylindrical 
forms  remained  in  place  around  the  supposedly  concrete  column,  the 
dock  was  pronounced  a  success.  When  the  teredo  had  finally  destroyed 
the  forms,  the  columns  began  to  coUapse  and  the  dock  became  a  pro- 
nounced failure,  because,  in  pouring  the  concrete,  the  heavier  material 
— the  stone  or  gravel — settled  first,  then  the  sand,  and  finally  the 
cement.  The  result  was  that  throughout  the  length  of  the  concrete 
columns  there  were  alternate  layers  of  uncemented  stone  and  sand, 
with  the  cement  in  between  the  sand  of  one  batch  and  the  stone  of 
the  following  one.  Concrete  can  be  and  is  successfully  dropped 
through  a  height  of  50  ft. — and  even  up  to  1  000  ft.  in  one  noted  case 


EEINFORCED   CONCRETE  DOCKS  1101 

in  Arizona — but,  if  the  receptacle  into  which  it  is  dropped  is  full  of 
water,  disaster  alone  awaits  the  unfortunate  engineer. 

In  another  of  the  San  Francisco  docks,  where  wooden  piles  sup- 
ported the  concrete  columns,  the  concrete  was  not  carried  down  below 
the  mud  line  a  sufficient  distance  to  prevent  the  teredo  from  de- 
stroying the  piles  below  the  concrete. 

The  question  has  been  raised:  Has  any  deterioration  taken  place 
in  concrete  structures  standing  in  sea  water  in  the  harbors  of  the 
Southern  States,  where  frost  action  is  unknown?  The  most  prominent 
concrete  structure  thus  situated  is  the  famous  viaduct  across  the 
Florida  Keys,  built  of  Alsen  cement,  imported  from  Germany.  It 
is  possible  that  some  of  the  members  of  this  Society  are  in  a  position 
to  give  complete  information  regarding  the  action  of  salt  water  and 
the  waves  of  the  Gulf  on  this  structure. 

In  order  to  guard  against  the  disintegration  (irrespective  of  its 
cause)  of  mass  concrete  placed  in  situ  above  low  water,  or  to  repair 
any  damage  that  has  been  done,  besides  the  cement  gun  process,  various 
methods  have  been  used,  all  based  on  the  fundamental  principle  of 
using  an  impermeable  material  for  the  facing  of  the  structure.  Below 
low  water,  properly  made  block  work  has  given  most  satisfactory  results. 
Carefully  made,  fully  cured  pre-moulded  concrete  piles  seem  to  resist 
the  action  of  the  sea  and  frost  successfully.  In  Holland,  hard,  im- 
permeable brick  have  been  used  to  prevent  any  further  damage  to  one 
of  the  breakwaters  above  low  water.  In  England,  the  upper  parts 
of  massive  breakwaters  are  mostly  faced  with  granite  or  some  other 
hard  suitable  stone.  In  Nova  Scotia,  both  brick  and  pre-moulded  blocks 
of  concrete  of  small  size  were  placed  on  the  face  of  a  concrete  sea  wall 
after  the  disintegrated  concrete  had  been  removed.  A  still  more  recent 
device  is  the  use  of  hollow,  vitrified,  salt-glazed  tile  blocks  filled  with 
concrete  after  being  put  in  place.  Exi3eriments  thus  far  seem  to  have 
proved  that: 

"Vitrified  salt-glazed  tile  is  impervious  to  any  deteriorating  action  of 
sea  water,  and  has  an  effective  structure  against  the  battering  of  ice; 
it  is  so  dense  as  to  preclude  the  possibility  of  any  water  entering  and 
freezing  in  it  to  the  consequent  destruction  of  the  tile." 

Though  oiled  concrete  is  being  used  as  a  water-proof  material  in 
certain  cases,  it  is  possible  that  the  refuse,  oil,  gases,  etc.,  discharged 
from  certain  classes  of  buildings,  etc.,  might  have  a  destructive  eifect 
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on  the  concrete  foundation  piles  or  other  parts  of  the  building,  especially 
in  sea  water  heavily  charged  with  sewage.  It  is  a  well-known  fact 
that  concrete  sewers  will  not  perform  their  duty  properly  for  any 
length  of  time  unless  they  have  a  brick  lining  invert,  over  which  flows 
the  heavy  sludge.  In  time  of  flood  the  surface  water  is  so  great  as  to 
dilute  the  sewage  and  prevent  injurious  effects.  The  writer  would  be 
pleased  to  hear  opinions  on  this  point,  as  it  is  possible  that  a  destructive 
effect  might  have  been  caused  by  sewage  in  connection  with  one  of  the 
most  serious  cases  in  Boston. 

Although  poor  results  seem  to  have  attended  quite  a  number  of  the 
reinforced  concrete  structures  standing  in  sea  water  in  America,  the 
opposite  appears  to  have  been  true  in  foreign  countries.  Still,  a  few 
failures  are  on  record  as  having  occurred  in  England  and  Germany,  due 
mostly  to  permeable  concrete. 

Part  IV. — Construction  and  Maintenance  Cost  of  Keinforced 
Concrete  Docks. 

Cost  of  Construction. — To  attempt  any  discussion  of  costs  is  always 
attended  with  danger  to  the  one  who  does  so,  especially  when  such 
figures  are  "published  cost".  To  lay  the  foundations  for  a  discussion 
of  this  side  of  the  question,  the  data  in  Table  2  have  been  collected 
from  various  publications,  their  real  worth  depending  on  the  reliability 
of  the  published  figures.  The  data  cover  some  of  the  docks  mentioned 
in  Parts  I  and  II. 

The  first  cost  of  the  various  reinforced  concrete  dock  structures  at 
Port  Talbot  is  stated  to  have  been  "no  more  than  if  they  had  been 
built  of  wood".  Such  a  statement  would  not  perhaps  be  true  in  the 
United  States,  on  account  of  the  large  forests  in  this  country. 

Maintenance  Cost. — A  few  figures  covering  the  cost  of  maintenance 
of  reinforced  concrete  docks  in  England  are  noted.  In  addition  to 
what  has  already  been  said  on  the  maintenance  question,  the  cold  stor- 
age wharf  at  Southampton  is  reported  to  have  cost  nothing  to  date  for 
maintenance.  On  the  other  hand,  the  widened  dock  and  the  coal  jet- 
ties are  said  to  have  shown  considerable  deterioration  due  to  rusting  of 
the  steel,  it  having  been  improperly  placed  in  these  structures.  It  has 
been  stated  authoritatively  that  "while  six  to  seven  years  is  perhaps  a 
rather  short  time  in  which  to  form  any  definite  conclusions,  the  main- 
tenance cost  [of  the  above  described  Port  Talbot  docks]  has  been  prac- 
tically nothing". 
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The  annual  repair  charges  on  the  Purfleet  coaling  jetty  (exclusive 
of  the  damage  done  at  the  time  of  the  collision)  for  the  first  9  years  of 
its  existence,  are  stated  to  have  been  but  $50  per  annum,  which,  based 
on  its  cost,  $60  000,  is  less  than  one-tenth  of  1  per  cent. 

TABLE  2. — Cost  of  Concrete  Docks. 


Location. 

Type. 

Cost  per 
square  foot. 

Pi?r  No.  8,  Puget  Sound  Navy  Yard... 

Concrete  columns. 

Steel  deck-beams. 

Concrete  deck-slab. 

Concrete  columns. 

Steel  deck-beams. 

Concrete  deck-slab. 

Concrete  columns. 

Concrete  beams. 

Concrete  deck-slab. 

Concrete  piles. 

Concrete  beams. 

Concrete  deck-slab. 

Concrete  piles. 

Wooden  deck  system. 

Concrete  piles. 

Wooden  decking. 

Concrete-protected  wooden  piles. 

Concrete  deck-beams. 

Concrete  slab. 

Wooden  piles. 

Wooden  caps. 

Concrete  deck-slab. 

$3.11 

2.60 

Oakland,  Cal 

3.28 

3.27 

Charleston  Navy  Yard,  S.  C 

United  Fruit  Company,  Panama 

1.40 
2.60 

2.13 

0.90 

Table  3,  from  data  published  by  the  Chief  Engineer  of  the  Mersey 
Dock  and  Harbor  Board  in  1910,  gives  some  very  interesting  results  as 
respects  the  cost  of  annual  repairs  to  six  of  the  reinforced  concrete 
docks  at  Liverpool. 

TABLE  3. — Annual  Repairs,  Li\'erpool  Docks. 


o 
o 

p 

Erected. 

Cost. 

o 

I'll 

cS  0/ 

Annual 

percentage, 

based  on 

original 

cost. 

Remarks. 

A 

B 

C 
D 

F 

1899-1900 

1904-06 

1900 
1901 

1908 

1908 

$24  000 

63  500 

13  800 
3  700 

17  500 

163  500 

$800 

375 

80 
25 

$80 

75 

8 
3 

0.00.33 

0.0012 

0.0005 
0.0lI08 

Deck  ior  Cattle  Wharf ,  Prince's  Jetty  (wood 

piles). 
Floor  or  deck  on   Hennebique  piles,  Prince's 

Dock,  West  Quay. 
Floor  for  wharf,  Coburg  Quay. 
Floor   for  wharf,  etc.,  Brunswick  Half  Tide 

Dock. 
Floor  for  wharf,  etc..  North  Quay,  Brockle- 

bank  Dock. 
Treble-story  shed,  South  Quay,  Sandon  Dock. 

F 

Dock  A.    Subject  to  the  effect  of  moist  air  arising  from  water  below  it. 

Dock  B.    Subject  to  effect  of  moist  air.    Piles  more  or  less  submerged,  according  to 

water  level. 
Dock  C.  '  Complete  reinforced  shed  and  pile  foundation ;  not  sufftcient  time  to  form 

any  conclusion. 
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If  the  results  in  Table  3  are  true,  it  is  no  wonder  that  the  English 
engineers  report  that  their  reinforced  concrete  docks  cost  nothing  for 
annual  repairs. 

Part  V. — General  Considerations. 

Opinions  of  Foreign  Experts. — Although  failures  have  accompanied 
the  use  of  concrete  in  sea  water  and  in  the  construction  of  reinforced 
concrete  docks,  it  must  be  admitted  that,  if  the  Engineering  Profession 
did  not  meet  with  a  failure  now  and  then,  it  would  never  acquire  any- 
thing new,  as  it  is  through  failures  that  it  gains  the  most  vital  knowl- 
edge of  engineering. 

(a). — In  discussing  the  qiiestion  of  concrete  docks,  a  prominent 
New  York  engineer  has  stated  that,  of  the  large  number  of  concrete 
docks  which  have  come  under  his  observation,  the  majority  have  been 
a  success,  though  here  and  there  he  reports  a  failure  due  to  poor  con- 
struction and  material,  and  not  to  defects  in  the  design.  It  is  authenti- 
cally stated  that  the  reinforced  concrete  docks  at  Southampton  have 
shown  no  deterioration  due  to  salt  water  action,  except  at  the  South- 
ampton coal  jetty.  The  engineers  of  the  Liverpool  Docks  have  been 
using  concrete  in  connection  with  their  work  since  1872,  apparently 
with  great  success.  It  has  been  stated  on  the  best  authority  that  in 
England  the  alternation  of  "dryness  and  wetness  and  fluctuations  in 
temperature"  does  not  appear  to  have  affected  reinforced  concrete  sea 
water  structures  adversely. 

Mr.  Henry  Hunter,  formerly  Chief  Engineer  of  the  Manchester 
Ship  Canal,  England,  states  that  "the  concrete  in  the  concrete  lock 
built  at  Eastham  is  in  better  condition  at  the  present  date  than  the 
day  it  was  deposited",  and  adds  that,  covering  an  experience  of  more 
than  30  years  of  placing  concrete  in  salt  water,  he  has  known  no 
failures  in  such  work  where  the  concrete  has  been  properly  mixed  and 
deposited. 

In  discussing  the  concrete  docks  of  the  Port  Talbot  Dock  Company, 

Mr.  William  Cleaver  has  stated  that: 

"Wliile  reinforced  concrete  requires  extreme  care,  both  in  the 
choice  of  material  and  in  the  supervision  of  the  workmanship,  the  re- 
sults justify  the  extensive  adoption  of  the  material  for  dock  work." 

The  exceptionally  experienced  dock  engineer,  Mr.  Francis  E.  Went- 
worth-Sheilds,  of  the  London  and  Southwestern  Railway  Company,  has 
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stated  that  "if  great  care  is  exercised  in  making  and  placing  concrete, 
an  impermeable  material  will  be  obtained  which  can  withstand  the  ac- 
tion of  salt  water".  Mr,  Sheilds  has  also  said,  "while  many  engineers 
were  nervous  about  the  life  of  reinforced  concrete  [for  sea  structures], 
he  had  observed  that  maintenance  engineers  were  not  so  nervous  as  con- 
struction engineers".  He  is  inclined  to  feel  that  there  is  nothing  special 
to  be  feared  respecting  the  life  of  reinforced  concrete  when  used  in  ma- 
rine work.  Although,  under  certain  circumstances,  it  is  likely  to  deteri- 
orate, he  does  not  think  it  will  do  so  from  simply  standing  in  sea  water. 
He  says  that  though  in  some  cases  deterioration  has  taken  place  at  South- 
ampton above  low  water,  it  has  not  done  so  below  low  water;  that  a  10- 
year-old  reinforced  concrete  structure  standing  in  sea  water  at  South- 
ampton is  in  perfect  condition  at  the  present  date;  and  that,  during  the 
whole  experience  at  Southampton,  sea  water  does  not  seem  to  have  pro- 
duced any  chemical  or  other  deleterious  action  on  the  concrete. 

Experiments  by  Mr.  Baldwin-Wiseman,  in  1907,  in  England,  on  the 
permeability  of  concrete,  show  that,  if  it  is  well  made,  it  is  one  of  the 
most  water-tight  materials  known,  and  that  it  rapidly  becomes  less 
and  less  porous  when  water  is  forced  through  it. 

Mr.  V.  de  Blocq  van  Kufleler,  in  summing  up  the  experience  in 
using  concrete  for  salt  water  structures  in  Holland,  says : 

"A  suitable  mixture,  very  carefully  manufactured,  the  use  of  a 
good  brand  of  cement  with  trass,  and  setting  in  a  moist  atmosphere, 
are  the  most  efficient  means  of  ensuring  the  preservation  of  reinforced 
concrete  in  sea  water." 

Mr.  I.  Ho,  one  of  Japan's  expert  harbor  engineers,  who  used  more 
than  1  200  mass-concrete  blocks  in  one  instance,  none  of  which  during 
a  period  of  10  years  has  shown  the  slightest  signs  of  failure,  states, 
"that  whereas  a  good  and  proper  cement  is  of  consideration,  the  most 
important  factor  is  the  mode  of  fabrication". 

In  reviewing  the  successful  experiences  of  some  of  England's  lead- 
ing authorities,  the  question  of  the  chemical  composition  of  the  cement 
used  does  not  appear  to  be  given.  Such  information  would  be  of  great 
value,  in  order  that  engineers  may  know  whether  they  use  a  cement 
especially  manufactured  for  sea  water  concrete  or  simply  the  ordinary 
Portland  cement,  with  or  without  puzzolana,  trass,  etc. 

(&). — In  discussing  the  deterioration  of  steel  in  reinforced  concrete, 
by  the   action   of  sea  water  on  ferro-eoncrete,  provided  the  latter  is 
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properly  made,  Mr.  C.  S.  Meik,  a  prominent  concrete  engineer  of 
England,  says  that  such  deterioration  "is  a  negligible  quantity".  In 
support  of  this  contention  he  cites  the  experience  at  Southampton, 
stating  "that  the  exposed  steelwork  on  a  pile  end  that  had  been  in  the 
sea  for  8  years  was  much  corroded",  whereas  the  bars  in  the  body  of  the 
concrete,  on  being  cut  open,  were  found  to  be  quite  free  from  any  rust 
and  as  fresh  as  the  day  they  were  put  into  the  pile. 

In  connection  with  the  building  of  some  of  the  earlier  concrete  dock 
structures  at  Southampton,  it  appears  that  parts  or  the  whole  of  piles 
not  used  were  allowed  to  remain  on  the  beach  or  shore,  exposed  to  sea 
water,  for  some  7  years.  At  the  end  of  this  period  the  exposed  steel 
had  been  badly  rusted  and  deteriorated,  whereas  the  part  which 
was  embedded  in  concrete  was  found  to  be  in  fine  condition,  practically 
as  good  as  the  day  it  was  placed  in  the  concrete.  Still,  concrete  piles 
lying  on  the  beach  are  not  in  the  same  position  as  concrete  piles  sub- 
jected to  shocks  in  a  dock. 

Though  the  first  jetties,  built  11  years  ago  in  Southampton  water, 
are  in  excellent  condition  at  present,  the  steel  in  another  jetty  at  the 
same  location  has  deteriorated,  due  to  electrolytic  action. 

It  is  generally  accepted  by  all  English  authorities  that  no  deteriora- 
tion takes  place  in  steel  when  well  embedded  in  the  concrete. 

(c). — In  speaking  of  reinforced  concrete  when  used  in  marine  work, 
Mr.  Wentworth-Sheilds  says  "it  will  stand  a  wonderful  amount  of 
shock,  and  bending  due  to  shocks,  if  a  wooden  fender  is  interposed". 
At  a  more  recent  date,  Mr.  Sheilds  remarked :  "On  the  other  hand,  re- 
inforced concrete  would  not  bear  being  knocked  about  by  heavy  ships, 
and  where  a  structure  was  subjected  to  severe  blows  of  that  sort  it  was 
not  easy  to  find  anything  better  than  timber,  *  *  *  b^^jt^  when 
used  at  the  right  time  and  in  the  right  place,  reinforced  concrete  was 
a  valuable  material  to  dock  engineers."  Erom  the  leading  position  Mr. 
Sheilds  occupies  among  the  dock  engineers  of  England,  it  would  be  of 
interest  to  know  just  what  distinction  there  is  between  "a  wonderful 
amount  of  shock"  and  "subjected  to  severe  blows". 

As  an  axiom:  whatever  system  or  design  is  adopted  for  a  reinforced 
concrete  dock,  in  no  manner  whatsoever  should  a  vessel  be  allowed  to 
rub  against  the  main  piling  of  the  dock.  The  dock  should  always  be 
protected  by  a  system  of  fender-piles. 
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((?).— As  respects  the  resistance  of  a  concrete  pier  or  dock,  wlien 
under  such  treatment  as  the  Purfleet  pier  was  at  the  time  it  was 
rammed,  in  1904,  Mr.  Meik,  engineer  in  charge  of  its  construction, 
states  that  "the  vibration  was  so  great  at  the  time  of  the  collision 
that  they  thought  the  entire  pier  would  collapse,  but  that  its  elasticity 
was  most  satisfactory,  due  no  doiibt  to  its  horizontal  concrete  deck- 
ing". Mr.  Meik  also  says  that  the  vibration  of  a  concrete  pier  sup- 
ported on  piles  is  nearly  as  great  as  in  a  pier  made  of  timber  piling; 
but  this  has  no  particular  effect  on  the  structure,  judging  by  the  ex- 
perience gained  with  the  Purfleet  pier  at  the  time  it  was  rammed. 

In  speaking  of  the  Port  Talbot  docks,  Mr.  A.  E.  Carey  has  stated: 

"If  the  structure  [reinforced  concrete  dock]  was  properly  designed 
and  built,  its  stability  and  life  were  assured,  the  only  serious  draw- 
back being  the  difficulty  of  repairing  damage  due  to  collision." 

But  how  often  do  collisions  happen? 

Mr.  Bryson  Cunningham,  of  the  Chief  Engineer's  staff,  of  the  Port 
of  London  Authorities  (Mr.  C.  E.  S.  Kirkpatrick,  Chief  Engineer), 
recently  stated  that  the  art  of  building  reinforced  concrete  docks 
in  England  has  attained  a  degree  of  perfection  greatly  in  advance  of 
early  exi^erimental  work.  If  their  early  experimental  docks  are  still 
doing  good  service,  will  not  their  more  recent  docks  become  structures 
of  an  engineering  and  commercial  success,  thus  justifying  the  Ameri- 
can engineer  in  recommending  concrete  docks  as  long  as  they  are  built 
in  a  manner  to  guarantee  impermeability  and  non-deterioration  of  the 
concrete  ? 

Concrete  Breakwaters. — As  the  application  of  reinforced  concrete 
to  dock  construction  has  been  developed  almost  entirely  since  1900, 
some  of  the  most  conservative  engineers  may  not  feel  that  sufficient 
time  has  elapsed  to  judge  correctly  as  to  the  merits  of  using  cement 
and  placing  concrete  structures  in  sea  water,  and  as  to  the  advisability 
of  adopting  reinforced  concrete  as  a  coming  type  of  dock  structure. 
As  respects  the  first  point,  the  prolonged  and  successful  use  of  mass 
concrete  by  foreign  countries  in  breakwater,  tidal,  and  graving  dock 
work  would  in  itself  appear  to  be  sufficient  answer  to  all  such  skepticism. 

Though  an  extensive  treatise  might  be  written  on  concrete  break- 
waters and  their  construction,  including  shore  protection,  those  phases 
of  the  use  of  concrete  in  sea  water  are  supplementary  to  the  principal 
subject  of  this  paper.     There  is  apparently  hardly  a  leading  seaport  or 
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a  maritime  nation  outside  of  the  United  States  that  has  not  made  a 
wide,  extensive,  and  successful  use  of  mass  and  reinforced  concrete  in 
the  development  of  harbor  and  shipping  facilities. 

Surprising  as  it  may  seem,  a  number  of  large  concrete  breakwaters 
have  been  in  existence  in  Japan  for  more  than  18  years.  As  a  matter 
of  fact,  the  use  of  concrete  in  the  harbor  work  of  Japan  is  far  in  ad- 
vance of  American  practice,  being  apparently  on  the  same  high  level  as 
in  England  and  other  European  countries. 

Mass  concrete  has  been  used  very  extensively  in  Belgium  and  Hol- 
land for  sea  water  structures  for  years,  and  has  given  the  best  of  results. 
In  fact,  some  of  the  concrete  sea  walls  in  the  latter  country,  built  in 
1867-77  and  earlier,  are  so  old  as  to  be  called  ancient,  and  have  as  yet 
shown  no  signs  of  being  affected  by  the  action  of  sea  water.  Perhaps 
such  a  statement  needs  to  be  qualified,  because  some  of  the  principal 
harbors  of  Holland  are  some  distance  from  the  sea,  and  are  in  fresh 
or  brackish  water. 

Concrete  was  used  by  the  Romans  and  Carthagenians  in  ancient 
times.  Though  it  fell  into  disuse  for  many  centuries,  it  came  into 
use  again  in  1840-50.  To  this  day,  sea  walls  built  of  puzzolana  and 
lime  cement  by  the  Romans  are  in  existence  in  Italy. 

The  Italian  engineers  report  that  Portland  cement  concrete  with  an 
addition  of  one-eighth  to  one-tenth  by  volume  of  puzzolana  gave  no 
signs  of  disintegrating  in  salt  water,  even  after  an  exposure  of  30  years 
in  the  harbors  of  Genoa,  Civita  Vecchia,  Naples,  etc. 

At  several  places  on  the  Italian  coast  concrete-faced  breakwaters 
have  been  in  existence  since  1880,  in  most  exposed  positions,  costing 
but  little  for  repairs  and  maintenance,  though  subject  to  the  high  seas 
and  heavy  blows  of  the  Mediterranean. 

English  engineers  were  using  mass  concrete  in  their  tide  locks  and 
in  the  construction  of  massive  breakwaters  along  the  coast  of  England 
as  far  back  as  1871,  if  not  earlier.  The  fact  that  they  have  continued 
to  use  it  more  extensively  each  year,  even  to  building  vast  reinforced 
concrete  structures  standing  in  sea  water  during  the  past  15  years, 
would  appear,  in  spite  of  some  failures,  to  be  sufficient  answer  to  any 
doubts  the  American  engineer  may  entertain  on  the  subject. 

At  Colombo,  India,  a  concrete  breakwater,  finished  in  1885,  showed 
no  failures  above  or  below  water  at  the  end  of  22  years.  As  stated 
above,  some  of  the  massive  concrete  breakwaters  of  the  world  have  a 
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hard  stone  facing,  or  are  built  of  concrete  blocks,  with  or  without  a 
stone  facing. 

The  reasons  that  enable  the  foreign  engineers  to  accomplish  such 
lasting  results  with  concrete  is  no  doubt  due  to  the  fact  that  they,  to- 
gether with  the  foreign  chemists  and  cement  manufacturers,  long  ago 
learned  the  secret  and  acquired  the  art  of  manufacturing  and  using 
concrete  in  sea  water  structures.  Though  the  American  engineer  ex- 
cels the  foreign  engineer  in  certain  lines  of  his  Profession,  it  must  be 
admitted  that,  so  far  as  using  cement,  and  hence  concrete,  in  sea  water 
structures,  the  engineers  of  the  leading  European  countries  and  of  cer- 
tain parts  of  South  America  are  many  years  in  advance.  The  Ameri- 
can cement  manufacturer,  the  chemist,  and  the  harbor  development 
engineer  cannot  long  remain  in  such  a  position  without  reflecting  on 
their  ability  as  experts  in  their  respective  lines  of  work  in  the  minds 
of  their  foreign  contemporaries. 

Part  VI. — Conclusion. 

In  view  of  the  marked  success  obtained  by  foreign  engineers  in  the 
use  of  concrete  for  sea  water  structures,  when  the  execution  of  such 
undertakings  has  been  placed  in  the  hands  of  intelligent,  skilful,  and 
experienced  men,  the  American  engineer  who  denies  the  possibility  of 
making  a  successful  use  of  concrete  for  structures  standing  in  sea 
water  pvits  himself  in  a  questionable  position.  He  thereby  confesses 
either  his  lack  of  a  world-wide  knowledge  on  the  subject,  or  his  ina- 
bility to  carry  out  properly  such  classes  of  construction  work  to  the 
same  successful  conclusions  as  his  foreign  contemporaries  have  been 
doing  for  years  past.  Such  a  confession  would  seem  to  indicate  a  lack 
of  foresight  and  ultra-conservatism  as  respects  the  use  of  cement  sub- 
ject to  sea  water  conditions,  on  the  part  of  the  American  cement  manu- 
facturer, chemist,  and  concrete  engineer. 

The  American  engineer  who  assumes  a  skeptical  attitude  toward 
the  practicability  and  commercial  success  of  reinforced  concrete  docks 
has  standing  before  him  as  silent  testimony  of  their  worth  and  practi- 
cability such  a  vast  number  of  foreign  reinforced  concrete  docks — 
several  about  20  years  old  and  yet  in  excellent  condition,  with  still 
more  massive  structures  being  built  each  year,  some  of  them  costing 
less  than  wooden  docks,  if  reports  are  true,  and  most  of  them  saving 
their  ovsniers  large  sums  annually  on  account  of  their  low  cost  of  main- 
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tenance  and  repairs,  with  no  rebuilding,  as  with  our  15-year  creosoted 
wooden  pile  docks — that  the  grounds  on  which  he  stands  become  some- 
what untenable.  It  is  true  that  all  American  cements  are  not  as  yet 
wholly  suitable  for  sea  water  purposes,  and  perhaps  equally  true  that 
each  and  every  American  concrete  engineer  has  not  hitherto  insisted 
on  the  proper  placing  of  concrete  in  salt  water  structures,  not  fully 
realizing  the  importance  of  the  fundamental  principles  of  the  use  of 
concrete  in  sea  water,  due  to  the  hitherto  limited  call  for  such  types 
of  structures  in  America,  lumber  having  been  so  plentiful  and  cheap. 

Though  reinforced  concrete  docks  have  been  in  existence  for  more 
than  15  years,  and  operated  successfully,  the  same  old  theorems  are 
still  put  forth  in  opposition  to  them  and  to  the  practical  experience 
gained  during  this  period.  Possibly  these  same  theories  will  continue 
to  be  advanced  against  the  use  of  concrete  in  dock  work  and  other  sea 
structures  by  the  most  conservative  of  our  leading  engineers,  though 
others,  guided  and  profiting  by  the  experience  already  gained  in  such 
uses  of  concrete,  will  continue  to  expend  large  sums  of  money  in  the 
further  development  of  such  structures. 

From  a  prolonged  study  of  reinforced  concrete  dock  construction, 
as  carried  out  in  foreign  countries,  it  would  appear  that,  in  spite  of 
early  doubts  and  skepticism,  the  success  in  the  use  of  reinforced  con- 
crete in  dock  work  obtained  by  foreign  engineers  has  swept  away  all 
such  doubts  and  skepticism.  If  these  are  not  facts,  why  are  foreign 
countries  and  certain  ports  in  America,  including  the  United  States 
Government,  expending  vast  sums  of  money  in  building  reinforced  con- 
crete docks  and  in  other  uses  of  concrete  in  harbor  development  and  sea 
protection  work;  all  "in  spite  of  prejudices  which  leading  engineers 
[psychologically]  have  against  any  new  type  of  construction". 

Although  the  average  American  contractor  may  look  upon  concrete 
as  just  so  much  cement,  sand,  and  stone,  or  gravel,  to  be  thrown  to- 
gether and  dumped  into  the  forms  in  the  quickest  possible  time,  with- 
out any  regard  for  the  fundamental  principles  underlying  reinforced 
concrete  construction,  a  commercial  proposition  purely,  such  an  appli- 
cation of  reinforced  concrete  to  dock  work  will  most  certainly  spell 
disaster  long  before  the  structure  is  completed. 

In  spite  of  its  apparent  simplicity  on  dry  land,  the  use  of  rein- 
forced  concrete   in   dock   work   calls   for  more   than   mere   brawn   and 
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muscle.  It  is  a  class  of  construction  work  especially  adapted  to  the 
broad  knowledge,  experience,  and  deep  study  of  the  trained  engineer 
in  association  with  an  organization  well  skilled  in  the  handling  of  con- 
crete in  sea  water  structures — ''a  field  of  engineering  in  which  rein- 
forced concrete  will  prove  to  be  the  most  permanent  and  economical, 
as  it  has  in  the  building  of  bridges,  etc." 
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DISOUSSIOINT 


J.  H.  II.  MuiRHEAD,*  M.  Am.  Soc.  C.  E.— In  regard  to  concrete  dock 
construction,  the  speaker  always  looks  on  Para  as  one  of  the  examples 
of  what  not  to  do.  While  there,  he  calculated  that,  approximately, 
£5  000  000,  sterling,  had  been  spent  for  the  accommodation  of  five  ships. 
Of  course,  that  calculation  is  not  altogether  fair,  yet  it  is  not  unfair, 
because  it  illustrates  a  system  of  finance  radically  different  from  that 
which  is  customary  in  the  United  States.  In  fact,  it  is  a  system  that 
would  not  be  tolerated  in  American  undertakings.  It  is  true  that 
comparatively  little  more  money  was  required  to  complete  the  work, 
which  now  accommodates  a  large  number  of  ships,  nevertheless,  the 
initial  outlay  was  enormous,  and  quite  unwarranted  by  the  results. 

The  speaker  regrets  that  as  a  Society  we  spend  too  much  time  in 
the  discussion  of  details  and  do  not  study  the  general  schemes  as  we 
ought.  He  knows  of  no  justification  for  the  construction  of  such 
expensive  port  works  at  Para,  beyond  the  fact  that  the  concessioners 
and  contractors  made  a  profit.  True,  the  civil  engineers  made  some- 
thing, also,  but  not  by  any  means  enough  to  compensate  for  some 
forty  lives  lost  by  yellow  fever.  Quite  a  brisk  shipping  business  has 
been  done  in  materials  for  the  improvement  of  the  City  of  Belem  de 
Para  itself,  but  that  is  temporary. 

The  only  trade  that  Para  has,  or  is  ever  likely  to  have,  is  rubber. 
Are  not  our  friends,  the  mechanical  engineers,  doing  all  they  can  to 
devise  substitutes  for  rubber?  It  is  being  planted  in  many  countries. 
The  conditions  under  which  it  is  obtained  in  Para  and  the  neighbor- 
ing States  are  so  bad  that  it  is  a  very  precarious  industry.  The  fluctua- 
tions in  price  are  great,  taxation  is  unreasonable,  and  "ladrones"  are 
only  too  common. 

The  chief  work  at  Para  consisted  in  a  bulkhead  wall,  built  on  the 
"slice  block"  principle,  extending  along  one  bank  of  the  River  Amazon, 
in  front  of  the  city,  which  provided  35  ft.  of  water  alongside  the  wall. 
The  speaker  cannot  see  that  this  system  was  at  all  suitable  for  the  condi- 
tions to  be  met  on  the  Amazon.  The  glaring  defect  was  the  absence 
of  stone  with  which  to  make  concrete.  Cement  was  imported  from 
England  and  sand  of  excellent  quality  was  obtained  a  day's  journey 
down  the  river.    The  blocks  were  made  of  cement  and  sand  only. 

At  the  same  time,  clay  suitable  for  brick-making  was  being  dredged 
immediately  in  front  of  the  wall  and  disposed  of  at  sea  or  in  the  deep 
parts  of  the  Amazon  quite  a  distance  away.  Prom  exi^erience  gained 
by  the  speaker  in  Kingston,  Jamaica,  and  from  the  opinions  of  men 
who  worked  there  when  that  city  was  being  rebuilt  after  the  earthquake, 
much  the  finest  concrete-making  material  one  can  have  is  broken  brick. 
On  one  occasion,  the  speaker  had  to  remove  some  broken-brick  concrete, 

*  Glasgow,  Scotland. 
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and  although  it  had  set  only  a  comparatively  short  time,  the  difficulty  of  Mr. 
removal  has  given  him  a  very  great  respect  for  concrete  of  this  class.  He 
has  never  heard  of  making  brick  and  deliberately  breaking  it  up  when 
almost  new  as  a  substitute  for  gravel  or  broken  stone.  Under  given 
conditions,  the  experiment  should  have  been  made.  The  design  con- 
templated 30-ton  blocks.  Had  they  been  made  in  the  proportion  of 
1  part  cement,  2  parts  sand,  and  4  parts  broken  brick,  a  great  saving 
would  have  been  effected  over  1  part  cement  to  2  or  even  3  parts 
sand. 

In  some  places,  stone  for  ballasting  was  necessary.  In  these  cases, 
a  very  fair  grade  of  iron  ore  was  used.  This  was  also  a  waste  of  good 
material.  Again,  the  speaker  would  suggest  broken  brick,  even  when 
the  brick  has  to  be  made  and  then  broken  by  mechanical  means. 

W.  J.  Barney,*  Assoc.  M.  Am.  Soc.  C.  E. — This  paper  serves  at  least  Mr. 
one  purpose,  in  that  it  places  data  relating  to  dock  construction  before 
the  members  of  the  Society.  The  great  problem  in  such  construction 
is  concrete  versus  timber,  and  Mr.  Taft  has  gathered  together  original 
references  and  made  suggestions  as  to  where  information  thereon  may 
be  obtained.  The  paper  represents  weeks  of  compilation  in  the  library 
and  by  correspondence,  and  involves  a  great  deal  of  hard  research 
work.  The  speaker  hopes  that  it  will  be  given  the  benefit  of  careful 
discussion  of  the  many  points  involved  in  concrete  versus  timber  pier 
construction  and  a  combination  of  concrete  and  timber  piers. 

In  Portland,  Ore.,  it  was  a  great  question  whether  concrete  or 
concrete  and  timber  combined  should  be  adopted.  The  city  is  in  a 
timber  district,  yet  the  necessity  of  avoiding  fire  risks  seemed  to 
compel  the  use  of  concrete,  and  a  combination  of  timber  below  the 
water  line  with  concrete  above,  was  used  in  order  to  avoid  such 
risk  and,  at  the  same  time,  keep  down  the  cost.  To  the  speaker, 
the  great  question  in  such  matters  has  always  seemed  to  be  the 
"commercial  life"  of  the  piers ;  that  is  a  vital  factor  which  is  fre- 
quently ignored.  In  foreign  ports,  pier  construction  has  had  prac- 
tically to  be  dynamited  out,  because  its  "commercial  life"  had  passed 
away  and  new  construction  was  necessary  for  larger  vessels  and 
changed  conditions. 

These  questions  should  be  considered  and  discussed  more  widely 
than  they  have  been,  particularly  in  connection  with  this  paper. 

Eugene  W.  Stern,*  If.  Am.  Soc.  C.  E. — There  are  some  general  3^- 

.,..,'  1.1  btern. 

considerations  m  this  paper  which  it  might  be  well  to  review  carefully. 
It  will  doubtless  be  conceded  that  it  is  desirable  in  many  cases 
to  substitute  a  more  durable  material  than  wood  for  docks  and  piers, 
provided  the  cost  is  not  prohibitive,  and  its  permanency  in  sea  water 
can  be  assured. 

*  New  York  City. 
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Mr.  Taft  has  gone  to  a  great  deal  of  trouble  to  gather  information 
and  present  it  in  concise  form,  but  he  treats  rather  indifferently  the 
fact  that  in  the  United  States  there  have  been  some  serious  and  dis- 
astrous experiences  with  concrete  structures  in  sea  water.  He  cites 
many  cases  in  which  concrete  has  stood  well,  but  does  not  dwell  suffi- 
ciently on  the  failures. 

Some  10  years  ago,  the  speaker's  attention  was  first  called  to  the 
disintegration  of  concrete  in  sea  water  on  some  pier  work  in  the 
lower  part  of  the  Hudson  Eiver.  Since  that  time  he  has  been  followino- 
this  subject  carefully,  M'ith  the  result  that  he  is  convinced  that  there 
IS  as  yet  considerable  uncertainty  as  to  the  action  of  concrete  in  sea 
water,  and  until  that  uncertainty  has  been  removed,  engineers  mu.st 
go  slowly. 

At  Atlantic  City  quite  a  number  of  concrete  structures  are  exposed 
to  the  action  of  sea  water.  A  few  years  ago,  the  speaker  investia-ated 
the  condition  of  almost  all  these  structures.  It  was  just  about  the 
time  when  the  large  cylindrical  concrete  piles  were  being  sunk  for 
the  Boardwalk,  but  the  speaker  has  not  been  able  since  to  examine 
these  particular  piles.  Everj^  structure  in  Atlantic  City  that  the 
speaker  examined,  from  one  end  to  the  other,  which  came  in  contact 
with  sea  water,  showed  more  or  less  deterioration,  and  it  is  believed 
that^  any  one  with  open  mind,  who  went  there  to  investigate,  would 
be  similarly  convinced.  The  reinforced  concrete  structures  built  over 
the  sea  showed,  not  only  the  effects  of  frost  and  the  action  of  waves, 
but  also  chemical  disintegration. 

There  are  at  least  three  kinds  of  action  which  may  cause  deteri- 
oration in  concrete  structures  exposed  to  sea  water: 

1. — The  effect  of  the  impact  of  the  waves; 

2. — The  effect  of  frost; 

3. — The  effect  of  chemical  action. 

^  At  Atlantic  City,  it  seemed  to  the  speaker  that  a  great  deal  of 
disintegration  was  due  to  chemical  action.  In  places  the  concrete 
had  cracked  so  much  that  the  salt  water  had  penetrated  to  the  rein- 
forcement, which  had  rusted  badly.  The  concrete  had  also  swelled 
and  cracked  off  in  places.  In  one  of  the  large  piers,  built  a  few  years 
ago^  and  projecting  into  the  ocean,  the  piles  had  shells  of  boiler  iron, 
IS  in.  in  diameter,  riveted  together.  These  had  been  sunk  and  then 
filled  with  concrete.  At  the  time  the  speaker  examined  this  pier 
(probably  then  about  10  years  old)  nearly  every  one  of  the  cylinders 
had  been^  split  open  by  some  great  internal  pressure,  due  without  doubt 
to  chemical  action  having  taken  place  in  the  concrete,  caused  by 
sea  water  entering  through  the  joints  of  the  shell,  which  were  not 
caulked.      Many   vertical   joints    in    the   iron    shells   were   burst    open 
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and  the  rivet  heads  sheared  off.     The  joints  had  opened  to  such  an    Mr. 
extent  that  part  of  the  concrete  filling  could  be  raked  out,  ;ind  was 
found  to  be  almost  in  a  powdered  condition. 

A  series  of  valuable  experiments  is  now  being  made  by  the  Aber- 
thaw  Construction  Company,  of  Boston.  About  5  years  ago,  twenty- 
four  square  piles,  about  16  by  16  in.  and  16  ft.  long,  were  prepared. 
These  were  placed  in  the  sea  at  the  Charlestown  Navy  Yard,  their 
tops  being  about  18  in.  out  of  water  at  high  tide,  and  their  bottoms 
about  4^  ft.  mider  water  at  low  tide,  the  mean  tidal  range  being  10  ft. 
These  piles  were  examined  in  December,  1913,  after  having  been 
in  place  about  5  years.  The  published  report  of  the  Aberthaw  Con- 
struction Company  shows  that  only  one  of  these  twenty-four  piles 
did  not  show  disintegration  of  some  kind.  One  pile  was  eaten  through ; 
others  were  eaten  into  4  or  5  in.;  others  showed  slight  defects  on  the 
edges  only. 

The  one  pile  which  stood  the  test  was  made  of  German  iron-ore 
cement  of  a  rich  wet  mixture,  namely,  1:1:2.  Other  piles  made  of 
the  same  mixture,  but  of  a  native  cement,  stood  well,  but  showed 
some  disintegration.  Now,  the  question  arises,  what  will  the  result 
be  after  20,  or  30,  or  50  years? 

These  tests  prove  that  the  cement  chemists  and  manufacturers 
must  give  the  engineer  a  cement  that  will  better  withstand  sea  water. 

It  is  all  very  well  to  say  that  concrete  docks  should  be  built.  The 
speaker  believes  in  having  permanent  dock  structures,  if  they  can 
be  built  economically,  and  with  reasonable  assurance  that  they 
will  last,  but  there  must  be  this  assurance  before  such  construction 
is  undertaken  on  an  extensive  scale. 

There  is  no  doubt  that  something  better  than  wood  is  often  very 
necessary.  On  the  Pacific  Coast,  the  speaker  has  seen  large  piles 
which  have  been  completely  cut  through  by  marine  borers  in  a  few 
months. 

Engineers  are  very  anxious  to  get  something  better  than  wood 
for  this  purpose,  and  if  German  cement  makers  can  produce  a  cement 
which,  at  the  end  of  5  years,  shows  no  disintegration  in  sea  water, 
those  of  America  should  be  able  to  do  as  well. 

The  author  brings  up  the  question  as  to  the  effects  of  frost  on 
masonry  structures  in  the  Great  Lpkes.  The  speaker  has  observed 
that  in  the  lock  at  Sa,ult  Ste.  Marie,  on  the  Canadian  side,  the  walls 
built  of  limestone  show,  at  the  water  line,  disintegration  due  to  frost. 
The  stone  seems  to  be  rather  porous,  and  in  some  places  the  cavities 
are  several  inches  in  depth.  There  is  no  doubt  that,  wherever  con- 
crete is  porous,  frost  action  will  be  more  or  less  harmful,  so  that  it 
is  necessary  to  get  a  dense  mixture  for  concrete  exposed  to  frost 
action,  whether  in  fresh  or  sea  water. 
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Mr.  R.  D.  Coombs,*  M.  Am.  See.  C.  E.— If  the  speaker  remembers  the 

°°™  *•  various  reports  of  the  Masonry  Committee  of  the  American  Railway 
Engineering  Association,  the  gist  of  all  of  them  has  been  that,  for  water- 
proofing, or  preventing  decomposition  in  salt  water,  the  main  thing  is  to 
make  a  very  dense  concrete,  and  that  is  practically  the  summation  of  all 
other  reports. 

Mr.  Joel  J.  Pemoff,*  M.  Am.  Soc.  C.  E. — The  Dock  Department  of 

PemoflF.  -^Q-y^  York  City  has  been  building  sea  walls  of  concrete  blocks  set 
in  place  under  water  for  the  the  last  40  years.  The  cement  used  in 
these  blocks  is  such  as  is  usually  specified  for  first-class  work.  The  De- 
partment has  never  met  with  failure,  or  even  deterioration,  in  any 
portion  of  this  work,  so  far  as  could  be  ascertained  by  submarine 
examinations  made  by  divers.  Only  in  a  very  few  places  can  disin- 
tegration be  noticed,  and  those  places  are  between  high  and  low  water. 

The  great  success  of  the  Dock  Department  with  its  submarine 
work  is  due  to  the  mixture  used,  1:2:5;  to  the  dense  surface  pro- 
duced on  the  blocks;  to  the  fact  that  Portland  cement  of  the  very  best 
quality  is  always  specified  and  obtained  for  this  work;  and  probably 
also  to  the  condition  of  the  waters  in  this  harbor,  which  carry  a  great 
deal  of  fine  matter  in  suspension,  tending  to  form  a  slimy  coating  on 
the  blocks  and  thereby  increasing  the  imperviou-sness  of  the  outer  skin. 

One  of  the  causes  of  disintegration  between  high  and  low  water 
is  the  fact  that  this  portion  of  the  work  is  usually  deposited  in  situ 
while  the  tide  is  low,  and  the  early  removal  of  the  mould  boards  allows 
the  sea  water  to  reach  the  concrete  before  it  is  sufficiently  seasoned 
to  withstand  its  effects.  The  disintegration  of  exposed  concrete  sur- 
faces in  New  York  Harbor  is  rather  the  exception  than  the  rule. 
Mr.  William  Goldsmith,*  Assoc.  M.  Am.  Soc.  C.  E. — Reinforced  con- 

Goldsmith.  ^rete  piles,  as  well  as  a  new  type  of  reinforced  concrete  bridge  resting 
on  piles,  have  been  used  in  many  places  throughout  the  Philippine 
Islands.  These  piles  are  usually  16  by  16  in.,  approximately  40  ft. 
long,  and  have  a  li-in.  steel  pipe  running  through  their  centers  so  that 
they  may  be  jetted  into  place.  Pantal  and  Calmay  Bridges,  being, 
respectively,  300  and  600  ft.  long,  are  on  piles  of  this  type. 

There  are  five  piles  in  a  bent,  and  the  bents  are  20  ft.  from  center  to 
center.  Reinforced  concrete  girders  rest  on  these  piles,  the  bridge 
being  designed  to  support  a  12-ton  road  roller. 

These  bridges  have  been  in  use  about  5  years,  and  many  more  have 
been  built.  They  have  stood  tlie  test  of  salt  water  very  well,  and  show 
no  deterioration  due  to  this  cause.  The  cement  used  in  their  manu- 
facture is  "Green  Island  cement,"  made  in  China,  the  concrete  mixture 
being  1:2:4. 

Wooden  piles  in  the  same  locations  have  lasted  only  2  or  3  months. 
The  teredo  is  very  active  in  these  waters,  a  wooden  pile  bridge  being 

*  New  York  City. 
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hardly  completed  when  the  work  of  the  teredo  would  be  so  evident  as       Mr. 
to  make  the  structure  dangerous.    It  would  seem,  therefore,  that  wooden    °   ®°^^ 
bridges  have  no  place  in  Philippine  waters  and  that  concrete  is  the 
only  lasting  material  which  can  be  used  for  such  structures. 

The  type  of  bridge  referred  to  is  also  particularly  adapted  for 
Philippine  construction  on  account  of  its  low  cost  in  comparison  with 
that  of  arch  bridges  of  wood  or  even  of  steel,  the  life  of  which  is  also 
of  short  duration. 

Great  care  is  taken  in  the  testing  of  Portland  cement  in  the  Philip- 
pine Islands.  The  "standard  method  for  analysis  of  cement,  proposed 
by  the  Committee  on  Uniformity  in  Analysis  of  Materials  for  the 
Portland  Cement  Industry,"  is  used.  In  the  field,  each  district 
engineer  has  sufficient  apparatus  to  make  24-hour  and  7-day  tensile 
tests,  thus  giving  an  independent  check  on  the  cement  inspection. 

DeWitt  C.  Webb,*  M.  Am.  See.  C.  E.  (by  letter). — This  paper  is  jar 
a  valuable  compilation  of  information  in  regard  to  concrete  structures 
in  water,  particularly  in  sea  water. 

Some  of  the  author's  statements  in  regard  to  the  deterioration 
of  concrete  in  Boston  Harbor  are  not  in  accordance  with  the  writer's 
observations.  The  author,  in  laying  stress  on  the  action  of  frost 
in  disintegrating  concrete,  states:  "In  Boston  Harbor  12°  below  zero 
is  not  uncommon."  An  examination  of  the  records  of  the  Weather 
Bureau  for  the  41  years  from  1873  to  1913,  inclusive,  shows  only 
two  days  during  that  period  when  the  minimum  temperature  was  12° 
below  zero  or  lower.  During  the  same  period,  there  were  only  121 
days,  or  an  average  of  less  than  3  per  year,  when  the  minimum  tem- 
perature was  zero  or  lower. 

The  impression  conveyed  by  the  author,  that  frost  has  been  the 
principal  cause  of  the  disintegration  of  concrete  structures  in  Boston 
Harbor,  appears  to  coincide  with  the  general  opinion.  During  the 
past  5  years,  the  writer  has  had  opportunities  for  careful  examination 
of  many  of  these  structures,  and  has  supervised  repairs  to  several  of 
them.  The  result  of  this  experience  has  been  the  formation  of  a  very 
firm  opinion  that  although  frost  and  wave  action  have  had  some  effect, 
the  principal  destructive  agent  has  been  chemical  action.  If  frost 
were  the  most  active  destructive  element,  the  concrete  behind  and 
adjacent  to  the  disintegrated  areas  would,  it  is  thought,  be  sound  and 
hard.  In  several  instances  this  was  found  not  to  be  the  case.  On 
the  contrary,  the  concrete  which  was  cut  away  to  permit  a  new  facing 
to  be  applied,  was  soft,  and,  so  far  as  could  be  determined,  this  con- 
dition extended  through  the  entire  mass.  Pockets  and  streaks  of 
a  white  putty-like  substance  were  found  in  the  concrete  removed. 
This  material  was  chemically  active  to  such  an  extent  that  it  burned 
the  hands  of  the  workmen.     Neither  the  appearance  of  this  substance 

*  Boston,  Mass. 
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Mr.  nor  the  manner  in  which  it  occurred  suggested  that  it  might  be  laitance, 
nor  does  its  chemical  composition,  as  given  below,  appear  to  indicate 
such  an  explanation : 

Percentage. 

Lime  (CaO)   31.11 

Carbon  dioxide  (CO.,) 9.63 

Silica  (SiO^) ." 8.87 

Sulphuric  anhydride   (SO3) G.68 

Magnesia    (MgO)    5.35 

Iron  and  alumina  oxides 4.38 

Insoluble  residue   5.86 

Combined   water    12.05 

Moisture    13.66 

Salt  and  undetermined 2.41 

100.00 

The  cement  used  originally  in  this  work  was  a  well-known  brand, 

and  the  records  of  the  chemical  analyses  show  the  following  average 

results :  _ 

Percentage. 

SiO.,    22.50 

(Al.,Fe.,)03    9.55 

CaO    ." 61.98 

MgO    2.80 

SO3   1.33 

It  appears  to  the  writer  that  these  statements  tend  to  confirm 
the  theory  that  the  chemical  action  of  sea  water  on  concrete  is  due 
to  the  flux  and  reflux  of  the  salt  water  in  and  out  of  the  voids,  grad- 
ually causing  magnesia  hydrate  to  form  and  abstracting  the  lime  from 
the  cement.  It  is  only  when  concrete  is  porous  and  exposed  to  the 
unbalanced  or  intermittent  action  of  sea  water  that  trouble  occurs, 
as  it  is  the  continuous  percolation  and  renewal  of  the  sea  water 
which  does  the  mischief.  For  this  reason  concrete  below  low  tide  is 
usually  secure. 

The  remedy  is  not  chemical,  but  mechanical.  The  sea  water  must 
be  prevented  from  penetrating  the  concrete.  This  can  best  be  done 
by  the  use  of  a  dense,  rich  mixture,  placed  wet.  It  is  desirable,  when 
possible,  to  permit  the  concrete  to  harden  before  exposing  it  to  sea 
water,  but  this  is  not  absolutely  essential,  as  can  be  proved  by  con- 
crete structures  in  Boston  Harbor  which  were  not  pre-moulded  or 
built  inside  of  coffer-dams. 

The  damage  to  the  concrete  sea  wall  at  Lynn,  Mass.,  mentioned 
by  the  author,  is  believed  to  be  due  almost  entirely  to  the  pounding 
of  the  waves  and  wave-borne  materials  such  as  driftwood,  pebbles,  and 
larger  stones  from  the  beach.     The  repairs  by  the  cement  gun,  when 
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last   observed,   did  not  appear  to   the  writer  to   be   entirely   effective.    Mr. 
This   might   be   expected,   as   the   repair  work   was   largely   near   low- 
water  mark,  and  the  rising  tide  would  bring  the  repaired  areas  within 
reach  of  wave  action  shortly  after  the  cement-gun  plaster  was  applied. 

The  writer  believes  that  concrete,  properly  proportioned,  mixed, 
and  placed,  is  an  entirely  suitable  material  for  structures  in  sea  water 
in  any  climate.  It  is  desirable,  however,  to  provide  a  thin  facing  of 
stone,  hard  brick,  or  similar  material  between  high  and  low  water, 
where  it  is  exposed  to  destructive  action  from  waves  and  wave-borne 
objects. 

Joshua   F.   Eamsbotham,*  M.   Am.   Soc.   C.   E.    (by  letter). — Mr.  _      Mr 
Taft  is  to  be  congratulated  on  the  clear  and  concise  conclusions  which 
he  has  drawn  from  his  evidently  deep  study  of  the  experiences  of  all 
nations  in  the  use  of  ferro-concrete  as  applied  to  marine  works. 

The  writer  agrees  with  the  conclusions  drawn,  and  would  like  to 
observe  that,  as  far  as  he  is  aware,  there  is  no  other  paper  or  book 
which  covers,  to  the  same  extent,  the  large  range  under  review. 

In  regard  to  the  use  of  cement  under  sea  water :  It  was  the  writer's 
privilege  to  remove  68  404  cu.  yd.  of  concrete,  made  in  the  earliest 
days  of  Portland  cement  concrete,  in  the  Port  of  Liverpool,  while 
acting  as  Eesident  Engineer  on  the  Brunswick  Dock  Extension.  The 
concrete,  which  was  almost  40  years  old,  was  perfect,  and  in  no 
single  instance  was  there  any  sign  of  decay  or  shoddy  work.  During 
that  period  of  40  years,  the  work  had  been  under  sea  water,  the  walls, 
etc.,  in  the  first  instance  having  been  built  in  the  dry. 

It  is  the  writer's  firm  conviction  that  in  building  graving  docks, 
walls,  etc.,  it  is  unwise  to  place  freshly  mixed  concrete  in  water,  for 
the  reasons  given  by  Mr.  Taft. 

It  is  doubtful  whether  true  reasoning  has  been  observed  as  regards 
the  Cattle  Wliarf  at  Liverpool,  the  deck  being  a  considerable  height 
above  the  water,  and  the  writer  cannot  help  thinking  that  "bloom'' 
on  the  steel  may  have  been  the  cause  necessitating  repairs.  The 
author  has  not  mentioned  this  important  factor  in  the  problem,  but 
it  is  an  absolute  necessity  that  all  bloom,  dirt,  or  rust,  should  be  re- 
moved before  concrete  is  placed  in  the  forms;  if  a  skin  of  bloom  is 
on  the  steel,  the  cement  does  not  reach  the  metal,  and  trouble  may 
be  expected  in  the  future. 

The  writer  does  not  agree  with  the  four  conclusions  drawn  by  an 
English  engineer,  as  ferro-concrete  work  is  certainly  not  indestructible, 
either  from  fire  or  shock,  and,  further,  it  is  by  no  means  easy  to  repair, 
in  fact  one  can  hardly  conceive  a  more  difficult  job  than  the  repair 
of  a  partly  destroyed  ferro-concrete  structi;re;  it  would  resolve  itself 
into  points,  wedges,  and  hack-saws,  and  under  water  it  would  surely 
be  most  difiicult. 

*  Melbourne,  Victoria,  Australia. 
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Mr.  FeiTo-concrete   has    its   proper  sphere   of   usefulness   as   applied   to 

am.  jjj^j.-j^g  works,  but,  at  the  same  time,  and  surelj^  to  a  large  extent, 
the  question  is  resolved  by  prime  cost  and  permanency.  At  Liverpool, 
ferro-concrete  was  approached  by  Mr.  Anthony  G.  Lyster,  then 
Engineer-in-Chief  to  the  Mersey  Docks  and  Harbour  Board,  with  care 
and  caution,  and  all  the  work  was  done  in  such  a  manner  that  it 
was  under  review,  and  under  no  extreme  circumstances  could  it  inter- 
fere with  the  traffic  of  the  Port.  The  policy  was  to  make  M.  Henne- 
bique  not  only  responsible  for  the  design,  but  also  solely  responsible 
for  carrying  out  the  work  in  a  suitable  manner.  At  the  same  time, 
Mr.  Lyster  had  his  own  independent  staif,  who  supervised  and 
checked  everything. 

The  writer  maintains  that  the  design  cannot  be  separated  from 
the  execution,  and  that  a  dual  control  results  in  extravagance  and 
inefficiency,  possibly  accompanied  by  disaster. 

Mr.         Chandler  Davis,*  M.   Am.   Soc.   C.   E.    (by  letter).— This   paper, 
^^''^^-  covering,  as  it  does,  the  most  important  structures  of  the  world,  is  most 
interesting  and  valuable,  and  deserves  the  careful  study  of  engineers 
who  are  interested  in  this  subject. 

The  most  vulnerable  part  of  maritime  structures  is  that  which 
lies  below  high  water,  as  the  materials  are  exposed  to  the  action  of 
water,  which,  as  a  rule,  is  not  over  clean.  Most  harbors  are  near  or 
in  large  cities  which  generally  empty  their  sewers  into  the  rivers  or 
bays  on  which  they  are  located,  and  thus  docks  and  other  structures 
are  exiDosed  to  the  action  of,  not  only  sewage,  but  also  refuse 
discharged  by  factories,  chemical  works,  and  similar  plants.  These 
local  conditions  must  be  taken  into  consideration  in  drawing  the 
specifications  under  which  the  materials  are  furnished  and  inspected. 
The  laboratory  testing  of  the  materials  is  as  important  as  the  field 
inspection,  and  should  not  be  neglected.  It  is  not  sufficient  to  see 
that  the  plans  are  properly  carried  out,  but  every  effort  should  be 
made  to  see  that  the  supplies  conform  to  carefully  drawn  specifications. 
These  should  read  so  as  to  cover  every  test  to  insure  the  use  of  only 
first-class  materials,  suitable  for  the  work  in  view,  and  acceptable 
to  the  engineer.  The  contractor  should  be  obliged  to  have  sufficient 
material  on  hand  to  permit  of  a  thorough  test  and  inspection  before 
it  is  used  in  the  work.  This  applies  especially  to  cement,  and  none 
should  be  permitted  to  be  used  under  the  24-hour  test.  In  fact,  if  it 
is  possible,  the  cement  should  be  held  28  days,  or  even  longer,  in 
order  to  determine  its  increase  in  streng-th  over  the  7-day  test.  This 
is  important  if  the  concrete  is  to  be  used  in  water,  and  especially 
if  an  impervious  wall  is  required,  such  as  would  be  the  case  in  the 
construction  of  a  dry  dock. 

•  New  York  City. 
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Many  specifications  state  the  component  parts  of  which  the  mate-  Mr. 
rials  should  be  made.  This,  in  certain  instances,  can  be  done,  but, 
on  the  whole,  it  is  safer  to  limit  the  quantities  of  those  ingredients 
which,  necessarily,  must  be  a  part  of  the  finished  substance,  but  are 
to  an  extent  injurious,  and  leave  the  rest  to  the  manufacturer.  By 
using  only  well-known  and  thoroughly  tested  brands,  in  which  the 
injurious  components  have  been  reduced  to  a  practical  minimum, 
the  engineer  obtains  the  quality  and  durability  for  which  he  is  looking. 
The  fact  that  known  and  tried  supplies  are  being  furnished  does  not 
relieve  the  engineer,  however,  of  his  duty  as  an  inspector,  and  he 
must  still  insist  on  clean,  pure  materials,  free  from  all  foreign  matter 
and  substances  which  are  likely  to  injure  the  material  and  impair  its 
strength  and  durability,  and  that  they  should  be  free  from  adulterants, 
which,  perhaps  are  harmless  in  themselves,  but  have  no  special  value. 

The  engineer  should  insist  on  the  use  of  the  best  and  only  first- 
class  materials,  and  should  see  that  all  analyses  and  tests  are  carefully 
made  by  competent  assistants,  reserving  for  himself  alone  the  right 
to  accept  materials,  which,  although  they  do  not  quite  conform  to 
the  specifications,  may,  in  his  opinion,  be  satisfactory. 

Reinforced  concrete  has  been  used  extensively  throughout  the 
world,  and  with  great  success.  There  have  been  failures,  but  the 
general  results  have  been  good  and  satisfactory. 

The  use  of  concrete  and  reinforced  concrete  in  dock  work  is 
increasing  annually.  It  has  been  applied  to  quay  walls,  storage  and 
cold  storage  warehouses,  piers,  and  piles.  Great  care,  however,  must 
be  used  in  making,  manipulating,  and  placing  the  concrete,  for,  if 
used  in  salt  water,  it  must  be  made  impervious ;  this  also  applies  to  con- 
crete placed  in  fresh  water.  In  order  to  obtain  impervious  concrete, 
the  percentage  of  mortar  in  the  mixture  should  be  larger  than  that 
of  the  voids  in  the  stone,  and  the  quantity  of  cement  in  the  mortar 
should  never  be  less  tlian  one-half  of  the  quantity  of  sand.  If  this 
is  done,  the  mortar  will  fill  all  the  voids  in  the  stone  and  properly 
cover  it  with  mortar,  the  concrete  will  then  set  properly,  the  mass 
will  be  thoroughly  cemented  together,  and  the  structure  will  be  imper- 
vious to  water.  In  certain  instances  the  face  of  the  work  may  be 
protected  by  a  layer  of  richer  concrete.  Assuming  a  quay  wall  to  be 
built  of  1:2:5  concrete,  the  proportions  in  the  outer  18  to  24  in. 
which  is  exposed  to  the  action  of  the  water,  would  be  1:2:3.  This 
richer  concrete  will  resist  the  flow  of  water  through  it,  and  the  weight 
of  the  whole  wall  will  carry  the  superimposed  loads  and  resist  the 
pressure  due  to  the  filling  behind  it.  The  engineers  of  the  Liverpool 
docks  have  used  concrete  in  salt  water  for  more  than  40  years,  and 
their  experience  has  been  that  it  will  resist  the  action  of  salt  water 
if  pro]ier]y  made  and  deposited,  en  masse,  in  situ. 
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Mr.  The  Dock   Department   of   the   City   of   New   York   has   also   been 

■  using  concrete  in  the  sometimes  salt,  sometimes  brackish,  but  always 
dirty,  waters  of  the  North  and  East  Rivers  for  more  than  40  years. 
An  examination  of  the  sea  wall  shows  no  deterioration,  the  concrete 
being  as  firm  and  solid  as  the  day  the  blocks  were  set.  This  wall, 
however,  was  built  of  blocks  manufactured  on  dry  land,  and  not 
placed  in  the  work  until  they  had  hardened  sufficiently  to  be  handled 
with  safety.  Each  block  weighs  about  75  tons.  As  the  concrete  is 
protected,  from  a  level  2  ft.  below  mean  low  water  up,  with  a  granite 
veneering,  there  is  no  way  of  determining  how  the  material  would 
have  worn  if  it  had  been  subjected  to  contact  with  the  ice. 

Pier  No.  1  (New)  North  River,  which  was  built  about  40  years 
ago,  rests  on  concrete  piers  and  arches;  only  the  outer  faces  are  pro- 
tected by  granite.  The  arches  under  the  dock,  however,  are  badly  pitted 
and  scarred  at  about  low  water;  this  concrete  was  laid  en  masse,  in  situ. 

In  the  early  Seventies  this  Department  had  little  success  in  deposit- 
ing concrete  under  water  directly  in  the  work,  and  that  method  was 
soon  abandoned;  then  the  old  scheme  was  taken  up,  of  building  the 
blocks  on   dry  land   and  setting  them  in  the  work  with   a   derrick. 

A  very  interesting  and  instructive  example  of  the  failure  of  a 
concrete  graving  dock  occurred  in  Aberdeen,  Scotland.  The  dock  was 
opened  in  1885  and  immediately  showed  signs  of  leaks,  which  gradually 
grew  to  be  so  bad  that,  in  1887,  a  thorough  examination  of  the  struc- 
ture was  made.  Mr.  Philip  J.  Messent,  who  was  called  in  as  con- 
sulting engineer,  took  samples  from  various  parts  of  the  dock,  and 
in  his  report  states  that  the  deterioration  existed  chiefly  in  those 
sections  where  the  proportions  of  sand  to  cement  exceeded  the  ratio 
of  two  to  one.  In  some  places  the  mortar  was  a  mixture  of  more 
than  1  part  of  cement  to  3  parts  of  sand.  Mr.  Messent  also  found  that 
the  mortar  plastered  on  the  surface  of  the  concrete,  which  was  mixed 
in  the  proportions  of  1  part  of  cement  to  li  parts  of  sand,  had  hardened 
thoroughly,  and  was  in  very  good  condition,  as  was  also  the  concrete 
mixed  1  part  cement,  2  parts  sand,  and  4  parts  broken  stone.  The 
failure  of  this  dock  was  due  undoubtedly  to  the  laxity  of  the  inspectors 
on  the  work,  who  permitted  the  use  of  a  mixture  which,  although 
composed  of  cement,  sand,  and  broken  stone,  could  not  be  called 
concrete.  As  the  concrete  was  not  impervious,  the  salt  water  pene- 
trated it  quite  freely,  and  changed  the  composition  of  the  cement, 
which  resulted  in  failure.  Samples  were  cut  out  of  the  concrete  and 
sent  to  Professor  Brazier,  of  Aberdeen  University,  to  be  analyzed. 
It  was  found  that  the  deterioration  was  due  to  the  chemical  action 
of  the  salt  water  on  the  cement.     Professor  Brazier  says: 

"The  analyses  of  the  series  of  decomposed  cement  show  a  remark- 
able difference  to  the  original  cement,  inasmuch  as  that  in  all  these 
samples   there   is   found   a   large   quantity   of   magnesia,    and   a    large 
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proportion  of  the  lime  in  the  form  of  carbonate.    I  believe  this  altera-    Mr. 
tion   is  brought  about   entirely  by  the  action   of  sea-water   upon  the  '^^'^^• 
cement.     There  is  no  other  source  for  either  the  magnesia  or  the  car- 
bonic acid."* 

Every  engineer  should  direct  his  energy  toward  obtaining  an 
impervious  concrete,  especially  in  the  case  of  graving  docks;  and, 
as  it  is  possible  to  make  concrete  water-proof,  and  such  concrete  has 
proven  to  be  the  more  lasting,  the  extra  time  devoted  to  obtaining  this 
end  is  well  spent. 

The  dry  dock  built  by  Luigi  Luiggi,  M.  Am.  Soc.  C.  E.,  for  the 
Argentine  Government,  at  the  Naval  Station  at  Bahia  Blanca,  was 
put  in  commission  in  1902.  Tliis  structure  is  perfectly  tight,  and 
has  not  shown  any  signs  of  deterioration  or  leakage. 

The  greatest  care,  however,  was  taken  in  making  and  placing 
the  concrete  in  this  work.  Each  delivery  of  cement  was  thoroughly 
tested  before  it  was  used.  The  proportions  laid  down  by  the  specifica- 
tions were  strictly  adhered  to,  and  the  joints  between  the  various 
layers  of  concrete  were  carefully  manipulated  at  the  beginning  of 
each  day's  work,  so  as  to  avoid  all  chances  of  leakage  at  these  points. 

In  order  to  insure  a  good  concrete,  the  proportions  having  been 
determined,  the  cement,  sand,  and  broken  stone  must  be  carefully 
gauged  and  thoroughly  mixed,  so  that  each  particle  of  stone  will  be 
surrounded  by  a  coating  of  mortar.  The  mixing  is  best  done  by  a 
machine,  if  large  quantities  of  concrete  are  to  be  laid.  There  are  many 
kinds  of  such  machine  on  the  market.  All  have  their  good  points, 
and  the  engineer  should  decide  for  himself  which  mixer  is  best 
adapted  to  his  particular  work. 

The  consistency  of  the  concrete,  again,  is  a  matter  of  opinion  and 
judgment,  some  engineers  prefer  it  very  liquid,  others  require  it  to 
be  dense.  In  the  latter  case  it  is  essential  to  tamp  the  concrete  thor- 
oughly after  it  has  been  laid  in  place,  and  the  layers  should  not  be 
more  than  6  in.  thick.  In  the  former,  the  concrete  will  take  care 
of  itself,  and  the  tamping  is  not  so  important.  In  either  case,  whether 
wet  or  dry  concrete  is  used,  great  care  must  be  taken  to  make  a  strong 
and  tight  joint  between  old  and  new  work.  To  do  this,  the  surface 
of  the  old  concrete  should  be  roughened  by  picking,  and  thoroughly 
cleaned  and  moistened;  a  layer  of  rich  mortar,  from  2  to  3  in.  thick, 
should  then  be  placed  on  the  clean  surface  and  the  new  concrete  should 
be  thoroughly  tamped  into  the  fresh  mortar  bed.  In  this  manner,  a 
good  junction  between  the  old  and  new  work  will  be  obtained,  which 
will  not  cause  trouble. 

It  is  frequently  necessary  to  lay  concrete  in  cold  weather.  Although 
it  is  not  advisable  to  do  this,  it  may  at  times  be  necessary  to  push 

*  The  results  of  the  investigations  will  be  found  in  full  in  Minutes  of  Proceedings,  Inst. 
C.  E.,  Vol.  CVII. 
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Mr  work  to  completion  in  spite  of  the  low  temperature.  In  order  to  pre- 
vent the  concrete  from  freezing,  some  precaution  must  be  taken,  either 
by  maintaining  fires  in  stoves  or  by  raising  the  temperature  with  steam 
coils,  according  to  the  location  and  magnitude  of  the  work.  On  the 
other  hand,  it  is  just  as.  important  to  protect  the  concrete  from  the 
direct  rays  of  the  sun,  and  prevent  the  water  in  the  mixture  from  being 
evaporated  during  very  hot  weather,  or  the  concrete  will  not  set  prop- 
erly, will  not  gain  its  full  strength,  and  the  surface  will  be  likely 
to  crumble.  Frequent  watering  of  the  surface  of  the  concrete  with 
a  spraying  nozzle,  and  covering  the  surface  with  moist  sand,  saw-dust, 
or  canvas  tarpaulins,  will  prevent  the  water  from  being  evaporated, 
and  the  concrete  will  set  properly. 

Frozen  concrete  will  in  time  thaw  out  and  eventually  set.  The 
following  may  be  of  interest,  as  it  shows  what  may  happen  to  frozen 
concrete;  although  it  is  not  intended  to  indicate  by  this  experience 
that  concrete  should  be  allowed  to  freeze,  even  when  being  built  in 
as  large  masses  as  the  blocks  mentioned.  It  was  found  necessary 
to  move  some  concrete  blocks,  which  were  about  10  ft.  6  in.  by  6  ft.  8  in. 
by  8  ft.  and  had  been  built  in  freezing  weather.  According  to 
custom,  the  work  of  concreting  was  stopped  as  soon  as  the  temperatvire 
in  the  moulds  fell  to  36°  Fahr.  The  blocks  had  been  completed  and 
allowed  to  stand  for  6  or  8  days,  when  it  was  decided  to  shift  them 
to  make  room  for  more  work.  Chains  were  rove  through  the  chain 
holes,  and,  as  the  attempt  was  made  to  lift  the  blocks,  the  chains 
cut  through  the  concrete.  It  was  found  that  small  crystals  of  ice 
had  formed  in  the  concrete,  and  that  the  process  of  setting  and  hard- 
ening had  stopped.  The  remaining  blocks  were  left  undisturbed  until 
the  following  spring,  when  they  were  handled  and  set  in  the  sea 
wall  without  further  trouble.  These  blocks  behaved  well  and  showed 
no  sign  of  having  deteriorated,  although  built  at  the  same  time  as 
the  two  which  broke  in  handling  during  the  cold  spell.  This  experience 
does  not  indicate  that  concreting  should  be  carried  on  during  cold 
weather  without  some  precaution  being  taken  to  prevent  freezing,  but 
that,  if  concrete,  in  large  masses,  once  frozen,  is  left  undisturbed,  it 
eventually  may  thaw  out  and  perhaps  set  properly.  No  samples  were 
taken  to  test  for  hardness  or  porosity;  in  this  case,  weight  was  the 
main  requirement. 

It  is  impossible  to  expect  good  and  permanent  results  if  poor 
materials  are  used  in  concrete,  even  if  laid  with  the  greatest  care, 
as  was  the  case  in  the  following  illustration:  A  reservoir,  part  of  a 
private  water  supply,  was  discovered  to  be  leaking;  in  fact,  it  failed 
suddenly,  and  would  not  hold  water.  The  conditions  revealed  by  an 
examination  made  it  all  the  more  surprising  that  the  structure  was 
ever  water-tight.  It  was  built  partly  on  rock  and  partly  on  a  very 
hard   clay.     Its  floor  consisted  of  about  5   in.   of  concrete  made  with 
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sand,  gravel,  and  first-class  American  Portland  cement.  The  sand  Mr. 
and  gravel  contained  a  verj^  large  percentage  of  clay,  loam,  and  foreign  '^^'^' 
matter,  nearly  50%  of  their  ingredients  being  injurious  to  the  con- 
crete. The  old  floor  was  easily  removed,  being  readily  picked  up;  in 
fact,  the  clay  under  it  was  considerably  harder  than  the  concrete;  its 
appearance  at  first  glance  was  good,  it  was  apparently  smooth  and 
hard;  on  a  closer  examination,  however,  a  large  number  of  soft  spots 
were  located,  and  the  entire  surface  was  found  to  be  pitted. 

The  sand  used  was  reported  to  have  come  from  a  sand  bank  which 
furnished  the  materials  to  be  used  in  the  repair  work.  This  can  readily 
be  believed,  as  the  sand  and  gravel,  after  being  screened  and  washed, 
yielded  about  i  cu.  yd.  to  the  load  of  1^  cu.  yd.,  and  in  one  case  1  cu. 
yd.  of  sand  shrank  to  about  ^  cu.  yd,  after  being  screened  and  washed. 

It  is  the  use  of  such  materials  that  condemns  concrete,  and  prob- 
ably is  the  cause  of  most  of  the  failures  which  are  reported  from  time 
to  time.  Absolutely  clean  materials  should  be  insisted  on,  and  none 
other  permitted  to  enter  into  the  mixture  placed  in  the  work;  in  no 
other  way  can  satisfactory  results  be  obtained. 

If  it  is  intended  to  use  reinforced  concrete,  great  care  must  be 
taken  that  the  plans  are  properly  carried  out.  It  is  essential  to  place 
the  reinforcement  just  as  the  design  shows  it.  Numerous  failures 
can  be  attributed  to  placing  the  steel  in  the  forms  without  any  at- 
tempt to  make  the  reinforcement  conform  to  the  drawings.  To  do 
this  means  care  on  the  part  of  the  inspector,  and  no  concrete  should 
be  permitted  to  be  placed  in  the  moulds  until  the  steel  skeleton  has 
been  carefully  examined,  accepted  as  placed,  and  passed  on  by  the 
inspector.  This  is  essential,  especially  when  one  considers  the  care- 
lessness of  carpenters,  who  make  no  attempt  to  remove  from  the 
forms  pieces  of  wood,  no  matter  how  large.  These,  being  enclosed 
in  the  concrete,  naturally  weaken  the  structure.  It  may  or  may  not 
fall,  but,  usually,  it  will  develop  weak  points. 

In  the  concrete  of  a  building  which  collapsed  several  years  ago, 
were  found,  not  only  pieces  of  wood,  but  a  large  assortment  of 
foreign  matter,  such  as  a  pair  of  overalls  which  evidently  had  been 
placed  in  the  form  for  safety,  was  forgotten,  and  eventually  became 
part  of  the  structure.  It  is  such  accidents,  all  due  to  carelessness, 
that  have  prevented  a  more  rapid  development  of  ferro-concrete  con- 
struction in  the  United  States. 

Constant  vigilance  is  necessarj-  to  insure  good  work  and  to  obtain 
as  nearly  perfect  results  as  possible.  The  entire  work  must  be  based 
on  carefully  drawn  plans  and  specifications,  and  it  is  essential  that 
they  be  followed  faithfully.  .,     ■  . 

E.  G.  Walker,*  Assoc.  M.  Am.  Soc.  C.  E.   (by  letter).— At  first     Mr. 
thought  it  might  appear  remarkable  that  so  little  progress  relatively  has 

*  Hull.  England. 
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Mr.  been  made  in  the  application  of  reinforced  concrete  to  marine  works 
in  the  United  States;  and  in  certain  places  in  his  paper,  the  author 
seems  to  attribute  the  present  state  of  affairs  to  a  conservatism  of 
ideas  on  the  subject  utterly  opposed  to  the  general  conception  of  the 
American  progressive  spirit.  The  writer  is  inclined  to  differ  from 
this  deduction,  because  he  believes  that  in  the  United  States  as  else- 
where the  form  of  construction  adopted  for  marine  works  is  the  result 
of  economical  evolution.  A  paper*  on  the  piers  of  New  York  Harbor, 
recently  presented  before  the  Society,  is  an  admirable  illustration  of 
this  point,  showing  as  it  does  in  a  very  conclusive  manner  that  special 
conditions  evolve  special  types.  A  consideration  of  this  paper  leaves 
little  doubt  that  the  engineers  of  the  Department  of  Docks  and  Ferries 
have  arrived,  by  the  judicious  use  of  timber  in  some  parts  and  rein- 
forced concrete  in  others,  at  a  type  of  pier  of  maximum  economy 
under  the  conditions  prevailing  in  New  York  Harbor.  These  con- 
ditions, however,  are  not  comparable  with  those  obtaining  in  certain 
teredo-infested  waters  on  the  coast  of  Great  Britain,  for  example, 
where  pitch  pine  piles  will  be  dangerously  eaten  away  in  a  few  years 
and  where  even  Australian  hardwood  piles  have  to  be  renewed 
at  comparatively  short  intervals.  Although  there  appear  to  have  been 
a  number  of  unfortunate  experiences  in  the  United  States,  there  is 
no  question  that  concrete  and  reinforced  concrete  can  be  used  suc- 
cessfully for  marine  works,  because  engineers  have  had  ample  expe- 
rience in  the  use  of  both  materials;  but  there  are  many  locations 
where  it  may  be  more  economical  to  use  timber,  in  spite  of  its  shorter 
life  and  other  disadvantages.  At  the  present  time  there  is  a  large 
quay  under  construction  on  the  River  Tyne,  in  England,  forming 
the  largest  item  in  a  $1  000  000  scheme,  which  will  be  built  of  timber 
throughout.  In  North  America,  where  timber  is  so  much  more  easily 
obtainable  than  in  the  ITnited  Kingdom,  tlie  writer  thinks  that  it  will 
be  a  long  time  before  it  is  completely  ousted  by  reinforced  concrete. 
In  many  cases  in  the  United  Kingdom  the  application  of  reinforced 
concrete  to  quay  and  jetty  construction  has  been  brought  about  by 
economical  necessity  rather  than  by  ideas  of  progressiveness  per  se. 
Most  of  the  waters  of  the  British  ports  carry  the  teredo,  and  in  many 
cases  no  timber  but  greenheart  or  jarrah  will  withstand  its  ravages. 
The  Hennebique  system  of  "ferro-concrete"  construction,  intro- 
duced into  England  by  the  late  IM.  Mouehel,  was  first  applied 
to  sea-works  at  Southampton  and,  about  the  same  time,  to  a  jetty 
in  the  River  Thames,  at  Purfleet.  Both  these  works  are  referred  to 
in  detail  in  the  paper.  The  success  which  attended  them  probably 
contributed  very  materially  to  the  Inter  popularity  of  reinforced 
concrete. 

*  "Modern    Pier  Construction    in    New   Yorlc   Harbor."   by   Charles   W.   Staniford, 
M.  Am.  Soc.  C.  E.,  Transactiovs.  Am.  Soc.  C.  E.,  Vol.  LXXVII.  p.  503. 
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In  general,  under  average  British  conditions,  greenheart  construe-  Mr. 
tion  is  about  as  expensive  as  reinforced  concrete,  pitch  pine  being,  of  ^  ^^' 
course,  considerably  cheaper  than  either.  Hence,  in  the  absence  of 
special  conditions  (such,  for  example,  as  those  at  Port  Talbot  men- 
tioned by  the  author),  pitch  pine  may  be  used  in  places  where  the 
marine  borers  are  not  too  active,  whereas  in  other  locations  either 
hardwood  or  reinforced  concrete  may  be  used,  according  to  the  local 
balance  of  general  economy.  In  connection  with  this,  the  proved  low 
maintenance  cost  of  concrete  work  is  a  most  important  factor,  and 
it  is  significant  that  in  most  cases  where  concrete  pile-work  has  been 
introduced,  its  use  has  been  continued. 

The  remarkable  resilience  of  concrete  piles  under  driving  has  been 
a  most  important  factor  in  the  increase  in  their  use,  but  the  writer 
thinks  that  the  particulars  given  by  the  author  on  page  1062  are 
scarcely  applicable  to  a  discussion  on  pile-work.  It  is  reasonable  to 
suppose  that  a  hollow  post  of  the  dimensions  given,  reinforced  with 
a  large  number  of  small  rods,  will  be  much  more  flexible  than  an 
ordinary  pile,  and  such  is  the  case.  The  resilience  of  piles  is  best 
exemplified  by  the  treatment  that  they  are  able  to  stand  in  ordinary 
use,  and  particularly  in  driving.  In  the  early  days,  the  interposition 
of  a  special  dolly  between  the  pile  and  the  monkey  was  considered 
essential,  but  since  it  has  been  found  that  properly  arranged  spiral 
winding  is  able  to  withstand  all  the  punishment  that  the  pile-driver 
can  give  it,  the  dolly  is  no  longer  used.  This,  in  itself,  is  quite  sufii- 
cient  proof  of  the  resilience  of  reinforced  concrete  piles;  and  there 
is  plenty  of  other  evidence. 

A  point  which  has  arisen  and  which  has  been  much  discussed  more 
particularly  in  connection  with  marine  work  in  England  is  the  subject 
of  the  relative  advantages  of  pre-moulded  members  and  members  formed 
in  situ.  It  has  been  contended  that  the  former  method  is  the  better 
one  by  reason  of  its  being  more  convenient,  but  the  writer  believes  that, 
except  where  the  special  conditions  of  the  case  preclude  it,  it  is  desir- 
able to  build  the  structure  as  monolithic  as  possible.  No  matter  how 
carefully  the  work  is  carried  out.  it  is  hardly  possible  to  unite  satis- 
factorily hardened  concrete  several  weeks  old  with  the  new  concrete  that 
must  be  put  in  to  form  the  joint;  nor  can  one  get  in  built-up  work  the 
strength  obtained  by  the  continuity  of  the  steel  from  one  member 
to  another  in  monolithic  work.  The  use  of  additional  binding  steel 
at  the  joints  does  not  fully  compensate  for  this.  Advocates  of  the 
built-up  system  put  forward  the  claim  that  monolithic  work  may  be 
considerably  weakened  by  the  wrong  disposition  of  the  reinforcing 
bars,  and  that,  therefore,  it  requires  considerable  and  constant  super- 
vision; but  surely  the  increased  relative  importance  of  the  field-work 
in  the  case  of  pre-moulded  construction  entails  quite  as  much  detailed 
supervision  on  the  job. 
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Mr.  W.  J.  Douglas  *  M.  Am.  See.  C.  E.  (by  letter). — There  have  recently 


Douglas 


been  completed,  for  the  Port  of  Havana  Docks  Company,  two  large 
deep-water  piers,  built  entirely  of  reinforced  concrete.  These  are  the 
San  Francisco  and  Machina  Piers,  two-  and  four-story  reinforced 
concrete  structures  with  85-ft.  concrete  pile  foundations,  in  deep 
water  and  soft  mud.  Two  additional  piers  are  planned  to  be  built  at 
some  future  date. 

The  piers  were  designed  and  the  construction  directed  by  Barclay 
Parsons  and  Klapp,  Consulting  Engineers,  of  New  York  City.  The 
contractors  were  MacArthur,  Perks  and  Cbmpany,  also  of  New 
York  City. 

Although  these  piers,  with  the  large  connecting  warehouse  along 
the  shore,  contain  many  features  of  interest  to  engineers,  the  present 
discussion  will  be  confined  to  the  pile  foundation. 

The  piers  axe  164  ft.  wide  and  from  660  to  680  ft.  long,  the  dis- 
tance between  them  being  262i  ft.  The  depth  of  the  water  varied  from 
20  to  40  ft.,  and  the  piles  were  driven  into  15  to  20  ft.  of  soft  mud 
which  covered  a  firm  sand  and  clay  bottom. 

Prior  to  deciding  on  the  use  of  concrete  piles,  careful  con.sideration 
was  given  to  various  other  types  of  foundations,  but  these  piles  were 
finally  selected  because,  of  all  the  permanent  types  of  foundations, 
they  were  the  cheapest.  Marine  borers  are  particularly  destructive  in 
these  tropical  waters,  and  this  made  it  quite  impossible  to  use 
wooden  piles. 

The  length  of  the  piles  varied  from  45  ft.  inshore  to  85  ft.  in 
the  outer  300  ft.  The  variation  in  length  was  made  in  5-ft.  increments. 
The  piles  were  square  in  cross-section,  the  width  of  the  sides  being 
16,  18,  or  20  in.  The  piles  were  reinforced  longitudinally  with  from 
4  to  6-ft.  plain  round  steel  bars  varj^ing  from  |  to  IJ  in.  in  diameter. 
These  main  rods  were  hooped  with  ^-in.  square  rods  every  16  in.  in 
the  length  of  the  pile,  except  where  the  rods  of  opposite  faces  lapped, 
and  there  the  hoops  were  4  in.  from  center  to  center.  In  the  lower 
3  ft.  of  each  pile  the  hoops  were  6  in.  from  center  to  center,  and  in 
the  upper  3^  ft.  there  was  a  special  rod  reinforcement,  basket-like  in 
appearance,  in  order  to  resist  the  shock  of  the  hammer.  The  details 
of  the  reinforcement  are  shown  on  Fig.  1. 

For  handling  the  piles,  the  longitudinal  reinforcement  was  propor- 
tioned to  the  bending-moment  stresses  when  the  pile  was  supported 
horizontally  from  two  points  which  were  located  so  as  to  make  the 
negative  moments  at  the  points  of  support  about  equal  to  the  positive 
moment  at  the  middle.  Two  methods  of  handling  the  piles  were  pre- 
determined when  they  were  designed.  Fig.  2  shows  one  of  these 
methods;  the  pile  is  about  to  be  lowered  into  position  by  the  derrick 
boat.     The  stresses  resulting  from  handling  the  piles  in  this  manner, 

*  New  York  City. 
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Mr.  and  without  allowance  for  impact,  were  20  000  lb.  per  sq.  in.  of  steel. 
oug  as.  j^  ^  £g^  sample  piles,  high  unit  stresses  were  tried,  but  it  was  found 
absolutely  impracticable  to  handle  them  where  the  stresses  were  greater 
than  25  000  lb.,  but  it  was  perfectly  safe  where  they  were  somewhat 
less.  In  handling  some  of  the  first  piles,  before  the  hoisting  engineers 
had  had  experience,  the  whipping  of  the  piles  caused  failure,  but  this 
trouble  lasted  only  a  very  short  time,  the  men  learning  very  quickly 
how  to  handle  them  properly.  Experiments  with  hollow  piles  of  some- 
what lighter  weight  were  not  successful,  as  they  were  broken  either 
in  the  handling  or  the  driving.  The  heaviest  solid  pile  weighed  about 
18  tons. 

The  casting  was  done  in  a  yard  especially  equipped  for  the  purpose. 
A  level  platform  was  first  prepared  on  which  the  piles  were  cast,  each 
being  separated  from  the  adjacent  pile  by  a  thin  collapsible  form. 
The  piles  were  then  constructed  in  layers,  the  second  layer  not 
being  placed  until  the  first  one  was  reasonably  hard.  Each  pile  was 
numbered,  and  it  was  not  touched  for  at  least  3  weeks  after  it  was 
cast.  When  sufiiciently  hard  the  piles  were  lifted  and  transported  by 
overhead,  electrically-operated,  traveling  cranes.  These  cranes  were 
intended  to  be  used  on  the  piers  after  all  the  pile  work  had  been  com- 
pleted. The  pile  casting  area  was  roofed  over  in  order  to  protect  the 
laborers  and  the  product  from  the  sun. 

Contrary  to  the  usual  custom,  all  the  longitudinal  rods  were  welded. 
The  welding  was  done  by  Spanish  blacksmiths,  who  were  particularly 
efficient  in  such  work.  The  reinforcement  gave  no  trouble  on  account 
of  the  welds. 

The  piles,  after  hardening,  were  carried  to  the  site  of  the  work 
either  on  the  derrick  boat,  Fig.  2,  or  on  a  lighter.  They  were  lowered 
into  place  by  the  derrick,  as  shown  on  Fig.  3.  The  fall  line  was  re- 
leased quickly  and  the  piles  sank  into  the  soft  mud  under  their  own 
weight,  often  penetrating  it  to  as  great  a  depth  as  20  ft. 

The  pile  was  held  by  a  sling  fastened  to  pins  which  extended 
through  two  holes  in  the  pile,  provided  in  casting  it,  for  the  pur- 
poses of  handling.  Each  hole  was  lined  with  a  steel  pipe  in  order  to 
prevent  injury  in  handling.  After  the  pile  had  been  dropped  into 
place,  the  sling  was  released,  and  a  6-ton,  No.  1,  Vulcan,  steam  ham.- 
mer,  Fig.  4,  suspended  from  the  derrick  boom,  was  placed  on  top  of 
it.  A  rope  mat  was  used  to  cushion  the  hammer  blows,  and  each  pile 
was  driven  with  an  average  of  500  blows  into  a  hard  stratum  until  it 
gave  a  refusal  of  about  ^  in.  under  the  last  ten  blows.  Occasionally, 
satisfactory  refusal  was  not  obtained,  and,  in  such  cases  an  additional 
pile  was  driven  alongside  to  insure  proper  bearing  capacity.  There 
were  4  000  piles  driven  in  this  manner;  they  were  arranged  in  clusters 
varying  from  4  to  24.  A  number  of  piles  were  tested.  Up  to  60  tons 
there  was  very  small  settlement,  the  piles  practically  recovering  when 


Fig.   2. — Method  of  Hanjm.ing  the  Piles. 


Fig.   3. — Lowering  a  Pile  into  Place  with  the  Derrick. 
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the  test  loads  were  removed.  Each  pile  has  a  theoretic  load  of  40  tons,  Mr. 
consisting  of  approximately  15  tons  of  dead  load  and  25  tons  of  live  *^"^  ^*" 
load.  The  tops  of  piles  that  could  not  be  driven  to  the  depths  planned 
were  cut  off  with  a  pneumatic  chisel.  Some  trouble  was  caused  by 
the  concrete  spawling  off  at  the  corners  under  driving.  This  was 
remedied  by  introducing  :^-in.  square  diagonal  steel  ties  about  12  in. 
from  center  to  center. 

It  was  also  found  that  calcareous  sand  gave  very  much  stronger 
pile  heads  than  ordinary  sand  or  stone  dust.  The  stone  dust  was 
particularly  unsatisfactory,  resulting  in  a  great  many  breakages  of 
the  pile  heads  under  driving. 

Piles  were  driven  at  an  average  rate  of  about  12  a  day.  Only  two 
lines  of  batter  piles  at  the  outer  end  of  each  pier  were  used,  notwith- 
standing the  great  depth  of  water.  For  the  lateral  stiffness  of  the 
piers,  the  designer  depended  almost  entirely  on  the  resistance  of  the 
floor  as  a  cantilever  anchored  inshore.  This  assumption  seems  to  be 
warranted  fully  by  the  stiffness  of  the  piers.  As  the  concrete  floors 
are  heavily  reinforced,  it  was  assumed  that  any  shock  of  boats  against 
the  pier  would  be  transferred  from  the  outer  end,  through  the  concrete 
and  steel  reinforcement,  to  a  point  where  the  piles  were  sufficiently 
short  to  insure  ample  stiffness.  Fig.  4  shows  the  method  of  driving 
the  batter  piles. 

Previous  to  designing  and  constructing  these  piers,  an  examination 
was  made  of  some  concrete  wharves  in  which  the  longitudinal  rein- 
forcement above  water  had  caused  the  steel  to  rust  and  spoil  the  con- 
crete. Quite  a  number  of  rods  were  exposed  to  sea  action.  This  was 
due  to  the  fact  that  the  steel  had  not  been  spaced  carefully.  Extreme 
caire  was  taken  in  this  Havana  work  to  keep  the  longitudinal  steel  well 
covered  with  concrete.  In  other  cases  it  had  been  observed  that, 
where  tie  wires  had  been  left  protruding  from  the  faces  of  the  piles, 
rusting  had  taken  place  and,  of  course,  had  worked  in  until  there  was 
disintegration  of  the  concrete.  The  piles  in  these  piers  have  been 
examined  from  time  to  time  and  have  been  found  to  be  in  perfectly 
good  condition.  At  present,  of  course,  they  are  fully  covered  with 
marine  growth  below  the  water  line. 

Harrison    S.    Taft,*    Esq.    (by    letter). — The    discussion    on    this  Mr. 
paper  may   be  divided  into   two   classes ;   namely,   those  by  men  who  '^^^^^ 
have  made   a  thorough   study   and  investigation   of  the   subject,   cov- 
ered  by   visits   to   foreign   ports;    and   by   men   whose   knowledge  and 
experience  has  been  confined  to  the  few  years  during  which  concrete 
docks  have  been  building  in  the  United  States. 

The  writer  regrets  that  he  has  not  been  able  to  include  in  the 
discussion  one  or  two  communications  he  has  received  from  foreign 
dock  engineers,  giving  the  results  of  their  experience  with  concrete 

*  Seattle,  Wash. 
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Mr.  when  subjected  to  sea  water  action,  because  in  at  least  one  instance, 
^**'''  these  results  have  been  radically  different  from  those  at  some  Ameri- 
can ports.  Whereas,  what  few  failures  have  taken  place  in  the  use 
of  concrete  in  sea  water  structures  in  America  seem  to  have  been 
between  tides,  it  appears  that  at  Southampton,  England,  "below  high 
water  of  neap  tides  the  reinforced  concrete  is  absolutely  perfect, 
except  in  a  few  places  where  evidently  it  has  been  damaged  by  blows 
*  *  *  the  rusting  action  all  taking  place  above  high  tide  level". 
The  writer's  informant  states  that  electrolysis  has  been  the  cause  of 
this  rusting,  and  that,  in  building  concrete  docks,  it  is  of  vast  im- 
portance that  "the  electric  mains  should  be  carefully  insulated  so 
that  the   current   cannot  pass   through   the   reinforcement". 

As  for  any  attempt  at  expanding  the  contents  of  the  paper,  the 
writer  feels  that  the  ground,  in  general,  was  covered  so  thoroughly 
that  no  further  discussion  is  needed  at  present.  He  admits  that  the 
whole  subject  of  the  use  of  cement  in  sea  water  structures  is  one  in 
the  actual  handling  pi  which  a  large  amount  of  knowledge  has  yet 
to  be  acquired  by  concrete  engineers,  and  an  equal  amount  of  training 
given  to  concrete  foremen  and  their  crews,  before  they  can  become 
past  masters  in  the  art.  For,  from  what  does  the  foreign  engineer 
get  his  confidence  in  concrete  structures  exposed  to  sea  water  con- 
ditions, but  from  actual  experience  and  past  successes.  On  the  other 
hand,  whence  comes  the  skepticism  of  American  engineers  on  the 
same  subject,  but  from  lack  of  thorough  knowledge  of  the  art  and 
failures  resulting  therefrom. 

Mr.  Stern  seems  to  feel  that  the  writer  did  not  dwell  sufficiently 
on  the  failure  side  of  the  question,  and  overlooked  a  case,  which  he 
cites,  in  the  lower  part  of  New  York  City.  It  appears  to  the 
writer  that  in  Part  III  of  the  paper  sufficient  note  was  made  of 
a  number  of  bad  failures  on  both  the  Atlantic  and  Pacific  Coasts 
to  show  their  extent,  without  citing  each  and  every  case  that  ever 
happened.  The  writer  most  certainly  did  not  try  to  bring  out  the 
successful  uses  of  concrete  subject  to  sea  water  action  more  promi- 
nently than  the  other  side  of  the  discussion;  but  endeavored  to  treat 
the  subject  matter  of  Part  III  on  an  impartial  basis,  and  regrets  that 
answers  were  not  forthcoming  in  explanation  of  some  of  the  failures 
in  the  use  of  concrete  mentioned  therein. 

As  Mr.  Stern  pointed  out,  cement  chemists  and  manufacturers  must 
give  the  concrete  engineer  a  cement  suitable  for  sea  water  structures, 
if  the  art  of  building  concrete  docks  is  to  progress;  but  it  is  of  equal 
importance  to  have  a  suitable  sand,  gravel,  or  stone,  and  of  still  more 
importance  that  the  contractors  shall  handle  the  material  in  such 
a  way  as  to  obtain  an  impermeable  concrete,  because,  in  the  final 
analysis,  and  as  Mr.  Coombs  has  brought  out.  pre-moulded  concrete, 
of  a  ricli  mixture,  made  of  suitable  materials  is  the  prime  requisite 
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for  the  most  successful  use  of  concrete  when  subjected  to  sea  water  Mr. 
action.     In  no  case  should  the  salt  water  come  in  contact  with  green 
concrete. 

In  stating  that  in  using  pre-moulded  concrete  the  jointing  together 
of  the  diiferent  members  of  the  structure  into  a  monolithic  mass  is 
a  difficult  accomplishment,  and  that  the  existence  of  joints  below 
the  water  is  of  a  serious  nature,  Mr.  Walker  utters  a  truism.  There 
is  no  doubt  that  a  true  monolithic  structure  is  desirable,  if  such  a 
mode  of  construction  can  be  adopted  economically.  On  the  other 
hand,  has  the  pre-moulded  system  reached  its  final  and  ultimate  devel- 
opment, and  do  not  pre-moulded  concrete  piles  with  their  heads  em- 
bedded in  the  deck  members,  the  latter  j^oured  en  masse,  in  situ,  offer 
a  remedy  for  the  objectionable  features,  mentioned  by  Mr.  Walker, 
in  such  a  system  of  construction? 

The  writer  doubts  very  much  that  the  art  of  concrete  construction 
under  sea  water  conditions  has  yet  reached  its  ultimate  development. 
In  fact,  he  knows  it  has  not,  or  else  concrete  engineers  would  be  at 
a  standstill,  and  such  a  condition  is  absolutely  contrary  to  American 
engineering.  During  the  past  year  or  so  the  writer  has  been  working 
on  this  very  problem  in  order  to  overcome  the  objectionable  features 
in  the  pre-moulded  system,  which  he  recognized  some  time  ago,  namely, 
the  joints  in  concrete  exposed  to  sea  water  action  where  the  steel  rein- 
forcement passes  through  the  joint.  If  such  a  thing  can  be  obliter- 
ated—and it  is  possible  to  do  so — does  not  such  an  objection  to  a  pre- 
moulded  structure  become  a  negative  quantity? 

In  reviewing  the  criticism  by  Mr.  Davis,  it  would  appear  that  he 
and  the  writer  had  gone  over  the  same  road,  in  their  study  and  inves- 
tigation of  the  subject,  as  there  seems  to  be  hardly  a  thought  in  Mr. 
Davis'  most  comprehensive  statements  which  does  not  coincide  with 
the  writer's  ideas  and  with  the  ideas  of  a  large  number  of  leading 
dock  engineers  of  foreign  countries.  Mr.  Davis'  discussion  is  full 
of  most  valuable  suggestions,  relating  to  the  construction  side  of  the 
problem,  as  well  as  the  actual  handling  of  the  concrete  material  of 
dock  work,  and  can  be  studied  with  great  advantage  by  all  engineers 
engaged  in  such  work. 

Through  all  the  discussions  the  writer  has  noted  references  to 
questions  as  to  the  commercial  life  of  temporary  versus  permanent 
structures.  As  Mr.  Barney  points  out,  and  as  stated  previously  by  the 
writer,*  the  one  great  question  in  all  such  discussions  is  that  of 
the  "financial  and  commercial  life" — a.  vital  factor  only  too  often 
ignored.  At  some  future  time  the  writer  trusts  that  he  will  have  the 
privilege  of  laying  before  this   Society  the  results   of  his   studies  of 

•  In  his  discussion  of  the  paper  by  Charles  W.  Staniford,  M.  Am.  Soc.  C.  E., 
entitled  "Modern  Pier  Construction  in  New  York  Harbor,"  Transactions,  Am.  Soc. 
C.   E.,   Vol.   LXXVII,   p.   525. 
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Mr.  dock  finance,  wherein,  with  charts  already  prepared,  the  relative 
position  of  permanent  and  temporary  dock  structures  is  clearly  por- 
trayed.    Briefly  stated,  the  problem  is  this : 

If,  during  the  life  of  a  wooden  structure,  it  can  earn  its  depreci- 
ation charges,  fire  insurance,  operating  expenses,  interest  on  invest- 
ment (supposedly  a  bond  issue,  as  with  most  public  improvements),  and 
pay  off  the  bonds,  then  perhaps  such  a  structure  is  of  advantage, 
except  with  reference  to  the  general  fire  hazards  to  surrounding 
property;  but,  if  the  wooden  structure  cannot  do  this,  and  the  bond 
issue  is  for  a  longer  period  than  the  life  of  the  dock,  a  permanent 
structure  is  more  advantageous  than  a  temporary  one. 

In  closing,  the  writer  desires  to  thank  the  members  of  the  Society 
for  the  courtesy  shown  him  in  the  generous  treatment  of  his  paper. 
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With  Discussion  by  Messrs.  R.  C.  Strachan,  Kenneth  Allen, 
W.  W.  Horner,  Charles  W.  Sherman,  Egbert  E.  Horton, 
C.  E.  Grunsky,  Samuel  D.  Bleich,  Charles  E.  Gregory,  Samuel 
A.  Greeley,  W.  E.  Fuller,  George  W.  Fuller,  and  Charles  B. 
Buerger. 


Synopsis. 

The  rational  method  of  determining  storm-water  run-off,  as  intro- 
duced by  Emil  Kuichling,  M.  Am.  Soc.  C.  E.,  and  modified  in  various 
particulars  by  designers  in  the  United  States  and  abroad,  has  usually 
given  satisfactory  results.  It  is  not  very  widely  used,  however,  and 
the  formula  methods,  of  which  the  Biirkli-Ziegler  and  the  McMath  are 
the  most  popular,  are  most  generally  used,  in  spite  of  the  common 
realization  of  the  fact  that  the  results  given  by  them  lack  consistency, 
and  are  very  erratic  and  unreliable.  The  popularity  of  these  insufficient 
formulas,  notwithstanding  their  drawbacks,  indicates  that  a  formula 
which  will  give  results  reasonably  close  to  those  obtained  by  the  rational 
method  will  be  acceptable  for  service,  even  though  of  somewhat  com- 
plicated form. 

The   writer   has    developed    a   formula   for   storm-water   run-off   of 

the  form  4 

q  +  N  q^  ^  P 

in  which  q  is  the  run-off,  in  cubic  feet  per  second  per  acre,  and  N 
and  P  are  functions  of  the  variable  elements  of  topography,  rainfall. 

*  Presented  at  the  meeting  of  October  7th,  1914. 
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etc.     Diagrams   are  given   wliich   afford   a   ready   means   of   obtaining 
results  from  this  formula. 

The  writer  compares  the  results  obtained  by  this  formula  with  the 
gaugings  in  Rochester  by  Mr.  Kuichling,  the  Birmingham  gaugings 
by  Mr.  Lloyd  Davies,  the  Evanston  gaugings  by  C.  C.  Saner,  Assoc. 
M.  Am.  Soc.  C.  E.,  the  New  York  gaugings  by  Rudolph  Hering,  M. 
Am.  vSoc.  C.  E.,  the  St.  Louis  observations  by  Robert  E.  ]\rcMath,  M. 
Am.  Soc.  C.  E.,  the  Chicago  observations  by  C.  D.  Hill,  M.  Am.  Soc. 
C.  E.,  and  others;  and  notes  the  variations  and  discrepancies  between 
observations  and  calculated  results  by  the  new  formula.  He  considers 
that  the  results  given  by  his  formula  are  reasonably  near  to  those 
of  the  gaugings,  and  that  they  may  be  considered  an  acceptable  equiv- 
alent to  those  determined  by  the  cut-and-try  rational  method. 


Introductory. 

At  the  present  time  much  thought  is  being  devoted  to  the  question 
of  storm-water  drainage.  Many  large  cities,  such  as  New  York, 
Chicago,  St.  Louis,  Cincinnati,  and  others,  are  studying  their  storm- 
water  systems,  and  in  some  cases  are  rebuilding,  where  time  has  proved 
earlier  designs  to  be  inadequate. 

Much  of  the  drainage  work  done  throughout  the  United  States, 
even  for  large  cities,  does  not  have  the  benefit  of  such  study,  but  is 
based  on  formulas  entirely  unsuited  to  the  particular  local  conditions. 

On  this  subject,  it  has  been  remarked,  with  some  appearance  of 
justice,  that  a  refinement  of  methods  in  the  calculation  of  storm- 
water  run-off  is  not  warranted  by  any  experimental  data  now  avail- 
able; and  it  is  implied  that  present  methods  are  good  enough  when 
bearing  in  mind  the  meagemess  and  inconsistency  of  field  determina- 
tions available  to  check  these  methods.  It  does  not  appear,  however, 
that  the  best  possible  use  has  been  made  of  existing  gavigings. 

Existing  Methods. 
Broadly  speaking,  two  methods  of  attacking  this  problem  are  in 
customary  use:  The  first  is  the  so-called  rational  method,  with  its 
manifold  modifications  and  variations;  the  second  is  the  formula 
method.  The  rational  method  was  publicly  introduced  by  Mr.  Kuich- 
ling  in    1889.*     Mr.   August   Friihling  has   given   the   most   complete 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  XX,  p.  1. 
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and  satisfactory  exposition  of  this  method.*  Modified  rational  methods 
have  been  elucidated  by  Mr.  E.  E.  Wallington  Butt,f  Mr.  Carl  H. 
Nordell^  Mr.  Maximilian  Vicari,§  (the  Hauff  method),  C.  E.  Grunsky, 
M.  Am.  See.  C.  E.,||  Mr.  Jean  Baleomb,**  W.  W.  Homer,  Assoc.  M. 
Am.  Soc.  C.  E.,tt  and  Messrs.  R.  O.  Wynne-Roberts  and  T.  Brockman.jJ 

The  various  applications  of  the  rational  system  differ  much  in 
detail  of  use,  but  they  all  follow  the  system  of  reproducing,  by  cut- 
and-try  methods,  the  existing  conditions,  to  the  point  of  finding  corre- 
sponding sewer  grades,  sizes,  and  assumed  rainfall  curve  and  rain 
absorption  or  retention. 

It  is  almost  everywhere  conceded  that  the  rational  system,  in  any 
of  its  forms,  if  used  with  proper  discretion,  will  give  very  satisfactory 
results.  It  is  worth  noting,  however,  that  it  has  not  received  the  widest 
use,  and  that  formula  methods  are  much  more  popular.  For  this  there 
is  the  reason  that  the  rational  system  is  relatively  laborious,  and 
requires,  in  addition,  a  material  exercise  of  judgment.  Not  but  that 
frequent  practice  will  rapidly  teach  facility  of  application;  but  the 
formula  systems  have  always  carried,  and  probably  always  will  carry, 
the  popular  support,  because  of  their  convenience  and  mechanical 
system  of  use. 

Many  run-off  formulas  have  been  proposed,  among  which  may  be 

listed : 

Hawksley  (or  Bazalgette)  : 

3  loa:.  A  -f  lo^.  iV  +  6.8 
lo^-  f^  =  ^^ j~ (1) 

Where  d  =  diameter  of  sewer,  in  inches ; 

N  =  length  of  sewer  per  foot  of  drop ; 
and  A  =  area,  in  acres. 
Biirkli-Zieiiler  : 

^0-25 

^/  =  ^ff2^5 C^) 

*"Handbuch    der    lagenieurwissenschaft:    Der  Wasserbau;"  Die  Entwasserung  der 
Stadte,  Leipzig,  1910  (William  Engelmann) . 
t  The  Survei/or,  1907,  Vol.  XXXII,  p.  132. 

tProceedtngrs,  Municipal  Engineers  of  the  City  of  New  York,  1909,  p.  6,  "An  Additive 
Method  of  Run-off  Determination  for  Storm-Water  Sewers." 
§  Gesiindheits-Ingenieur,  1909,  Vol.  32,  p.  569. 

i|  Transactions.  Am.  Soc.  C.  E..  1909,  Vol.  LXI,  p.  496,   "The  Sewer  System  of  San  Fran- 
cisco, and  a  Solution  of  the  Storm-water  Flow  Problem." 

** Proceedings,  Western  Society  of  Engineers,  1910,   Vol.  XV,  p.  699,   "The  Design    of 
Storm-water  Drains  m  a  Modern  Sewer  System." 

ff  Engineering  Neivs,  1910,  Vol.  64.  p.  326,  "Modern  Procedure  in  District  Sewer  Design." 
tt  Canadian  Engineer,  1913,  Vol.  24,  p.  437. 
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where  Q  =  run-ofF,  in  cubic  feet  per  second  per  acre; 
C  ^  an  empirical  constant ; 
S  =  slope,  in  feet  per  1  000  ft. ; 
A  =  area,  in  acres; 
and  R  =  rainfall,  in  inches  per  hour. 
Adams: 

O0.083 

^  =  C7?o«3_^^ (3) 

McMath : 

1-  ^^2^ (4) 

New  York  diagrams  (Hering) : 

7i 

W.  C.  Parmley,  M.  Am.  Soc.  C.  E. : 

A 
C.  E.  Gregory,  Assoc.  M.  Am.  Soc.  C.  E. 


r/  =  CR  -^_^ (.5) 


'?  =  ^^'«-oT6T 00 


50.187 

-?   =    S.S^oTT (') 

105  0 

9  =  —57=  +   25 (8) 

S4  \/A  S'' 

When  L  =  greatest  length  of  sewer,  in  feet. 

All  these  formulas  have  this  feature  in  common,  that  they  were 
devised  to  represent  the  con,ditions  at  some  particular  locality,  and 
within  certain  limiting  ranges  of  slope,  area,  length,  rainfall,  and  im- 
perviousness.  There  is  no  reason  to  doubt  that,  for  the  conditions 
they  were  formed  to  meet,  they  gave  results  approximating  the  facts. 
Some  of  them,  notably  the  Biirkli-Ziegler  and  the  McMath,  have  found 
a  wider  application   than   is   reasonably  warranted. 

An  engineer  can  use  a  formula  with  some  confidence  if  sufficient 
experience  is  available  to  assure  him  that  his  constants  are  the 
proper  ones  and  that  he  is  applying  it  within  its  allowable  range. 
In  a  city,  say,  like  New  York,  where  any  formula  has  been  successfully 
used  (and  that  implies  that  resulting  construction  has  been  neither 
too  large  nor  too  small),  and  where  the  conditions  of  use  being  con- 
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sidered  are  within  the  range  of  previous  practice,  the  engineer  can 
be  satisfied  to  design  additional  storm  sewers  on  the  same  basis ;  but, 
unfortunately,  it  is  only  occasionally  that  it  can  be  determined 
whether  or  not  the  design  has  been  a  proper  one,  from  an  engineering 
standpoint. 

A  great  many  of  the  designs  for  storm-water  sewers  do  not  come 
in  this  class.  They  are  made  for  localities  where  there  is  little  precedent 
to  serve  as  a  guide.  The  attempt  to  use  a  formula  of  the  ordinary 
design  has  here  at  times  resulted  disastrously.  The  data  of  topography 
and  rainfall,  of  course,  are  at  hand,  but,  in  a  new  territory,  the  proper 
selection  of  the  constants  is  a  matter  of  much  difiiculty.  For  instance, 
in  the  exponential  formula  (McMath  type),  Cleveland  has  used  a 
value  of  -R  =  4.0;  New  York  a  value  of  2.75;  and  Chicago  a  value 
of  1.0.  The  rainfall  in  these  cities  does  not  differ  materially,  and  in 
no  way  accounts  for  this  variation  in  the  assumed  R. 

It  is  not  necessary  at  this  late  date  again  to  point  out  the  limita- 
tions and  discrepancies  of  any  of  the  various  formulas  used.  These 
are  generally  realized.  In  spite  of  this,  it  is  probable  that  the  great 
bulk  of  storm-water  drain  design  is  still  being  executed  on  the  basis 
of  these  discredited  methods.  It  is  not  unusual  to  read  an  account 
of  a  storm-water  drainage  system  in  which  all  details  of  construction 
have  been  studied  most  carefully,  and  where  materials,  slopes,  grades, 
strength,  and  other  factors  are  fully  worked  out.  The  basis  of  design 
— the  determination  of  the  needed  sizes — will  be  dismissed  in  a  short 
paragraph  stating  that  the  Biirkli-Ziegler  or  McMath  formula  was 
used,  with  certain  constants;  and  it  is  likely  that,  for  a  mountainous, 
rocky  district  of  small  size,  the  same  constants  may  be  used  as  for 
a  flat  beach  town  of  large  extent.  It  seems  to  be  established  that  the 
general  preference  is  for  the  use  of  some  kind  of  a  formula,  and  that 
a  reasonably  correct  and  comprehensive  one  should  be  an  acceptable 
substitute  for  the  ordinary  rough  approximations. 

There  is  a  need  for  a  formula  of  general  application  which  can 
be  used  in  a  new  locality  with  some  reasonable  assurance  that  it  will 
be  fairly  appropriate,  will  be  applicable  for  large  areas  or  small,  flat 
or  steep  slopes,  and  heavy  or  light  rainfalls.  The  results  given  by 
such  a  formula  must  be  compared  fairly  with  the  best  of  experimental 
information   of   storm-flow   gaugings,   and   appear   to   be   an   envelope 
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of  the  bulk  of  tlie  gauging  results,  rather  than  a  mean  line  through 
them,  in  order  to  show  a  fair  margin  of  safety. 

It  is  not  to  be  expected  that  such  a  formula  can  be  a  very  simple 
expression;  but  this  sort  of  complication  is  not  a  heavy  deterrent  to 
general  use,  if  the  results  command  confidence,  as  is  evident  by  the 
general  use  of  the  Kutter  formula. 

The  writer  has  developed  such  an  empirical  formula  for  storm-water 
run-oS,  and  it  is  presented  herein,  together  with  a  detailed  comparison 
with  all  published  gaugings  available  to  him. 

The  Writer's  Run-Off  Formula. 

g  =  the  run-off,  in  cubic  feet  per  second  per  acre; 

L  =  length  of  longest  sewer  run,  in  feet ; 

a  =  a    coefficient,    the    ratio   of    rainfall    eventually    reaching   the 

sewers  to  the  total  rainfall; 
A  =  area,  in  acres ; 

S  =  average  slope  of  longest  sewer,  L,  in  feet  per  1  000  ft. ; 
m  =  average  slope  of  ground  surfaces  to  sewer  inlets,  in  feet  per 

1000  ft.; 
K  =  inches  of  rainfall  per  hour,  lasting  for  a  period  of  1  hour, 

which  sewers  are  to  discharge. 

L 

^  = T^r- ('J) 

79  \f  CAS''  ("24  +    -^\ 

^^:i.S3_V^KC ^j^^ 

Vm    -f    0.87 

q  +  N  qt  =  P (11) 

COMPARISOX   WITH   RuN-OfF  DaTA. 

The  validity  of  a  formula  of  this  type  rests  only  on  its  corrobora- 
tion by  the  best  of  available  data.  A  full  coincidence,  of  course, 
cannot  be  expected.  The  data  are  scanty,  not  consistent  in  themselves, 
and  not  always  such  as  to  be  entirely  credible;  but  it  is  necessary  that 
the  formula  be  compared  with  the  information  we  have  for  all  known 
widely  varying  conditions. 
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Kuichling's  Eochester  Gaugings.* 

Mr.  Kuichling's  data  are  fairly  full,  but  very  far  from  being  complete. 
It  is  necessary  at  times  to  estimate  certain  values  as  the  probable  ones, 
and  where  that  is  done  a  note  to  that  effect  is  made. 

District  /F.— Size,  about  4  800  by  1200  ft.;  population,  32  per 
acre;  area,  128.67  acres;  average  street  grades,  1  in  130;  sewer  grades, 
1  in  50  to  1  in  630;  time  to  flow  through  longest  sewer,  18  min.; 
time  to  reach  sewer,  8  min. 

.4  =  128.67; 

L  =  5  000  ft.  (estimated); 

m  =  7.7 ; 

S  =  ^; 

(7  =  0.34; 

/,     for     time     of     concentration     (26     min.),     from     Kuichling's 

Plate  I,  =  1.55; 
K,  from  Kuichling's  Plate  I,  =  0.87. 

District  I. — Area  irregular,  356.94  acres;  about  one-half  of  the 
area  has  a  population  of  35  per  acre;  remainder,  agricultural  and 
thinly  settled;  grade  of  sewered  streets,  1  in  150;  sewer  grades, 
1  in  47  to  1  in  910;  time  to  flow  through  sewers,  34  min.;  time  to 
reach  sewers,  10  min. 

L  =  9  300  ft.  (estimated); 

w  =  6.7; 

8  =  1.4  (estimated)  ; 

C  =  0.25; 

I  (for  44  min.)  =  1.0; 
•       K  (as  before)  =  0.87. 

District  X. — Long,  narrow  strip;  area,  25.12  acres;  population,  40 
per  acre;  surface  grades,  1  in  172;  sewer  grades,  1  in  70  to  1  in  330; 
time  to  flow  through  sewers,  10  min. ;  time  to  reach  sewers,  6  min. 

L  =  2  000  ft.  (estimated); 

m  =  5.8; 

5  =  4.0  (estimated); 

C  =  0.39; 

7  (for  16  min.)  =  1.78; 

7i  (as  before)  =  0.87. 

C._l  *  Transacfionfi,  Am.  Soc.  C.  E.,  1889,  Vol.  XX,  p.  1. 
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District  IX. — Shape  not  known;  area,  132.96  acres;  population,  36 
per  acre;  street  grades,  1  in  151;  sewer  grades,  1  in  54  to  1  in  400; 
time  to  flow  through  sewers,  15  niin. ;  time  to  reach  sewers,  8  niin. 

L  =  4  000  ft,  (estimated) ; 

m  =  6.6; 

<S  =  3.0  (estimated); 

C  =  0.37 ; 

/  (for  23min.)  =1.6; 

K  (as  before)  =  0.87. 

District  XYJI. — Shape  unknown;  area,  92.27  acres;  population, 
35  per  acre;  street  grades,  1  in  240;  sewer  grades,  1  in  100  to  1  in  350; 
time  to  flow  through  sewers,  16  min.;  time  to  reach  sewers,  8  min. 

L  =  3  500   (estimated); 

m  =  4; 

S  =  3.0    (estimated)  ; 

C  =  0.36  (estimated)  ; 

7  (for  24  min.)  =1.6; 

K  (as  before)  =  0.87. 

Table  1  gives  the  comparative  results  of  gaugings  and  computed 
run-offs. 

TABLE    1. 


District  No. 

Highest  gauging. 
Q  (cubic  feet  per  second). 

Kuichling. 
Rational  method. 

Buerger  formula. 

IV 

I 

X 

IX 

XVII 

71.3 

77.01 

21.04 

46.0 

28.45 

67.5 
92.5 
17.4 
7S.4 
53.0 

51.0 
78.5 
16.0 
71.0 
46.5 

The  comparison  in  Table  1,  of  highest  gaugings  and  calculations 
based  on  the  assumed  rainfall  curve,  is  not  entirely  responsive.  A 
detailed  comparison  of  the  special  storms  is  given  in  Table  2. 

For  this  purpose,  it  is  assumed  that  K  can  be  determined  by  the 
relationship, 

80  A' 


1  = 


(12) 


20  +  t 
where  1  is  the  intensity  for  a  duration  of  t  minutes, 

or  K  =  7(0.25  +  0.01250 (13) 
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Lloyd  Davies'  Birmingham  Gaugings.* 

District  I. — Moseley  Street. — Shape  unknown;  area,  312.5  acres; 
population,  125  per  acre;  ground  slope,  1  in  60;  sewer  grade,  1  in  85; 
length,  longest  line  of  sewers,  9  565  ft.;  time  to  flow  through  sewers, 
16.75  min. ;  time  to  reach  sewers,  1.25  min. 

m  =  16.7; 

>S  =  11.8; 

(7  =  1.00  (estimated); 

/  (for  18  min.)  =  1.1. 

District  JI. — Charlotte  Road. — Shape  unknown;  area,  232  acres; 
population,  4  000;  number  of  buildings,  500;  street  and  road  area,  10%; 
impermeable,  18%,  increasing  to  42%  as  the  permeable  area  becomes 
saturated;  length  of  longest  line  of  sewers,  4  454  ft.;  time  to  flow 
through  sewers,  9.4  min.;  time  to  reach  sewers,  2.6  min.;  sewer  grades, 
1  in  55. 

m  =  20   (estimated)  ; 
>S'  =  18.2; 

C  =  0.18   (estimated); 
/  (for  12  min.)  =  1.8, 

Table  3  gives  a  comparison  of  these  gaugings  and  calculated  results, 
K  being  determined  in  the  same  way  as  for  the  Kuichling  gaugings. 

TAB1>E  3. 


District  I. 

District  II. 

Average 

Date, 
1904. 

K. 

Q 

Ratio: 

Q-0 

K. 

Q. 

Ratio: 
OB 

per- 
centage 
for 

Buerger. 

Gauging. 

Buerger. 

Gauging. 

Q-G 

Jan  10th.. 

0.1S5 
0.345 
0.41 
0.22 

62.5 
172.0 
203.0 

93.7 

95.0 
248.0 
261.0 

60.1 

66.0 

69.5 

77.9 

156.0 

66.0 
73.5 
79.5 
138.5 

May  27th.. 
July  26th.. 
Aug.  5th. . 

0.27 
0.44 
0.27 

32.5 
.51.0 
32.5 

42.0 
63.2 
29.6 

77.5 
80.9 
110.0 

*  Minutes  of  Proceedings,  Inst.  C.  E.,  1906.  Vol.  CLXIV.  p.  41. 
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SANER'S    EVANSTON    CtAUGINGS.* 

TABLE  4. — Davis  Street  Sewer. 


Date, 
1912. 

Time  of 
concentra- 
tion, in 
minutes. 

Rate  of 
rainfall, 
in  inches. 

Area, 
in  acres. 

L,  in  feet, 
estimated. 

C. 

estimated. 

estimated. 

June  4th... 
July  3d.... 
July  21st... 
May  28th.. 
Aug.  20th. . 

15 
10 
45 
45 
10 

0.60 
2.10 
0.15 
0.32 
0.78 

141 
100 
420 
420 
100 

5  900 
5  000 
10  200 
10  200 
5  000 

0.20 
0.20 
0.20 
0.20 
0.20 

5 

8 

2.5 
2.5 

8 

5 
8 
3 
3 

8 

Table  5  gives  a  comparison  of  calculated  and  observed  run-oflf. 

TABLE  5. 


Date, 
1912. 


June  4th . 
July  3d  .. 
July  21st. 
May  28th. 
Aug.  20th 


0.25 
0.79 
0.12 
0.26 
0.27 


in  cubic  feet 
per  second 
per  acre. 


0.075 

0.24 


0.03 
0.08 


Q. 

cubic  feet 

per 
second. 


by 
gauging. 


10.6 
24.0 


12.6 

8.0 


11.8 
27.0 
10.0 
30.0 
5.6 


Ratio  : 
Q-Buerger 

Q-Gauging 


90.0 
89.0 


42.0 
143.0 


Hering's  New  York  GAUGiNGS.f 

Sixth  Avenue  Sewer. — Area  =  221  acres;  population 
acre;  time  to  flow  through  sewers  =  15  min. 

m  =  7  per  1  000 ; 
S  =  3.5  (estimated)  ; 
Z  =  4  800  ft. ; 


171   per 


Surface,    96.64  acres  roof  area  =  43.5%  ; 
103.32      "      paving      =46.5%; 
21.76      "      grass         =10%; 
(7  =  0.76  (estimated). 


*  Journal,  Western  Society  of  Engrs..  1913,  Vol.  XVIII,  p. 
t  Transactions.  Am.  Soe.  C.  E.,  1907,  Vol.  LVIII,  p.  468. 
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Table  6  contains  the  data  of  the  heavier  storms  used  for  comparison. 

TABLE  6. 


No. 

Date 

Maximum  rainfall, 
in  inches. 

Duration  of 

maxiraum  rainfall, 

in  minutes. 

2 

Dec  28th,  18K7  

0.149 
0.583 
0.118 
0.394 
0.590 
0.396 
0.200 
0.299 
0.410 
0.187 

4 

18 

June  2fith   1888 

13 

19 

June  28th    1888 

4 

21 

July  19th,  1888 

10 

33. 

Aup:  4th,  1S88 

10 

25 

Autr  21st,  1888 

10 

26  . 

Sept   nth,  1888 

10 

27 

28 

Sept.  13th,  1888 

Sept.  19th,  18t<8 

16 

35 

Nov.  8th,  1888 

5 

Table  7  gives  a  comparison  of  computed  and  gauged  run-off. 

TABLE  7. 


Q- 

Computed  (C.B.B.) 

Gauged. 

2 

0.67 

19!t 

64.3 

310. 

18 

1.11 

.354 

200* 

177. 

19 

0.53 

166 

180.9* 

92.2 

21 

0.88 

277 

147.7 

187.0 

23 

1.33 

398 

200* 

200. 

25 

0.88 

277 

200* 

138.5 

26 

0.45 

143 

138.8 

103.0 

27 

0.87 

277 

146.6 

189.0 

28 

0.69 

199 

157.4 

127.0 

35 

0.70 

199 

200 

100.0 

*  The  original  table  does  not  agree  in  various  columns. 

McMath's  St.  Louis  Observations.* 

The  information  in  Mr.  McMath's  paper  is  far  from  being  accurate 
enough  to  receive  much  weight.  The  notes  as  to  overcharge  of  sewers 
are  not  more  than  observations.  It  is  most  difficult  to  estimate  what 
is  intended  by  the  expression  "often  overcharged.''  The  writer  has 
assumed  in  the  following  comparison  that  a  value  E  =  1,  corre- 
sponding to  full  discharge  in  a  period  of  about  1^  years,  meets  this 
condition.     In  all  cases,  C  =  0.75,  and  m  =^  15. 

Table  8  gives  a  comparison  of  Mr.  McMath's  records  and  the  cal- 
culated run-off. 

*  Transactions,  Am.  Soc.  C.  E.,  1887,  Vol.  XVI,  p.  179. 
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TABLE  8. 


A. 

L, 

esti- 
mated. 

esti- 
mated. 

Required  Q. 

Actual  Capacity, 
Calculated. 

Location. 

McMath. 

Buer- 
ger. 

Q. 

Remarlis. 

Compton  Avenue  (2) . . 

Camp  Spring  (1) 

"        (6) 

(2) 

Biddle  Street  (2) 

(5) 

(6) 

(7) 

Northwestern  (1) 

(2) 

Cass  Avenue  (1) 

(3) 

(5) 

Benton  Street  (2) 

Grand  Avenue  (3) 

"       (4) 

"       (5) 

"       (6) 

"       (7) 

Elliot  Avenue  U) 

Broadway  Branch  (1>. 
"         (2) . 
"        (3). 
"         (4). 
Salisbury  Street  (1)... 
"     (2)... 

Ferry  Street  (4) 

Trudeau  Street  ( 1 ) 

Arsenal  Street 

Branch  (1).. 
Arsenal  Street 

Branch  (2) . . 

284 

55 

516 

49 

82 

441 

458 

657 

113 

138 

61 

94 

190 

155 

138 

198 

236 

271 

304 

31 

33 

46 

51 

66 

49 

91 

338 

120 

36 

49 

6  800 
3  000 
9  100 

2  800 

3  600 
8  400 
8  600 

10  200 

4  300 

4  700 
3  100 

3  900 

5  500 

5  000 

4  TOO 

5  600 

6  100 

6  600 

7  000 
2  200 
2  300 
2  700 

2  900 

3  200 

2  800 

3  800 
7  400 

4  400 

2  400 
2  800 

8. 

8.7 
13. 
11. 

4. 

6. 

6. 

5.5 

9.4 
10. 

2.3 

6. 

5.5 

7. 

6. 

5.5 

5. 

5. 

5. 
15. 

7.8 

9. 
10. 
11. 
19. 
12. 

n. 

16. 

13.6 

12. 

330 

87 

524 

80 

120 

462 

475 

640 

154 

183 

96 

134 

237 

200 

182 

246 

283 

312 

343 

55 

58 

77 

83 

102 

81 

131 

373 

163 

62 

82 

425 

99 

770 

93 

123 

619 

641 

850 

171 

221 

92 

141 

284 

248 

220 

307 

341 

392 

440 

56 

59 

83 

89 

116 

88 

159 

506 

204 

65 

88 

253 

100 

733 

86 

60 

496 

605 

1  165 

102 

178 

49 

151 

180 

ItiS 

122 

138 

266 

325 

256 

52 

40 

43 

55 

90 

60 

98 

274 

113 

50 

48 

Often  overcharged. 

*  Mr.  McMath  attributes  overcharge  to  local  conditions,  rather  than  to  insufficient 
capacity. 

Hill's  Chicago  Observations.* 

Mr.  Hill's  observations  resemble  Mr.  McMath's  in  that  the  record 
of  results  is  vague,  and  consists  only  of  a  statement  of  the  adequacy 
or  inadequacy  of  the  sewer. 

In  considering  the  information  given,  allowance  must  be  made  for 
a  later  statement  by  Mr.  Hill.f  from  which  the  following  is  quoted : 

"Since  the  paper  under  discussion  was  written,  there  have  been 
a  number  of  severe  rainstorms,  that  have  again  demonstrated  the 
inadequacy  of  many  of  Chicago's  sewers,  and  have  severely  tested 
others  that  were  previously  above  suspicion.  To  some  extent  the 
opinions  of  the  writer  have  been  modified.  On  the  evening  of  May 
24th  there  was  a  downpour  aggregating  nearly  two  inches,  with  a 
maximum  intensity  of  three  inche.s  per  hour  during  a  period  of  fifteen 

*  Journal,  Western  Society  of  Engrs.,  1902,  Vol.  VII,  p.  425.  ;  •    f  > 
t  Loc.  cit.,  p  442. 
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minutes.    The  result  of  this  storm  was  that  nearly  every  deep  basement 
in  the  city  was  flooded." 

In  Table  9,  for  the  purpose  of  comparison,  the  run-off  as  cal- 
culated by  the  Hill  method,  as  outlined  in  his  paper,  is  given  in  the 
column  so  marked.  The  coefficient,  C,  is  estimated  from  the  popu- 
lation and  the  relatively  impervious  areas  noted.  The  sewer  grade, 
S,  is  taken  as  0.50,  and  the  street  grades,  m,  as  2.0  per  1  000.  K  is 
taken  as  1  in. 

Water-siikd  Flood  Run-off. 

Table  10  contains  data  relating  to  the  maximum  flood  discharge 
of  streams  in  the  eastern  section  of  the  United  States,  for  water-sheda 
up  to  100  sq.  miles  in  area.* 

Th^  flood  discharges  in  Table  10  are  plotted  on  the  diagram,  Fig.  1, 
by  their  numbers,  together  with  two  curves  drawn  according  to  the 
proposed  run-off  formulas  for  values  of  K  of  1.0  and  1.5,  respectively. 

For  comparison,  the  same  assumptions  are  made  throughout. 


iv  =  300  V^.-  i"  acres; 
C  =  0.15; 
m  =  15; 

Z  =  1.0  and  1.50. 

Comparison  with  Other  Computations. 

Walworth  Sewer,  Cleveland,  Ohio.-\ — The  data  and  computations 
used  by  Mr.  W.  C.  Parmley  are  taken  from  Table  2,  page  347,  of  his 
paper  on  this  sewer.  From  Fig.  1,  on  page  351,  the  highest  rainfall, 
lasting  1  hour,  and  corresponding  to  i?  =  4,  is  taken  as  K  =  1.1. 
From  the  rainfall  records,  the  indications  are  that  this  sewer  will 
never  be  more  than  filled.  This,  of  course,  is  much  more  liberal  than 
ordinary  design,  which  permits  of  periodic  flooding. 

Table  11  gives  comparative  results  of  the  methods  used. 

St.  Louis  Sewers. 
Table   12,   giving   comparative    results   of   the   rational    method    by 
Mr.  W.  W.  Horner,   and  the  proposed  formula,  is  made  up  from  an 
article  by  Mr.  Horner.^ 

♦These  are  from  data  by  Mr.  Kuichling  in  the  New  York  Barge  Canal  Report,  1901, 
p.  852  et  seq.,  and  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXVil,  p.  650  et  seq. 

t  Transactions,  Am.  Soc.  C.  E.,  19(55,  Vol.  LV,  p.  341. 

t"  Modern  Procedure  in  District  Sewer  Design,"  bv  W.  W.  Horner.  Engineering  News. 
1910.  Vol.  LXIV.  p.  338. 
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TABLE  10. 


No. 


1 
2 
4 
5 
6 
7 
9 
10 
11 
14 
15 
16 
18 
19 
•21 
22 
23 
24 
2fi 
37 
28 
32 
33 
34 
35 
36 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
50 
51 
53 
54 
55 
56 
57 
58 
59 
60 
61 
63 
63 
64 


Stream  and  locality. 


Beaver  Dam  Creek,  at  Altona,  N.  V 

Camden  Creek,  at  Camden,  N.  Y 

Cayadutta  Creek,  at,  Johnstown,  N.  Y 

Coldspring  Brook.  Massachusetts 

Croton  River,  South  Branch,  N.  Y 

Croton  River.  West  Branch,  N.  Y 

Flat  River,  R.  I 

Garoga  Creek,  4  miles  above  Fort  Plain,  N.  Y 

Great  River,  at  Westfield,  Mass 

Hockanum  River,  Connecticut 

Horn  Pond,  at  Mystic  River,  Boston,  Mass 

Independence  Creek,  at  Crandall's  Mill,  N.  Y 

Kinderhook  Creek,  at  Garfield,  N.  Y 

Mad  River,  at  Camden,  N.  Y 

Mill  River,  Massachusetts 

Musconetcong  (Jreek,  at  Saston  Falls,  N.  J 

Nashua  River,  Massachusetts , 

Nine-Mile  Creek,  at  Stillville.  N.  Y 

Oneida  Creek,  at  Kenwood,  N.  Y 

Otter  Creek,  at  Caster's  Mill,  N.  Y 

Park  River,  Connecticut 

Pequanac  River  Riverdale,  N.  J 

Pequest  River,  at  Hunts  Pond,  N.J 

Request  River,  at  Huntsville,  N.  J 

Pequest  River,  at  Tranquillity,  N.  J 

Pequest  River,  at  Town.sbury,  N.  J 

Rock  Creek.  D.  C 

Rockavvay  River,  at  Dover,  N.J 

Sandy  Creek,  South  Branch,  at  Allendale,  N.  Y 

Sauquoit  Creek,  at  New  York  Mills,  N.  Y 

Sawkill  River,  4.5  miles  above  its  mouth 

Skinner  Creek,  at  Mannsville,  N.  Y 

Stony  Brook,  near  Boston,  Mass 

Sudbury  River,  at  Framingham,  Mass 

Swartswood  Lake,  at  Swartswood  Lake,  N.  J 

Trout  Brook,  at  Centerville,  N.  Y 

AVatuppa  Lake,  at  Fall  River,  Mass 

West  Cauada  Creek,  at  Mott's  Dam,  N.  Y 

Williamstown  River,  at  Upper  Dam,  Williamstown,  Mass. 

Wissahickon  Creek,  at  Philadelphia,  Pa 

Woodhull  Reservoir,  Herkimer  County,  N.  Y 

Pequanac  River,  at  Macopin,  N.  J 

Six-Mile  Creek,  at  Ithaca,  N.  Y 

Basin  Creek,  at  Freehold.  N.  Y 

Whippany  River.  Whippany,  N.  J 

Pequonnock  River,  near  Bridgeport,  Conn 

Mill  Brook,  at  Sherbourne,  N.  Y 

Mill  Brook,  at  Sherbourne,  N.  Y 

Reel's  Creek,  near  Deerfleld,  N.  Y 

Starch  Factory  Creek,  near  New  Hartford,  N.  Y 

Budlong  Creek,  near  Utica,  N.  Y 


Drainage 

area, 
in  square 

miles. 


20.70 
61.40 
40.00 
6.43 
7.80 
20.47 
61.00 
80.80 
14.00 
79.00 
7.60 
93.20 
68.20 
46.60 
58.00 
68.00 
84.50 
62.60 
59.00 
63.00 
76.00 
84.70 
1.70 
31.40 
34.80 
83.40 
77.50 
52.20 
68.40 
51.50 
35.00 
6.40 
12.73 
78.00 
16.00 
23.00 
28.50 
47.50 
16.20 
64.60 
9.40 
62.00 
46.00 
41.00 
38.00 
25.00 
9.40 
5.00 
4.42 
3.40 
1.13 


Maximum 
discharge,  in 
cubic  feet  per 

second  per 
square  mile. 


Ill 

24.10 

72.40 

48.40 

73.90 

54.40 

120.90 

15.80 

71.40 

78.10 

6.50 

66.50 

9.00 

22.10 

15.50 

15.90 

71.04 

124.90 

41.20 

30.90 

.30.40 

52.50 

35.30 

19.30 

18.70 

9.60 

126.30 

43.00 

87.70 

53.40 

228.60 

124.20 

121.00 

41.38 

68.00 

50.60 

72.00 

34.10 

30.90 

43.50 

77.80 

90.84 

185.00 

81.20 

84.20 

157.00 

241.00 

262.00 

66.90 

151.60 

120.40 


A  comparison  of  Mr.  Horner's  modern  method  with  Mr.  McMath's, 
as  used  in  1887  for  the  same  locality,  is  of  interest. 

Taking  the  first   item   of   the   table  and  putting   ^  ^   17    in   the 
McMath  formula,  we  get,  for  C  =  0.75     Q  =   98 

"    (7  =  0.44     Q=^    57.5 
Horner        Q  =  129.0 
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TABLE  11. — Walworth   Sewer,  Cleveland,  Ohio. 


length, 
in  teet. 

A. 

/  or  C. 

also 
called 

8. 

w,  assumed. 

B. 

K. 

Q. 

Sub-main. 

s 

4) 

3 

Gordon,  N 

S 

1  600 

5  800 

6  600 
1  300 
4  800 
1  300 

1  300 
700 
800 
600 

2  900 

7  200 
2  600 
9  800 

1  200 
700 

13  900 
4  100 

2  400 
600 
600 

11  150 

2  000 

3  400 

12 

133 

350 

8 

53 

9 

9 

8 

75 

fi 

71 

187 

57 

466 

19 

42 

797 

154 

58 

0.625 

0.75 

0.625 

0.625 

0.75 

0.625 

0.75 

0.75 

5 

10 
7 
6 

10 
6 
6 
6 
6 
8 
4 
7 
4 
5 
5 
4 
3 
4 
3 

9 
16 
9 
9 
16 
9 
9 
9 
9 
16 
9 
9 
9 
9 
9 
9 
9 
9 
9 

4 

1.1 

30 
245 

510 

23 

24 

164 

337 

19 

87 

20 

20 

19 

100 

16 

86 

206 

88 

375 

34 

58 

494 

185 

83 

18 
172 

Clark,  W 

455 

Alum,  N 

13 

■'       S 

121 

25 

25 

23 

114 

19 

124 

320 

123 

74 

Purdy  

14 

14 

Guernsey 

14 

Swiss,  N 

135 

S 

11 

Junction,  N 

100 

S 

235 

97 

"        S 

630 
44 
96 
858 
282 
117 

540 

Pollock 

31 

Mill,  N 

"    S 

106 

718 

Pearl,  N 

S 

245 

98 

Brevier,  N 

"         a 

4 

416 

26 

32 

0.625 
0.625 
0.75 
0.625 

15 
3 

40 
3 

25 
9 

49 
9 

14 
500 
115 

59 

14 
303 

87 
44 

8 

Kenilworth 

405 

Scranton  

61 

Cliff 

42 

TABLE  12. 


Location  of 

sewer, 

M.  H.  to  M.  H. 

Area, 

in 
acres. 

Length, 
in  feet. 

C. 

8. 

m. 

K. 

Q,  IN  Cubic  Feet  per  Second. 

Horner. 

Buerger. 

153  to  mainline.. 

175  to  165 

162  to  161 

157  to  b 

61.4 
3.15 
14.9 
33.5 

48.9 

3  800 
950 

1  600 

2  600 

3  200 

0.44 

17 
7 
8 
15 
19 

20 
10 
10 
15 
30 

v~ 

129.0 

6.9 

32.7 

73.8 
105.0 

117.0 

5.7 

25.3 

63.7 

c  to  155 

92.9 

Comparison  with  Burkli-Ziegler  and  McMath  Results. 
Tables  13  and  14  give  the  comparative  computed  run-off,  in  cubic 
feet  per  second  per  acre,  for  a  variation  of  area,  and  for  a  variation 
in  slope,  respectively,  other  elements  remaining  constant.  The  con- 
stants are  chosen  so  that  the  same  results  will  be  obtained  with 
4  =  100  and  5  =  m  =  4. 

L  (is  assumed)        =400  yJ A 

C  =0.50 

K  =1.0 

R  (Burkli-Ziegler)  =  3.58 

R  (McMath)  =3.03 
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TABLE  13. 

S  =  7n  =  4. 


Area,  in  acres. 

q  =  Run-Off, 

CN  Cubic  Feet  per  Second  per  Acre. 

Biirkli-Ziegler. 

McMath. 

Buer^r. 

10 

1.42 

1.27 

1.00 

50 

0.95 

0.92 

0.85 

100 

0.80 

0.80 

0.80 

200 

0.67 

0.70 

0.78 

500 

0.54 

0.58 

0.68 

800 

0.48 

0.53 

0.62 

1  000 

0.45 

0.50 

0.59 

2  000 

0.38 

0.44 

0.54 

5  000 

0.30 

0.3fi 

0.46 

8  000 

0.27 

0.33 

0.41 

10  000 

0.25 

0..32 

0.38 

(Slide-rule  work.) 

TABLE  14. 
A  =  100. 


q  —  Run-Off, 

IN  Cubic  Feet  per  Second  per  Acre. 

f^  —  JJJ^ 

Biirkli-Ziegler. 

McMath. 

Buerger. 

3 

0.75 

0.75 

0.76 

4 

0.80 

0.80 

0.80 

5 

0.85 

0.83 

0.85 

7 

0.92 

0.88 

0.95 

10 

1.00 

0.96 

1.00 

15 

1.11 

1.04 

1.05 

20 

1.20 

1.10 

1.10 

30 

1.82 

1.19 

1.20 

40 

1.42 

1.26 

1.25 

50 

1.50 

1.32 

1.30 

60 

1.57 

1.37 

1.35 

80 

1.69 

1.46 

1.38 

(Slide-rule  work.) 

Tables  13  and  14  are  of  use  only  to  those  who  think  in  terms  of 
either  of  these  two  formulas. 

Determination  of  C. — The  value  of  C,  which,  in  the  writer's 
formula,  represents  the  ratio  between  the  run-off  and  the  total  rainfall, 
or,  in  other  words,  the  ratio  of  that  part  of  the  rainfall  not  absorbed 
by  or  retained  on  the  soil  to  the  total  rainfall,  will  vary  much  with 
special  local  conditions.  A  study  of  the  nature  of  the  land  and 
its  improvements  will  give  some  reasonable  conclusions  as  to  C. 

The  existing  improvements  are  not  always  to  be  used  as  a  basis 
of  storm-water  drain  design  in  a  growing  community,  and  for  such  a 


PLATE  XVI, 
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BUERGER  ON 

STORM-WATER    RUN-OFF. 
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CITY 

SOURCE  OF   INFORMATION 

PERIOD 

^■-^                                                                        ^ 

~ 

~ 

~ 

~ 

1                                  ^-^"^ 

Galveston,  Tex. 
New  Yoib,  N.Y. 
San  Francisco,  CaL 
Albany,  N.Y. 
Boaton,  Maes. 
Chicago,  lU. 
Cincinnati.  Ohio 
PhUadelphla,  Pa. 
Minneapolis,  MlDn. 
Richmond,  Va. 
Holdeo,  Mass. 
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section,  not  fully  developed,  some  estimate  must  be  made  of  the 
probable  ratio,  C,  corresponding  to  an  assumed  development  at  some 
future  time. 

A  fact,  not  always  fully  recognized,  is  that  rain-water  falling  on 
a  fully  impervious  surface  does  not  of  necessity  reach  the  sewers. 
This  is  particularly  likely  to  be  the  case  in  a  moderately  populated 
district.  Rain-water  falling  on  roofs  will  fully  run  off  from  these 
roofs,  but  it  will  often  be  discharged  on  lawns  and  other  unprotected 
surfaces,  and  the  net  run-ofP  from  these  roofs  will  accordingly  be  little 
if  any  greater  than  if  the  rain  fell  on  an  undeveloped  area  of  the 
same  imperviousness  as  the  surrounding  soil.  The  same  is  true  of 
rain-water  from  paved  walks,  which  are  usually  bordered  by  grassed 
earth  of  large  extent  compared  with  the  walks  themselves,  and  the 
discharge  on  these  unprotected  surfaces  is  largely  absorbed.  For 
heavily  populated  districts,  arrangements  usually  permit  of  direct  dis- 
charge of  roof  and  pavement  water  to  the  sewers,  and  no  such  reduction 
of  run-off  need  be  made. 

A  very  weighty  factor  in  the  value  of  C  is  the  perviousness  of  the 
soil,  and  the  corresponding  run-off  from  unprotected  areas.  The 
theoretical  range  will  run  from  0  for  light  sandy  soils  to  1.00  for  some 
rocky  or  clayey  soils.  For  less  imusual  conditions,  and  for  the  ordi- 
nary range  of  practice,  the  writer  assumes  a  range  of  from  5%  for 
soils  of  sandy  nature  up  to  50%  for  clay  soil.  Based  on  these  figures 
and  assumptions,  as  to  the  type,  number,  and  size  of  buildings,  areas 
of  streets,  walks  and  their  character,  the  curves  of  Fig.  2  are  derived, 
in  which  C  is  expressed  as  a  function  of  the  population  i)er  acre. 
Table  15  gives  a  comparison  of  estimated  values  of  C,  based  on  popu- 
lation, from  a  number  of  sources.  The  coefficient,  C,  probably  does 
not,  in  all  cases,  represent  the  identical  conception. 

Determination  of  K. — The  determination  of  K,  the  rainfall  lasting 
for  a  period  of  60  min.,  is  a  relatively  simple  matter.  Records  for 
shorter  periods  are  not  always  available,  but  60-min.  rainfalls  are  often 
to  be  had.  Plate  XVI  gives  the  rate  of  rainfall  for  1  hour  duration, 
in  a  number  of  cities,  plotted  as  a  function  of  the  average  interval  in 
years  between  such  rainfalls.  Having  a  curve  of  this  character  for 
any  locality,  a  selection  of  the  frequency  with  which  the  drains  are 
to  run  full  will  determine  the  value  of  K  to  be  used. 
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TABLE  15. 


Population 
per  acre. 

Kuichling.* 

Butt.t 

Grunsky.J 

Imhoff.g 

Buerger 
(average;. 

10 
20 

yo 

40 
50 
60 
TO 
80 
90 
100 

0.10 
0.20 
0.28 
0.38 
0.47 

0.16 
0.26 
0.34 
0.44 
0.55 
0.64 
0.74 
0.84 
0.94 
1.00 

'oiao' 

0.40 
0.50 
0.55 
0.60 
0.65 
O.TO 
0.73 
0.75 

0.10 
0.15 
0.20 
0.25 
0.31 
0.37 
0.42 
0.48 
0.54 
0.60 

0.21 
0.27 
0.33 
0.39 
0.45 
0.51 
0.57 
0.61 
0.66 
0.69 

*H.  N.  Ogden,  M.  Am.  Soc.  C.  E.,  "Sewer  Design,"  1909,  p.  62. 

t  E.  E.  Wallington  Butt,     The  Surveyor,  1907,  Vol.  32,  p.  133. 

t  C.  E.  Grunsky,  M.  Am.  Soc.  C.  E.,  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXV,  p.  319. 

§  K.  ImhofE,  "Tascheabuch  fur  Kanalisations-Ingenieure,"  1912,  p.  17. 
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DIAGRAM  FOR  FINDING  VALUES  OF  C=C0EFFIC1ENT  OF  RUN-OFF. 
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Mr.  ImhofF  suggests*  that  an  assumption  that  the  sewers  will  be 
fully  charged  by  the  run-off  once  every  year  is  a  reasonably  economical 
and  practical  basis,  and  that  longer  intervals  are  not  warranted.  This 
would  correspond  to  a  value  of  K  ranging  from  1  to  1.25  for  the 
Central  Eastern  States,  as  shown  by  Plate  XVI. 


*  Loc.  cit..  p.  19. 


PLATE  xvn. 
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The  rainfall  for  which  the  drains  are  to  provide  and  the  intervals 
between  full  flow,  must  be  matters  of  judgment  to  be  decided  ac- 
cording to  the  relative  importance  of  adequate  drainage  and  first  cost. 

There  is  no  exact  basis  on  which  such  a  comparison  can  be  made. 
The  amount  of  damage  resulting  from  a  flooding  of  storm  sewers  can- 
not be  gauged  accurately  in  advance  in  dollars  and  cents.  In  a  few 
cases  the  loss  resulting  from  any  flooding  is  so  obviously  heavy  that 
it  immediately  appears  necessary  to  provide  drains  of  ample  capacity 
to  prevent  such  flooding  under  the  worst  possible  conditions.  For  more 
ordinary  cases,  the  resultant  damage  is  moderate,  and,  if  not  so  fre- 
quent that  the  annoyance  of  flooding  must  enter  as  a  serious  factor, 
it  may  be  better  to  submit  to  such  occasional  losses  than  to  endure 
the  heavier  first  cost  of  drains  of  larger  size.  Each  case  must  rest 
on  its  own  merits,  and  it  is  not  unreasonable  in  one  city  to  have 
an  allowed  interval  between  full  flow  in  the  drains  of  from  6  months 
to  20  years  for  districts  of  different  character. 

Solution  of  Proposed  Formula. — After  the  selection  of  values  for 
C  and  K,  which  requires  some  degree  of  judgment,  the  work  of  de- 
termining the  run-off  for  any  districts  of  known  area,  sewer  length, 
sewer  grade,  surface,  and  slope  becomes  entirely  mechanical. 

To  aid  in  the  ready  solution  of  the  formula,  three  diagrams  are 
given.  The  first  of  these.  Fig.  3,  gives  the  value  of  P,  the  right-hand 
member  of  the  equation.  The  second  diagram,  Fig.  4,  gives  the  value 
of  N,  the  second  term  of  the  left-hand  member.  The  third  diagram, 
Plate  XVII,  gives  the  values  of  5,  as  a  function  of  N  and  P. 

Typical  Application  of  Eun-Opf  Formula. 
This  calculation  is  made  for  one  district  in  Altoona,  Pa.     A  storm 
curve  of  maximum  intensity  is  assumed   (not  here  reproduced). 

C  =  0.50 
A  =  130  acres. 
national  Method. — Time  of  concentration: 

1  800  ft.  of  24-in.  sewer  on  80-ft.  slope,  1^  min. 
1  800  "  "  54-in.  "  "  18-ft.  "  2  min. 
Time  to  reach  sewers 5     min. 


8J  min. 

Intensity  for  8i  min.  duration  =  6.2  in.  per  hour. 
()  =  130  X  6.2  X  0.5  =  403  cu.  ft.  per  sec. 
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Buerger  Formula. — 

L  =  Z  600, 
A  =  130, 
G  =  0.50, 

£"^2.3  (from  rainfall  curve), 
m  =  49   (from  map), 
^  =  40  (     "         "  ), 
P,  from  Fig.  3  ==  3.4, 
iV,  from  Fig.  4  =  0.158, 
q,  from  Plate  XVII  =  3.0, 
^  =  130  X  3.1  =  390  cu.  ft.  per  sec. 

DIAGRAM  FOR  FINDING  VALUES  OF  THE  EXPRESSION 


p  = 


3.33  ^r^KC 


)fm+0.87 

IN  THE  BUERGER  RUN-OFF  FORMULA 
I-  3.33  ^KC 


q+q& 


i'OVcZsa  (24+-;iL)  v^+0.87 


C=Coefflcleut  of  run-off. 

m= Average  slope  of  land  surfaces  to  sewer  inlets. 

iJ^ Rainfall,  in  inches  per  hour,  lasting  for  60  min. 
Find  value  of  ?«  at  bottom  of  diagram.  Run  up  this  line  as  indicated  by  dotted 
line  to  curve.  At  this  point  run  horizontally  to  K  Une  then  vertically  to  C  line, 
then  run  horizontally  to  P  values  at  right  hand  side. 
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DIAGRAM  FOR  FINDING   VALUES  OF  THE   EXPRESSION, 


N= 


W^fcTWW\^) 


IN  THE  BUERGER  RUN-OFF  FORMULA: 


q^q 


^ =3.33  /w   KC 

79 s/cirs2  (24  +  ^)      Vm  +  0.87 

L  =  Length  of  drain,  in  feet. 
C  =  Coefficient  of  run-ofl. 
A  =  Area  served,  in  acres. 
S  =  Slope  of  drain,  in  feet  per  1000  ft. 
ni  =  Average  slope  of  land  surfaces 
to  sewer  inlets. 

Find  value  of  m  at  bottom  of  diagram,  run  vertically  as  indicated  by  dotted 
line  to  C  curve.  At  this  point  ran  horizontiiUy  to  S  line  then  vertically  to  A  line 
then  horizontally  to  L  curve,  then  run  up  vertically  to  N  values  at  top  of  diagram. 
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The  writer  has  had  a  large  number  of  computations  made  on  areas 
varying  in  imperviousness,  extent,  length,  slope,  and  with  various  rates 
of  rainfall,  and  can  state,  without  qualification  or  limitation,  that  the 
proposed  formula  gives  results  in  all  cases  reasonably  close  to  those 
which  will  be  obtained  by  the  rational  method,  and  that  the  formula 
can  be  taken  as  an  acceptable  equivalent. 

As  compared  with  the  exponential  formulas,  the  results  show  no 
relationship  except  an  occasional  coincidence  at  some  points  under 
suitable  combinations  of  conditions. 

In  the  writer's  judgment,  the  correctness  and  usefulness  of  any 
run-off  formula  must  stand  on  its  corroboration  of  results  obtained 
by  the  rational  method.  The  new  formula  fully  meets  this  condition. 
Because  of  its  complicated  form,  there  will  no  doubt  be  many  who 
will  consider  a  graphical  or  cut-and-trj^  method  more  useful.  The 
direct  results,  which  can  be  obtained  from  the  formula  readily  avail- 
able for  use  by   means   of   diagrams,   have   some   decided   advantages. 

Achnowledgments. — The  writer  wishes  to  acknowledge  his  obliga- 
tion to  George  W.  Fuller,  M.  Am.  Soc.  C.  E.,  for  whom  the  material 
of  this  paper  was  worked  up;  to  Robert  C.  Wheeler,  Assoc.  M. 
Am.  Soc.  C.  E.,  for  the  computations;  and  to  Mr.  Myron  E.  Fuller 
for  the  diagrams. 
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E.  C.  Strachan,*  M.  Am.  Soc.  C.  E. — The  work  of  the  author  Mr. 
in  gathering  and  sifting  data  for  compa.ring  the  results  obtained  strachan. 
from  numerous  run-off  formulas,  and  in  epitomizing  the  influences  of 
the  many  factors  in  a  new  formula  taking  into  account  soil  conditions, 
grades,  rainfall,  density  of  population,  and  extent  of  territory  drained, 
is  one  of  great  magnitude,  and  is  of  permanent  value  to  the  designing 
engineer,  even  though,  in  his  judgment,  the  new  formula  may  not  be 
universally  applicable. 

Such  a  formula  is  necessarily  far  from  simple,  and  its  practical 
utility  must  depend  largely  on  the  diagram  or  other  device  by  which 
ease  and  celerity  of  solution  are  promoted. 

It  cannot  be  said  that  simplicity  is  the  dominant  feature  of  the 
diagrams  accompanying  the  paper;  and  it  is  unfortunate  that  Mr. 
Buerger  did  not  make  use  of  the  nomographic  method  of  charting, 
by  which  Plate  XVII  could  be  reduced  to  three  lines  and  the  diagrams 
for  finding  P  and  N  constructed  so  as  to  eliminate  absolutely  the 
maze  of  intersections  shown  in  Figs.  3  and  4. 

Kena'eth  ALLEN,f  M.  Am.  Soc.  C.  E.  (by  letter). — The  effort  to  find  Mr. 
a  run-off  formula,  both  easy  of  application  and  reliable,  is  one  that 
should  meet  with  approval.  If  we  could  only  be  in  possession  of  all 
the  factors  affecting  the  phenomena  of  run-off,  its  determination  by  a 
rational  formula  would  leave  nothing  to  be  desired,  and  it  has  been  the 
writer's  opinion  for  some  time  that  where  conditions  of  topography  or 
climate  vary  to  a  material  degree  from  those  on  which  such  empirical 
formulas  as  the  Biirkli-Ziegler  are  based,  it  would  not  be  safe  to  use 
any  but  the  rational  method.  The  great  difficulty  here  lies  in  the 
fact  that  the  data  necessary  for  its  proper  application — such  as  maxi- 
mum intensity  of  precipitation  and  time  of  concentration — are  so  rarely 
known ;  and,  if  they  are  to  be  guessed  at,  why  not  use  some  more  con- 
venient empirical  formula  ? 

The  weak  point  in  formulas  of  the  Biirkli-Ziegler  type  lies  in  their 
failure  to  provide  for  differences  in  the  time  of  concentration  due  to 
the  shape  of  the  drainage  area..  They  all  have  the  merit  of  easy 
application,  but,  as  the  author  points  out,  they  were  (excepting  the 
Gregory  foi'mula)  developed  from  local  data,  and,  therefore,  were  not 
necessarily  applicable  to  other  places. 

In  any  case,  lack  of  care  in  the  selection  of  proper  values  for  C  and 
R  may  result  in  large  errors.  In  particular,  the  value  of  R  appears 
to  be  subject  to  different  interpretations  by  different  engineers.  It  is 
usually  stated— as  by  the  author — as  "rainfall,  in  inches  per  hour",  but 
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for  10,  20,  or  30  min.,  or  for  the  probable  time  of  concentration  for  the 
area  in  question.  If  we  determine  the  rate  of  precipitation  by  Formula 
(13)  this,  and  consequently  Formula  (9),  will  be  twice  as  great  if  ^  = 
20  min.  as  if  i  =  60  min.  The  importance  of  definite  understanding 
on  this  point  is  evident.  The  value  to  be  assigned  to  R  or  I  depends 
on  the  long-continued  records  of  a.  self-registering  gauge  on  or  near 
the  drainage  district. 

The  determination  of  R  for  the  conditions  of  maximum  run-off,  or  I, 
involves  the  time  for  concentration,  which  in  turn  depends  on  the 
hydraulics  of  the  drainage  vehicle,  the  shape  of  the  area  drained,  and 
the  distribution  of  the  rain  on  this  area.  These  present  a  diiEcult 
problem  to  be  solved  for  each  sewer  district,  if  accuracy  is  attempted, 
and  the  results  of  rain-gauge  observations  and  sewer  gaugings  for 
long  periods  are  necessary  for  its  solution.  Those  who  have  attempted 
it  know  the  care  necessary  to  determine  the  correct  discharge  of  a 
sewer  in  times  of  storm,  where  surface  levels  vary  without  apparent 
cause  and  friction  coefficients  can  only  be  known  by  special  experiments. 
One  factor,  which  applies  to  large  areas,  that  is  often  overlooked,  is  the 
decrease  in  average  maximum  intensity  as  the  area  increases.  This  fac- 
tor has  been  called  a  "distribution  coefficient"  by  Messrs.  Wynne-Roberts 
and  Brockmann,*  who  adopt  a  value  proposed  by  Friihling  expressed 
by  the  formula,  C  =  1  —  0.002  \/  L.  in  wliich  L  is  the  length,  in  feet, 
of  the  longest  line  of  sewer  above. 

The  author  reduces  all  values  of  R  to  that  for  60  min.,  which  he 
calls  K,  and  then  deduces  his  empirical  formula  to  conform  as  well  as 
may  be  with  the  results  of  actual  gaugings.  Besides  the  merit  of  being 
definite,  in  this  respect,  there  is  the  further  advantage  in  the  use  of 
K,  pointed  out  by  the  author,  that  there  are  many  more  records  avail- 
able for  1  hour  than  for  shorter  periods. 

Whether  the  relation  of  the  maximum  hourly  rate  to  that  for  the 
shorter  periods  on  which  the  capacity  of  sewers  is  usually  based  is 
constant  for  different  locations  seems  to  be  improbable,  and,  for  this 
reason,  a  formula  using  the  shorter  period,  or  one  based  on  the  time  for 
concentration,  would  appear  preferable. 

One  difficulty  has  been  met  in  determining  high  rates  of  precipita- 
tion for  short  intervals  with  most  of  the  recording  gauges  in  use  due 
to  the  necessarily  small  scale  of  hours  (J  in.  or  less  per  hour).  This 
has  been  ingeniously  overcome  by  George  A.  Carpenter,  M.  Am.  Soc. 
C.  E.,  by  causing  a  jar  to  be  given  to  an  arm  carrying  the  recording 
pen  every  5  min.  by  the  clock  mechanism.  This  produces  a  short 
horizontal  line  across  the  line  on  the  chart  which,  at  such  times, 
approximates  the  vertical,  and  the  precipitation  for  any  o-min.  interval 
can  then  be  scaled  off  quite  correctly  between  any  two  consecutive 
horizontal  lines. 

*  Canadian  Engineer,  Vol.  24. 
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The  selection  of  K,  or  the  frequency  with  which  surcharge  of 
sewers  may  be  allowed,  is  an  important  and  delicate  matter,  involving 
vmdue  cost  of  construction  on  the  one  hand  and  the  possibility  of  loss 
and  consequent  damage  suits  from  flooding  basements  on  the  other. 
The  assumption  of  a  value  of  K  corresponding  to  12  months  suggested 
by  Dr.  Imhoff  as  reasonable  is,  in  the  writer's  opinion,  far  too  short 
a  period  for  well-developed  conditions  in  large  cities,  where  10  years 
or  more  would  often  be  warranted. 

The  writer  has  not  examined  the  results  obtained  by  the  proposed 
fonnula  sufficiently  to  express  an  opinion  on  its  reliability  under  dif- 
ferent conditions.  It  is  admittedly  somewhat  awkward  of  direct 
application,  but  this  practical  difficulty  is  overcome  by  the  use  of 
diagrams,  which  is  a  sensible  procedure  in  almost  any  case.  Referring 
to  Plate  XVT,  giving  the  frequency  of  1-hour  rainfalls  of  different 
intensities,  it  may  be  well  to  mention  that  the  New  York  curve  is  based 
on  records  of  the  greatest  single  intensity  for  each  month  of  observa- 
tion, and  that  other  high  intensities  were  not  recorded.  For  this  rea- 
son, it  is  probable  that  the  frequencies  shown  by  this  curve  are  slightly 
below  the  actual. 

The  author  is  to  be  congratulated  on  having  produced,  after  so  care- 
ful a  study,  a  formula  free  from  some  of  the  objections  found  in  those 
proposed  heretofore. 

W.  W.  Horner,*  Assoc.  M.  Am.  Soc.  C.  E,  (by  letter). — The  author  Mr. 
presents  a  formula  for  storm-water  run-off  and  introduces  it  as  "em-  '^^°^'^- 
pirical".  He  speaks  of  the  "so-called  rational  method"  and  of  the 
"formula  method",  and  states  "that  the  proposed  formula  gives  results 
in  all  cases  reasonably  close  to  those  which  will  be  obtained  by  the 
rational  method,  and  that  the  formula  can  be  taken  as  an  acceptable 
equivalent".  Elsewhere,  he  speaks  of  the  rational  method  as  involving 
"cut-and-try  methods"  and  as  being  "relatively  laborious". 

The  author  does  not  include 
in  his  paper  any  information  in 
regard    to    the    development    or 
construction     of     his     formula. 
The  writer  became  interested  in 
the    manner    of    appearance    of 
the   variables    in   the    new    for- 
mula, and  found  that,  for  an   ideal  condition  of  area  and  slope,  and 
with  the  type  of  rainfall  curve  which  the  author  uses  in  comparing 
gaugings,  he  was  able  to  derive  from  the  theory  of  the  "rational  method" 
a  formula  very  similar  to  that  of  the  author.     For  this  reason,  the 
writer  is  of  the  opinion  that  the  new  formula  should  be  described  as 
a  rational  formula  for  ideal  conditions. 
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Ho'^n^r.  75^  derivation  mentioned  is  of  considerable  interest,  and  is  pre- 
sented as  follows:  Assume  conditions  as  shown  in  Fig.  5  A  circular 
sewer  having  a  grade  of  S  feet  per  thousand,  a  length,  L  and  a 
drainage  area  at  the  lower  end  of  A.  Let  a  equal  the  area  drained 
at  any  point  x,  the  sewer  to  be  uniformly  proportioned  to  carrv  the 
run-off  at  all  points,  and  the  tributary  area  to  be  proportional  t^  the 
length ;  then  the  run-off  at  x  will  be 


Q^  =  al  c  =  4:r-  B      '  ^ 


1  000' 

where  r  is  the  hydraulic  radius  at  that  point,  and  B  is  the  coefficient  of 
the  Chezy  formula. 

Eliminating  r  from  these  two  gives 

4         2 

,^  B-  S^  1 

The  time  of  flow  may  be  expressed  from 

K 

or,  where  '^^^^  ^  A 

d  (a)         A  ' 

Substituting   F,.  from  above,  integrating  between  a  =  0  and  u  = 
A,  and  dividing  by  60  to  reduce  to  minutes : 

,  0-55  X  0.55  i 

(C  I)^  B^  V  iS'  A        q^  B^  \fS''  A 
assuming  a  rainfall  curve  of  the  form 

90  K 


then  _  _ 

t  +  24 

If  tj  =  the  time  of  flow  to  the  inlet  and  t^  the  time  through  the 
sewer,  then  J  =  ^^  -j-  (^,  or 

80  K  C 
<1  =  — . 

Substituting  the  value  of  II   above  and  solving  for  q, 
i  L  80  K  C 

1.82(24+  i>)Bi   K/Wa         24  +  t, 
The  velocity  of  flow  to  the  inlet  may  be  assumed  to  be  proportional 
to  the  square  root  of  the  surface  slope,  or  V^  =  x  \fm. 
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1  Hornei". 

h  =  =• 

a;  V  m 

For  BTerage  conditions,  assume  I  =  500,  m  =  10,  and  f  =  5. 
Then  —  =  15.5,  say  16, 

X 

and  tj  =  z:^- 

V  m 
Also,  assume  an  average  value  of  the  Chezy  coefficient,  B,  as  110; 
then  the  formula  becomes 

L  3.33  Vm  K  C 


Q  +  Q^ 


78V^l(24+-4^  Vm  +  0.67 

V  in 


This  formula,  though  based  on  several  averages  and  assumptions, 
is  a  rational  one;  it  differs  slightly  from  the  author's  formula  in  the 
numerical  coefficient  and  in  the  appearance  of  0  under  the  radical 
with  S'  A.  This  appearance  of  C  is  irrational,  and  may  warrant  the 
use  of  the  word  empirical  as  describing  the  formula.  The  term,  G, 
appearing  as  a  one-fifth  power,  however,  has  little  effect  on  the  results, 
because,  for  a  range  of  C  from  0.3  to  O.S,  C's  varies  only  from  0.79  to  0.96. 

If  an  average  value  of  0.9  were  introduced  into  this  formula,  it 
would  become 

q  +  gf ^ =  3..33  \/m  K  C 

86  \/  C  S-'  A   f  24  -f  -7=)  ^  ^^  +  0.67 

V  V  m^ 

which  is  almost  identical  with  that  of  the  author.     If  other  values  of 

B,  C,  and  tj  had  been  assumed,  the  numerical  coefficients  would  not 
have  agreed,  but  the  manner  of  appearance  of  the  variables  would  have 
been  the  same. 

The  writer  wishes  to  ask  why  the  coefficient,  C,  is  called  the  ratio 
of  "run-off  to  total  rainfall"?  The  coefficient  of  run-off  is  generally 
considered  as  the  ratio  of  the  rate  of  run-off  to  the  intensity  of  rainfall 
producing  that  rate.  This  latter  definition  has  a  definite  meaning  in 
sewer  work,  and  the  effect  of  changes  in  it  are  readily  understood.    The 

C ,  as  defined  by  the  author,  is  of  importance  in  water-supply  work,  but 
does  not  api>ear  to  have  any  knovsm  relation  to  the  rate  of  run-off. 

Whatever  the  origin  of  the  formula,  it  may  be  seen  from  the  fore- 
going derivation  that  it  may  be  expected  to  give  reasonable  results  for 
certain  average  conditions.  The  conditions  met  in  actual  practice,  how- 
ever, will  vary  widely  from  any  mean.  In  the  main  sewer  of  any 
large  system,  frequent  changes  of  size  and  grade,  of  surface  conditions, 
and   even   of   soil   conditions,   will   be   encountered.      By   the   rational 
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Homer  !"^^^°^'  ^^^  ^^^^  ^^ems  will  enter  in  their  proper  place  and  be  taken 
•  mto  account;  in  any  formula,  only  a  general  mean  condition  can  be 
considered,  and,  in  any  particular  case,  the  results  may  vary  widely. 
The  writer  is  of  the  opinion  that  the  formula  will  not  give  results 
in  all  cases  reasonably  close  to  those  obtained  by  the  rational  procedure, 
and  that  in  general  it  will  not  effect  any  economy  of  labor  in  design.' 
In  the  new  formula,,  all  the  data  and  the  same  analysis  of  them  are 
required  as  for  the  rational  method.  For  the  purposes  of  design,  a 
sewer  is  divided  into  a  number  of  sections,  according  to  the  areas 
drained  and  the  grades.  In  the  rational  procedure,  the  grade  of  a 
section  enters  into  the  calculation  of  the  time  of  flow  for  the  section, 
and  has  no  relation  to  the  grades  of  other  sections;  in  applying  the 
formula  to  each  section,  an  average  of  all  grades  above  is  required. 
Again,^  the  variable,  m,  in  the  rational  method,  affects  only  the  initial 
inlet  time,  but  in  the  formula  it  enters  into  each  solution. 

The  writer  has  found  the  procedure  of  design  by  the  rational  method 
simple,  direct,  and  comprehensible  at  every  step.  Although  its  appli- 
cation to  a  single  unit  of  sewer  in  undeveloped  territory  may  call  for 
cut-and-try  methods,  in  the  design  of  a  system  of  sewers,  the  procedure 
is  definite,  the  design  of  each  unit  leading  directly  to  the  next.  This 
is  shown  clearly  in  the  tabulation  for  St.  Louis  conditions  referred  to 
by  the  author.* 

The  writer  does  not  wish  to  discount  the  value  of  the  new  formula 
as  a  formula,  for  it  is  undoubtedly  a  great  advance  over  the  older  ones 
cited  in  the  paper,  but  wishes  to  emphasize  his  belief  that  the  practice 
in  sewer  design  has  already  advanced  beyond  the  stage  in  which  the 
whole  problem  may  be  solved  satisfactorily  by  a  single  mathematical 
expression  of  any  kind. 

She^an  .  ^^^^^^^^  ^-  Sherman,!  M.  Am.  Soc.  C.  E.— The  speaker  agrees  fully 
■  with  Mr.  Buerger's  statement,  "It  is  almost  everywhere  conceded  that 
the  rational  system  *  *  *  if  used  with  proper  discretion,  will  give 
very  satisfactory  results",  but  he  is  inclined  to  different  views  on 
many  of  the  other  statements  in  the  paper.  He  believes  that  Mr. 
Buerger  is  mistaken  as  to  the  methods  of  determining  storm-water 
run-off  which  are  receiving  most  favor  in  the  larger  and  better  organ- 
ized engineering  departments,  and  he  feels  that,  in  presenting  an- 
other empirical  formula,  unless  it  shall  give  results  very  closely 
paralleling  those  of  the  rational  method  (the  possibility  of  which  the 
speaker  doubts),  he  is  tending  to  foster  a  method  of  design  which  is 
irrational. 

The  author  suggests  as  one  of  the  reasons  that,  in  his  opinion,  an 
empirical  formula  is  likely  to  be  more  popular  in  such  design  than 
the  direct  application  of  the  rational  method,  that  the  latter  is  rela- 

*  Engineering  News,  1910,  Vol.  64,  p.  326. 
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tively  laborious,  and  "requires,  in  addition,  a  material  exercise  of  Mr. 
judgment".  With  regard  to  the  comparison  of  the  labor  required  in  ®^^''™*°- 
the  solution  of  the  true  rational  method  and  the  use  of  the  suggested 
formula,  it  is  evident  that  the  same  preliminary  work  of  determining 
drainage  areas,  laying  out  sewer  lines,  estimating  grades,  etc.,  must 
be  done,  in  any  event;  and  an  examination  of  the  diagrams  presented 
with  the  paper  indicates  at  least  a  possibility  that  finding  a  value 
of  P  by  following  out  four  lines  in  one  complex  diagram,  and  a  value 
of  N  by  similarly  following  five  lines  in  another  and  more  complex 
diagram,  and  finally,  by  determining  the  location  of  these  two  values 
on  a  third  diagram,  to  obtain  the  required  run-off  figure,  would  be 
very  nearly  as  laborious  as  the  direct  solution  of  the  rational  method, 
besides  being  accompanied  with  a  greater  likelihood  of  error  caused 
by  misreading  the  diagrams.  Disregarding  this  point,  however,  does 
the  author  wish  us  to  believe  that  an  engineer,  not  snfficiently  familiar 
with  the  territory  under  consideration  and  with  methods  of  design 
to  be  trusted  to  exercise  his  judgment  in  the  use  of  the  rational  method, 
can  proceed  to  deeign  storm-water  sewers  by  the  use  of  the  proposed 
formula  and  diagrams?  The  speaker  is  of  the  opinion  that  no  one 
without  ample  understanding  of  the  subject  should  be  entrusted  with 
matters  of  such  importance,  and  that  putting  a  formula  or  diagrams 
in  the  hands  of  inexperienced  or  untrained  men  and  leaving  them 
to  obtain  results  by  substitution  of  values  is  not  to  be  commended. 

Although  the  author  does  not  claim  definitely  that  the  comparison 
of  his  formula  with  the  older  empirical  formulas,  such  as  that  of 
McMath,  has  any  bearing  on  the  adequacy  of  a  method  which  is 
intended  to  give  figures  closely  paralleling  those  of  the  rational 
method,  he  submits  such  comparisons  in  such  a  way  as  to  lead  to 
their  use  as  a  gauge  of  his  formula.  The  speaker  does  not  think 
that  this  comparison  should  be  taken  as  significant,  and,  accordingly, 
he  feels  that  the  presentation  of  the  older  empirical  formulas  is  out 
of  place  in  this  paper.  He  would  call  attention  to  the  fact,  however, 
that  the  Hering  formula,  representing  the  New  York  diagrams,  as 
quoted  in  the  paper  (presumably  from  the  paper*  by  Charles  E.  Gregory, 
Assoc.  M.  Am.  Soc.  C.  E.),  differs  from  the  formula  as  first  written 
by  Mr.  Hering,  in  the  Report  of  the  Baltimore  Sewerage  Commission, 
1897,  in  that  the  exponent  of  A  is  written  0.167,  whereas,  as  given  by 
Mr.  Hering,  this  exponent  is  0.15.  Although  this  difference  seems 
slight,  a  comparison  of  results  obtained  by  using  the  two  forms  of 
the  formula  shows  that  they  may  differ  as  much  as  15%  for  large  areas. 

The  author  quotes  the  fact  that  in  storm-sewer  design  in  several 
large  cities,  widely  different  values  of  R  (representing  the  rate  of 
rainfall)  have  been  used,  as  an  indication  that  the  earlier  empirical 
formulas    have    been    improperly    applied.    His    criticism    would    seem 

*  Transactions,  Am.  Soc.  C.   E..  Vol.  LVIII.  p.  4.58. 
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She^^an.  I'  [^lUl'T  ^  ""'.  ^hese  formulas  was  intended  to  represent  the  r.te 
ot  raintall  for  a  storm  of  some  particular  duration.  As  a  matter  of 
fact  however,  the  use  of  ^  =  4,  in  one  locality,  and  i?  =  1  in 
another,  merely  means  that,  whereas  the  latter  designer  has  assumed 
that  the  critical  storm  for  which  he  must  make  provision  is  one  lasting 
an  hour  or  more,  the  former  has  assumed  a  condition  in  which  a  storm 
lasting  perhaps  from  10  to  20  min.  will  give  him  the  most  serious 
conditions. 

^  If,  as  Mr.  Buerger  says,  in  the  application  of  the  older  formulas 
It  is  likely  that,  for  a  mountainous,  rocky  district  of  small  size 
the  same  constants  may  be  used  as  for  a  flat  beach  town  of  large 
extent  ,  what  is  to  prevent  a  similar  misuse  of  constants  in  his 
proposed  formula? 

Mr.  Buerger's  statement,  "that  formula  methods  are  much  more 
popular  ,  may  be  true  if  tested  by  the  number  of  individual  engineers 
using  one  method  or  the  other.  On  this  point  the  speaker  has  no 
information,  but  lie  is  of  the  opinion  that  present  practice  in  the 
engineering  departments  of  the  larger  American  cities,  and  some  of 
the  smaller  ones  where  considerable  attention  has  been  paid  to  this 
■  subject,  IS  distinctly  in  favor  of  the  use  of  the  rational  method 
Inquiry  of  the  officials  of  seventeen  such  places  has  shown  that  ten 
of  them  use  the  rational  method  or  some  of  its  modifications,  two 
u.se  the  McMath,  three  the  Biirkli-Ziegler,  and  two  the  Bering  formula. 
The  places  referred  to  are  as  follows: 

Methods  Used  in  Estimating  Storm-Water  Run-Off  in  Various  Citiics. 
The  Rational  Method  and  its  Modifications.— Ten  places. 
New  York  City,  Borough  of  Queens. 

"         "         "  "  "  Richmond. 

"        "        "  "  "  The  Bronx. 

Boston,  Mass. 
Baltimore,  Md. 
Cleveland,  Ohio. 
Cincinnati,   Ohio. 
St.  Louis,  Mo. 
Pawtucket,  R.  I. 
San  Francisco,  Cal. 

The  McMath  Formula. — Two  places. 

New  York  City,  Borough  of  Brooklyn. 
Louisville,  Ky. 

The  BiirJcli-Ziegler  Formula. — Three  places. 
New  Orleans,  La. 
Worcester,  Mass. 
Cambridge,  Mass. 
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The  Hering  Formula. — Two  places. 

New  York  City,  Borough  of  Maniattan. 
Newark,  N.  J. 

The  speaker  also  differs  with  Mr.  Buerger's  apparent  assumption 
that  the  results  obtained  by  the  application  of  his  formula  may  be 
fairly  tested  by  comparison  with  the  results  of  such  sewer  gaugings 
of  storm  flow  as  are  available,  because  by  far  the  greater  number  of 
these  gaugings  have  been  made  when  the  storms  were  of  much  less 
magnitude  than  those  on  which  design  must  be  based.  It  must  also 
be  borne  in  mind  that  in  design  it  is  of  the  first  importance  that  the 
designer  form  a  reasonable  judgment  of  the  future  condition  of  the 
district  under  consideration,  and  adopt  his  coefficients  and  constants 
so  that  the  drains  may  be  adequate  when  the  district  has  developed, 
rather  than  at  the  present  moment,  except  in  the  rare  case  of  the 
district  which  is  already  fully  developed.  It  appears,  however,  that 
in  the  comparisons  made  by  the  author,  his  formula  gave  figures  less 
than  the  actual  gaugings  in  a  large  percentage  of  the  cases.  It  appears, 
also,  that,  in  making  his  comparisons,  he  has  omitted  many  reported 
gaugings.  The  Eeport  of  the  Committee  of  the  Boston  Society  of 
Civil  Engineers,  on  Run-Off  from  Sewered  Areas*,  contains  figures 
for  many  more  gaugings  than  those  quoted  by  Mr.  Buerger. 

In  discussing  the  rational  method,  the  author  states  that  the  most 
complete  and  satisfactory  treatment  of  it  is  that  given  by  Mr.  August 
Friihling.  Mr.  Friihling's  analysis  is  unquestionably  complete,  and 
should  be  studied  carefully  by  every  sewer  designer.  In  the  speaker's 
opinion,  however,  the  treatment  of  the  problem  given  by  him  is  need- 
lessly complex.  According  to  Friihling's  analysis,  the  coefficient,  C,  m 
the  rational  formula,  Q  =  C  I  A,  is  made  up  of  three  parts :  first,  a 
coefficient  of  rainfall  distribution;  second,  a  coefficient  of  retardation 
due  to  the  fact  that  under  ordinary  conditions  all  portions  of  the 
drainage  area  are  not  contributing  water  at  the  same  rate;  and  third, 
a  coefficient  of  retention  or  of  imperviousness,  depending  mainly  on  the 
porosity  and  roughness  of  the  surface.  A  clear  conception  of  the 
effect  of  these  various  factors  is  of  the  greatest  importance  in  study- 
ing the  results  of  gaugings,  particularly  as  many  such  gaugings  have 
been  made  when  the  duration  of  the  heavy  rain  has  been  less  than 
the  time  of  concentration  of  the  drainage  area,  so  that  the  coefficient 
of  retardation  is  an  important  factor.  In  design,  however,  it  seems 
to  the  speaker  that  the  most  severe  conditions  must  be  assumed,  m 
which  case  the  coefficients  of  rainfall  distribution  and  of  retardation 
are  unity,  and  the  run-off  coefficient  is  equal  to  the  coefficient  of 
imperviousness.  .  .  . 

The  proposed   formula  seems   to   be   open  to   serious   criticism   as 
to  the  methodinwhich  the  rainfall  factor  is  jntrodumi     Mr.  Buerger 

*Journah  Boston  Soc.  Civ.  Engrs.,  June.  1914. 
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Sherman.  ^PP^^ently  implies  that  records  of  intense  storms,  lasting  60  min 
may_  otten  be  obtained  when  trustworthy  records  of  intensity  of 
precipitation  for  shorter  periods  are  not  to  be  had.  As  a  matter 
of  fact,  the  reverse  is  more  likely  to  be  the  case.  Intense  storms  of 
short  duration  are  much  more  frequent  than  those  of  longer  duration 
and  m  case  the  rainfall  record  covers  but  a  limited  period,  it  is  much 
more  probable^  that  it  includes  figures  approximating  maximum  or 
critical  conditions  for  periods  of  less  than  i  hour  than  for  longer 
periods.  It  IS  extremely  unsafe,  therefore,  to  infer  from  any  limited 
record  of  rainfalls  for  periods  of  1  hour  what  the  intensity  of  pre- 
cipitation may  be  which  should  govern  storm-sewer  design 

Even  were  it  possible  to  determine  readily  what  rate  of  precipita- 
tion for  a  period  of  60  min.  is  to  be  expected  or  assumed  as  the 
critical  rate,  for  the  purposes  of  design,  it  would  still  be  improper 
to  assume  that  the  intensity  for  any  other  period  of  time  bears 
some  definite  ratio  to  that  for  60  min.,  as  seems  to  be  the  case  in 
the  proposed  formula.  The  only  statement  in  the  paper  relative  to 
this  ratio,  which  the  speaker  has  been  able  to  discover,  is  that  at  the 
foot  of  page  1146,  where  it  is  assumed  that  "  J  =    ^^ -^"^   '^    or     in 

7  80  ^°+'     ' 

other  terms,  -  =  ^^--_.     This  relation  holds  true  only  for  a  rainfall 

curve  of  the  form  I  =  ^^.     Although  this  curve  has  been  assumed 

by  some  designers  as  representing  approximately  rainfall  conditions 
m  the  Eastern  Atlantic  States,  others  have  derived  altogether  dif- 
ferent curves  and  this  form  would  not  be  at  all  applicable  to  some 
other  parts  of  the  country. 

The  speaker  has  had  occasion  recently  to  study  rainfall  records 
m  a  number  of  the  more  important  cities  throughout  the  United 
btates,  and  to  bring  together  rainfall  curves  suggested  by  various 
engineers  for  different  localities.  Though  the  form  indicated  by 
the  formula,  I  =  ^-^,  is  popular  with  a  large  number  of  engineers, 
for  some  localities  values  of  B  widely  differing  from  20  have  been 
found  necessaiy  to  fit  the  conditions  discovered,  and  other  engineers 
have  used  formulas  of  the  exponential  type,  represented  by  the  equa- 
tion, I  =  ^^  or  even  more  complex  forms  of  expression. 

_  Fig.  6  shows  a  series  of  curves  representing  the  ratios  between  the 
intensity  of  precipitation  for  any  period  and  the  precipitation  for 
a  period  of  60  min.  The  full  line  represents  the  curve  assumed  by 
Mr.  Buerger,  —  =  ^^  ^  ^.  Tlie  other  curves  represent  the  ratios  which 
would  be  obtained  from  rainfall  curves  proposed  by  several  engineers 
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for  various  localities.     It  is  seen  that,  although  Mr.  Buerger's  curve  ^^  Mr.^^ 
follows,  in  general,  near  the  median  line,  the  variations  are  very  con- 
siderable, so  that,  if  the  rainfall  curves  presented  for  the  other  local- 
ities are  even  approximately  correct,  material  errors  might  be  intro- 
duced by  the  use  of  the  equation  adopted  by  Mr.  Buerger. 


1 

1     1     1    1    1   1  1     1    1    1    !   1  1  1  1  1  1  1 

\ 

RATIO  OF  INTENSITY  OF  PRECIPITATION  FOR 
ANY  DURATION  TO  THAT  FOR  ONE  HOUR 
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After  all,  however,  the  crucial  test  of  the  proposed  method,  as 
stated  by  Mr.  Buerger,  is  the  accuracy  with  which  it  reproduces 
the  results  to  be  obtained  by  the  direct  application  of  the  rational 
method.  The  speaker  has  carried  such  a  test  farther  than  Mr.  Buerger 
has  done  in  his  paper  by  applying  it  in  detail  to  each  step  of  the 
problem*  presented  by  W.  W.  Horner,t  Assoc.  M.  Am.  Soc.  C.  E., 
with  the  results  given  in  Table  16. 

From  Table  16  it  is  at  once  apparent  that  only  in  one  case  of 
the  forty-two  computations  tabulated  does  the  result  obtained  by  Mr. 
Buerger's  method  agree  with  that  computed  by  the  rational  method. 
In   every   other   case   Mr.   Buerger's   method   gives   a   less   result,   and 

•  As  recomputed  in  detail  for  Metcalf  and  Eddy's  "American  Sewerage  Practice." 

t  Engineering  Neics,  Sept.  29th,  1910. 
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She'rman    ^^^^^  16.— COMPARISON  OF  RESULTS  OBTAINED  BY  BuERGEr's  FoRMULA 

with   Those  Obtained  by  the  Rational   Method,  for  a   Sewer 


District  in  St.  Louis.    C  assumed  as  0.50;  K  =  1.61. 


No. 


177 
176 
175 
166 
165 

164 
172 
173 
174 
163 

162 
171 
170 
169 
161 

160 
131 
194 
197 
257 

159 
168 
167 
a 
157 

h 
274 

275 

265 
276 

270 
269 

271 
272 

273 
277 
155 
d 
154 


176 
175 
165 
165 
164 

163 
173 
174 
163 
162 

161 
170 
109 
161 
160 

159 
194 
197 
257 
159 


157 
b 


275 

270 
270 
270 

269 
c 
155 
272 
155 

277 
155 
d 
154 


153 
136 


0.88 
0.88 
1.63 
2.12 
3.75 

7.26 
1.13 
1.13 
1.75 
12.10 

14.86 
1.86 
1.86 
1.86 

16.72 

16.72 

0 

1.12 

1.12 

5.02 

26.22 

1.77 

8.36 

30.30 

30.30 

44.11 

0 
3.00 

0.87 
0 

12.02 

13.93 

46.89 

0 

1.38 

0 

2.39 

52.29 

54.86 

54.86 

57.58 
59.21 


10 
H.5 
8.5 
8.5 
8.5 

8.5 
10 
10 
10 
10 

10 
3 
10 
10 
12 

14 

10 
10 
10 
10 

15 
15 
15 
15 

15 

15 
15 
15 
15 
15 

15 
15 
15 
15 
15 

15 

15 
15 
15 
15 

15 
15 


5.0 

5.0 

7.15 

15.0 

7.4 

11.5 

5.0 

5.0 

15.5 

11.2 

10.7 
15.0 
H.9 
12.6 
15.2 

16.8 
20.0 
11.4 

12. H 
18.2 

17.0 
47.5 
68.0 
18.1 
17.9 

17.4 
15.0 
12.0 
20.0 
12.5 

18.2 
20.0 
17.2 
25.0 
36.8 

15.0 
13.3 
16.9 
16.6 
16.4 

16.0 
15.7 


125 

540 

950 

125 

1  180 

1  275 
125 
550 

950 
1  475 

1  670 
120 
630 
940 

2  105 

2  520 
310 
810 
970 

1  135 

2  705 
440 
480 

3  105 
3  330 

3  550 
405 
840 
165 
420 

965 
1  005 
3  675 

400 
840 

310 
460 

3  825 

4  000 
4  140 

4  440 
4  600 


2.0 
2.0 
2.0 
2.0 


2.1 
2.2 

2.2 
2.1 
2.1 
2.1 
2.1 

2.2 
2.2 

2.2 

2.2 
2.2 

2.2 
2.2 
2.2 
2.2 

2.2 

2.2 

2.2 
2.2 
2.2 

2.2 

2.2 

2.2 

2.2 
2.2 
2.2 

2.2 
2.2 


0.09? 

0.15 

0.20 

0.05? 

0.20 

0.17 

0.09? 

0.15 

0.15 

0.25 

0.27 

0.04? 

0.12 

0.18 

0.20 

0.25 
0.00 
0.15 
0.18 
0.15 

0.25 
0.04 
0.03 
0.27 
0.28 

0.28 
0.00 
0.13 

0.05? 
0.00 

0.08 
0.09 
0.27 
0.00 
0.09 

0.00 
0.08 
0.28 
0.31 
0.32 

0.33 
0.34 


2.0 
1.8 
1.7 
1.94 
1.7 

1.75 

2.0 

1.9 

1.9 

1.75 

1.7 

1.75 

2.0 

1.9 

1.9 

1.85 


1.9 
1.9 
1-9 

1.85 
2.15 
2.2 

1.75 
1.8 

1.8 


2.0 
2.15 


2.1 

2.05 

1.75 


2.05 


2.1 
1.8 
1.7 
1.7 

1.7 
1.7 


1.76 
1.58 
2.77 
4.10 
6.39 

12.7 
2.26 
2.15 
3.32 

21.2 

25.2 
3.26 
3.72 
3.53 

31.8 

31.0 

0 
2.13 
2.13 
9.55 

48.5 
3.81 
18.4 
53.0 
54.5 

79.5 

0 
6.00 
1.87 

0 

25.3 

28.6 

82.0 

0 


0 

5.03 

94.2 

93.4 

93.4 

98.2 
100.6 


*£ 
t-m 


>.3  &- 

o  «—  1) 

H  £  £  c 
(c "-  s;  c 

Sana's 
a)  t-  H 


1.94 
3.62 

6.71 
4.67 
9.39 

15.97 
2.49 
3.94 
6.89 

26.64 

32.70 
4.09 
5.75 
7.40 

41.2 

43.6 
1.88 
6.10 
6.10 

12.20 

61.8 
5.20 

18.4 
70.9 
71.5 

100.0 
1.19 
8.98 
1.95 


28.9 

31.6 

104.0 

1.19 

5.36 

1.81 

5.85 

117.0 

122.0 

122.6 

126.0 
128.6 


op:; 


9.3 

56.2 
58.6 
12.2 
31.9 

20.7 
9.2 
45.5 
51.8 
20.2 

22.9 
20.6 
35.3 
52.3 
22.8 

28.8 
100.0 
65.0 
65.0 
21.7 

21.5 
26.7 
0 
25.3 
23.8 

20.5 

100.0 

33.3 

4.1 

100.0 

12.4 

9.5 

21.2 

100.0 

47.0 

100.0 
14.0 
19.5 
23.4 
23.8 

22.0 
21.8 


usually  a  considerably  less  result.  In  five  cases  the  Buerger  method 
shows  a  deficiency  of  100%,  or  indicates  that  there  would  be  no 
flow,  whereas  the  rational  method  indicates  an  appreciable  quantity 
of  water  to  care  for.  These  cases  are  at  the  upper  ends  of  the  sewers, 
where  there  is   no   drainage   area   tributary   to   the   street   inlets,   but 
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where  allowance  is  made  in  the  rational  method  for  the  probability  Mr. 
of  roof-water  drains  being  connected  with  the  sewers.  In  such  a  ^''^^i- 
case,  the  formula  method  necessarily  fails,  and  it  is  necessary  to 
apply  judgment,  that  is  to  say,  the  rational  method.  Neglecting  the 
cases  where  the  deficiency  as  tabulated  is  100%,  the  deficiency  in  the 
quantities  computed  by  Mr,  Buerger's,  as  compared  with  the  rational 
method,  ranges  from  0  to  65%,  and  by  inspection  a.verages  probably 
at  least  25  per  cent. 

It  is  possible,  of  course,  that  the  speaker  has  misinterpreted  some 
portion  of  the  method  recommended  by  Mr.  Buerger,  or  he  may  have 
made  mistakes  in  reading  from  the  complex  and  small-scale  diagrams 
accompanying  the  paper.  He  can  only  say  that  he  has  studied  the 
paper  carefully  and  endeavored  to  apply  the  method  correctly,  in 
accordance  with  the  description,  and  to  read  the  diagrams  as  closely 
as  is  ordinarily  feasible  in  handling  diagrams  of  this  character.  As 
a  result  of  this  test,  the  speaker  is  forced  to  the  conclusion  that  Mr. 
Buerger  has  failed  in  his  attempt  to  obtain  a  formula  which  will 
give  results  approximating  those  of  the  rational  method. 

Egbert  E.  Horton,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  Mr. 
agrees  with  Mr.  Buerger  that  the  McMath,  Biirkli-Ziegler,  and  similar 
storm-water  run-off  formulas  have  been  given  practical  application 
far  beyond  justifiable  limits.  On  the  other  hand,  he  is  not  con- 
vinced, from  anything  which  appears  in  the  paper,  that  the  Buerger 
formula  is  essentially  an  improvement,  or  that  the  Engineering  Pro- 
fession, if  properly  informed  on  the  subject,  does  or  would  prefer  to 
use  a  complicated  formula  such  as  the  author  presents,  rather  than 
the  so-called  rational  method.  This  statement  is  based  principally  on 
the  fact  that  the  method  of  derivation  of  the  formula,  the  specific 
data,  or  the  assumptions  on  which  it  is  based,  are  not  given  in  the 
paper.  The  writer  feels  obliged  to  state  that,  in  his  opinion,  the 
author  is  in  duty  bound,  in  fairness  to  the  Profession,  to  present  in 
full  the  derivation  of  his  formula,  if  he  expects  it  to  be  adopted 
generally. 

In  reference  to  this  the  writer  feels  justified  in  asking  for  an 
explanation  of  the  necessity  for  the  use  of  so  complex  and  awkward 
a  formula — a  veritable  cheval  de  frise,  in  fact.  The  formula  contains 
some  sixteen  terms,  and,  if  it  was  capable  of  direct  solution,  would 
require  at  least  an  equal  number  of  mathematical  operations,  but  it 
is  not  only  an  implicit  formula  incapable  of  direct  solution,  but  even 
when  the  necessary  factors  (P  and  N)  are  given,  it  is  only  capable 
of  solution  by  the  use  of  a  complicated  diagram  or  by  process  of 
trial  and  error.  The  writer  hesitates  to  accept  the  proposition  that 
engineers   would   prefer   to   work    out   the   run-off   from   a   system   of 

•  Albany,  N.  T. 
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Hon'"on  ^^'^^^^^"s  requiring  such  complicated  operations  as  are  necessary  even 
■  for  the  graphical  solution  of  this  formula,  rather  than  use  the  rational 
run-off  method  in  which  direct  calculations  can  be  applied. 

The  formula,  it  appears,  involves  only  six  factors:  the  length  of 
the  sewer,  the  run-off  ratio,  the  tributary  area,  the  slope  of  the  sewer, 
the  slope  of  the  ground  surface,  and  the  rainfall  rate.  After  all] 
the  most  important  elements  governing  the  results  are  left  to  judg- 
ment, as  in  the  case  of  the  older  formulas;  and,  furthermore,  it  is 
difficult  to  see  just  why  so  thorny  and  centipedal  an  expression  is 
necessary  to  express  the  relations  between  these  elements.  In  the  hope 
that  the  formula  is  really  as  good  and  useful  as  its  author  apparentlv 
believes  it  to  be,  the  writer  feels  amply  justified  in  calling  for  full 
explanation  of  the  assumptions  on  which  it  is  based  and  the  method 
of  its  derivation,  and,  furthermore,  for  the  presentation  of  adequate 
reasons  for  the  use  of  so  complicated  an  expression. 

The  case  is  by  no  means  parallel  to  that  of  the  use  of  the  Kutter 
formula.  The  latter  is  in  reality  a  much  simpler  expression,  although 
so  complicated  that  its  direct  solution  is  seldom  undertaken,  but  it 
did  not  profit  by  its  complexity.  As  a  matter  of  fact,  it  seems  to  have 
been  well  established  that  the  original  and  simpler  formula,  derived 
without  taking  into  account  the  Mississippi  River  experiments— later 
proved  to  have  been  erroneous— would  have  been  far  better;  but. 
assuming,  as  is  no  doubt  the  case,  that  the  only  use  of  either  formula 
would  generally  be  through  the  medium  of  graphical  solution,  the 
Kutter  formula  can  be  solved  by  a  single  operation,  with  Roe's'  dia- 
gram, and  by  only  two  operations,  with  Kennison's  diagram.  The 
solution  of  the  Buerger  formula,  on  the  other  hand,  requires  ten 
operations  on  three  diagrams.  Undoubtedly,  these  diagrams,  if  on 
a  large  enough  scale,  could  be  read  with  accuracy,  but  their  use 
seems  to  the  writer  to  be  very  tedious  and  the  result  somewhat 
uncertain  on  account  of  the  danger  of  accumulated  error  in  reading 
from  one  intersection  point  to  another,  where  there  are  several  opera- 
tions to  be  performed  on  the  same  diagram. 

Grunsky         ^^  ^-   ^«UNSKY,*   M.   Am.   Soc.   C.   E.    (by  letter).-As   the  result 

■  of   an   interesting   analysis   of   available  run-off   data,   the   author  has 

worked    out    an    approximation    formula    which    may    turn    out   to    be 

better  than  the  older  formulas  of  a  similar  nature,  such  as  those  by 

Biirkli-Ziegler  and  McMath. 

In  this  new  formula,  however,  as  in  all  others  for  the  determination 
of  the  maximum  run-off,  the  element  of  greatest  uncertainty  is  the 
factor  based  on  the  relative  imperviousness  of  the  surface  of  the 
water-shed.  This  being  the  case,  and  all  approximations  of  this  factor 
being  largely  dependent  on  the  judgment  of  the  engineer,  the  question 

*San   Francisco.  Cal. 
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arises:    Why   should    it    seem    necessary   to    substitute    a    complicated      Mr. 
formula  for  such  simple  expressions,  having  a  rational  and  theoretic 
basis,  as  those  presented  by  the  writer  in  his  paper  on  "The   Sewer 
System  of   San   Francisco   and  a   Solution  of  the  Storm-Water  Flow 
Problem"  ?* 

Using  Mr.  Buerger's  notation, 

4.36  C  K 


2  ( 


t  +  60 

is  the  formula  for  the  maximum  run-oflf,  in  cubic  feet  per  second  per 
acre,  if  the  San  Francisco  type  of  limiting  rain  intensity  curve  is 
adopted,  and 

9 


5  G  K 


V  t 

in  case  the  parabolic  form  of  limiting  curve  is  preferred. 

For  comparison,  results  computed  by  these  formulas,  and  con- 
taining the  same  elements  as  those  used  by  the  author,  are  presented 
in  Table  17,  which  is  the  author's  Table  13,  with  two  new  columns 
added. 

TABLE  17. — Comparison  of  Various  Formulas 
FOR  Storm-Water  Flow. 
All  elements  as   assumed  by  the   author  for  Table  13. 
*S  =  4.     ■ 


q  =  Maximum  Run-Opf,  in  Cubic  Feet  per  Second  per  Acre. 

Area,  in 

Burkli-Ziegler. 

(2) 

McMath. 

(3) 

Buerger. 

(4) 

GruDsky. 

acres. 

(1) 

Parabola  type. 

C\  =  7.75. 

(5) 

San  Francisco  type, 
C  =  6.14. 

(6) 

10 
50 
100 
200 
500 
800 

1  000 

2  000 
5  000 
8  000 

10  000 

1.42 
0.95 
0.80 
0.67 
0.54 
0.48 
0.45 
0.38 
0.30 
0.27 
0.25 

1.27 
0.92 
0.80 
0.70 
0.5S 
0.53 
0.50 
0.44 
0.36 
0.33 
0.32 

1.00 
0.85 
0.80 
0.78 
0.68 
0.62 
0.59 
0.54 
0.46 
0.41 
0.38 

0.88 
0.69 
0.63 
0.57 
0.47 
0.45 
0.42 
0.38 
0.32 
0.30 
0.29 

0.85 
0.70 

o.as 

0.59 
0.50 
0.47 
0.45 
0.41 
0.85 
0..34 
0.32 

The  critical  time,  t,  in  the  absence  of  any  information  relating 
to  the  shape  of  the  water-sheds,  was  determined  from  the  length  of 
the  conduits  as  assumed  by  the  author  and  from  velocities  of  con- 
centration, ranging  from  3  ft.  per  sec.  in  the  smallest  areas  to  6  ft. 
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Grik  •  ^^^  ^^^'  ^^  ^^^^  largest  ones,  noted  in  the  table.  To  this  5  min.  were 
'"""^  *•  added  for  the  time  required  to  reach  the  sewer  inlets.  It  was  as- 
sumed that  the  critical  time,  t,  would  be  about  two-thirds  of  that 
required  for  water  to  flow  to  the  gauging  point  from  the  most  remote 
parts  of  each  area.  This  method  of  approximating  the  critical  time 
is  not  advocated  as  being  a  satisfactory  one,  but  is  here  adopted 
merely  to  obtain  relatively  consistent  results  for  comparison  with 
those  obtained  by  other  formulas. 

The  successful  application  of  the  formulas  suggested  by  the  writer 
depends  on  two  things:  First,  the  determination  of  the  limiting  rain 
curve  for  the  region  under  consideration;  and  second,  the  approxima- 
tion of  a  value  for  i.  Neither  of  these  presents  any  serious  difficulty, 
one  being  readily  deduced  from  rain  records  and  the  other  from  the 
topographic  features  of  the  area  for  which  maximum  discharge  is 
to  be  estimated.  It  is  not  believed  that  the  type  of  formula  for 
maximum  run-off  which  these  older  formulas  represent,  can  be  mate- 
rially improved. 

The   author   accepts   for   rain   intensity   the   formula: 

80  K 
~  20  -f  «' 

this  being  of  the  type  which  has  found  acceptance  by  many  engineers 
in  the  East. 

The  writer,  on  the  other  hand,  has  suggested 

7=--,-^ , 

«  -f  60 
or  I  =     ^1 

V  t 

where  C  and  C^  are  constants  to  be  deteraiined  for  any  locality  from 
the  rain  records. 

The  Eastern  type  of  formula  has  the  defect  that  it  cannot  be  used 
for  large  values  of  t,  etc.  To  illustrate  this  fact,  the  following  com- 
parison is  made: 

For  K  =  1.00  in.,  the  Eastern  formula,  as  adopted  by  the  author, 
would  make 

80 
""  20  +  t' 
The  writer's  San  Francisco  formula  would  make 
_  6.14 


t  +  60 
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The  writer's  parabolic  formula  would  make 

1  =  1:^. 

V  t 

The   quantity    of    rain    in    t   minutes,    according   to   these   several 
formulas,  would  be,  for  the  special  case  oi  K  ^=  1.00: 

1.33  t 
By  the  author's  Eastern  formula — — ; — -. 

•'  20   +   « 

t    /       r).i4 

By  the  writer's  San  Francisco  formula -^  /  — 

60  (^^ 

\<  +  60 

\f  t 
Bv  the  writer's  paraboUc  formula "i^,-  • 


Mr. 
Grunsky. 


TABLE  18. — Comparison  of  Various  Formulas 
FOR  Maximum  Rain  Intensity. 

The  total  quantity  of  rain  in  various  time  periods  as  determined  by 

various  formulas. 


Inches  per  Hour. 

Total 

Quantity  of  Rain. 

Time,  in 

Grunsky. 

Grunsky. 

minutes. 

Buerger. 

Buerger. 

San 
Francisco. 

Parabola. 

San 
Francisco. 

Parabola. 

(1) 

(2) 

(3) 

(4) 

fS) 

(6) 

(7) 

5 

3.30 

3.00 

3.46 

0.27 

0.25 

0.29 

10 

3.67 

2.19 

3.45 

0.45 

0.37 

0.41 

30 

1.60 

1.34 

1.41 

0.80 

0.67 

0.71 

60 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

120 

0.57 

0.75 

0.71 

1.14 

1.50 

1.41 

840 

0.31 

0.63 

0.50 

1.23 

2.52 

2.00 

600 

0.13 

0.42 

0.32 

1.29 

4.20 

3.16 

1440 

0.055 

0.30 

0.30 

1.32 

7.20 

4.90 

Table  18  gives  a  comparison  of  the  rain  intensities  and  quantities 
of  rain,  as  determined  by  these  expressions.  It  will  be  noticed  that, 
although  there  is  a  sufficiently  close  agreement  between  them  for 
time  periods  of  less  than  1  hour — at  which  point,  on  the  assumption 
of  K  =  1.00,  they  are  made  to  agree — the  departure  of  the  results 
by  the  Eastern  formula  from  those  obtained  by  the  formulas  recom- 
mended by  the  writer  becomes  very  marked  when  the  value  of  t  is 
materially  greater  than  60  min.  The  constants  for  the  writer's  for- 
mulas can  be  determined  when  the  maximum  quantity  of  rain  for 
any  time  period  up  to  24  hours,  or  even  longer,  is  known.  This  is 
not  the  case  for  the  Eastern  type  of  intensity  formula,  the  use  of 
which,  for  this  reason,  should  be  discouraged. 
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Mr. 

Grunsky. 


A  mere  insiiectiou  of  Table  18  will  show  that  the  quantities  of  rain 

computed  by  the  formulas,  /  = and  —  =  -^^ — ,  fall  far  short  of 

•20 +  t  GO         20 +  t 

what  is  known  to  be  the  fact.     In  any  locality  in  which  the  rainfall  in 

1  hour  is  1.00  in.,  the  greatest  possible  rainfall  in  a  day  will  certainly 

exceed  1.32  in. 

Either   of   the   two   formulas   for   rain   intensity   suggested   by   the 

writer*   is  good  for  low  values  of  t,  and   is  also  applicable  to  much 

longer  periods  of  time  than  ordinarily   come   under  consideration   in 

urban  or  suburban  run-oflf  studies. 

At    Kansas    City,    Mo.,    during   the   night    of    September    6th    and 

the    morning    of    September    7th,    1914,    the    following    quantities    of 

rain  fell: 

Greatest  quantity  in    5  min 0.  64  in. 

•'10     "    1.01    - 

''  15     "    1.26    " 

-  30    '-    1..56    " 

•'     1  hour 1.97    •■ 

-  2  hours 2.78   " 

"  -         •'     5     "     4.76    " 

"10     '•     6.94   " 

Accepting  for  purposes  of  comparison  the  greatest  recorded  rainfall 
of  this  storm  during  1  hour  as  the  value  of  K,  that  is  .^  =  1.97, 
then  the  additional  comparison  in  Table  19  can  be  made,  which  again 
indicates  the  superiority  of  the  writer's  formula  (of  either  the  San 
Francisco  or  the  parabola  type)  when  the  duration  of  the  rain  is 
materially  greater  than  1  hour. 

TABLE  19. — Comparison  of  the  Rainfall  at  Kansas  City,  Mo.,  with 
Results  by  Formulas. 


For  A:=  1.9- 

.    Greatest  Quantities  of  Rain,  in  Inches. 

Quantity  of 
Rain. 

Time,  in 

minutes. 

Observed  at 
Kansas  City. 

Buerger. 

Grunsky, 

San  Francisco 

C=  12.1. 

Grunsky, 
Parabola 

C^  15.3. 

Grunsky, 
Parabola 

C=  18.0. 

(1) 

(3) 

(3) 

(4) 

(5) 

(6) 

5 

0.64 

0.53 

0.50 

0.57 

0.67 

10 

1.01 

0.88 

0.72 

0.80 

0.95 

15 

1.26 

1.13 

0.90 

0.9S 

1.16 

80 

1.56 

1.58 

1.33 

1.89 

1.64 

60 

1.97 

1.97 

1.97 

1.97 

2.33 

120 

2.78 

2.26 

2.98 

2.78 

3.29 

300 

4.76 

2.46 

5.28 

4.40 

5.20 

600 

6.94 

2.54 

8.23 

6.22 

7.35 
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It  is  probable  that  the  actual  limiting  rain  curve  for  Kansas  City  ^  Mr. 
for  low  values  of  t  will  fall  a  little  beyond  either  of  the  curves  indicated 
by  the  figures  in  Columns  4  and  5,  If  the  rainfall  records  of  this 
September  storm  were  to  be  made  the  guide  in  establishing  a  lim- 
iting curve  for  short  time  periods,  the  constants  in  the  formulas,  in 
other  words,  would  be  determined  from  the  rainfall  in  15  and  30  min. 
rather  than  from  the  fall  in  60  min. 

For  a  limiting  rain  intensity  curve  determined  from  such  a  single 
storm  record  as  that  in  September,  1914,  at  Kansas  City,  the  writer 
would  recommend  that  C^  be  introduced  into  the  parabolic  formula 
at  a  value  of  18.    That  is,  for  such  a  special  case,  there  would  be: 

18 


V  t 

It  may  be  added,  in  conclusion,  that  the  simplicity  of  its  form  and 
close  correspondence  with  the  observed  facts,  both  for  short  and  for 
fairly  long  time  periods,  are  elements  in  favor  of  the  use  of  the 
parabolic  type  of  limiting  rain  curve. 

Samuel  D.  Bleich,*  Esq.   (by  letter). — Mr.  Buerger's  new  run-off    Mr. 

.      ■  Bicicti 

formula  again  calls  attention  to  the  imcertainties  and  general  con- 
fusion surrounding  the  technique  for  determining  the  run-off  from 
the  valuation  of  the  numerous  elements  on  which  it  depends.  Almost 
every  conceivable  physical  feature  of  a  drainage  area  affects  the  run-off 
in  some  manner,  but  the  relation  of  each  can  only  be  described 
qualitatively.  These  features  have  not  as  yet  been  adequately  expressed 
mathematically. 

Mr.  Buerger  gives  a  resume  of  the  various  empirical  formulas  which 
have  been  proposed  for  the  computation  of  run-off  in  terms  of  the 
salient  characteristics  of  the  drainage  areas,  such  as  size,  general 
slope,  relative  imperviousness,  and  the  length  of  the  sewer.  These 
formulas,  it  is  claimed,  are  defective  and  give  inconsistent  results,  as 
they  were  devised  to  fit  local  conditions.  His  objection  to  the  so-called 
rational  or  "time  element"  method  is  that  it  is  difficult  of  application; 
and  he  proposes  his  formula  as  its  "acceptable  equivalent". 

The  expression  which  Mr.  Buerger  gives  for  the  run-off  is  neces- 
sarily complicated,  as  the  rate  of  run-off  per  acre  is  made  to  depend 
implicitly  on  six  elements  or  characteristics  of  the  drainage  area. 
In  other  empirical  formulas,  such  as  those  by  McMath,  Biirkli-Ziegler, 
and  others,  the  run-off  is  given  explicitly  in  a  simple  relation,  in  terms 
of  four  elements  only :  area,  slope,  imperviousness  of  ground,  and 
rainfall  intensity.    As  a  result  of  the  complicated  form  of  the  proposed 

*  Asst.  Div.  Engr.,  in  Chg.  of  Sewer  Design,  New  York  Public  Service  Commis- 
sion, First  Dist.,  New  York  City. 
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Mr.  formula,  three  diagrams  are  required  in  solving  it,  whereas,  for  the 
other  formulas,  one  is  sufBcient.  It  would  be  interesting  to  know 
how  the  form  of  the  new  formula  was  devised. 

The  rational  method,  as  developed  in  actual  practice,  although  not 
as  simple  as  the  standard  empirical  formulas,  is  neither  more  difficult 
nor  much  more  time-consuming  than  the  proposed  formula.  It  ap- 
peals more  to  reason  and,  on  account  of  its  simplicity  and  directness, 
meets  with  general  favor.  It  is  true  that  it  has  its  shortcomings,  but 
so  have  all  the  empirical  formulas,  and  probably  to  a  greater  degree. 
The  empirical  formula  is  involved,  and  the  relations  of  the  factors 
are  obscure;  in  consequence,  it  is  not  expected  that  it  will  come  into 
extensive  use.  Its  advantage  over  the  simple  empirical  formulas  is 
not  evident  and,  in  addition,  it  involves  certain  inconsistencies  which 
destroy  its  validity. 

It  is  believed  that  Table  20  and  Fig.  7  will  facilitate  the  use  of 
the  Buerger  formula.  Table  20  contains  computations  of  the  values 
of  N  and  Pj  and  Yig.  7  solves  the  expression, 

q  +  q*  N  ^  P, 

by  a  series  of  straight  lines.  With  N  and  P  obtained  from  Table  20, 
q  may  be  obtained  from  the  diagram,  Fig.  7,  at  the  intersection  of 
these  values  for  N  and  P. 

It  is  generally  conceded  that  the  larger  the  drainage  area,  other 
conditions  being  equal,  the  smaller  will  be  the  run-oflF  per  unit  of 
area.  This  is  contradicted  by  Mr.  Buerger's  formula.  Examining 
the  expression  for  N  it  is  seen  that  N  decreases  as  A  increases;  and, 
from  the  expression  for  q,  q  increases  as  N  decreases;  therefore,  q 
increases  as  A  increases.  It  is  conceivable  that  two  slightly  different 
areas,  may  have  the  same  values  for  m,  K,  8,  C,  and  L,  and  for  these 
two  areas  Mr.  Buerger's  formula  will  give  a  larger  run-off  per  acre 
for  the  larger  area,  which  is  contrary  to  experience.  The  increase  of 
run-off  per  acre  with  increasing  areas  is  not  large,  but  being  in  the 
wrong  direction,  it  militates  against  the  validity  of  the  proposed 
formula. 

Mr.  Buerger's  formula,  therefore,  appears  to  be  contra ly  to  reason 
and  experience  in  the  relation  which  it  involves  between  q  and  A ;  and 
in  this  respect  it  certainly  has  no  advantage  over  the  other  empirical 
formulas  which  he  mentions.  McMath's  formula  is  approximately 
consistent,  and,  by  a  proper  selection  of  values  for  the  two  constants, 
C  and  R,  it  may  be  made  to  give  satisfactory  results.  It  certainly 
is  easier  to  apply  than  the  new  formula. 

In  practice,  the  writer  prefers  the  use  of  the  rational  or  "time 
element"  method,  the  results  to  be  checked  systematically  by  McMath's 
formula,  with  values  for  the  constants  suitably  selected  in  both  cases. 
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DIAGRAM  FOR  THE  SOLUTION  OF  THE 
PROPOSED  RUN-OFF  FORMULA  BY  MR.  C.B.  BUERGER. 
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Mr.  TABLE  20. — Computation  of  Values  of  iV  and  P  in  the 

Bleich. 

Run-Off  Formula  Proposed  by  Mr.  Buerger. 
q-\-q^N=P\y  =  


Vm  +  0.87 
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1.33 
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0.1 
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0.1 
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1.13 
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2.26 

0.000211 
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2.80 

0.000256 
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0.000303 
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0.725 

0.8 

1.10 

0.5 

1.151 

1.0 

1.78 

2.67 

3.56 

0.000316 

6 

0.692 

1.0 

1.00 

0.6 

1.107 

2.0 

2.06 

3.09 

4.12 

0.000357 

7 
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0.000381 
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0.000394 
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0.646 
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5.0 
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3.59 

4.78 

0.000406 
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0.525 

1.0 
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0.000477 

90 

0.407 

40.0 

0.229 

50.0 

2.97 

4.45 

5.94 

0.0004H3 

100 

0.398 

50.0 

0.209 

60.0 

2.99 

4.49 

5.98 

0.000487 

200 
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0.000489 

400 

0.302 

70.0 
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80.0 

3.04 

4.56 
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0.000491 

600 

0.275 
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800 
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100.0 

3.07 
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0.000495 

1  000 

0.251 
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Notation : 

q   =  run-off,  in  cubic  feet  per  second  per  acre  : 

m  —  average  slope  of  surface,  to  inlet,  in  feet  per  1  000  ft.; 

K  =  inches  of  rainfall  per  hour,  for  1  hour  ; 

A  =  area,  in  acres  : 

S  =  average  slope  of  longest  sewer,  L  in  feet  j-er  1  000  ft.; 

C  =  ratio  of  run-off  to  rainfall: 

L  =  length  of  longest  sewer,  in  feet. 

Explanation  : 

P  IS  obtained  by  multiplying  Column  2  by  A'  C 

Columns  3  and  4  give  P  for  K  =  1.5  and  K  =  2,  for  C  —  1. 

N  =  Column  5  X  Column  7  X  Column  9  X  Column  11  X  /- 

With  A'' and  P  known,  q  may  be  computed,  or  obtained  from  Fig.  7. 
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Charles  E.  Gregory,*  Assoc.  M.  Am.  Soc.  C.  E. — The  author  has  ^  Mr. 
not  only   felt  that  storm-water   rnn-ofi   formulas   have   been   popular,   '''^s*''^- 
but  he  has  also  felt,  as  have  many  others,  that  the  results  obtained 
have   not   always   been    reliable,    and   his    aim    has    been    to   devise    a 
formula  which  would  be  as  reliable  and  as  susceptible  to  adaptation 
to  varying  conditions  as  the  so-called  rational  method. 

In  order  to  add  to  the  reliability  and  adaptability  of  the  formula 
presented,  the  author  has  introduced  more  factors  than  have  been 
commonly  used,  and,  in  this  case,  it  has  resulted  in  a  rather  involved 
and  difficult  expression.  The  speaker  believes  that  the  rational  method 
should  be  used  for  all  important  sewer  designs,  and  does  not  advocate 
the  use  of  any  formula  except  where  only  approximate  results  are 
required,  and  where  it  is  permissible  to  save  time  by  the  use  of  a 
simple  formula  in  which  the  relative  importance  and  significance 
of  its  coeiBcients  are  understood  by  the  user.  The  formula  presented 
by  the  author  is  not  simple,  and  the  relations  of  its  parts  have  not 
been  rationally  explained. 

The  exponential  formulas  in  common  use  are  the  simplest  in  form, 
but  do  not  account  for  variation  in  the  shape  of  the  area  drained, 
or  the  arrangement  of  the  drains,  and  do  not  allow  for  variation  in 
time  for  entry.  The  possible  error  in  using  these  formulas,  due  to 
variation  in  shape,  ranges  from  15%  in  one  direction  to  about  25% 
in  the  other,  when  compared  with  the  average  watershed. 

The  formula  presented  by  Mr.  Buerger  contains  a  factor,  L,  for 
the  greatest  length  of  drain,  and  uses  the  factor,  m,  to  indicate  a 
slope  of  land  surface  to  the  sewer  inlets.  The  other  factors  are 
included  in  the  ordinary  exponential  formulas.  The  use  of  the  factor, 
m,  to  allow  for  variation  in  the  time  for  the  water  to  reach  the 
sewer  inlets  is  not  sufficient,  as  the  slope  is  by  no  means  the  controlling 
influence  in  the  time  of  entry.  The  length  of  run  is  of  quite  as  much 
importance,  and,  in  built-up  sections,  the  type  of  roof  collection,  as 
brought  out  by  the  speaker  in  a  discussionf  of  the  paper  by  C.  E. 
Grunsky,  M.  Am.  Soc.  C.  E.,  entitled  "The  Sewer  System  of  San 
Francisco,  and  a  Solution  of  the  Storm-Water  Flow  Problem",  will 
have  a  greater  influence  than  either  slope  or  length  of  run.  This 
variable  could  be  represented  much  better  by  a  simple  time  factor 
ascertained  by  a  consideration  of  all  the  elements  by  which  it  is 
influenced. 

The  speaker,  in  his  paper:}:  entitled  "Kainfall  and  Eun-Off  in 
Storm-Water  Sewers",  presented  two  formulas,  one  in  the  exponential 
form  rationally  deduced  to  show  the  relation  of  the  various  factors 
to  each  other  and  make  possible  a,  reasonable  modification  of  the  con- 

*  Mt.  Kisco,  N.  Y. 

^Transactions,  Am.   Soc.  C.   E.,   Vol.  LXV    (1909),   p.   390. 

t  Transactions,  Am.  Soc.  C.  E.,  Vol.  LVIII    (1907),  p.  458. 
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Mr.  staiits,  and  one  for  use  in  connection  with  the  rational  method  to 
■  get  a  first  approximation.  Under  average  conditions,  this  formula 
gives  accurate  results,  as  every  factor  in  it  may  be  directly  modified 
to  fit  exactly  all  the  assumptions  which  might  be  made  in  the  rational 
method,  except  the  expression  for  average  velocity,  which  was  neces- 
sarily based  on  average  conditions,  and  is  expressed  in  terms  of  area 
and  average  slope.  The  value  of  this  average  velocity,  howerer,  can 
be  very  easily  and  quickly  tested  and  corrected,  as  soon  as  the  first 
approximate  result  has  been  obtained,  by  using  a  Crane  slide-rule, 
as  modified  by  the  speaker  to  give  velocities  directly.  The  basis  of 
this  formula  is  the  ordinary  rainfall  intensity  curve  in  the  form : 

t  +  D 
in  which  /  =  the  rate  of  rainfall,  in  inches  per  hour,  B  and  D  are 
empirical  constants,   and   t  =;  the  duration  of  downfall,   in  minutes. 

105 

lu    the    oriirinal    form    used,    B    =   105.     />   =    15,    ami    1  =  —. 

i  +  15 

I3y  changing-  the  constants,  B  and  D,  this  curve  can  be  made  to  fit 

L 

almost   any    rainfall  curve    desired.     Assume    that   t  =  ---,  that  L  i.>s 

the  greatest  length  of  drain,  and  V  is  the  average  velocity  of  flow ; 
express  V  in  terms  of  A  and  8,  add  to  I?  a  time  for  entry,  in  minutes ; 
apply  a  coefiicient,  C;  assume  that  inches  per  hour  of  rain  are  equiva- 
lent to  cubic  feet  per  second  per  acre,  Q,  and  the  rainfall  curve 
becomes  a  rational  run-off  formula  with  all  its  elements  easily  under- 
stood and  in  a  much  simpler  form  than  the  one  presented.  If  it  is 
desired  to  use  the  intensity  curve  for  ISTew  York  City  which  gives 
intensities  which  will  probably  occur  not  oftener  than  once  in  10 
years,  on  an  average,  B  will  =  150  and  D  will  =  15;  allow  5  min.  for 
the  rain  to  reach  the  inlets,  and  the  entire  run-off  formula  for  such 
assvunptions  will  be  as  follows : 

150 
Q  ^  C  — 


0 


15 


_84  >/A  S'' 

The  coefficient,  C.  representing  the  ratio  of  rate  of  run-off  to 
rainfall,  in  this  or  an^  of  the  exponential  formulas,  may  be  assumed 
to  be  influenced  most  by  the  percentage  of  imperviousness,  as  is  done 
by  Mr.  Buerger  where  he  says  the  theoretical  range  is  from  0  to  1.00, 
corresponding  with  the  imperviousness  of  the  soil,  but  such  an  assump- 
tion will  not  give  results  even  approximately  in  agreement  with 
gaugings.  His  assumptions  for  what  he  calls  "less  unusual  conditions" 
ranging  from  5  to  50%,  as  a  function  of  population,  are  more  nearly 
correct  for  rain  periods  not  longer  than  the  time  for  concentration. 
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This  factor,  C ,  is  not.  as  stated  by  the  author,  the  ratio  between  tlie      Mr. 
run-off  and  total  rainfall,  but  is  the  ratio  between  the  maximum  rate     ''®^°'''*' 
of  run-off  and  the  average  rate  of  rainfall  for  the  time  of  concentration, 
cind  is  governed  by  a  combination  of  influences  which  may  be  shown 
in  their  relation  by  the  following  formula : 

C  =  e{f  g+  (l-f)h  g)  =  eg  {f  a-h)  +  h)  ; 

e  =  coefficient  of  distribution  which  is  a  function  of  area; 

/  =  percentage  of  impervious  area ; 

g  =  ratio  of  run-off  to  rainfall  due  to  storage  on  catchment  sur- 
faces and  in  the  drainage  structures;  it  is  a  function  of  t, 
and  is  influenced  by  the  time  for  concentration  and  the  rela- 
tive area  and  character  of  the  time  zones ; 

/i  =  ratio  of  run-off  to  rainfall  due  to  perviousness  of  soil;  it  is 
a  function  of  t  and  /. 

The  speaker,  in  a  previous  paper,  deduced  empirical  values  for  C 
in  terms  of  t.  The  value  for  C,  as  deduced  from  gaugings  in  the 
Sixth  Avenue  sewer  in  i^ew  York  City,  may  be  obtained  by  assigning 
values  in  the  above  formula  as  follows  : 

e  =  0.9,  /  =  0.9,  g  =  0.5,  and  h  =  0.10; 

then  C  =  0.9  X  0.5  (0.9  (1  —  0.10)  +  0.10)  =  0.41. 

Additional  data  are  being  collected  by  the  speaker,  the  better  to 
establish  values  for  e,  g,  and  h.  The  factors,  e  and  g,  vary  in  oppo- 
site directions,  tending  to  balance  each  other,  and,  for  ordinary  and 
similar  conditions,  a  constant  value  for  C  may  be  used  for  maximum 
results  without  very  serious  error,  after  it  has  been  established  by 
giving  due  weight  to  its  various  factors.  Assumed  relations  between 
population  and  impervious  area  should  be  used  with  great  care,  and 
should  not  be  expected  to  give  accurate  results. 

The  use  of  diagrams  to  give  results  for  various  factors  of  a  formula 
is  to  be  commended,  and  the  values  of  e,  g,  and  7;  can  be  expressed 
much  better  in  this  way,  as  the  law  of  variation  for  each  changes  at 
various  points. 

Studies  have  been  made  by  the  speaker  to  show  the  relation  between 
the  size  of  the  sewer  and  the  amount  of  damage  done  by  flooding  at 
various  time  intervals.  Curves  showing  the  relation  between  cost  of 
sewers  of  various  capacities,  expressed  in  terms  of  frequency  of 
flooding,  to  corresponding  damage  costs  indicate  that  for  certain 
cheap  developments  it  would  be  more  economical  to  liave  no  sewer 
at  all;  though,  at  the  other  extreme  of  city  development,  similar  to 
parts  of  the  Borough  of  Manhattan,  New  York  City,  one  flood  would 
cost  far  more  in  damages  than  a  sewer  large  enough  to  take  the  maxi- 
mum storm.     An    important  factor  of  sanitation   is  convenience  and 
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Gregory 


Mr. 

Greeley 


suitability,  which  must  be  counted  in  favor  of  a  sewer,  or  a  larger 
sewer,  and  on  this  it  is  difficult  to  place  a  financial  value.  It  is  not 
wholly  a  problem  of  finance. 

The  curve  given  for  New  York  on  the  diagram  of  maximum 
rates  for  1  hour,  Plate  XVI,  does  not  agree  with  data  for  the  con- 
tinuous 45-year  record  at  the  Arsenal  in  Central  Park.  This  record 
gives  values  almost  identical  with  the  St.  Louis  curve  shown  on 
the  same  diagram. 

In  his  discussion,  Mr.  Sherman  gives  Manhattan,  New  York  City, 
as  a  place  where  the  Hering  formula  is  used.  This  is  no  longer  true, 
as  the  rational  method  now  prevails  in  that  Borough. 

Samuel  A.  Greeley,*  Assoc.  M.  Am.  See.  C.  E.  (by  letter). — The 
writer  has  read  with  much  interest  this  latest  contribution  to  the  im- 
portant subject  of  storm-water  run-off.  The  paper  shows  evidence  of  a 
large  amount  of  work,  as  most  of  the  available  sewer  gaugings  are 
tabulated  and  checked  by  Mr.  Buerger's  formula. 

The  author  has  made  a  very  fair  statement  of  the  various  formula 
methods  and  the  rational  method  for  computing  storm- water  run-off 
in  accordance  with  present  practice,  and  it  is  his  conclusion  that  the 
rational  method  has  not  received  the  widest  use  because  it  is  laborious 
and  requires  a  material  exercise  of  judgment.  This  would  indicate 
that  two  elements  of  value  in  the  formula  method  are  simplicity  and 
speed  of  computation,  and  the  elimination  of  the  use  of  judgment. 
The  writer  agrees  that  the  feature  of  chief  value  in  that  method  is 
simplicity.  He  believes,  however,  that  the  exercise  of  judgment  in 
the  design  of  storm-water  sewers  should  be  promoted  rather  than  dis- 
couraged. Even  a  formula  computation  will  not  give  satisfactory  re- 
sults for  any  one  locality,  unless  the  user's  judgment  has  been  trained 
by  experience  in  the  use  of  the  particular  formula  under  existing 
local  conditions.  The  Chicago  run-off  formulas  computed  by  Mr. 
Hilljf  are  among  the  simplest  in  use  and,  with  proper  diagrams,  per- 
mit of  rapid  computation.  It  appears  to  the  writer  that,  in  simplicity 
and  rapidity,  the  proposed  formula  and  the  diagrams  for  its  solution 
do  not  compare  with  some  others  now  in  use.  It  must  stand,  therefore, 
on  its  wider  and  more  accurate  application. 

The  formula  proposed  by  Mr.  Buerger,  as  shown  in  Equations  9. 
10,  and  11,  is  not  a  simple  expression,  and  is  not  readily  comprehended 
by  engineers  who  have  not  had  the  opportunity  to  make  special  studies 
of  formula  derivation.  The  following  comment^;,  with  reference  to 
the  units  used  in  the  formula,  are  submitted. 

Coejficient,  C. — It  is  not  clear,  from  the  definition  given  by 
the  author,  whether  C  is  a  ratio  of  the  total  volume  of  rainfall  event- 
ually reaching  the  sewers  to  the  total  rainfall,  or  the  ratio  of  the  maxi- 

•  Winnetka,  IlL 

t  Journal,  Western  Soc.  of  Engineers,  October,  1902. 
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mum  rate  of  run-off  to  the  average  rate  of  rainfall  during  the  period      Mr. 
of  concentration  to  the  sewer  under  consideration.     The  values  of  C ,     ^^^  ^^' 
as  determined  in  actual  gaugings,   represent  the  latter  ratio. 

Slope,  S. — The  author  defines  the  factor.  S,  as  the  average  slope 
of  the  longest  sewer,  L,  in  feet  per  1  000  ft.  It  is  not  clear  whether 
this  means  the  composite  average  of  a  series  of  sewer  lines  at  different 
slopes  or  the  average  slope  of  the  sewer  between  two  points,  irrespec- 
tive of  breaks  in  the  grade.  The  latter  interpretation  of  this  factor 
would  simplify  the  computations. 

Average  Slope  of  Ground,  m. — In  his  formula  the  author 
introduces  a  factor  to  represent  the  average  slope  of  the  ground 
surfaces  to  the  sewer  inlets.  The  writer's  experience  has  been  that 
this  factor  is  difficult  to  ascertain  accurately  in  practice.  A  large 
sewer  area  covering  a  broken  surface  will  show  considerable  variation 
in  the  average  slope  at  different  points  along  the  line.  The  relative 
weight  of  these  different  slopes  in  the  general  average  is  hard  to  de- 
termine. In  the  rational  method  this  factor  is  accounted  for  in  the 
time  allowance  for  the  flow  of  storm-water  from  roofs,  yards,  etc., 
to  the  sewer  inlets.  This  time  allowance  is  added  to  the  time  of  con- 
centration for  the  sewer,  and  is  ordinarily  not  more  than  15%  of 
the  total  concentration  period  and  is  frequently  less.  Errors  in  the 
assumed  time  of  entrance  into  the  sewer  are,  therefore,  of  less  relative 
importance. 

Rainfall  per  Hour,  K. — The  author  uses  a  rainfall  factor 
equal  to  the  expected  rate,  in  inches  per  hour  for  a  period  of  1  hour, 
and  recommends  that  sewers  be  designed  to  receive  the  run-off  from 
i-ains  of  an  intensity  which  may  be  exceeded  once  every  year.  The 
writer  believes  that  this  is  too  frequent  a  surcharge  for  many  cases, 
and  that  in  certain  more  critical  conditions  provision  should  be  made 
for  a  higher  rate  of  rainfall. 

A  comparison  of  the  work  required  to  determine  the  values  of  the 
factors  entering  into  Mr.  Buerger's  formula  with  similar  steps  re- 
quired in  the  rational  method  does  not  appear  to  the  writer  to  favor 
the  new  formula.  The  coefficient  in  both  cases  must  be  selected  with 
judgment.  In  the  Buerger  formula,  it  is  necessary  to  determine  the 
length  of  the  longest  sewer  run  and  its  average  slope.  With  these 
factors  determined,  it  is  not  difHcult  to  estimate  the  average  velocity 
find  resulting  time  of  flow  in  the  sewers.  The  factor,  m,  required  in 
the  Buerger  formula  is,  in  the  writer's  judgment,  difficult  to  determine 
with  accuracy,  and  is  not  as  easy  to  apply  as  the  constant  time  factor 
used  with  the  rational  method  for  the  flow  time  of  storm-water  to 
the  sewer  inlet.  The  rainfall  factor,  K,  in  the  Buerger  formula,  will 
be  constant  for  any  one  vicinity,  and,  therefore,  the  selection  of  vary- 
ing rates  of  rainfall  corresponding  to  different  times  of  concentration 
is  eliminated. 
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Mr.  The  writer  has  recently  designed  a  system  of  storm-water  sewers 

ree  ey.  £^^  ^  town  in  the  West  having  a  population  of  about  5  000.  The  town 
was  divided  into  three  storm-sewer  districts.  A  ridge  about  40  ft. 
high  runs  through  these  districts  near  the  center,  separating  two  flat 
areas,  a  lower  and  an  upper.  In  one  of  these  districts  it  was  necessarj', 
in  order  to  avoid  excessive  cuts,  to  carry  the  main  sewer  around  the 
end  of  the  ridge.  On  this  account  the  length  of  sewer  run  and  the 
time  of  concentration  for  District  B  were  considerably  greater  than 
those  for  District  A,  although  the  two  districts  were  not  very  different 
in  area.  The  writer  made  the  computations  for  storm-water  run-off 
in  accordance  with  the  rational  method  and  also  with  Mr.  Hill's  modi- 
fied Biirkli-Ziegler  formula.  The  coefficient  used  with  the  rational 
method  was  determined  from  a  series  of  gaugings  made  on  the  com- 
bined sewers  now  used  in  the  town,  in  accordance  with  Table  21,  so 
that  a  very  fair  determination  of  this  factor  was  possible.  Since 
making  these  computations,  the  writer  has  computed  the  storm-water 
run-off  by  the  Buerger  formula,  and  was  interested  to  find  that  the 
results  compared  very  favorably  with  the  determinations  according  to 
the  rational  method.  In  both  computations,  the  smaller  run-off  was 
estimated  for  the  larger  area  on  account  of  the  longer  time  of  concen- 
tration. The  results  of  these  computations  are  shown  in  Table  22.  In 
thus  using  the  Buerger  formula,  the  writer  found  it  difficult  to  make 
an  accurate  estimate  of  the  value  of  m,  therefore  he  made  two  compu- 
tations, using  different  values  of  m. 


TABLE  21 

. — Gaugings  in 

Cherry  Street  Sewer,  Winnetka,  III. 

Date, 

1912. 

»  tx  . 

^  b.  en 

^  ce  a; 

1^ 

^^ 

3.2 
i3  g 

£.2 

u 
P 
o 

0) 

a 

w 

u 
a 

u 
O 

fe   IB   0 

g  ■Ji'C 

3  d  33 

C. 

Remarks. 

July  20th 

July  20th 

July  23d 

75 
50 
25 
60 
30 
75 
20 

381 
320 

160 
365 
195 
381 
130 

0.163 

0.200 

0.450 

0.154 

0.390 

0.22 

0.90 

62.1 
64.0 
73.9 
56.2 
76.8 
82.3 
116.8 

13.5 
15.0 
15.5 
13.3 
11.7 
13.0 
20.2 

21.7 
33.4 
20.9 
21.8 
15.2 
15.8 
17.3 

Sudden  moderate  shower. 

12  hours  after  previous  storm. 

Short,  sharp  shower. 

Second  of  two  showers. 

Short,  quick  storm. 

8  hours  after  previous  storm. 

Sharp,  short  shower. 

July  28th 

August  8th 

August  9th 

November  12th.. 

There  is  one  point  about  Mr.  Buerger's  paper  which  deserves  com- 
ment. He  has  tabulated  most  of  the  recorded  gaugings  of  storm  flows 
in  sewers,  and  has  compared  these  gaugings  with  results  computed 
by  his  formula  method.  It  would  appear  that  the  formula  method 
should  give  the  maximum  run-off  to  be  expected  from  the  local  con- 
ditions of  each  gauging.  The  gaugings,  however,  do  not  show  maxi- 
mum run-offs,  but,  in  many  cases,  figures  which  are  considerably  below 
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Greeley. 


the  maximum   run-off.     The  comparison   should  be  judged  with  this  ^  Mr 
fact  in  mind. 

TABLE  22. — Computations  for  Storm-Water  Run-Off  by 
Different  Methods. 


Factors. 

Buerger  Formula. 

Rational 

Method. 

Hill's 
Formula. 

District. 

District. 

District. 

District. 

A 

B 

A 

B 

A 

B 

A 

B 

4 

160 
5  600 
0.20 
0.9 

7.8 

7.0 

180 
9  100 
0.30 
0.9 

5.2 

5.0 

160 
5  6(X) 
0.20 
0.9 

7.8 

2.0 

180 
9  100 
0.20 
0.9 

5.2 

1.0 

160 
5  600 
0.20 
1.2 

7.8 

180 
9  100 
0.20 
0.95 

5.2 

160 

180 

f 

=  Leng:th  of  longest  sewer,  in  feet 

(' 

0.55 
1.0 

0.55 

K 

=  Rate  of  rainfall,  in  inches  per  hour. 
=  Average  slope  of  sewer,  L,  per  thou- 

1.0 

m 

=  Average  slope  of  ground,  per  thou- 

T 

33 

50 

P 

0.5 
0.5 

48.0 

0.45 
0.9 
86.0 

0.4 
0.4 
41.6 

0.35 

0.75 
30.6 

N 

Q 

=  Total  run-off,  in  cubic  feet  per  second 

38.5 

34.2 

24.0 

25.2 

In  conclusion,  the  writer  finds  that  this  formula  gives  satisfac- 
torily accurate  results  as  compared  with  the  rational  method  for  the 
particular  application  made,  but  he  does  not  consider  it  easier  to  use, 
and  he  does  not  favor  attempts  to  reduce  the  exercise  of  judgment  in 
storm-sewer  design.  The  value  of  m  is  not  easily  determined.  It 
would  seem  to  him  that  engineers  should  attempt  to  secure  data  and 
gaugings  which  could  be  used  as  guides  for  judgment,  rather  than  to 
reduce  the  importance  of  the  judgment  factor.  The  author's  discus- 
sion of  run-off  has  added  materially  to  the  data  on  that  subject,  and 
his  suggestions  as  to  the  frequency  of  surcharge  and  the  general  simi- 
larity of  rainfall  intensities  over  comparatively  wide  areas,  have  sim- 
plified the  selection  of  rainfall  rates  in  storm-sewer  design,  and  thus 
have  made  easier  the  exercise  of  judgment  along  this  line. 

W.  E.  Fuller,*  M.  Am.  Soc.  C.  E.  (by  letter).— The  author  states: 

"There   is   need  for   a   formula   of   general   application   which    can 

be  used  in  a  new  locality  with  some  reasonable  assurance  that  it  will 

be  fairly  appropriate,  will  be  applicable  for  large  areas  or  small,  flat 

or  steep  slopes,  and  heavy  or  light  rainfalls. 


Mr.  W.  E. 
Fuller. 


"The  writer  has  developed  such  an  empirical  formula  for  storm- 
water  run-off,  and  it  is  presented  herein,  together  with  a  detailed 
comparison  with  all  published  gaugings  available  to  him." 

In  order  to  cover  such  varied  conditions  as  these,  it  is  essential  that 
the  relations  existing  between  the  different  factors  in  the  formula  shall 

*  New  York  City. 


Mr.  W.  E, 

Fijllpr. 
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be  consistent.  The  author  does  not  state  that  there  is  any  limit  to 
the  size  of  the  catchment  areas  for  which  his  formula  is  applicable. 
His  diagrams  give  values  for  his  factors  which  would  be  proper  for 
large  catchment  areas,  and  he  makes  comparisons  of  streams  having 
catchment  areas  up  to  100  sq.  miles.  It  may  be  assumed,  therefore, 
that  he  expects  his  formula  to  be  applicable  for  such  areas.  The 
writer  has  studied  the  formula,  particularly  a.s  to  its  application  to 
large  areas,  and  is  convinced  that  the  relations  proposed  are  not  true 
for  such  cases. 

In  order  to  test  it,  the  writer  has  made  computations  by  using  the 
author's  formula,  the  results  of  which  are  shown  in  Fig.  8.  This  is 
a  plotting  of  the  effect  of  different  factors  on  the  run-off  for  different 
catchment  areas.  In  making  these  comparisons,  values  for  the  different 
factors  were  assumed,  giving  a  somewhat  wide  range  in  order  to 
cover  the  ordinary  conditions  which  will  be  met.  The  relative  effect 
of  the  factors  is  shown  by  the  change  in  q  due  to  changing  one  factor 
while  all  the  other  factors  are  kept  constant,  or,  in  the  case  of  L 
and  A,  in  proportion.  For  all  plottings  showing  changes  in  G,  S,  and 
m.,  K  is  taken  as  1,  and  L  is  taken  as  the  square  root  of  ^4  (.4  being 
in  square  feet). 

In  Table  23  are  given  the  percentages  of  change  in  q  due  to  chang- 
ing the  different  factors  for  10,  1 000,  and  100  000  acres,  as  taken 
from  Fig.  8. 

TABLE  23. — Relaitve  Influence  of  Different  Factors 
IN  Mb.  Buerger's  Formula: 


<?  + 


79  \fCAS'' 


\  /s/mj 


X<i 


3.33  V«i  K  C 
\/m  +  0.87 


Percentage  of  Change  in  Values  of  q  Doe  to  Given  Changes 

IN  THE  VAKIODS  FACTORS. 

Area,  in 
acres. 

L,  in  feet, 
changed  from 

2  V  -4  to  s/  A. 

S,  changed 
from  5  to  50. 

in.  changed 
from  5  to  50. 

K,  changed 
from  1  to  2. 

C,  change>i 

from 
0.15  too. 8. 

10 

1  000 

100  000 

8-  15 
27-  48 
70-110 

9-12 
35-  .39 
100-110 

26-29 
19-24 
12-16 

100-115 
105-120 
115-135 

440-490 
500-600 
630-850 

It  will  be  seen  from  Fig.  8  and  Table  23  that  the  relative  effect 
of  all  the  factors  varies  for  different  values  of  A. 

The  effects  of  the  factors,  as  shown  in  Table  23.  are  not  for  the 
extreme  cases.     This  may  be  seen  by  an  examination  of  Plate  XVII. 
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Mr.  w.E.  L  and  S  do  not  affect  the  factor,  P,  occurring,-  only  in  the  factor,  N. 
Fuller,  a  J  ,     ^ 

N  is  directly  proportional  to  L,  and  is  inversely  proportional  to  .SS" 
Reducing  L  by  one-half  then  reduces  N  by  one-half.  For  small  values 
of  N,  this  affects  q  by  only  a  slight  percentage;  but,  for  the  largest 
values  of  N  given  in  the  diagram,  it  increases  q  by  from  2.3  to  2. .5 
times.  Changing  S  from  5  to  50  reduces  N  by  about  2.5  times. 
Such  a  change  in  N ,  though  changing  q  by  only  a  slight  percentage 
for  small  values  of  N ,  increases  q  more  than  3  times  for  the  largest 
values  of  N.  K  does  not  occur  in  N,  but  P  is  directly  proportional 
to  it.  Doubling  K  then  doubles  P.  For  small  values  of  N ,  this  prac- 
tically doubles  q,  and,  for  large  values  of  N,  q  becomes  some  2.35 
times  as  large. 

Effect  of  Changing  K. — The  author  states  that  "a  selection  of  the 
frequency  with  which  the  drains  are  to  run  full  will  determine  the 
value  of  K  to  be  used".  If  this  is  the  case,  the  effect  of  changing  E 
should  be  relatively  the  same  for  all  areas,  but.  with  the  formula, 
doubling  K  affects  large  areas  considerably  more  than  it  does  small 
ones. 

Effect  of  Changing  L. — L,  which  is  the  length  of  the  longest 
sewer,  has  a  very  much  greater  effect  on  large  than  on  small  areas. 
That  this  effect  in  large  areas  is  too  great  may  be  shown  by  the  simple 
comparisons  in  Fig.  9,  which  shows  two  catchment  areas,  (a)  and  (6), 
alike  as  to  values  of  S,  m,  G,  and  K,  one  of  which  is  twice  the  size 


(h) 
Area  =  A^,^y2A(a) 


k 

■^ 

D 

^ 

>~J 

\ 

1 

id) 
Area  =  A 


CO 


ie) 
Area  =  V^Af^.i) 


of  the  other.  It  is  assumed  that  the  longest  sewer  is  equal  to  the  longest 
dimension  of  the  area,  or,  in  case  of  Area  (a)  =^  \^ A  (^)  and  in  Area 

(6)  =  2  s/ A  (^).  Assuming  that  values  of  *S,  m,  C,  and  A'  are 
such  that  A^(„)  =  5,  and  P(^)  =  1,  the  value  of  A^(^)  may  be  found 
by  substituting  in  the  equation, 
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T. 

N= 


79  ^  C  A  S 


<"  +  vl.) 


Mr.  W.E. 
Fuller. 


the  values  of  i(j^)  =  2  s/ A{^<i  and  A(^^)  =  2  A(^). 

Then  J\r,,)  = 'f ll3-^^ 

79   ^C2^,,)S^(^24  +  ^J 


\         Vmy 


J^<. 


=  1.74  X  iV<^,  =  8.7. 

P(^)  will  equal  P(^)  or  1.  From  Plate  XVII  it  is  found  that  g^^)  = 
0.117  and    g(^)  =  0.062. 

The  total  run-off  from  the  areas  will  then  be  Q^^^)  =  0.117  A(^^) 
and  Q{^)  =  0.124  A(^^).  By  the  author's  formula,  therefore,  the  addi- 
tion of  another  area  exactly  like  the  first  increases  the  total  run-oil 
by  only  6  per  cent. 

It  may  be  shown,  in  the  same  way,  that,  if  three  areas  are 
added,  as  shown  in  Fig.  9(^^  the  total  run-off  increases  only  by 
about  11  per  cent.  It  can  also  be  shown,  by  a  similar  computation, 
that  the  square  area,  Y'v^.  9(^,),  will,  by  the  author's  formula,  give 
15%  more  run-off  per  acre  than  the  area.  Fig.  9(p),  although  all  parts 
of  the  area  Fig.  9(;,)  will  be  closer  to  the  main  sewer  and  the  area 
smaller.  These  results  are  clearly  not  in  accord  with  the  true  con- 
ditions which  govern  run-off,  and  the  relation  of  L  is  not  the  true 
one.  These  obviously  inconsistent  results  can  be  obtained  only  with 
large  catchment  areas,  and  prove  only  that  the  relation  of  L  is  not 
correct  for  such. 

Effect  of  Changing  the  Factors,  S  and  m. — These  factors  represent 
the  average  slopes  of  the  drain  and  the  ground,  respectively.  Fig.  8 
and  Table  23  show  that  the  relative  effect  of  increasing  S  is  much 
greater  for  large  than  for  small  areas,  and  that  the  reverse  is  the 
case  for  m.  This  does  not  seem  to  be  consistent.  In  the  writer's 
opinion,  the  effect  of  ;S^  en  large  areas  is  entirely  too  great. 

Effect  of  Changing  C. — C  ("the  ratio  of  rainfall  eventually  reaching 
the  sewers  to  the  total  rainfall")  has  a  much  greater  effect  on  large 
than  on  small  areas.  In  the  extreme  case  which  came  within  the 
writer's  computations,  increasing  the  value  of  C  by  430%  increased 
the  value  of  q  by  850  per  cent.  With  larger  areas  and  other  assump- 
tions, higher  values  in  the  percentage  of  change  could  be  obtained. 
Tliat  is,  the  rate  of  run-oft"  in  the  sewer  may  be  increased  twice  as 
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Mr.  w.E,  much   as  the   increase  of   run-off  from   the  area.     To   the   writer  this 

Fuller.  X      1        •  •    .       , 

seems  to  be  inconsistent. 

The  use  of  average  slopes  can  only  satisfy  average  conditions.  The 
relation  between  the  slopes  for  different  parts  of  the  basin  is  the 
real  factor.  Steep  slopes  on  the  drain  or  on  the  ground  near  the 
outlet  may  tend  toward  smaller  run-off,  rather  than  larger,  as  the 
bulk  of  the  water  from  the  near-by  areas  runs  off  before  the  peak  of 
the  discharge  caused  by  the  water  from  more  remote  areas  is  reached. 
Steep  slopes  on  the  remote  areas  will,  in  general,  increase  the  run-off. 
For  the  conditions  of  maximum  run-off,  the  slopes  for  all  parts 
of  the  area  must  be  so  related  as  to  bring  as  large  a  concentration  as 
possible. 

The  effect  of  the  slope  is  also  dependent  on  other  factors,  such 
as  the  shape  of  the  basin  and  the  coefficient  of  run-off.  Needless  to 
say,  the  problem  of  the  effect  of  the  slope  is  an  extremely  complex  one. 
The  rational  method  for  obtaining  the  run-off  by  considering  the 
different  sections  of  the  area  separately,  takes  into  account  the  rela- 
tive slopes,  and,  therefore,  is  to  be  preferred  to  any  formula  based 
on  average  slope. 

The  author  suggests  that  the  selection  of  K  will  give  the  fre- 
quency with  which  run-off  will  come.  The  rainfall  is  only  one  of 
the  factors  involved.  The  conditions  existing  at  the  time  the  storm 
comes  are  of  much  importance.  In  a  suburban  or  undeveloped  district, 
the  condition  of  the  ground,  whether  saturated  or  frozen,  the  quantity 
of  snow  on  the  ground,  and  other  factors,  have  a  controlling  effect 
on  the  run-off.  The  frequency  is  a  function  of  the  coincidental  occur- 
rence of  conditions  involving  many  factors.  This  frequency  may  or 
may  not  follow  the  same  law  as  the  frequency  of  occurrence  of  rain- 
fall intensity. 

The  writer  desires  it  to  be  understood  that  his  criticism  of  the 
paper  is  limited  mainly  to  the  use  of  the  formula  for  determining 
run-off  from  areas  for  which  values  of  iV^  are  large.  This  will  occur, 
in  general,  when  A  is  large.  For  a  more  limited  use,  perhaps  covering 
all  but  the  largest  of  sewer  areas,  the  formula  may  give  results  approxi- 
mately correct  for  average  conditions. 

The  relations  existing  between  the  factors,  however,  are  not  the 
true  ones,  and  for  determining  run-off  from  very  large  sewer  areas 
and  from  streams,  the  foiinulas,  in  the  writer's  judgment,  should  not 
be  used. 
Mr.G.w.  George  W.  Fuller.*  ^I.  Am.  Soc.  C.  E.  (by  letter). — In  the  con- 
sideration of  storm-water  problems,  it  is  a  fact  that  the  engineer  is 
required  to  exercise  sound  judgment  in  several  particulars.  This  is 
true  whether  he  attempts  to  determine  the  future  run-off  by  the 
so-called  '"rational"  method,  or  by  the  Buerger  or  any  other  formula. 

*  New  York  City. 
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In  no  instance  is  a  conclusion  sounder  than  the  premises  on  which  Mr.  G.w. 
it  is  predicated.  In  some  cases,  furthermore,  the  final  decision  ought  "  ^'^' 
not  to  be  based  on  the  ultimate  maximum  run-off,  but  should  relate 
to  the  construction  of  drains  and  appurtenances  which  provide  for 
all  ordinary  storm  flows,  beyond  which  flows  the  additional  construc- 
tion work  required  would  not  afford  benefits  in  proportion  to  the 
cost  involved. 

In  the  final  analysis,  therefore,  the  degree  of  excellence  attending 
the  design  of  a  storm-water  drain  is  associated  largely  with  the  ques- 
tion of  judgment,  and,  to  that  end.  Mr.  Buerger's  paper  and  the  dis- 
cussions thereon  are  helpful,  in  that  they  afford  a  good  review  of 
prevailing  practice. 

On  a  number  of  occasions,  the  writer  has  been  obliged  to  con- 
sider probable  future  storm  flows  in  connection  with  requirements  for 
pumping  stations  and  settling  tanks  for  storm  overflows,  both  with 
and  without  sterilization  of  the  flow  to  prevent  objectionable  bacteria 
from  reaching  a  waterway  from  which  a  public  water  supply  is  ob- 
tained. For  problems  of  that  sort,  especially,  it  is  believed  that  the 
formula  proposed  by  Mr.  Buerger  has  some  marked  advantages  of 
convenient  application,  giving  adequate  results  within  reasonable 
limits  of  accuracy. 

Charles  B.  Buerger,*  M.  Am.  Soc.  C.  E.  (by  letter). — It  is  rather  Mr. 
curious  that,  in  the  voluminous  discussion  of  this  subject,  so  little 
reference  has  been  made  to  the  records  of  actual  gaugings  of  sewer 
flows  after  storms.  One  might  almost  think  that,  after  sewers  were 
built,  they  did  not  actually  carry  off  storm-water,  and  that  the  quan- 
tity they  appeared  to  carry  off  was  of  the  least  importance. 

Much  has  been  said  about  the  form  of  this  formula,  the  desirability 
of  its  use,  its  inconsistencies  and  irregularities,  the  limits  of  its 
possible  application,  and  the  greater  desirability  and  convenience  of 
other  methods  of  determining  storm-water  run-ofl'.  Whether  or  not 
the  results  shown  by  its  use  in  any  way  correspond  with  what  facts 
show,  has  been  ignored,  and  also  the  question  as  to  whether  other 
methods  of  determining  run-off  give  results  corresponding  with  actual 
conditions. 

This  is  certainly  attacking  the  problem  from  the  wrong  direction. 
The  question  which  should  receive  the  most,  if  not  the  only,  weight 
is  what  is  shown  by  the  comparison  of  known  gaugings  and  the 
results  obtained  by  this  formula  and  by  other  methods.  In  the  paper 
the  writer  gave  the  first  place  to  such  investigations,  and  made  a 
detailed  comparison  of  formula  results  with  such  gaugings  as  were 
then  available. 

*  New  York  City. 
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Mr.  ]\Ir.    Sherinan    makes    some    slight    reference    to    this    point.      He 


Buerger 


rather  deprecates  the  making  of  such  comparison  with  gaugings, 
because  the  storm  flows  which  have  been  gauged  are  not  the  max- 
imum flows  for  which  the  sewer  is  designed.  It  is  true  that  the 
calculated  run-off  by  formula  from  a  rate  of  rainfall  less  than  the 
maximum  for  which  the  sewer  is  designed  will  give  results  varying 
somewhat  from  those  which  would  be  obtained  for  a  full  sewer.  The 
discrepancy,  however,  will  not  be  very  great,  and  the  comparison  is 
possibly  as  useful  as  if  it  were  made  for  a  sewer  running  full. 
]\f r.  Sherman  also  comments : 

"It  must  also  be  borne  in  mind  that  in  design  it  is  of  the  first 
importance  that  the  designer  form  a  reasonable  judgment  of  the  future 
conditions  of  the  district  under  consideration,  and  adopt  his  coeflicients 
and  constants  so  that  the  drains  may  be  adequate  when  the  district 
has  developed,  rather  than  at  the  present  moment,  except  in  the  rare 
case  of  the  district  which  is  already  fully  developed.  It  appears, 
however,  that  in  the  comparisons  made  by  the  author,  his  formulas 
gave  figures  less  than  the  actual  gaugings  in  a  large  percentage  of  the 
cases." 

Whatever  the  future  conditions  may  be,  and  whatever  influence 
they  may  have  on  the  selection  of  constants  and  the  design  of  storm- 
water  sewers  to  meet  such  future  conditions,  none  of  these  factors 
can  in  any  way  affect  the  comparison  between  gaugings  and  calculated 
run-off  under  present  conditions,  using  the  constants  for  such  con- 
ditions. It  is  certainly  proper  to  note  the  fact  that  gaugings  show 
at  times  a  greater  run-off  than  that  calculated  for  the  conditions 
existing  at  the  time.  Any  formula  which  would  give  uniformly  higher 
figures  than  the  actual  run-off  for  the  same  conditions,  having  in  mind 
the  rather  erratic  results  obtained  from  gaugings,  would  certainly 
not  be  dependable  in  any  way  as  a  guide  to  determine  probable  run-off 
under  assumed  conditions.  Where,  for  instance,  the  run-off  under  the 
same  conditions  may  vary  from  10  to  20  cu.  ft.  per  sec.  with  a  certain 
rainfall,  it  is  not  a  fair  criticism  to  show  that  a  formula  gives  a 
run-off  of  15  cu.  ft.  per  sec.  and  that  actual  gaugings  at  times  give 
higher  results. 

Attention  has  been  called  to  the  fact  that  the  paper  did  not  include 
any  reference  to  the  gaugings  given  in  the  report*  of  the  Committee 
on  Run-Off  from  Sewered  Areas,  of  the  Boston  Society  of  Civil  Engi- 
neers. This  was  not  an  omission;  the  paper  was  submitted  in  April 
and  the  gaugings  were  not  published  until  June.  The  idea,  however, 
that  all  gaugings  should  be  used  as  a  basis  of  comparison  is  eminently 
proper,  and  the  writer  submits  a  comparison  of  these  gaugings  with 
the  results  obtained  by  the  formula.  In  selecting  gaugings  for  com- 
parison, only  those  rainfalls  have  been  taken  in  which  the  maximum 
*  Journal,  Boston  Soc.  of  Civ.  Engrs.,  June,  1914. 
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rate  exceeded  1  in.  per  hour.     Table  24  gives  the  results  of  gaugings       Mr. 
in   sis  places   compared   with   the   formula   calculation,   and    Table  25     "^''^®''- 
gives  in  detail  all  the  rainfall  records  reported  for  the  Twelfth  and 
Diamond  Street  Sewer,  in  Philadelphia,  Pa. 

Taken  as  a  whole,  the  comparisons  in  Tables  24  and  25  show  a 
reasonable  agreement  between  the  calcvilated  and  the  gauged  results. 

There  seems  to  be  generally  a  curious  misconception  as  to  the  nature 
of  the  results  obtained  by  the  so-called  "rational"  method.  The  rational 
method,  of  itself,  is  not  such  a  definite  one  that  all  men  can  and  do 
agree  on  its  use  and  on  the  results  obtained  by  it.  In  its  application, 
there  will  usually  be  as  many  results  (differing  widely  from  each  other) 
as  the  number  of  men  using  it.  One  man  may  use  this  method  in 
one  way  and  get  results  25%  higher  than  those  obtained  by  the  formula ; 
another  man  may  use  what  he  calls  a  rational  method  and  get  results 
25%  lower  than  the  formula  will  give.  Because  of  this  fact,  any 
comparison  of  results  by  formula  with  those  from  so-called  rational 
methods  of  calculation  will  be  convincing  only  to  the  particular  man 
who  makes  the  comparison,  when  that  particular  man  is  satisfied — as 
he  usually  is — that  his  own  rational  results  are  the  only  ones  worth 
considering.  Another  man,  however,  will  make  computations  in  a 
different  way,  and  will  be  just  as  well  satisfied  that  the  formula  errs 
in  the  opposite  direction  by  an  equal  amount. 

TABLE  24. — Comparison  of  Sewer  Gaugings  with  Results  Obtained 

BY    PORMULA. 


City,  and  drainage  area. 

Date. 

A 

L 

K 

S 

»)i 

C 

1- 
® 

ft)  t- 
CM  2 

a 

-5? 

Hartford,      Conn.,      Franklin 

Avenue  at  South  Street  (p.  348).* 

July  25th,  1900. 

477 

8  050 

1.00 

2 

4 

0.32 

0.26 

0.18 

Hartford,      Conn.,     Franklin 

Avenue  at  Bond  Street  (p.  349). 

July  nth,  1901. 

263.5 

6  400 

1.90 

3 

6 

0.24 

0.65 

0.50 

Pawtueket,  R.  I.,  Newell  Avenue 

District  (pp.  335  and  355) 

Oct.  20th,  1906. 

146 

4  800 

0.70 

9 

7 

0.25 

0.30 

0.302 

Newton,      Mass.,     Hyde     Brook 

Drainage  Area  ( pp.  335  and  356 ) . 

Sept.  4th,  1907. 

350 

7  500 

0.70 

20 

2.S 

0.24 

0.33 

0.61 

Newton,      Mass.,     Hyde     Brook 

Drainage  Area  (pp.  335  and  356). 

Aug.  7th,  1908. 

350 

7500 

0.70 

20 

23 

0.24 

0.63 

0.71 

Wilmington,    Del.,  Shipley  Run 

Drainage  Area  (pp.  334  and  356). 

July  25th,  1908. 

174 

5  300 

1.95 

30 

40 

0.65 

3.10 

3.10 

*  Data  from  Journal,  Boston  Soc.  Civ.  Engrs.,  June,  1914,  pp.  334-356. 

A  rather  interesting  application  of  these  imaginary  rational  results 
is  to  be  found  in  Mr.  Sherman's  discussion.  He  points  out  that  in 
five  cases  of  his  tabulation,  the  formula  shows  a  deficiency  of  100% 
where  his  rational  method  shows  a  flow  from  roof  areas  not  connected. 
The  fonnula  shows  a  zero  flow,  because  there  is  no  area  tributarv  to 
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Mr.  the  sewers.  Mr.  Sherman  seems  to  find  it  possible  by  his  rational 
■  method  to  obtain  a  run-off  from  roof  areas  where  no  area  whatever 
is  tributary.  To  the  writer,  it  would  seem  that  whether  the  area  in 
question  is  a  roof,  a  pavement,  or  an  uncultivated  field,  there  must 
still  be  some  area  for  rain  to  fall  on  before  it  can  run  off  and  show 
some  flow  in  the  sewer. 

TABLE  25.— Co>rpARisoN  of  Gauglxgs  ix  Combined  Sewkr  at  Twelfth 
AND  Diamond  Streets,  Philadelphia.  Pa.* 

A  =  l  360,  L  =  10  700,  m  =  14,  S  =  .5.6,  C  =  0.65,  population  =  100  000. 


Date. 


1903 
June  10th. 
June  lOtli . 


190G 
May  2.Sth.. 
June  Kith. . 
Aug.  2d.... 
Aug.  21st.. 
Auk.  24th. 
Oct.  5th. . . . 


190T 
May  Kith. 
July  18th. 
July  2()th. 
Sept.  28th. 


1908 
May  22d.. 
June  l.")th. 
July  25th. 
Aus-  25tb . 
Aug.  2tith. 

1909 
Aug.  IGth. 


1910 

Aug.  8th 

Aug.  19th 

Sept.  2d 

Sept.  6th 

Oct.  19th-20th. 

1911 

June  8d 

July  17th 

Aug.  1.5th 

Aug.  3()th 

Sept.  11th 

Nov.  6th 


1912 
Feb.  2(>th. 
Mar.  12th 
Mar.  15th. 
Nov.  1st.. . 


1.32 

1.09 


1.04 
1.30 
1.00 
1.00 

0.00 

1.45 


0.67 
1.25 
0.95 
0.58 


1.06 
0.46 
1.06 
0.75 
0.62 


0.60 
0.97 
0.65 
1.08 
0.64 


1.00 
0.56 
0.69 
0.49 
0.45 


0.95 
0.75 
0.95 
0.34 


2.30 

1.75 


1.75 
2.35 

l.») 
1.80 
1.10 
2.. 50 


1.25 
2.20 
1.70 
1.00 


1.75 
0.90 
1.75 
1.35 
1.25 


0.95 


1.10 
1.80 
1.25 
1.75 
1.25 


1.80 
0.95 
1.30 
0.92 
0.92 


1.80 
1.35 
1.80 
0..55 


q  (Buerger). 


1.45 
1.10 


1.10 
1..50 
1.15 
1.15 
0.65 
1 .60 


0.75 
1.45 
1.05 
0.58 


1.10 
0..52 
1.10 
0.80 
0.75 


0.65 
1.15 
0.75 
l.K) 

0.75 


1.15 
0..55 
0.80 
0..54 
0.54 


1.15 
0.80 
1.15 
0.30 


q  (Actual). 


0.49 
1.33 


1.02 
1.05 
0.88 
0.94 
0.71 
1.02 


0.87 
0.94 
0.89 
0.53 


0.84 
0.90 
0.96 
0.72 
0.70 


0.56 


0.61 
0.94 
0.41 
1.06 
0.59 


1.09 
0.88 
0.88 
0.46 
0.51 


1.01 
0.81 
0.98 
0.59 


Ratio. 


2.96 

0.83 


1.08 
1.43 
1.31 
1.22 
0.92 
1.57 


0.86 
1.54 
1.18 
1.09 


1.31 

0.58 
1.15 
1.11 
1.07 


0.98 


1.07 
1.22 
1.83 
1.04 
1.27 


1.05 
0.63 
0.91 
1.17 
1.06 


1.14 
0.99 
1.17 
0.51 


Average  ratio  (excluiing  first  item). 


1.10 


*  Data  from  Journal,  Boston  Sec.  of  Civ.  Engrs.,  June,  1914,  p.  357,  and  by  letter 
from  George  S.  Webster,  M.  Am.  Soc.  C.  E. 
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A  few  of  the  members  discussing  the  paper  have  devoted  some  Mr. 
attention  to  the  question  of  the  origin  and  logical  form  of  the  formula.  ^'^®'"^®'"- 
Mr.  Horner  derives  a  similar,  almost  identical,  formula,  on  certain 
assumptions,  and  points  out  that  the  formula  is  not  of  itself  a  rational 
one.  Mr.  Horton  calls  for  the  derivation  of  the  formula,  suggesting 
that  its  value  depends  in  some  way  on  this  derivation  and  on  the 
formula  being  logical.  Such  features  do  not  seem  to  be  of  any 
importance.  The  formula  was  presented  as  empirical,  and  should  stand 
or  fall  according  to  the  accuracy  of  the  results  obtained  by  it.  How 
this  formula  may  be  derived,  and  how  logical  or  illogical  it  may  be 
in  form,  seems  to  be  entirely  beside  the  question.  Although  the 
formula  was  started  in  its  present  shape  and  some  attempt  was  made 
to  formulate  the  existing  logical  relations,  it  was  changed  both  in  form 
and  in  constants  in  an  attempt  to  make  it  correspond  with  such  results 
of  gaugings  as  have  been  made  available.  It  was  considered  by  the 
writer  that  logic  of  form  should  be  sacrificed  to  accuracy  of  results. 
As  it  stands  now,  it  is  intended  only  as  an  empirical  expression  which 
should  give  results  corresponding  with  reasonable  accuracy  to  what 
will  be  found  by  the  average  of  gaugings  made. 

Mr.  Weston  E.  Fuller  deduces,  as  a  result  of  a  comparison  of  the 
effect  of  the  various  factors,  that  "the  relations  existing  between  the 
factors,  however,  are  not  the  true  ones",  and  suggests  that  the  formula 
is  not  unlimited  in  its  usefulness,  but  that  "for  a  more  limited  use, 
perhaps  covering  all  but  the  largest  of  sewer  areas,  the  formula  may 
give  results  approximately  correct  for  average  conditions''.  This  is, 
in  fact,  the  only  range  for  which  it  was  designed.  It  is  intended  to 
give  reasonable  results  for  ordinary  sewer  areas,  and  is  not  to  be  applied 
to  the  run-off  from  large  water-sheds.  For  such  service,  it  is  hardly 
possible,  in  the  judgment  of  the  writer,  for  any  formula  whatever 
to  give  reasonable  results,  and  the  only  guides  at  all  worthy  of  credence 
are  records  of  actual  run-off  for  the  particular  water-shed,  considered 
in  connection  with  the  quantity  of  rainfall  and  the  probability  of 
increased  or  decreased  rainfall  in  the  future. 

Mr.  Grunsky  points  out  that  the  relation  used  for  the  reduction 
of  rainfall  to  a  basis  of  1-hour  periods  is  not  suitable  for  use  for  such 
places  as  San  Francisco  and  Kansas  City,  where  the  rainfall  follows 
a  different  law  and  the  total  quantity  of  rain  increases  much  more 
rapidly  with  the  time  than  is  obtained  by  the  assumed  relationship. 
This  is  a  fair  criticism,  but  the  effect  is  by  no  means  as  marked  as 
is  suggested  in  Table  19.  Within  ordinary  ranges,  and  in  ordinary 
sewer  districts  from  which  storm-water  is  to  be  removed,  a  period  of 
2  hours  for  concentration  may  be  considered  practically  the  maximum. 
For  such  a  limited  period,  the  error  of  the  assumed  formula  is  not 
excessive.  It  is  obvious,  of  course,  that  any  formula  intended  for 
general   application    must    be   based    on   some   median   rainfall   curve. 
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Mr.  and  that  those  particular  localities  which  have  extremes — and  San 
Francisco  is  one  of  these  localities — will  show  the  most  marked 
departures  from  this  median  line.  For  such  localities,  the  error  of 
using  a  formula  will  be  somewhat  greater  than  that  found  in  average 
practice.  Whether  such  error  will  be  excessively  great  depends  on  a 
number  of  local  conditions,  and  these  should  be  considered  in  select- 
ing the  method  of  determining  the  storm-water  run-off. 

Several  references  are  made  to  the  fact  that  the  constant  coefficient 
of  run-off  represented  by  C  is  not  defined  in  the  usual  way.  The 
writer  defines  this  coefficient,  C,  as  "the  ratio  between  the  run-off 
and  the  total  rainfall",  the  more  common  definition  being  the  ratio 
of  the  maximum  rate  of  run-off  to  the  average  rate  of  rainfall.  This 
change  was  made  intentionally  by  the  writer,  and  this  was  pointed 
out  when  he  stated  that  "the  coefficient,  C,  probably  does  not,  in  all 
cases,  represent  the  identical  conception".  In  selecting  a  volue  of  C 
for  use  in  the  formula,  proper  consideration  should  be  given  to  this 
definition,  and  the  curve  for  C  depending  on  the  tabulation  submitted 
by  the  writer  is  based  on  this  revised  definition. 

Some  exception  has  been  taken  to  the  writer's  statement  that  the 
formula  permits  of  work  which  is  largely  mechanical  in  its  nature 
and  does  not  require  the  exercise  of  any  high  degree  of  judgment  in 
its  application.  A  little  examination,  however,  will  show  very  plainly 
that  this  statement  is  a  moderate  expression  of  the  facts. 

Taking  the  various  elements  of  the  formula,  it  will  be  found  that 
L,  the  length  of  the  sewer,  is  always  determined  by  topographical  con- 
siderations at  the  first  glance,  and  does  not  require  much  thought. 
In  addition,  although  the  path  of  the  sewer  may  be  changed  somewhat, 
the  total  length  will  not  differ  materially,  whatever  path  be  assumed. 

C  is  the  run-off  coefficient  to  be  determined  for  some  future  date 
when  the  district  has  increased  in  population  and  the  run-off  is  greater 
than  at  the  present  time.  The  population  diagram.  Fig.  2,  gives  this 
coefficient,  C,  in  terms  of  the  future  population,  and  thus  this  value 
requires  no  further  thought. 

The  area  of  the  district  in  question  appears  on  the  map,  and 
does  not  need  the  exercise  of  any  judgment. 

The  slope  of  the  sewer  is  also  a  relatively  simple  matter;  for  all 
practical  purposes,  it  is  quite  sufficient  to  take  the  difference  of  eleva- 
tion between  the  highest  point  and  the  point  under  consideration,  and 
divide  this  by  the  total  length  of  the  sewer,  in  thousands  of  feet, 
to  get  the  slope  per  thousand.  Local  variations  from  this  slope  will 
not  affect  the  result  to  such  an  extent  as  to  warrant  any  investigation. 

The  value  of  the  average  slope  to  the  sewer  inlet  is  a  little  more 
difficult  of  determination;  it  requires  the  taking  of  the  difference  of 
elevation  of  the  sewer  inlet  and  the  high  point  between  sewer  inlets 
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at  a  number  of  places  within  the  area  in  question;  the  average  of  these     Mr. 
results  is  the  value  of  m.     It  may  take  a  certain  amount  of  labor  to    "^''^®'"- 
determine  this  average  slope,  but  the  work  is  practically  all  mechanical. 

The  last  factor  of  the  formula,  the  value  of  K,  can  readily  be  derived 
on  the  assumption  of  the  interval  between  full  charging  of  the  sewer 
and  the  rainfall  curve,  for  the  district  in  question,  or  for  a  district 
of  somewhat  similar  characteristics. 

A  great  deal  of  consideration  has  been  given,  and  quite  properly, 
to  the  question  of  the  facility  of  use  of  this  new  formula  and  of  its 
relative  ease  as  compared  with  other  methods.  This,  of  course,  is  all 
a  matter  of  experience  in  a  particular  use.  It  is  natural  that  one 
unfamiliar  with  it  would  find  its  use  cumbersome  and  somewhat  diffi- 
cult. The  writer's  experience  suggests,  however,  that  a  reasonable 
amount  of  practice  in  determining  values  by  tiie  curves  on  a  relatively 
large  scale  permits  of  very  rapid  and  accurate  work.  The  diagrams 
printed  with  the  paper  are,  of  course,  too  small  to  be  suitable  for  any 
readings  at  all.  The  writer  has  found  that  an  assistant  of  ordinary 
intelligence  is  easily  able  to  work  several  times  as  rapidly  with  the 
help  of  suitable  diagrams  for  this  formula  as  with  any  of  the  ordinary 
variations  of  the  rational  method.  What  is  even  more  marked,  how- 
ever, is  the  fact  that  the  work  is  much  more  likely  to  be  accurate,  and 
is  much  more  trustworthy. 
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FOUR  REINFORCED  CONCRETE  VIADUCTS 

AT  FORT  WORTH,  TEXAS* 

By  S.  W.  Bowen,  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  Carl  Gayler  and  S.  W.  Bowen. 


Synopsis. 

The  object  of  this  paper  is  to  bring  out  a  discussion  of  the  type 
of  reinforced  concrete  arch  in  which  the  reinforcement  is  composed 
of  structural  shapes  and  is  designed  to  support  the  weight  of  the 
forms  of  plastic  concrete  in  the  arch  ring  on  ribs. 

The  paper  describes  the  design  and  construction  of  four  reinforced 
concrete  viaducts,  in  two  of  which  arch  spans  of  the  above  mentioned 
type  are  used.  These  spans  range  in  length  from  125  to  200  ft.,  in 
the  clear.  Three-hinged,  ribbed  arches  are  used,  having  hemispherical, 
ball  and  socket,  cast-steel  hinges.  No  falsework  was  used  except  such 
comparatively  light  timbering  as  was  needed  to  erect  the  structural 
steel  reinforcement  of  two  of  the  spans. 

It  is  concluded  that,  for  high  structures,  and  for  those  over  streams 
subject  to  sudden  and  great  variation  of  water  level,  this  method 
is  cheaper  and  safer  than  to  use  falsework  supported  from  the  bed 
of  the  stream. 

*  Presented  at  the  meeting  of  October  21st,  1914. 
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The  tables  give  unit  and  total  costs,  as  well  as  the  cost  per  linear 
foot,  per  square  foot  of  horizontal  and  vertical  projection,  and  per 
cubic  foot  of  volume,  for  each  viaduct. 


Introduction. 

The  City  of  Fort  Worth,  in  Tarrant  County,  Tex.,  is  traversed 
by  the  Trinity  River  and  its  branches,  the  Clear  and  West  Forks. 
As  will  be  seen  by  the  map,  Fig.  1.  this  stream  is  very  crooked,  and 
cuts  the  town  up  badly,  necessitating  a  number  of  bridges.  The  city 
proper  lies  on  the  high  ground,  around  which  the  stream  flows.  The 
growth  of  the  residence  districts  toward  the  east  and  west,  and  the 
great  increase  in  traffic  between  the  city  proper  and  North  Fort 
Worth,  in  which  the  packing  houses  are  located,  has  recently  made 
necessary  the  construction  of  a  new  viaduct  and  the  reconstruction 
of  three  old  ones. 

The  principal  feature  of  this  paper  is  the  description  of  the  de- 
sign and  construction  of  the  three-hinged,  ribbed-arch  spans.  In 
the  ribs  and  rib  braces  these  spans  have  structural  steel  reinforce- 
ment which  is  designed  to  support  the  weight  of  the  forms  and  plastic 
concrete  of  the  ribs  and  braces  during  construction.  By  this  means 
falsework  was  dispensed  with,  except  such  light  timbering  as  was 
used  in  erecting  some  of  the  structural  reinforcement. 

These  viaducts  were  built  with  the  proceeds  of  the  sale  of  bonds 
issued  by  the  county.  The  total  amount  of  funds  available  for  con- 
struction purposes  was  about  $656  000,  exclusive  of  the  accrued  in- 
terest on  the  funds  in  bank. 

The  firm  of  Brenneke  and  Fay,  Consulting  Engineers,  of  St. 
Louis,  was  selected  by  the  Commissioners'  Court  to  prepare  plans  and 
specifications  for,  and  to  supervise  the  construction  of,  the  four 
viaducts. 

The  bridges  which  the  viaducts  were  to  replace  were  old,  and  too 
light  and  narrow  to  take  care  of  the  increasing  traffic.  The  general 
feeling  among  the  residents  of  the  county  was  that  the  new  structures 
should  be  planned  for  the  future,  and  be  built  in  such  a  manner, 
and  of  such  materials,  that  they  would  require  the  minimum  amount 
of  maintenance,  and  last  indefinitely.  Therefore,  reinforced  concrete 
was  selected  as  the  material  best  suited  to  the  conditions,  and  was 
used   for   all   parts   of  the   structures.      Creosoted   wood   block   paving 
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was  recommended  by  the  engineers  as  being  light,  smooth,  and 
durable,  but  owing  to  the  high  cost  of  such  paving  at  Fort  Worth, 
vitrified  brick  was  finally  selected. 

Design. 

General  Description. — The  structures  are  known,  respectively,  as 
the  Main  Street,  West  Seventh  Street,  Samuels  Avenue,  and  East 
Fourth  Street  Viaducts.  They  are  mentioned  in  the  order  of  their 
cost,  the  Main  Street  Viaduct  being  the  largest  of  the  four.  The 
general  map,  Fig.  1,  shows  the  location  of  the  crossings,  and  Plate 
XVIII  shows  the  four  structures  drawn  to  the  same  scale,  so  that 
their  relative  size  can  readily  be  seen. 

The  widths  of  roadways  and  sidewalks  are  as  follows :  Main  Street, 
54-ft.  roadway  and  two  8-ft.  sidewalks;  West  Seventh  Street,  43-ft. 
roadway  and  two  6-ft.  sidewalks ;  Samuels  Avenue  and  East  Fourth 
Street,  30-ft.  roadway  and  two  5-ft.  sidewalks.  In  each  case  provision 
is  made  for  two  electric  interurban  car  tracks  in  the  roadway.  These 
tracks  are  placed  in  the  center  of  the  roadway  for  the  Main  and 
West  Seventh  Street  Viaducts,  and  at  the  sides  for  the  two  smaller 
structures.  The  Main  Street  Viaduct  is  the  most  important  of 
the  four,  and  is  on  the  main  artery  of  travel  between  the  city 
proper  and  North  Fort  Worth.  Therefore,  it  is  made  wider  than 
the  others.  The  width  of  roadway  is  such  that  four  wagons  and 
two  street  cars  can  pass  abreast.  The  width  of  the  roadway  of 
the  West  Seventh  Street  Viaduct  is  the  same  as  the  width,  between 
curbs,  of  the  street  leading  up  to  the  crossing.  This  is  ample  to  ac- 
commodate two  wagons  and  two  street  cars  abreast.  The  two  smaller 
viaducts,  being  short,  and  of  less  importance,  as  to  the  volume  of  traflBc 
to  be  carried,  than  the  first  two  named,  have  roadways  of  suflficient 
width  to   allow  only  one  wagon   and  two  street   cars  to  pass  abreast. 

From  out  to  out  of  concrete  construction,  the  length  of  the  Main 
Street  Viaduct  is  about  1  752  ft.,  made  up  of  one  225-ft.  arch  span 
over  the  stream,  two  l75-ft.  and  one  150-ft.  arch  spans,  one  68  ft.  9-in., 
two  62  ft.  6-in.,  seven  50-ft.,  and  two  25-ft.  girder  spans.  The  re- 
mainder is  made  up  of  earth  fills  enclosed  by  retaining  walls  of  the 
semi-gravity  type.  The  West  Seventh  Street  Viaduct  is  about  1  041 
ft.  long,  consisting  of  one  137  ft.  6-in.  arch  span  over  the  stream, 
and   seven    50-ft.    girder   spans;    the   remainder   consists   of   retaining 
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walls.  The  other  two  structures  each  have  nine  50-ft.  girder  spans, 
and  are  450  ft.  long,  exclusive  of  the  approaches,  which  consist  of 
earth  fills  without  retaining  walls.  All  the  spans  are  measured  from 
center  to  center  of  piers. 

In  general,  ornamentation  is  confined  to  the  main  lines  of  the 
structures,  and  to  the  use  of  paneling  and  mouldings.  Railings  are 
simple  in  outline,  and  designed  with  a  view  to  easy  construction. 
Balconies  are  used  at  the  tops  of  the  main  piers  at  Main  and  West 
Seventh  Streets,  to  finish  them  off  properly.  The  lines  of  the  structures 
are  simple,  and  there  is  no  applied  ornamentation. 

Foundation  Conditions. — With  the  exception  of  a  portion  of  the 
Main  Street  and  West  Seventh  Street  crossings,  rock  lies  at  too  great 
a  depth  below  the  surface  to  be  reached,  except  at  excessive  cost.  At 
Main  Street  bed-rock  lies  at  a  depth  of  from  40  to  50  ft.  below  the 
ground  surface  north  of  the  stream.  On  the  south  side  the  rock 
rises,  and  crops  out  at  the  surface  on  top  of  the  bluff.  Some  twenty 
years  ago  a  landslide  occurred  on  the  south  bank  of  the  stream.  The 
earth  and  loose  rock  overlying  bed-rock,  slid  toward  the  river,  partly 
wrecking  the  old  bridge.  This  slide  extended  for  several  hundred  feet 
along  the  stream.  It  was  probably  caused  by  water  seeping  down  from 
the  bluff  and  softening  the  material  in  the  hillside. 

The  material  on  the  south  side  of  the  river  consists  of  loam  and 
clay  interspersed  with  loose  rock  and  boulders  brought  down  by 
the  slide.  This  material  is  underlaid  with  ledges  of  rock,  varying  in 
thickness  from  6  in.  up,  with  thin  layers  of  hard  clay  or  shale  between. 
Tlie  layers  are  horizontal,  and  increase  in  thickness  with  the  depth. 
The  material  on  the  north  bank,  to  a  depth  of  10  or  12  ft.,  consists 
of  a  black,  sticky,  clay-like  substance,  which  has  the  property  of 
remaining  very  hard  when  moist  and  not  exposed  to  the  air,  but 
which  disintegrates  when  exposed  to  dry  air  for  a  few  days.  Under 
this  surface  material  there  is  a  very  dense  yellow  clay,  underlaid 
with  sand.  This  sand  increases  in  coarseness  with  the  depth,  and 
merges  into  gravel  near  bed-rock.  The  surface  material  was  tested 
at  a  depth  of  8  ft.,  and  sustained  a  load  of  3.3  tons  per  sq.  ft.  without 
appreciable  settlement.  The  material  north  of  the  stream  at  Main 
Street  is  fairly  tyiiical  of  that  at  the  other  crossings. 

River  Conditions. — The  Trinity  River,  though  normally  a  small 
stream,  hardly  larger  than  a  creek,  is  subject  to  sudden  freshets,  and 
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carries  large  quantities  of  drift.  The  banks  are  steep,  and  the  run-off 
is  rapid.  As  an  example  of  the  rapidity  of  the  rises,  may  be  mentioned 
a  flood  that  occurred  during  the  summer  of  1912,  before  work  started, 
and  another  in  September  of  1913,  while  work  was  under  way.  During 
the  first  mentioned  freshet  a  rise  of  23  ft.  occurred  in  24  hours.  This 
rise  was  gradual  compared  with  the  last  mentioned  flood,  where  the 
rise,  measured  at  West  Seventh  Street,  amounted  to  a  total  of  16  ft. 
in  about  1^  hours.  The  first  11  ft.  of  this  rise  took  place  in  about 
1  hour.  Such  floods  as  these  are  not  at  all  unusual,  and  make  work 
in  the  bed  of  the  stream  decidedly  hazardous. 

Selection  of  Type  of  Structure. — Because  of  the  conditions  men- 
tioned above,  it  was  necessary  to  adopt  a  type  of  structure  that  would 
not  be  injured  by  such  slight  unequal  settlement  as,  under  the  circum- 
stances, might  be  expected  to  occur.  It  was  also  thought  advisable 
to  use,  at  least  for  the  arch  spans,  a  method  of  construction  that  would 
not  require  falsework  in  the  stream. 

After  a  careful  consideration  of  various  types,  it  was  decided  to 
use,  for  the  main  spans  of  the  two  larger' viaducts,  three-hinged,  ribbed 
arches,  with  structural  steel  reinforcement  designed  to  support  the 
weight  of  the  forms  and  plastic  concrete  of  the  ribs  and  braces  during 
construction.  For  the  approach  spans  and  for  the  river  spans  of  the 
smaller  viaducts,  girder  spans  were  adopted. 

The  three-hinged  arch  was  selected  because  it  would  not  be  strained 
b3'  unequal  settlement,  because  the  stresses  are  statically  determinate, 
and  temperature  stresses  are  eliminated.  Ribbed  construction  was 
adopted  as  being  light  and  best  adapted  to  the  use  of  hinges,  and 
also  because  no  water-proofing  would  be  required.  Structural  rein- 
forcement for  the  ribs  and  braces  was  used  in  order  to  dispense  with 
falsework,  as  far  as  possible. 

Preliminary  Design. — Before  beginning  the  actual  designing,  a 
considerable  amount  of  preliminary  work  was  done  in  order  to  de- 
termine the  most  economical  type  of  structure  for  various  heights, 
and  also  to  determine  the  economical  span  lengths  for  each  type. 
Three  types  were  considered,  as  follows :  earth  fills  enclosed  by  semi- 
gravity  retaining  walls,  girder  spans,  and  arch  spans. 

In  this  preliminary  work  sufiicient  designing  and  laying  out  was 
done  to  enable  the  various  quantities  to  be  determined  with  sufiicient 
accuracy  for  the  purpose  in  view.     These  quantities  were  multiplied 
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by  estimated  unit  prices,  and  the  cost  per  linear  foot  of  structure, 
of  each  type,  for  Tarious  heights  and  span  lengths,  was  obtained. 
These  results  were  then  plotted,  and  the  economical  span  lengths  were 
determined,  as  well  as  the  points  at  which  it  was  theoretically  econom- 
ical to  change  from  one  type  of  construction  to  another.  The  infor- 
mation obtained  from  the  plots  was  followed  as  closely  as  circumstances 
would  permit.  In  some  cases,  however,  the  physical  conditions  en- 
countered determined  both  the  span  lengths  and  the  type  of  structure. 
For  example,  at  Main  Street,  arch  spans  were  used  over  the  levee, 
and  between  the  south  abutment  and  Pier  No.  1.  Girder  spans  would 
have  been  cheaper  at  these  points,  if  the  height  only  were  considered. 
It  was  not  permissible  to  place  piers  in  the  levee,  and  a  long  span 
had  to  be  used.  It  was  not  thought  advisable  to  divide  the  span  be- 
tween the  South  Abutment  and  Pier  No.  1,  on  account  of  the  possi- 
bility of  a  recurrence  of  the  slides  mentioned  previously;  in  other 
words,  the  fewer  piers  on  the  south  bank  of  the  stream  at  this  point, 
the  better.  Consequently,  arch  spans  were  vised  for  these  portions 
of  the  crossing. 

Girder  spans  would  have  been  cheaper  than  the  arch  at  Wast 
Seventh  Street,  but,  as  this  structure  is  near  one  of  the  city  parks, 
and  in  a  high-class  residence  district,  an  arch  was  used  over  the  stream, 
for  esthetic  reasons. 

Girder  spans  were  used  throughout  for  the  Samuels  Avenue  and 
East  Fourth  Street  crossings,  for  the  sake  of  economy,  and  to  afford 
the  maximum  clear  opening  with  minimum  height.  This  required 
the  use  of  falsework  in  the  stream.  This  was  luidesirable,  but  it 
was  considered  that  as  in  this  case  the  girder  spans  were  considerably 
cheaper  than  self-supporting  arches,  and  that  as  these  crossings  were 
situated  so  that  the  force  of  the  current  at  flood  stage  was  much  less 
than  at  the  other  crossings,  girder  spans  would   answer  the  purpose. 

The  selection  of  the  thi-ee-hinged  ribbed  arch  with  forms  sup- 
ported from  the  reinforcement,  was  governed  principally  by  the  char- 
acter of  the  foundations,  and  by  the  erratic  behavior  of  the  stream. 
However,  at  Main  Street,  estimates  were  made  of  the  cost  of  this  con- 
struction as  compared  with  that  of  a  three-hinged  ribbed  arch  supported 
on  falsework  in  the  usual  manner.  In  making  this  comparison,  the 
cost  of  the  falsework  and  the  rib  reinforcement  required  for  this 
scheme  was  compared  with  that  of  the  rib  reinforcement  of  the  arches 
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as  built.  The  hinges,  and  such  portions  of  the  rib  forms  as  were 
common  to  both  schemes,  were  not  included  in  the  estimate. 

It  was  found  that  the  structure  on  falsework  would  have  cost  slightly 
less  than  as  built.  This  was  caused  by  the  fact  that  Spans  A,  C, 
and  D  are  too  low  for  economy  with  the  self-supporting  type  of  con- 
struction. Span  B,  however,  is  high  enough  to  make  this  type  eco- 
nomical. It  was  decided  to  use  the  self-supporting  type  for  all  spans, 
because  of  the  danger  from  floods,  the  unstable  character  of  the  soil 
under  Span  A,  and  in  order  to  avoid  the  troubles  due  to  settlement 
of  the  falsework. 

The  selection  of  the  self-supporting  type  was  amply  justified  by 
events  which  will  be  mentioned  later,  under  the  head  of  "Construction". 

General  Layouts. — After  the  preliminary  designing  had  been 
finished,  and  the  data  obtained  had  been  arranged  for  use,  the  work 
of  preparing  the  general  plans  was  started.  The  Main  Street  structure 
is  typical  of  the  work,  and  will  be  used  as  an  example  throughout  the 
remainder  of  this  paper. 

The  general  plan  of  this  crossing,  Plate  XIX,  shows  its  location 
with  reference  to  the  principal  streets  and  public  buildings.  It  will 
be  seen  that  a  direct  approach  to  the  south  end  of  the  structure  was 
prevented  by  the  Court  House  and  Jail  buildings,  which  block  Main 
Street  at  this  point.  It  was  desirable,  therefore,  to  make  the  south 
approach  a  double  one.  One  branch,  carrying  north-bound  trafilc,  con- 
nects with  Commerce  Street,  and  the  south-bound  traffic  is  accom- 
modated by  the  other  branch,  which  connects  with  Houston  Street. 
Sufficient  property  has  been  acquired  to  allow  the  street  corners  to  be 
rounded  oif,  so  that  the  approaches  may  follow  easy  curves. 

Curved  retaining  walls  and  railings  are  being  constructed  south  of 
the  south  abutment,  where  the  viadvict  proper  ends.  It  is  expected  that 
the  block  now  occupied  by  the  Jail  and  other  buildings,  will  be  cleared 
by  the  City,  and  will  be  parked  to  form  a  pleasing  approach  to  the 
crossing. 

The  general  elevation  was  laid  out  to  fit  the  conditions,  keeping  in 
mind  the  data  obtained  from  the  preliminary  designs.  It  will  be 
seen  by  referring  to  this  general  elevation,  Plate  XX,  that  a  sym- 
metrical structure  was  not  possible,  owing  to  the  contour  of  the  ground. 

Structural  Features. — Before  going  into  the  matters  of  loading, 
unit  stresses,  and  methods  of  design,  it  may  be  well  to  give  a  descrip- 
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tion  of  some  of  the  features  of  the  Main  Street  Viaduct,  in  order  to 
show  the  character  of  the  construction,  and  to  make  clearer  some  of 
the  problems  involved  in  the  design. 

As  shown  by  the  plans,  the  deck  consists  of  slabs  carried  on  longi- 
tudinal stringers,  which  connect  to  floor-beams.  These  floor-beams  are 
in  turn  carried  by  the  four  main  longitudinal  girders  of  the  girder 
spans,  or  by  the  spandrel  posts,  which  rest  on  the  four  ribs  of  the  arch 
spans.  The  sidewalks  are  carried  on  cantilever  extensions  of  the  floor- 
beams  outside  of  the  outer  girders  or  ribs.  It  will  be  noticed  that,  for 
the  girder  spans,  such  stringers  as  would  come  close  to  the  girders'  are 
omitted,  and  their  place  is  supplied  by  the  cantilevered  top  flanges  of 
the  main  girders.  Those  cantilevered  top  flanges  also  provide  the 
necessary  compressive  area  for  the  girders. 

Two  ribs  or  main  girders  would  have  been  more  desirable  in  some 
respects  than  four,  as  this  arrangement  would  have  done  away 
with  the  continuous  girder  action  of  the  floor-beams,  and  made  the 
reactions  on  the  girders  and  ribs  statically  determinate.  The  heaw 
concentrated  loading  and  the  width  of  the  roadway,  however,  would 
have  made  the  floor  system  extremely  heavy.  Therefore  the  four-rib 
arrangement  was  adopted  for  this  crossing.  At  West  Seventh  Street, 
three  ribs  were  used,  and  two  lines  of  main  girders  for  the  other  two 
structures. 

The  same  length  of  floor  system  panels  was  adopted  for  all  the  struc- 
tures. This  made  the  design  of  the  stringers  practically  uniform 
throughout.  The  length  used  was  12  ft.  6  in.  from  center  to  center  of 
floor-beams,  which  gave  stringers  of  reasonable  size  and  brought  the 
loads  on  the  girders  and  arch  ribs  at  reasonably  short  intervals.  The 
floor-beams  are  of  uniform  thickness  throughout,  which  thickness, 
17  in.,  is  the  same  as  that  of  the  spandrel  posts.  The  posts  are  pur- 
posely made  thinnest  in  the  direction  of  the  axis  of  the  structure,  so 
that  the  bending  caused  by  the  changes  in  the  length  of  the  deck  due  to 
temperature,  will  not  over-stress  them. 

Expansion  joints  are  provided  in  the  girder  spans  at  each  pier,  and 
in  the  deck  of  the  arch  spans,  at  the  crown,  and  at  each  pier.  The 
main  girders  slide  on  top  of  the  small  piers,  and  the  stringers  slide  in 
recesses  or  pockets  in  the  floor-beams.  All  expansion  joints  are  packed 
with  tar-paper  and  asphalt  to  form  a  closed  but  compressible  joint, 
and  all  main  girder  joints  are  masked  by  pilasters.     Planed  steel,  bed- 
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and  bearing-plates  are  used  under  the  expansion  end  of  each  girder 
and  stringer.  These  plates  have  anchorage  angles  riveted  to  them,  and 
are  further  anchored  with  bent  anchor-bolts  passing  through  holes  in 
these  angles.  The  sliding  members,  and  those  on  which  the  sliding 
members  rest,  are  also  reinforced  at  these  bearing  points  with  loops  of 
steel,  to  provide  for  the  shearing  stresses  which  result  from  the  friction 
of  the  plates  on  each  other.  In  order  to  reduce  this  friction  as  much 
as  practicable,  the  bed-  and  bearing-plates  are  planed  in  the  direction  of 
movement,  and  the  sliding  surfaces  in  contact  are  heavily  coated  with 
tallow.  U-shaped  copper  plates,  filled  with  asphalt,  are  used  in  the 
roadway  slabs  to  close  the  opening.  Similar  plates  placed  in  the 
reversed  position  to  those  in  the  roadway  slabs,  and  with  the  asphalt 
filling  omitted,  are  used  in  the  sidewalk  slabs  and  curbs.  These  copper 
plates  are  used  at  each  expansion  joint  in  the  structure. 

The  arch  ribs  are  braced  together  at  the  foot  of  each  spandrel 
post  by  transverse  braces,  which  are  of  the  same  width  as  the  spandrel 
posts  and  floor-beams,  and  as  deep  as  the  ribs  will  allow.  These  braces 
are  placed  in  vertical  planes. 

The  arch  ribs  are  of  uniform  thickness,  but  vary  in  depth,  decreas- 
ing regularly  from  the  haunch  toward  the  crown.  This  is  contrary 
to  the  theoretical  shape  of  a  three-hinged  rib,  which  should  be  deepest 
at  about  the  quarter  point  of  the  span,  and  diminish  in  depth  toward 
the  haunch  and  crown.  This  departure  from  the  theoretical  shape 
was  made  for  the  sake  of  appearance  only.  As  the  hinges  are  con- 
cealed in  the  finished  rib,  it  was  considered  that  the  ribs  would  look 
best  if  made  to  follow  the  lines  of  a  hingeless  rib. 

Each  hinge  consists  of  two  steel  castings,  having  ball  and  socket 
joints.  At  the  haunches  one  of  these  castings  is  built  into  the  pier, 
and  the  other  is  bolted  to  the  structural  rib  reinforcement,  as  are  also 
the  castings  forming  the  crown  hinge. 

All  the  piers  for  the  arch  spans  are  of  considerable  width  in  order 
to  resist  overturning  forces  and  to  give  the  appearance  of  massiveness 
required  by  the  long  spans.  They  are  hollowed  out  as  much  as  is 
consistent  with  strength  and  economy  of  forms,  in  order  to  reduce  their 
weight  and  to  save  material. 

The  small  piers  supporting  the  girder  spans  consist  of  four  square 
shafts,  battered  on  the  four  faces.  These  shafts  rest  on  a  common  base 
and  are  connected  at  the  top  by  a  cap  and  diaphragm  of  T-section. 
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The  retaining  walls  are  of  the  semi-gravity  type.  The  toe  of  the 
section  is  reinforced  for  bending  stresses,  and  the  reinforcement 
extends  high  enough  up  the  back  of  the  wall  to  relieve  the  concrete 
of  undue  tensile  stresses.  Expansion  joints  are  provided  at  intervals 
of  37  ft.  6  in.,  and  pilasters  are  used  at  these  points  to  mask  the  joints. 
The  walls  have  a  small  coping  and  are  paneled  to  relieve  the  appear- 
ance of  flatness. 

The  South  Abutment  is  founded  on  rock,  as  is  also  Pier  No.  1, 
which  is  on  the  south  bank  of  the  stream.  Pier  No.  2,  on  the  north 
bank,  is  supported  on  a  spread  foundation,  with  a  portion  of  the  load 
carried  on  timber  piles.  All  other  piers  and  walls  are  carried  on 
spread  footings,  resting  on  the  strata  previously  referred  to,  at  depths 
ranging  from  4  to  18  ft.  below  the  finished  ground  surface. 

Eailings,  and  the  stairways  leading  down  to  the  street  level  at 
North  Second  Street,  are  of  reinforced  concrete,  cast  in  place,  except 
the  railing  panels  and  hand-rails,  which  were  cast  in  moulds  and  erected. 
The  stairways,  with  the  exception  of  the  steps  leading  to  the  lower 
landing,  are  supported  entirely  from  the  piers  and  girders  by  struc- 
tural steel  cantilever  beams  encased  in  concrete.  This  method 
was  adopted,  instead  of  supporting  partly  on  the  piers  and  girders 
and  partly  on  independent  posts  and  foundations,  in  order  to  avoid  the 
danger  of  damage  due  to  unequal  settlement.  The  lower  steps  were 
built  on  independent  foundations,  with  a  sliding  joint  between  the  steps 
and  the  remainder  of  the  stairway,  to  take  care  of  unequal  settlement. 
Provision  is  made  for  carrying  electric  wires  and  small  pipes  under 
the  sidewalks,  with  ducts  leading  into  the  railing  posts  and  up  to  the 
lighting  fixtures. 

In  order  to  reduce  the  dead  weight  of  the  deck  as  much  as  possible, 
the  usual  ballasted  track  construction  was  dispensed  with.  Anchor- 
bolts  were  set  into  the  slab  over  the  stringers,  and  the  rails  were 
secured  to  these  bolts  with  cast-steel  clips.  Steel  bearing-plates  were 
provided  under  the  rails  at  each  pair  of  bolts,  which  occurred  at  inter- 
vals of  27  in.  The  rails  were  lined  and  brought  to  proper  level  with 
eccentric  washers  and  shim  plates.  A  fiber  pad,  ^  in.  thick,  was  placed 
between  the  rail  and  the  bearing-plate,  as  a  shock  absorber.  This 
method  of  securing  the  rails  is  indicated  on  the  plans. 

The  reinforcement  of  the  arch  ribs  and  braces  consists  of  medium- 
steel  structural  shapes,  supplemented  by  reinforcing  bars.     Structural 
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shapes  are  also  used  for  the  main  supports  of  the  stairways.  All  other 
reinforcement  consists  of  square  twisted  bars,  of  high  elastic  limit. 
These  were  substituted  for  the  round,  mechanical-bond  bars  called 
for  on  the  plans,  and  were  made  equivalent  in  cross-section  to  the 
round  bars  which  they  replaced.  All  bars,  except  some  of  the  large 
sizes,  were  rolled  from  the  heads  of  rails,  and  were  hot-twisted.  Cold- 
twisted  bars,  from  medium-steel  billet  stock,  were  used  for  the  large 
sizes,  on  account  of  the  difficulty  of  getting  rail  heads  of  sufficient 
volume  for  this  purpose.  Tests  of  the  two  classes  of  material  showed 
that  they  were  practically  equal  in  quality. 

As  shown  on  the  plans,  the  rib  reinforcement  consists  of  curved 
lattice  girders,  to  the  ends  of  which  are  bolted  the  cast-steel  hinges. 
The  chords  of  these  girders  are  made  up  of  four  angles  arranged  in 
the  shape  of  a  cross.  All  web  members  are  made  up  of  two  angles. 
Three  of  these  steel  girders  are  used  in  each  inner,  and  two  in  each 
outer,  rib  of  each  span.  The  individual  steel  girders  are  laced  together 
in  the  plane  of  the  top  and  bottom  chords,  and  are  also  connected  by 
transverse  frames,  in  vertical  planes,  under  each  post.  The  trans- 
verse braces  connecting  the  four  ribs  are  reinforced  by  lattice 
girders  which  connect  to  the  rib  reinforcement.  No  reaming  or 
painting  is  called  for.  The  hinge  castings  are  bolted  to  the  steel  ribs, 
and  all  other  connections,  both  shop  and  field,  are  riveted. 

At  each  upper  panel  point  of  the  steel  ribs,  clip  angles  were  pro- 
vided, to  which  were  secured  the  transverse  timber  beams,  from  which 
the  rib  forms  were  supported.  The  method  of  supporting  these  forms 
is  indicated  on  the  plan  showing  the  arch  rib  reinforcement. 

A  system  of  lateral  rods,  for  use  during  erection,  was  provided  in 
the  plane  of  each  chord  of  the  ribs.  These  rods  were  used  to  line 
up  the  steelwork  accurately,  and  to  hold  it  in  line  while  the  ribs  were 
being  concreted.  The  rods  were  not  removed  until  after  the  com- 
pletion of  the  work.  The  transverse  braces,  mentioned  previously, 
are  also  reinforced  in  each  face  with  continuous  bars,  the  function 
of  which  is  to  resist  bending  in  the  braces  due  to  transverse  forces. 

In  addition  to  the  steel  reinforcement  required  to  resist  the  cal- 
culated stresses  in  the  members,  a  certain  quantity  of  steel  is  used 
to  prevent  the  formation  of  shrinkage,  settlement,  and  temperature 
cracks.  This  steel  is  used  in  the  exterior  faces  of  thin  walls,  in  a 
longitudinal  direction  in  the  slabs,  and  to  reinforce  the  corners  where 
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two  walls  join.     All  braces,   ribs,   and  posts  are  wrapped  with  heavy 
wire  closely  spaced,  to  which  the  longitudinal  steel  is  secured. 

The  concrete  used  in  the  construction  of  the  viaducts  is  of  three 
classes:  No.  1  concrete,  used  for  floor  systems,  girders,  arch  ribs, 
braces,  spandrel  posts,  railings,  stairs,  and  rib  seats  of  large  piers, 
composed  of  1  part  Portland  cement,  2  parts  sand,  and  4  parts  broken 
stone;  No.  2  concrete,  used  for  retaining  walls  and  abutments,  girder 
piers,  and  large  arch  piers  (except  rib  seats),  composed  of  1  part 
Portland  cement,  21  parts  sand,  and  5  parts  broken  stone;  No.  3 
concrete,  used  only  for  paving  foundations,  composed  of  1  part  Port- 
land cement,  3  parts  sand,  and  6  parts  broken  stone.  A  local  sand 
of  good  quality  was  used,  and  the  broken  stone  was  a  hard  limestone 
of  the  same  quality  as  that  from  the  quarries  near  Jacksboro,  Tex. 
The  maximum  sizes  of  stone  for  the  various  classes  of  concrete  are 
as  follows:  for  No.  1  concrete,  used  for  railing,  |-in.,  all  other  No. 
1  concrete,  1-in.;  for  No.  2  and  No.  3  concrete,  2-in.  The  stone  was 
graded  below  these  maximum  sizes,  and  the  dust  was  screened  out. 
A  very  dense  concrete  was  obtained. 

Loading.— As  all  the  viaducts  are  in  or  near  the  city,  and  are 
likely  to  carry  the  same  class  of  traffic  eventually,  the  same  live  loading 
was  used  throughout.  The  loading  data  are  shown  by  Figs.  4  to  7. 
inclusive.  The  50-ton  electric  cars  and  the  21-ton  road  roller  shown 
thereon,  were  used  for  the  members  of  the  floor  system,  together  with 
a  uniform  load  of  100  lb.  per  sq.  ft.  on  the  sidewalks  and  remaining 
roadway  surface.  For  maximum  stresses  in  the  floor-beams,  the  side- 
walks were  assumed  to  be  unloaded.  The  arch  ribs  and  the  main  longi- 
tudinal girders  were  designed  for  the  foregoing  car  loading,  together 
with  100  lb.  per  sq.  ft.  on  the  sidewalks  and  the  remainder  of  the 
roadway.  The  road  roller  was  also  considered  in  connection  with  the 
car  loading,  with  the  foregoing  uniform  live  load  on  the  sidewalks  and 
the  remainder  of  the  roadway.  A  load  of  200  lb.  per  lin.  ft.  of  each 
sidewalk  was  also  used,  in  order  to  provide  for  the  weight  of  pipes  and 
conduits  that  might  be  carried  in  the  spaces  provided  for  them  under 
the  sidewalks.  Pier  footings  were  designed  for  a  uniform  load  per 
linear  foot  of  each  car  track,  as  given  on  Fig.  5,  together  with  a 
uniform  load  of  100  lb.  per  sq.  ft.  on  the  sidewalks  and  the  remaining 
roadway  surface. 
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Impact    was    allowed    for    according    to    the    following    formula: 

I  —  — ,  where  J  is  the  impact  to  be  added  to  the  live-load  stress, 

L  +  300'  ^  ' 

i§   is  the   calculated  maximum   live-load   stress,   and   L   is  the   loaded 

length,   in   feet,   that  produces   the   maximum   stress   in   the   member. 
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Two  50-Ton  Electric  Cai-s  as  above  on  each  Track 
Area  covered  by  4  cars  as  above  20'x  lOO' 


14  000  lb.   --;»— P? 


Al 


100  lb.  per  sq.ft. 


Rif~' 


T 


100  lb.  per  feq.ft. 


One  21-Toii  Road  Roller  as  above  on  any  part  of  Roadway 
Width  covered  by  Roller  10.' 


The  car  and  roller  given  above,  tog-ether  with  100  lb. 
per  sq.  ft.  on  sidewalks  and  remainder  of  roadway,  to 
be  used  in  design  of  floor  system,  main  longitudinal 
girdei-s,  and  arch  ribs.    For  Piers  and  footings,  use  100  lb. 
per  sq.  ft.  of  sidewalks  and  Roadway  and  uniform  track 
loading  as  per  diagram,  except  Case  II  in  design  of  arch 
Piers,  where  wheel  loads  are  to  be  used  to  give  maximum 
thrusts. 

IMPACT 

On  sidewalks  none 

Road  Roller  25  jS 

Other  roadway  loads  and  ti-ack  loads  I=S  ~^yn 

where  1=  Impact  to  be  added  to  the  Live  Load  Stress. 
.S'=  Calculated  maximum  Live  Load  Stress. 
L  =  Loaded  Length,  in  feet,  which  produces 
maximum  stress  in  the  member. 
No  impact  to  be  used  in  design  of  Piers  and  footings. 

Fig.  4. 

This  impact  allowance  is  one-third  of  that  required  by  the  original 
formula,  submitted  by  the  American  Railway  Engineering  and  Main- 
tenance of  Way  Association,  for  impact  on  steel  railway  bridges,  and 
was   arbitrarily   assumed.     This   formula  was   used   only  for  car  and 
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uniform  roadway  loads.  Stresses  produced  by  the  road  roller,  which 
is  a  slowly  moving  load,  were  increased  by  25%  in  all  cases.  No  ad- 
dition was  made  for  impact  to  the  stresses  produced  by  the  uniform 
sidewalk  loading,  as  it  was  considered  that  when  this  sidewalk  load  was 
a  maximum,  that  is,  due  to  a  closely  packed  crowd  of  people,  it  neces- 
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Span  Length,  in  Feet. 
Fig.  5. 


Full  Live  and  Dead  Loads 


Full  Dead  Load;  Live 
Load  on  one  half  only 


Full  Dead  Load;  Live 
Load  on  center  half  only 


Full  Dead  Load;  Live 
Load  to  quarter  points  only 


Dead  Load  only,  without 
paving,  but  with  fonns 
above  rib 


Dead  Load  of  plastic 
rib  and  forms  only 
(for  steel  rib) 


LOADING  TO  BE  USED  IN   DESIGN  OF  ARCH   RIBS 
Note:  In  all  cases  where  Live  Load  is  called  for,  Wheel  Concentrations 
shall  be  used  and  Allowance  included  for  Impact 
Fig.  6. 

sarily  would  be  nearly  quiescent.  The  live  loads  for  the  piers  were  not 
increased  for  impact,  as  it  was  believed  that  the  impact  would  be  ab- 
sorbed before  reaching  the  footings. 

The  various   conditions   of  loading  for  which  the   arch   ribs   were 
designed,  are  indicated  on  Fig.  6.     Cases  I  to  IV  require  no  explana- 
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tion,  except  to  say  that  they  served  to  produce  maximum  stresses  in 
the  ribs  of  all  spans  except  those  of  the  unsymmetrical  arch,  Span  A. 
On  account  of  this  lack  of  symmetry,  these  cases  were  elaborated  on, 
in  order  to  be  sure  that  the  maximum  stresses  had  been  found.  Cases 
V  and  VI  are  construction  conditions,  and  were  elaborated  on  con- 
siderably. Case  VI  determined  the  sections  required  for  the  structural 
steel  reinforcement,  which  was  designed  to  carry  the  weight  of  the 
rib  and  brace  forms,  and  the  plastic  concrete  in  these  ribs  and  braces. 
In  order  to  find  the  maximum  stresses  in  the  members  of  the  steel 
reinforcing  ribs,  the  stresses  were  obtained  graphically  for  the  forms 
filled  with  concrete  from  the  haunch,  successively  to  the  foot  of  each 
post.  In  Case  V  the  forms  of  the  posts  and  deck  were  assumed  to 
be  finished  and  the  stresses  in  the  reinforced  concrete  ribs  were  com- 
puted for  the  various  stages  of  the  concreting  of  the  portion  of  the 
span  above  the  ribs.  All  concrete  was  assumed  to  be  placed  symmet- 
rically about  the  center  line  of  the  span.  The  post  loads  were  first 
considered,  beginning  at  the  piers  and  working  toward  the  crown  of 
the  arch.  The  deck  was  then  assumed  to  be  concreted,  panel  by  panel, 
working  from  the  crown  back  toward  the  piers.  Stresses  in  the  ribs 
were  computed  analjrtically,  at  the  critical  points,  for  each  step  as 
outlined  above.  By  this  method  of  procedure  in  concreting,  the  stresses 
in  the  ribs  were  kept  within  the  limits  set  for  working  conditions  in 
the  finished  structure.  The  arch  piers  were  designed  for  the  conditions 
indicated  on  Fig.  7,  which  needs  no  explanation.  The  piers  for  the 
girder  spans  were  designed  only  for  full  vertical  load. 

In  addition  to  the  above  mentioned  vertical  loads,  the  structures 
were  designed  to  resist  transverse  forces  due  to  wind  and  water  pres- 
sure. The  arch  ribs  and  their  braces,  in  particular,  were  designed  with 
great  care  to  resist  these  transverse  forces.  In  general,  in  computing 
these  transverse  forces,  the  water  line  was  assumed  to  be  at  the  top 
of  the  levee.  Below  this  line  the  pressure  due  to  the  current  was  taken 
at  200  lb.  per  sq.  ft.  of  vertical  projection  of  each  arch  rib  and 
spandrel  post.  Above  this  line  the  wind  pressure  was  assumed  at 
30  lb.  per  sq.  ft.  of  vertical  projection  of  the  structure,  up  to  a  line 
10  ft.  above  the  top  of  the  roadway.  The  force  assumed  for  the  cur- 
rent corresponds,  according  to  the  formula  used,  to  a  velocity  of 
about  8  or  9  miles  per  hour,  which  is  probably  not  far  from  the  actual 
velocity  at  flood  stage. 


1224 


REINFORCED   CONCRETE   VIADUCTS 


At  the  West  Seventh  Street  crossing,  where  the  rise  of  the  arch  is 
small,  and  the  high-water  line  comes  well  up  on  the  arch  rib,  and 
where  considerable  drift  is  carried  by  the  stream,  more  severe  conditions 


Dead  Load  and  Complete  Uniform  Live  Load  over  both  Spans 
I 


Dead  Load  only 


Pull  Dead  and  Live  Loads, 
with  wTieel  concentrations,  used 


II 


Dead  Load  of  ribs  only 


Full  Dead. Load,  except  paving. 
Portion  aljove  ribs  to  be 
III    considered  plastic  (Forms) 
/Pier  Complete 


n 


No  Load 


Dead  load  of  ijlastic  ribs 

and  forms  only  IV 

LOADS  TO  BE  USED  IN   DESIGN   OF  PIERS 
Note:-  No  Impact  to  be  included  with  Live  Loads 
Fig.  7. 

of  transverse  loading  than  those  mentioned  above,  were  assumed.  In 
this  case  the  water  line  was  taken  at  the  top  of  the  arch  rib,  at  the 
crown,  in  order  to  allow  for  the  possibility  of  drift  collecting  against 
the  span. 
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Specifications. — With  certain  modifications,  in  regard  to  unit 
stresses,  "Watson's  Specifications  for  Reinforced  Concrete  Bridges" 
were  used. 

The  following  is  a  list  of  the  unit  stresses  used  for  the  various  parts 

of  the  structure : 

Pounds  per 
square  inch. 

Tension  in  steel  bars  used  for  flange  reinforcement 20  000 

Tension  in  steel  bars  used  for  web  reinforcement 15  000 

Compression  in  concrete  in  cross-bending,  as  in  beams.  ..  .         750 
Compression  in  concrete,  combined  direct  and  bending,  as 

in  arch  ribs  and  posts 500 

Compression  in  concrete  of  arch  ribs  for  stresses  due  to  com- 
bined vertical  and  transverse  loads 650 

Bond  between  concrete  and  steel,  for  deformed  bars 120 

Shear   in   concrete 60 

Or,  a  maximum  on  the  section,  including  shear  taken  by 

steel,  of 150 

Bearing  of  hinge  castings  on  concrete  specially  reinforced .  .         800 
Compression  in  structural  rib  reinforcement  due  to  weight 
of  forms  and  plastic  concrete  in  arch  ribs  and  braces, 

I 

16  000-70     ,  or  a  maximum  of 12  500 

r 

Additional    compression    in    structural    rib    reinforcement, 
under  working  conditions,  and  compression  in  steel  of 
other  compression  members  =  15  times  the  correspond- 
ing compressive  stress  in  concrete.    Possible  maximum 
total  compression  in  structural  steel  rib  reinforcement.    20  000 
Tension  on  net  section  of  structural  steel  reinforcement . .    16  000 
Bearing,  tension  and  compression  in  cast-steel  hinges ...    20  000 
(Bearing  area  of  the  hinges  taken  as  the  projected  area 
of  the  hemispherical  joint.) 

Bearing   on    rivets 24  000 

Shear  in  cast  steel 10  000 

Shear  on  rivets 12  000 

Pounds  per 
square  foot. 

Bearing  on  soil  at  depth  of  6  ft.  below  finished  surface.  ...      5  000 
For  each  1  ft.  increase  in  depth,  more  than  6  ft.,  add 100 

Pounds. 
Load  on  each  timber  pile 20  000 
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Methods  of  Design. — There  is  nothing  unusual  in  the  design  of  the 
structures,  with  the  exception  of  the  methods  of  designing  the  arch 
ribs  and  braces.  Briefly,  sidewalk  slabs  and  main  girders  were  designed 
as  simple  beams;  and  continuous  members,  such  as  floor-beams, 
stringers,  and  roadway  slabs,  were  designed  for  0.8  of  the  maximum 
positive  moments,  considered  as  simple  beams.  In  all  cases,  where 
members  were  continuous,  steel  was  provided  over  the  supports  to  take 
the  negative  moments  at  these  points.  The  quantity  of  this  steel 
was  two-thirds  of  that  required  to  take  the  maximum  positive  moments 
in  the  members.  The  shears  and  reactions  for  continuous  members, 
such  as  floor-beams  and  stringers,  were  increased  by  from  10  to  25% 
(depending  on  the  number  of  spans)  more  than  what  these  functions 
would  have  been  for  simple  spans. 

In  order  to  make  clear  the  methods  used  in  the  design  of  the  arch 
ribs,  braces,  and  hinges,  a  detailed  account  of  this  part  of  the  work 
will  be  given. 

It  will  be  seen  that  the  structural  steel  arch  rib  reinforcement  takes 
stress  in  two  independent  steps:  First,  as  the  ribs  are  filled  with 
concrete,  the  members  take  certain  initial  stresses,  which,  as  the  con- 
crete sets,  remain  in  the  steel.  This  initial  stress  in  the  steel  was  not 
allowed  to  exceed  a  maximum  of  12  500  lb.  per  sq.  in.  in  compression,  as 
given  in  the  list  of  unit  stresses.  Second,  after  the  ribs  are  finished 
and  the  construction  of  the  posts  and  deck  is  under  way,  and  later, 
when  the  structure  is  carrying  live  load,  stresses  are  set  up  in  the  ribs, 
which  are  carried  jointly  by  the  steel  and  concrete  in  the  usual  manner. 
The  assumed  ratio  of  the  moduli  of  elasticity  of  steel  and  concrete  was 
taken  as  15.  Therefore,  the  maximum  possible  compressive  stress  in 
the  structural  steel  reinforcement  of  the  ribs  would  be  12  500  lb. 
plus  15  times  500  lb.,  or  20  000  lb.  per  sq.  in.  This  is  based  on  the 
assumption  that  the  ribs  and  braces  are  completely  filled  with  concrete 
in  so  short  a  time  that  it  does  not  begin  to  set  before  all  the  load 
is  in  place,  and  also  that  the  stress  in  the  concrete  at  the  center  of 
gravity  of  the  steel  chord  is  500  lb.  per  sq.  in.  As  a  matter  of  fact, 
the  ribs  were  concreted  in  sections,  and  the  braces  were  not  concreted 
until  the  concrete  in  the  ribs  had  set  for  several  days.  Consequently, 
the  initial  compression  in  the  structural  reinforcement  was  much  less 
than  that  mentioned  above.  The  center  of  gravity  of  the  steel  chords 
is  some  distance  in  from  the  face  of  the  concrete,  so  that  the  concrete 
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stress  at  this  point,  and  therefore  the  stress  in  the  steel,  is  lower  than 
that  assumed.  The  actual  maximum  compression  in  the  structural 
reinforcement  is  about  16  000  lb.  per  sq.  in. 

The  lines  of  pressure  for  the  ribs  were  worked  out  graphically  for 
the  various  positions  of  the  live  load,  combined  with  dead  load,  and 
for  the  various  stages  in  the  construction  of  the  deck.  In  order  to 
allow  for  the  weight  of  the  ribs  themselves,  their  dimensions  were 
first  assumed,  and  later  were  revised  where  necessary.  The  neutral 
axes  of  the  ribs  were  drawn  midway  between  the  extreme  pressure 
lines.  This  made  the  neutral  axis  of  the  rib  a  constructive 
curve,  approximating  a  parabola  with  its  vertex  at  the  crown  of  the 
arch.  The  axis  as  drawn  followed  closely  the  pressure  line  for  full 
dead  and  live  load.  The  inner  and  outer  ribs  were  made  of  the  same 
vertical  dimensions,  but  of  different  thickness. 

The  next  step  was  to  find  the  stresses  in  the  reinforced  concrete 
rib  for  the  various  stages  in  the  construction  of  the  deck,  and 
for  the  dead  and  live  load,  under  working  conditions  in  the 
finished  structure.  The  quantity  of  steel  required  at  each  point  to 
keep  the  extreme  fiber  stress  in  the  concrete  down  to  500  lb.  per  sq.  in. 
for  the  worst  condition,  was  then  computed.  The  required  area  of  steel 
in  either  face  of  the  rib  at  any  point  was  not  allowed  to  exceed  2.5% 
of  the  total  cross-sectional  area  of  the  rib.  Where,  on  first  trial,  the 
required  quantity  of  steel  exceeded  the  above  maximum,  a  re-design 
was  made,  using  a  rib  of  larger  cross-section. 

As  mentioned  under  the  head  of  "Loading",  the  stresses  in  the 
structural  steel  ribs  were  found  graphically  for  the  various  positions 
of  load  during  the  concreting  of  the  ribs  and  braces,  using  the  rib 
having  the  dimensions  which  had  been  determined  as  just  described. 
The  sections  of  the  structural  steel  reinforcement  were  then  de- 
termined. This  structural  steel  reinforcement,  though  designed  to 
carry  the  ribs  and  braces  during  their  construction,  also  forms  part 
of  the  reinforcement  of  the  finished  rib,  as  previously  mentioned. 
Where  the  required  area  of  steel  in  the  finished  rib  exceeded  that 
supplied  by  the  structural  reinforcement,  the  deficiency  was  made  up 
by  the  addition  of  reinforcing  bars.  These  bars  do  not  run  the  full 
length  of  the  ribs,  but  stop  off  where  they  are  not  needed.  It  will  be 
noticed  that  these  bars  take  little,  if  any,  initial  stress,  such  as  is  taken 
by  the  structural  reinforcement.     Additional  bars   are  placed   in   the 
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sides  of  the  ribs,  running  full  length.     These  bars  help  to  resist  trans- 
verse bending  stresses,  and  to  prevent  surface  cracks  from  appearing. 

The  transverse  forces  of  wind  and  water  pressure,  mentioned  pre- 
viously, were  assumed  to  be  resisted  wholly  by  the  ribs  and  braces  act- 
ing as  a  series  of  portals,  in  the  same  manner  as  the  columns  and 
girders  of  an  office  building  act  to  resist  wind  pressure.  The  deck  was 
not  given  credit  for  any  resisting  power,  because  of  the  presence  of  the 
expansion  joints  over  the  haunch  and  crown  of  the  span. 

Points  of  inflection  were  assumed  in  the  braces,  midway  between 
each  pair  of  ribs,  and  in  the  ribs,  midway  between  the  braces. 
The  ribs  being  hinged  at  the  haunches  and  crown,  were  com- 
puted as  being  free  to  move  at  these  points.  Bars  were  provided 
at  the  haunches,  however,  anchoring  the  ribs  to  the  piers,  and 
at  the  crown,  anchoring  the  two  halves  of  the  rib  together.  These 
bars  were  placed  in  the  plane  of  the  neutral  axis  of  the  rib,  and 
tended  to  resist  transverse,  but  not  vertical  movement,  of  the  ribs.  The 
stresses  in  the  ribs  and  braces  were  computed  at  each  section,  for  the 
moments,  shears,  and  direct  thrusts  in  the  members.  The  maximum 
stresses  at  each  point  in  the  ribs,  due  to  transverse  forces,  were  com- 
bined with  the  maximum  stresses  due  to  the  vertical  loads,  and  the 
ribs  were  proportioned  accordingly. 

The  design  of  the  hinges  naturally  received  considerable  attention. 
At  first,  a  hinge  was  studied  which  consisted  of  two  castings,  having 
semi-cylindrical  bearings,  and  a  pin.  This  type  has  a  number  of 
advantages,  but  was  finally  abandoned  on  account  of  the  difficulty  of 
setting  the  hinges  on  the  piers  with  sufficient  accuracy.  Unless  the 
axes  of  the  pins  are  placed  exactly  at  right  angles  to  the  vertical  plane 
through  the  longitudinal  axis  of  the  rib,  eccentric  stresses  will  result 
in  the  rib,  which  may  be  too  large  for  safety.  It  was.  finally  decided  to 
use  hinges  composed  of  two  ribbed  steel  castings,  having  a  hemispherical 
ball  and  socket  joint,  as  shown  on  the  plans.  This  joint  was  machined, 
and,  by  allowing  movement  in  all  directions,  made  great  accuracy  in 
setting  the  castings  unnecessary.  This  joint  also  made  it  possible  to 
adjust  the  structural  rib  reinforcement  properly  in  vertical  planes, 
with  the  temporary  adjustable  lateral  rods  provided  for  that  purpose. 
This  type  of  hinge  reduces  to  a  minimum  the  possibility  of  eccentric 
stresses  in  the  ribs. 
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Bearings  similar  to  these  hinges  had  previously  been  used  for 
some  slow-moving  multiple  trucks,  carrying  extremely  heavy  loads. 
In  this  case,  movement  in  all  directions  was  necessaiy  to  take  up  the 
inequalities  in  the  track.    These  bearings  gave  perfect  satisfaction. 

In  proportioning  the  hinge  castings,  much  the  same  method  was 
followed  as  in  the  design  of  a  column  base.  A  section  was  taken 
through  the  diagonal  rib  of  the  hinge,  at  the  junction  of  the  rib  with 
the  body,  or  shaft,  of  the  casting,  and  the  tensile,  compressive,  and 
shearing  stresses  on  the  section  were  computed.  A  section  was  also 
taken  through  the  center  of  the  hinge,  and  the  stresses  on  this  section 
were  computed,  on  the  assumption  that  the  reaction  on  the  base  of 
the  casting  produced  moments  at  right  angles  to  this  section,  instead 
of  radially,  as  had  previously  been  assumed.  The  resultant  of  the 
radial  and  direct  compressive  stresses  at  the  circumference  of  the 
shaft  of  the  casting,  was  also  investigated. 

The  camber  of  the  arch  spans  was  computed  for  fuU  dead  and 
live  load,  with  impact,  combined  with  temperature  and  an  allowance 
for  shrinkage.  The  rise  of  the  structural  ribs  was  increased  by  the 
amount  of  the  camber.  The  total  calculated  camber  for  the  longest 
span  was  about  3i  in. 

In  the  design  of  the  main  piers,  considerable  attention  was  given 
to  the  question  of  protection  against  scour.  Pier  No.  2  was  given 
particular  attention  because  of  the  fact  that  it  is  only  a  short  distance 
below  a  power  dam  having  a  fall  of  about  15  ft.  The  bottom  of  the 
footing  course  was  placed  at  about  5  ft.  below  the  bed  of  the  stream. 
Oak  piles  were  provided,  extending  about  15  ft.  below  the  bottom 
of  the  footing.  The  sheet-piling  for  the  coffer-dam  was  driven  about 
8  ft.  below  the  bottom  of  the  footing,  and  was  left  in  place.  The 
banks  of  the  stream  at  this  point  were  also  protected  by  a  large 
quantity  of  rip-rap.  These  precautions,  together  with  the  fact  that 
the  material  in  the  river  bed  at  this  point  is  a  stiff  clay,  not  likely 
to  erode,  were  believed  to  afford  ample  protection  against  scour. 

Several  different  designs  and  estimates  were  made  for  Pier  ISTo.  2 
before  a  satisfactory  solution  was  reached.  The  following  were  con- 
sidered :  First,  a  pier  similar  to  Pier  No.  1,  founded  on  bed-rock ; 
second,  a  pier  having  its  base  at  about  the  level  of  the  bed  of  the  river, 
with  the  vertical  loads  carried  on  eight  cylinder  piers,  two  under 
each  linf-  of  arch  ribs;  third,  a  pier  resting  on  piles  driven  to  rock; 
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and  fourth,  the  pier  as  built,  having  moderately  spread  footings,  but 
with  a  portion  of  the  load  carried  on  piles  which  do  not  extend 
to  rock. 

The  first  scheme  was  abandoned  because  of  the  cost,  which  would 
have  made  that  of  the  structure  exceed  the  appropriation.  The  second 
scheme  was  considered  inadvisable  because  of  the  difficulty  of  taking 
care  of  the  unbalanced  horizontal  thrust.  As  the  vertical  load  would 
have  been  carried  down  the  cylinders  to  rock,  the  friction  between 
the  pier  base  and  the  material  under  it  could  not  safely  be  counted 
on  to  resist  the  horizontal  thrust.  There  then  remained,  to  resist 
this  thrust,  only  the  pressure  of  the  earth  against  the  body 
of  the  pier  and  against  the  cylinders.  Computations  indicated 
that  this  resisting  pressure  would  be  insufficient,  unless  the  body 
of  the  pier  was  extended  to  a  considerably  greater  depth.  This 
would  have  made  the  cost  too  great.  The  third  scheme  was  rejected 
for  practically  the  same  reasons  as  those  given  above  for  the  second 
scheme,  and  also  because,  after  investigation,  it  was  considered  doubt- 
ful whether  piles  could  be  driven  to  rock  through  the  mixture  of 
sand  and  gravel  overlying  it.  The  fourth  scheme  proved  to  be  the 
cheapest  of  those  considered,  and  was  believed  to  be  the  most  feasible. 
Therefore  it  was  adopted,  with  the  provisions  mentioned  above  to  protect 
the  pier  from  scour. 

The  small  piers  were  designed  for  full  vertical  load  only,  using 
the  unit  pressures  mentioned  previously. 

Eankine's  theory  of  earth  pressure  was  used  in  the  design  of  the 
retaining  walls.  The  weight  of  the  earth  fill  was  taken  at  100  lb. 
per  cu.  ft.  A  superposed  load  of  100  lb.  per  sq.  ft.  was  assumed, 
to  take  care  of  the  roadway  and  sidewalk  loads.  For  convenience  in 
computing  the  pressures,  the  unit  weight  of  the  fill   was   considered 

d' 
to  be  increased  by  the  ratio,       ,  where  d  is  the   actual    depth    of    fill, 

and  d'  is  the  actual  depth  plus  the  depth  of  the  imaginary  fill 
required  to  produce  the  same  unit  vertical  pressure  as  the  superposed 
load.  In  the  foregoing  case,  d'  =  d  -\-  1  it.  For  the  higher  sections, 
this  increase  is  negligible,  but.  for  the  lower  ones,  it  is  worth  taking 
into  account. 

In  concluding  this  portion  of  this  paper,  a  few  words  in  regard 
to  the  advantages  of  the  three-hinged,  ribbed  arch  may  be   'n  order. 
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So  much  has  been  said  on  this  subject,  that  little  that  is  new  can  be 
brought  out.  However,  to  go  over  the  ground  again  briefly,  it  is 
evident  that  the  stresses  in  an  arch  of  this  type  are  statically  deter- 
minate, and  can  be  computed  with  as  much  accuracy  as  the  loading 
assumptions  and  computations  of  the  dead  weight  warrant.  Tem- 
perature stresses  and  those  due  to  settlement  are  eliminated,  and  the 
computations,  though  somewhat  long,  are  simple.  Practically,  the 
only  disadvantage  is  the  cost  of  the  hinges.  In  the  Main  Street 
Viaduct  this  item  amounted  to  about  3J%  of  the  total  cost.  This 
is  more  than  it  should  have  been,  owing  to  the  high  price  paid  for 
the  steel  castings.  Even  at  this  price,  when  all  the  advantages  of 
the  three-hinged  arch  are  considered,  the  money  paid  for  hinges  is 
well  spent.  The  ribbed  arch  has  two  great  advantages  over  the  barrel, 
or  solid  arch.  These  are  lightness,  with  consequent  saving  in  cost, 
and  the  fact  that  water-proofing  is  not  required.  The  latter,  alone, 
is  enough  to  recommend  it  to  those  who  have  had  trouble  with  this 
feature  of  arch  construction. 

The  increasing  use  of  the  three-hinged  ribbed  arch,  both  in  the 
United  States  and  in  Europe,  is  evidence  of  its  many  advantages. 

Construction. 

Contractor's  Plant  and  Equipment. — Work  on  the  Main  Street 
Viaduct  started  early  in  December,  1912,  and  was  finished  in  March, 
1914.  The  climate  of  Fort  Worth  is  such  that  concreting  can  be  car- 
ried on  at  all  seasons  of  the  year.  The  only  interruptions  were  those 
due  to  rains,  which  were  infrequent. 

The  general  contractor's  plant  and  equipment  consisted  of  a 
central  mixing  plant,  two  distributing  towers,  with  hoists,  chutes, 
etc.,  an  electric  locomotive  and  cars  for  transporting  concrete,  der- 
ricks and  clam-shell  buckets  for  handling  excavation  and  materials, 
a  pair  of  driver  leads  suspended  from  the  boom  of  a  derrick,  and 
the  usual  equipment  of  smaller  tools  and  appliances.  The  sub-con- 
tractor for  the  structural  steelwork  had  a  steel  stiff-leg  derrick,  a 
derrick  car,  two  gin-poles,  a  two-bent  timber  gantry  traveler,  and  the 
necessary  hoisting  engines  and  minor  appliances.  With  the  exception 
of  one  hoisting  engine,  all  the  general  contractor's  equipment  was 
electrically  driven,  current  being  obtained  from  the  local  power  com- 
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pany  and  transformed  at  the  site.    The  sub-contractor's  equipment  was 
operated  by  steam. 

While  the  pier  excavations  were  under  way,  the  mixing  plant  was 
being  built  near  Pier  No.  3  on  the  down-stream  side  of  the  structure. 
This  consisted  of  an  elevated  hopper  divided  into  two  parts,  one  for 
rock  and  one  for  sand,  a  measuring  box  for  sand  and  one  for  stone, 
and  a  mixer  capable  of  handling  a  batch  of  a  little  more  than  1 
cu.  yd.  of  concrete.  Behind  the  mixing  plant  was  a  stiff-leg  bull- 
wheel  derrick  for  unloading  materials  and  for  supplying  the  hoppers 
of  the  mixing  plant  Materials  were  brought  to  the  site  on  cars, 
on  a  spur-track  which  crossed  the  line  of  the  viaduct  alongside  of 
the  mixing  plant. 

Concrete  was  discharged  from  the  mixer  into  steel  hopper  cars 
drawn  by  an  electric  locomotive  running  on  a  narrow-gauge  track. 
The  concrete  was  carried  in  these  cars  to  the  two  distributing  towers, 
where  it  was  hoisted  and  conveyed  through  the  chutes  to  its  destination. 
The  larger  of  these  towers  was  stationary,  and  was  about  200  ft.  high. 
This  tower  served  the  portion  of  the  viaduct  between  Pier  No.  4 
and  the  South  Abutment,  except  where  concrete  was  discharged  directly 
into  the  footings  of  Pier  No.  3  from  the  mixer.  The  other  and  smaller 
tower  was  built  so  that  it  could  be  moved  when  required.  It  served 
the  portion  of  the  structure  between  Pier  No.  4  and  the  North  Abut- 
ment. For  the  retaining  walls,  concrete  was  carried  in  the  hopper 
cars  to  the  north  end  of  the  walls,  where  it  was  switched  back  on  a 
trestle  midway  between  the  walls,  and  having  the  track  parallel  to 
and  about  6  ft.  above  the  tops  of  the  walls.  From  this  trestle  the 
concrete  was  passed  through  chutes  into  the  walls. 

Construction  Methods.— Steel  forms  were  used  where  there  was 
sufficient  duplication  to  make  them  economical.  They  were  espe- 
cially advantageous  on  the  girders  and  floor  system,  which  had  been 
laid  out  with  the  view  of  making  the  work  as  simple,  and  giving  as 
much  repetition,  as  possible.  For  instance,  all  floor-beams  were  made 
alike,  so  far  as  the  dimensions  of  the  concrete  were  concerned;  all 
panel  lengths,  and  consequently  all  stringers  of  each  kind,  were  alike. 
The  wall  forms  were  made  up  of  squares  and  rectangles  of  such  size 
that  they  could  be  handled  readily  by  two  or  three  men.  These  forms 
were  stiffened  by  angles,  and  were  bolted  together  by  bolts  passing 
through  the  flange  angles.     They  were  braced  by  timber  verticals  and 
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shores.  The  grades  of  the  walls,  coping,  and  any  irregular  portions 
were  formed  in  wood.  Sufficient  deck  and  girder  forms  were  provided 
to  make  two  of  the  62  ft.  6-in.  girder  spans.  These  forms  were  rein- 
forced in  order  to  prevent  bulging  and  deflection  between  panel  points. 

The  resulting  surface  finish  was  in  general  very  good,  and  required 
little  working,  after  the  forms  were  removed,  to  produce  the  desired 
results.  On  removing  the  forms,  the  surface  was  bush-hammered,  and 
all  fins  and  lips  left  at  the  junction  of  the  form  sections  were  removed. 
In  some  cases  where  the  forms  had  been  insufficiently  braced  untrue 
surfaces  were  corrected  by  bush-hammering.  Wliere  necessary,  the 
surface  was  rubbed  down  with  carborundum  blocks,  and  washed  with 
neat  cement  grout,  which  was  rubbed  into  the  work.  As  a  result  of 
this  treatment  the  surfaces  present  a  neat  and  uniform  appearance, 
which  is  very  pleasing.  Steel  forms  were  u.sed  for  the  railings.  The 
panels  and  hand-rails  were  cast  on  the  ground,  and  erected;  the  posts 
and  foot-rails  were  cast  in  place.  Particular  attention  was  given  to 
the  surface  finish  of  the  railings.  All  surfaces  which  would  be  exposed 
in  the  finished  work,  were  rubbed  down  with  carborundum  blocks  as 
soon  as  possible  after  the  removal  of  the  forms.  The  work  was  then 
treated  with  a  thin  coat  of  neat  cement  grout,  well  rubbed  in,  and 
the  surplus  grout  washed  off.  This  process  was  repeated  until  the 
surface  pores  were  filled,  and  the  work  presented  a  smooth  uniform 
surface. 

After  the  main  piers  were  finished  to  the  tops  of  the  skewbacks, 
indicated  on  the  plans  by  the  lines,  X-X,  the  hinges  were  set  in  pockets 
provided  for  that  purpose.  The  space  between  the  base  of  the  hinge 
casting  and  the  back  of  the  pocket,  of  about  |  in.,  was  filled  with  neat 
cement  grout,  and  the  pocket  was  filled  with  concrete  to  the  line,  Y-Y, 
shown  on  the  plans,  leaving  only  the  socket  of  the  hinge  exposed.  After 
the  concrete  had  become  thoroughly  set,  the  erection  of  the  structural 
steel  reinforcement  was  commenced.  This  was  done  before  finishing 
the  piers  above  the  lines,  X-X,  in  order  to  facilitate  the  handling 
of  the  erection  equipment. 

Two  methods  were  used  in  erecting  this  structural  reinforcement. 
Spans  C,  D,  and  the  south  arm  of  Span  A,  were  raised  with  derricks 
and  gin-poles,  and  without  the  use  of  falsework.  For  Span  B,  a 
two-bent  timber  gantry  traveler  was  used.  This  traveler  also  raised 
the  north  arm  of  Span  A.     Span  D,  which  is  the  shortest  and  lightest 
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of  the  four,  was  raised  by  a  stiff-leg  derrick  placed  on  top  of  the 
skewback  course  of  Pier  No.  3,  and  by  a  gin-pole.  The  derrick  handled 
the  south  halves  of  the  ribs,  and  the  north  halves  were  raised  bv  the 
gm-pole.  After  this  span  was  finished,  the  derrick  was  moved  to  the 
top  of  the  skewback  course  of  Pier  No.  2,  where  it  was  used  to  raise 
the  south  half  of  Span  C,  and  to  erect  the  gantry  traveler.  Span  C 
IS  considerably  heavier  than  D,  and,  consequently,  in  raising  the  rib. 
the  derrick  had  to  be  assisted  by  a  gin-pole.  The  north  half  of  the 
span  was  raised  at  the  same  time  as  the  south  half,  by  the  derrick 
and  the  other  gin-pole.  The  half  ribs  of  both  these  spans  were  neces- 
sarily  handled  in  one  piece. 

Low  and  comparatively  light  falsework  was  used  for  Span  B  and 
the  north  half  of  Span  A.  This  was  built  at  about  the  level  of  the 
coping  under  the  skewbacks  of  the  piers,  and  served  to  carr^-  the 
traveler  and  such  bents  as  were  required  to  support  the  sections  of 
the  ribs.    Each  half  rib  was  raised  in  two  sections,  and  field-riveted. 

When  the  steel  had  been  erected,  the  ribs  were  carefully  lined  up 
m  vertical  planes  with  the  adjustable  lateral  rods  provided  for  that 
purpose,  and  the  field  connections  were  riveted.     The  next  step  was 
to  place  the  reinforcing  bars   and  to  wrap  the  ribs   and  braces  with 
heavy  wire.     The  forms  were  then  built  in  place,  and  supported  from 
the  structural  reinforcement,   in  the  manner  indicated  on  the  plans. 
Span  D  was  concreted  in  the  following  manner:  Eadial  bulkhead. 
were  provided  in  each  rib   at   distances  of  22  ft.  from  each  haunch 
hinge,  measured  along  the  rib,  and  also  at  points  in  each  rib,  10  ft 
from  the  crown  hinge.     The  transverse  braces  were   also  bulkheaded 
off,  so  that  concrete  would  not  flow  into  them  from  the  ribs.     Chutes 
were  arranged   in   such   a  manner  that   concrete  could   be   discharged 
m  any  one  of  the  haunch  or  crown  sections  by  changing  a  series  of 
gates.     These  gates   could  be   changed   at   a   moment's  notice.     Con- 
creting was  started   in  the  haunch  sections   of  the   down-stream   rib 
Four  batches,  of  slightly  more  than  1  cu.  yd.  each,  were  deposited  in 
each  ha.unch  section,  and  alternating  batches  between  the  two  haunch 
sections.     One  batch  was  then  deposited  in  each  of  the  crown  section, 
to  keep  the  rib  from  being  distorted.     The  same  order  was  followed 
with  each  of  the  other  ribs,  except  that,  as  the  inside  ribs  are  thicker 
than  the  outside  ones,  more  batches  were  used  for  them  at  each  lift. 
When  all  the  ribs  had  received  the  first  batches  of  concrete,  as  noted. 


Fig.  12. Main  Street  Viadtjct  :  Movable  Tower  and  Arrangement  of  Chutes 

FOR  Concreting  Piers  Between  Pier  4  and  North  Abutment. 


Fig.   13. — Main  Street  Viaduct  :   Haunch  Hinge  of  West  Rib  of  Span  D. 
Reinforcing  Bars  Being  Placed. 
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-Main  Street  Viaduct  :  Raising  of  First  Structural  Rib. 
Rib  of  Span  D  Raised  vnTa  Derrick  and  Gin-Pole. 


Fig.  15. — Main  Street  Viaduct,  Span  B  :  Steel  Arches  Erected. 


Fig.   16. — Main  Street  Viaduct,   Span   C  :    SHOwrNO   Ribs   Completely   Formed, 


Fig.  17. — Main  Street  Viaduct  :  Forming  Deck  of  Span  C. 


PiQ    IS. West  Seventh  Street  Viaduct:  Raising  East  Half  of  South  Rib  of 

Arch  Before  the  High  Water. 


Fig.  19. — Arch  Ribs  After  the  Water  Went  Down, 
West   Seventh    Street   Viaduct. 
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the  process  was  repeated  until  the  haunch  and  crown  sections  had 
been  filled.  Lagging  was  carried  up  the  back  of  the  ribs  as  the  con- 
creting progressed,  to  hold  the  concrete,  which  was  necessarily  mixed 
quite  wet,  in  order  to  work  well  around  the  reinforcement.  After 
setting  for  about  4  days,  the  buUiheads  in  the  ribs  were  removed,  the 
surface  of  the  concrete  was  roughened  up,  and  the  closure  sections 
of  the  ribs  were  concreted  in  about  the  same  manner  as  the  haunch 
sections.  The  transverse  braces  were  not  concreted  until  the  rib  con- 
crete had  set  for  several  days. 

In  order  to  keep  track  of  the  distortion  of  the  ribs  while  con- 
creting was  in  progress,  sash  weights  were  suspended  from  the  steel 
brace  reinforcement  close  to  each  rib,  at  four  points  along  the  rib. 
One  weight  was  placed  at  the  brace  on  each  side  of  the  crown  hinge, 
and  one  at  each  quarter  point  of  the  span.  These  weights  were  sus- 
pended by  small  wires,  and  carried  scales  which  were  wired  to  the 
weights.  A  stake  was  driven  in  the  ground  alongside  of  each  weight, 
and  a  nail  in  the  stake  acted  as  a  pointer  on  the  scale.  The  initial 
reading  was  taken  at  each  point,  and  another  set  of  readings  was  made 
after  each  round  of  concreting.  At  first  a  slight  settlement  of  the 
crown  points  was  observed,  followed  by  a  slight  rise.  The  distortion 
was  less  than  had  been  anticipated,  amounting  to  a  maximum  of 
about  i  in. 

The  concrete  in  the  ribs  and  braces  was  allowed  to  set  for  several 
days  before  the  work  of  building  the  forms  for  the  posts  and  deck 
of  the  span  was  begun.  This  portion  of  the  work  was  concreted  in 
the  manner  indicated  under  the  head  of  "Loading".  The  posts  were 
concreted,  beginning  at  the  haunches  and  working  toward  the  crown. 
Then  the  deck  was  concreted  from  the  crown  back  toward  the  haunches, 
with  the  exception  of  the  middle  section,  over  the  crown,  which  was 
placed  last,  in  order  to  provide  for  the  expansion  joint  at  the  crown. 
The  piers,  in  the  meantime,  had  been  finished  to  their  full  height, 
in  order  to  insure  stability  and  provide  for  the  connection  of  the 
deck  to  the  piers. 

The  concreting  of  the  other  spans  was  handled  in  practically  the 
same  manner  as  that  just  described.  When  the  concreting  of  a  section 
was  started,  it  was  carried  through  continuously,  by  working  day  and 
night  if  necessary,  so  that  the  work  was  made  as  nearly  monolithic 
as  possible. 
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The  plant  and  equipment  on  the  other  viaducts  was  similar  to 
that  used  at  Main  Street,  but,  of  course,  on  a  smaller  scale.  All  four 
jobs  were  under  construction  at  the  same  time,  and  were  finished  on 
or  before  the  last  of  March,  1914. 

Difficuliies  Encountered. — There  was  some  difficulty,  at  Main 
Street,  in  the  early  stages  of  the  work,  in  sinking  the  foundations  of 
the  main  piers.  Pier  No.  1  gave  the  most  trouble.  The  unstable  char- 
acter of  the  soil  on  the  south  side  of  the  stream  was  responsible  for 
this.  Extra  heavy  timber  sheet-piling  and  a  large  number  of  heavy 
shores  of  timber  and  steel  were  used.  In  order  to  give  the  material 
on  the  hillside  south  of  the  pier  the  least  possible  chance  to  slide, 
the  excavation  was  made  in  four  sections.  The  first  section  excavated 
was  the  down-stream  quarter  of  the  pier.  This  excavation  was  about 
20  ft.  in  length,  measured  up  and  down  stream.  After  rock  was 
reached,  the  surface  was  carefully  cleaned  off  and  several  drill  holes 
were  put  down  to  test  the  rock.  The  surface  of  the  rock  was  found 
to  be  very  rough,  with  a  slight  drop  in  elevation  away  from  the  stream. 
The  drill  holes  showed  that  the  layers  of  rock  were  very  thick  and 
had  only  minute  seams  between  them.  There  had  been  some  fear  that 
the  pressure  of  the  bank  behind  the  pier  might  cause  the  pier  to  slide 
on  the  rock,  before  sufficient  weight  could  be  added  to  prevent  it. 
With  this  in  mind,  preparations  were  made  to  cut  a  dowel  in  the  rock 
so  as  to  bond  the  pier  and  the  rock  together.  The  fear  of  sliding 
was  dispelled  when  the  extremely  rough  character  of  the  rock  was 
seen,  and  the  dowel  scheme  was  abandoned.  The  pier  section  was 
concreted  up  to  the  top  of  the  13  ft.  6-in.  footing  course,  and  the 
next  section,  which  was  the  third  quarter  from  the  down-stream  end, 
was  excavated  and  concreted  to  the  same  height  as  the  first.  The 
up-stream  quarter  was  next  finished,  and  lastly  the  second  quarter 
from  the  down-stream  end.  Of  course,  all  longitudinal  reinforcing 
bars  in  the  portion  of  the  pier  below  the  top  of  the  footing  course, 
had  to  be  spliced,  on  account  of  the  method  of  construction  adopted. 
Care  was  taken  to  bond  the  sections  of  the  footing  course  together 
by  vertical  re-entrant  joints  extending  the  full  height  of  the  13  ft. 
6-in.  course.  Above  the  top  of  this  course  the  pier  was  built  as  a 
monolith  in  the  usual  manner.  In  concreting  the  footing  sections 
it  was  not  thought  advisable  to  remove  all  the  shores  as  the  concrete 
was  carried  up.     Consequently,   some  of  the  steel  members  from  the 
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old  bridge,  which  had  been  used  for  shoring,  were  built  into  the  pier 
and  left. 

At  Pier  J^o.  2  the  only  diiBculty  experienced  was  in  driving  the 
oak  piles.  These  were  about  20  ft.  long,  and  were  driven  to  refusal 
by  using  a  drop-hammer.  Driving  through  the  compact  mixture  of 
sand  and  gravel  at  this  point  was  difficult.  A  bearing  test  of  the 
rriaterial  in  the  bottom  of  the  pit  after  the  piles  were  driven  gave  very 
little  settlement  under  a  load  of  about  8  000  lb.  per  sq.  ft.,  with  a.  loaded 
area  of  about  4  sq.  ft. 

At  West  Seventh  Street  there  was  considerable  trouble  with  the 
erection  of  the  structural  reinforcement  of  the  arch  span.  The  equip- 
ment was  not  as  good  as  that  used  at  Main  Street,  and  the  work 
progressed  slowly.  The  engineers  had  expected  that  this  steelwork 
would  be  handled  by  derricks  on  the  piers  in  much  the  same  manner 
as  at  Main  Street.  The  sub-contractor  felt  that  the  size  of  the  job 
did  not  warrant  this  equipment,  and  decided  to  crib  up  the  steelwork 
on  falsework  in  the  bed  of  the  stream.  This  was  finally  accomplished, 
and  the  falsework  was  removed,  after  the  field  splices  in  the  ribs  had 
been  riveted.  While  the  riveting  of  the  transverse  members  wa3 
under  way,  the  erector  removed  some  of  the  lateral  rods  in  order 
to  get  at  the  rivets  with  less  trouble.  This  was  done  in  spite  of  the 
protest  of  the  engineers'  representative.  The  stiffness  of  the  lateral 
connections  held  the  arch  in  place  for  a  while,  bvit  finally  a  strong 
wind,  aided  to  some  extent  by  the  movements  of  the  men  at  work 
on  the  span,  caused  the  ribs  to  revolve  sideways  on  the  hinges,  and 
then  drop  into  the  stream  a  short  distance  below.  Fortunately,  no 
one  was  killed,  and  but  slight  damage  was  done  to  the  steelwork.  The 
work  of  re-erecting  and  repairing  the  steel  was  begun,  the  ribs  being 
supported  on  timber  falsework  in  the  stream  in  much  the  same  manner 
as  before.  When  the  work  was  only  partly  finished,  the  freshet  pre- 
viously mentioned,  which  occurred  in  September,  1913,  dame  down 
and  washed  out  the  falsework,  again  dropping  the  steel  into  the  river. 
The  work  was  finally  replaced  in  good  shape,  after  much  loss  of  time 
and  money.  This  freshet  also  did  some  damage  to  the  falsework  for 
the  traveler  at  Main  Street.  Had  the  arches  been  under  construction 
on  falsework  in  the  usual  manner,  much  more  serious  damage  would 
undoubtedly  have  resulted. 
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Figs.    12    to    22   show    the    work    at   various   stages,    and    are   self- 
explanatory. 

,  Cost  of  Viaducts. — Tables  1  to  5  give  the  quantities  for  each  of 
the  viaducts,  and  the  unit  prices  bid  by  the  successful  contractor. 
They  also  give  the  cost  per  linear  foot  o;f,  each  structure,  the  cost  per 
square  foot  of  horizontal  and  of  vertical  projection,  and  the  cost 
per  cubic  foot.  The  cost  per  square  foot  of  vertical  projection  is 
based  on  the  area  of  projection  of  each  structure  between  the  finished 

TABLE   1. — Cost  of  Main   Street   Viaduct. 


Item 
No. 


Description. 


Grading: 

Foundation  excavation 

Rock  excavation 

(a)  Concrete  No.  1  (1:2:4) 

(6)  Concrete  No.  2  (1:21^:5). . . 

(c)  Concrete  No.  3  (1:3:G) 

Railings 

Structural  steelwork 

Steel  reinforcing  bars 

Steel  castings 

Iron  castings 

Anchor-bolts  and  T.  P.  casings. 

Steel  dowels 

Rip-rap 

Manholes 

Removing  old  bridge 

Timber  piles 


Quantity. 


4  720  eu.  yd. 

15  227    '•     •• 

444   "     " 

10  611   "     " 
14  880  "     " 

438   "      " 
3  875  lin.  ft. 
1  .537  400  lb. 
1  375  150   " 
205  460   " 

11  173  " 
21  311    " 

98 

836CU.  yd, 
2 


Unit 
price. 


$0.35 
1.00 
2.00 

10.25 
6.85 
6.25 
2.00 
0.05 
0.035 
0.07 
0.04 
0.06 
3.00 
1.50 

50.00 


10.00 


Cost. 


$\  652.00 

15  227.00 

888.00 

108  762.75 

101  928.00 

2  737.50 

7  750.00 

76  870.00 

48  130.25 

14  382.20 

446.92 

1  278.66 

294.00 

1  254.00 
100.00 

2  500.00 
1  940.00 


Percentage. 


0.43 

3.96 

0.23 

28.16 

26.40 

0.71 

2.01 

19.90 

12.46 

3.72 

0.11 

0.33 

0.08 

0.32 

0.03 

0.65 

0.50 


Total 


$.386  141.28 


100.00 


.M'ijc  "p^gLj]  2. — Cost  of  West  Seventh  Street  Viaduct. 


Item 
No. 


Description. 

a"i;.jrro''i      .v/olyd   soix 


Quantity. 


Unit 
price. 


Cost. 


Percentage. 


Grading...;. .'........'...... 

Foundation  excavation 

Rock  excavation 

(o)  Concrete  No.  1  (1:2:4) 

(b)  Concrete  No.  2  (1:21.^:5)... 

(c)  Concrete  No.  3  (1:3:6) 

Railiiigs 

Structural  steelwork 

Steel  reinforcing  bars 

Steel  castings 

Iron  castings 

Anchor-boltsandT.  P.  casings. 

Steel  dowels 

Sidewalks  on  earth  fill 

Rip-rap 

Manholes 

Removing  old  bridge 


5  424  cu.  yd. 

5  570     •'     '• 
132     "     " 
2  890.4  "     " 
5  138     "     " 
440     "     " 
2  120  lin.  ft. 
196  975  1b. 
389  0S9   •• 
45  6-.28   " 

4  470   " 
7  063   " 

30 

5  240  sq.  ft. 
363  cu.  yd, 


offfT 


$0.25 

0.61 

3.00 
11.82 

7.25 

6.15 

2.25 

0.0475 

0.029 

0.05S 

0.03 

0,047 

1,50 

0.21 

2.00 
38.00 


$1  356.00 

3  397.70 
396.00 

34  164,53 

37  2.50.50 

2  706,00 

4  770.00 
9.356,31 

11  28:i.58 
2  646.42 

rs4.\o 

331.96 
45.00 
1  100.40 
726.00 
152.00 
750.00 


1.22 

3.07 
0.36 
30.90 
33.69 
2,45 
4.31 
8.46 
10.21 
2.39 
0.13 
0.30 
0,04 
l.TO 
0.66 
0,14 
0,68 


Total 


.1-, 


rorr-e  -iToaT  doxi.:;; 


$110  566,50 
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TABLE  3. — Cost  of  Samuels  Avenue  Viaduct. 
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Item 
No. 


Description. 


Grading 

Foundation  pxcavation 

fa)  Concrete  No.  1  (1  :2  :4i... 
(h)  Concrete  No.  2  (1  :i)4  :5).. 

Railings 

Structural  steelwork 

Steel  reinforcing  bars 

Iron  castings 

Anchor-bolts  and  T.  P.  casings. 

Rip-rap 

Timber  piles .. . 


Quantity. 


Unit 
price. 


1  lU  cu.  vd. 

3  739.6   "     ■" 
1  237.2   "      " 
3  413.6   "      " 
906  lin.  ft. 

12  7.39  lb. 
247  7.'i5   " 

3  420   " 

6  388   " 
690.25  cu.  yd. 


$0.80 
1.00 

12.00 
7.50 
2.00 
0.05 
0.03 
0.04 
0.C6 
2.00 

10.00 


Cost. 


«S38.30 

2  739.60 

14  846.40 

25  602. CO 

1818.00 

6?i6.95 

7  482.65 

136.80 

383.28 

1  880.50 

2  000.00 


Percentage. 


0.58 

4.78 

35.91 

44.68 

3. 16 

1.11 

12.97 

0.24 

0.67 

2.41 

3.49 


■n^ 


Total. 


S57  303.48 


100.00 


TABLE  4. — Cost  of  East  Fourth  Street  Viaduct. 


Item 

No. 


Description. 


Grading 

Foundation  excavation 

(a)  Concrete  No.  1  (1  :2  :4K.. 
(6)  Concj-ete  No.  2  (1  :  214  : 5).. 

Railings 

Structural  steelwork 

Steel  reinforcing  bars 

Iron  castings 

Anchor-bolts  and  T.  P.  casings. 

Rip-rap 

Timber  piles 

Removing  existing  piers 


Quantity. 


4  107  cu.  yd. 
2  882   "      " 

1  236   "      " 
2  734.5   "      " 
905  lin.  ft. 
12  739  lb. 
238  061  " 

5  420  " 

6  .388  " 

907  cu.  yd. 
83 


Unit 
price. 


Total. 


$0.40 
1.00 

13.00 
7.50 
2.00 
0.05 
0.03 
0.04 
0.06 
8.00 

10.00 


Cost. 


$1  642.80 

2  832.00 

14  832.00 

20  508.75 

1  810.00 

636.95 

7  141.83 

136.80 

383.38 

1  814.00 

830.00 

200.00 


$52  758.41 


Percentage. 


3.11 

5.37 
28.11 
38.87 
8.43 
1.20 
13.54 
0.26 
0.73 
3.44 
1.56 
0.38 


TABLE  5. — Summary  of  Cost  of  Four  Vuducts. 


Main  Street. 


West 
Seventh 
Street. 


Samuels 
Avenue. 


East  Fourth 
Street. 


Cost  per  linear  foot  of  structure 

Cost  per  square  foot  of  horizontal 
projection 

Cost  per  square  foot  of  vertical  pro- 
jection  

Cost  per  cubic  foot  of  volume  be- 
tween finished  ground  line  and 
crown  of  roadway 


$244.60 
3.66 
6.34 

0.091 


$122.45 
2.10 
6.93 

0.119 


$141.29 
3.28 
3.53 

0.083 


$130.59 
3.03 
3.60 

0.083 


Total  estimated  cost,  including  pav- 
ing, lighting,  and  engineers'  fees. . 


$428  883.00 


$127  472.00 


$63  584.00 


$58  766.00 
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ground  line  and  the  top  of  the  roadway.  For  the  horizontal  projection, 
the  extreme  width  over  the  copings  or  stringer  mouldings  was  taken. 
In  computing  the  cost  per  cubic  foot,  the  volume  included  between 
vertical  planes  through  the  copings,  and  between  the  finished  ground 
line  and  the  top  of  the  roadway,  was  taken.  The  total,  on  which  the 
above  unit  costs  are  based,  is  the  cost  of  the  structure  based  on  the 
contractor's  unit  prices  and  the  quantities  as  given  in  the  tables,  to 
which  has  been  added  the  cost  of  the  paving,  lighting,  and  engi- 
neers' fees. 

Personnel. — The  work  was  designed  and  its  execution  supervised 
by  Messrs.  Brenneke  and  Fay,  Consulting  Engineers,  of  St.  Louis,  Mo. 
The  writer,  as  Principal  Assistant  Engineer  for  that  firm,  was  re- 
sponsible for  the  design  of  the  viaducts,  and  exercised  executive 
supervision  over  the  work.  L.  H.  Faidley,  Jun.  Am,  Soc.  C.  E.,  had 
charge  of  the  detailed  work  of  preparing  the  plans,  and  William 
Holden,  Jun.  Am.  Soc.  C.  E.,  was  in  direct  charge  as  Resident 
Engineer. 

The  contract  for  the  Main  Street  Viaduct  was  awarded  to  the 
Hannan-Hickey  Brothers  Construction  Company,  of  St.  Louis.  The 
Tarrant  Construction  Company,  of  Fort  Worth,  had  the  contract  for 
the  West  Seventh  Street  Viaduct,  and  the  other  two  structures  were 
awarded  to  the  McKensie-Williams  Construction  Company,  of  Webb 
City,  Mo.  The  Virginia  Bridge  and  Iron  Company,  of  Roanoke,  Va., 
were  the  sub-contractors  for  the  structural  steelwork  of  the  Main 
and  West  Seventh  Street  structures,  and  erected  the  steelwork  at 
Main  Street.  Austin  Brothers,  of  Dallas,  Tex.,  were  the  sub-contrac- 
tors for  the  erection  of  the  steelwork  at  West  Seventh  Street. 

In  conclusion,  the  writer  wishes  to  express  his  thanks  to  Mr. 
Faidley,  and  to  Mr.  Holden  for  valuable  assistance  in  the  preparation 
of  this  papet. 
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DI  S  CITSS  I  (~)ISr 


Carl  Gaylek,*  M.  Am.  Soc.  G.  E.  (by  letter).— It  is  not  often  that     Mr. 
important   structures   such   as   these   concrete   viaducts    are   described  "^y'*^""- 
as  fully  and  clearly  as  in  this  paper.    Publications  of  this  kind  are  of 
great  value  to  the  Profession. 

Reinforced  concrete  viaducts  of  the  general  layout  and  appearance 
of  the  four  Fort  Worth  viaducts  are  not  uncommon,  but  the  construc- 
tion of  arches  by  using  steel  centers  embedded  in  the  concrete  of  the 
arches  and  forming  an  integral  part  of  them  is  of  recent  date. 

At  first  glance,  comparison  with  the  Melan  arch  suggests  itself; 
there  are,  however,  the  following  radical  differences  between  the  two 
systems : 

1.  The  steel  ribs  of  the  Melan  arch  are  not  designed  to  be  self- 
sustaining  over  the  full  length  of  the  span  under  the  weight  of  the  con- 
crete of  the  arch  proper.  ■       . 

2.  The  usual  assumption  for  the  computation  of  Melan  arches — 
that  the  concrete  resists  the  direct  thrust  and  the  steel  ribs  take  up 
the  bending  moment — is,  considering  the  distance  between  the  steel 
ribs,  open  to  criticism.  On  the  other  hand,  the  suppositions  under 
which  the  arches  of  the  Fort  Worth  viaducts  were  calculated  are 
definite  and  logical,  and  may  be  summarized  as  follows :  The  steel 
ribs  alone  carry,  in  the  first  stage  of  the  work,  tlieir  own  weight,  that 
of  the  concrete  as  it  is  being  poured  into  the  forms  around  them,  and 
that  of  the  lateral  braces.  The  stresses  thus  produced  in  the  steelwork 
can  be  accurately  ascertained;  the  concrete  is  merely  dead  weight, 
and  the  question  of  the  difference  of  the  moduli  of  elasticity  of  the 
two  materials  is  not  involved.  The  final  stresses  in  the  arch  ribs 
resulting  from  the  additional  weight  of  the  superstructure,  and  from 
the  live  loads,  are  provided  for  as  in  other  reinforced  concrete  arches, 
the  steelwork  of  the  ribs  forming  part  of  the  steel  reinforcement,  as 
fully  explained  by  Mr.  Bowen. 

3.  The  distribution  of  the  metal  through  the  body  of  the  concrete 
in  the  ribs  of  the  Fort  Worth  arches  is  far  superior  to  that  in  any 
Melan  arch  ever  built.  ■:"'     i'-'nyjssb 

After  careful  consideration  of  the  problem  vdth  which  the  con- 
sulting engineers  had  to  deal,  that  is,  to  build,  safely  and  economically, 
the  arches  of  the  viaducts  under  the  difficult  conditions  of  a  limited 
clearance,  the  probability  of  sudden  and  extraordinary  floods,  and  an 
unstable  river  bed,  the  writer  is  convinced  that  the  plan  adopted  was 
the  one  logical  solution  of  the  problem.  Under  analogous  conditions, 
it  will  undoubtedly  be  repeated. 

The  conckision,  however,  which  Mr.  Bowen  has  reached,  that  "for 
high   structures,   and   for  those   over   streams   subject   to   sudden   and 

*  St.  Louis,  Mci.^  •■ -"<  iVvor"  uvv  ■'■ 
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Mr.  great  variation  of  water  level,  this  method  is  cheaper  and  safer  than 
*^  ^'^'  to  use  falsework  supported  from  the  bed  of  the  stream",  needs  modi- 
fication, inasmuch  as,  in  the  case  of  high  structures,  this  method  has 
to  compete,  not  so  much  with  ordinary  falsework,  as  with  steel  centers 
placed  below  the  concrete. 

WTiere  the  height  of  the  arch  above  the  high-water  line  admits 
of  the  use  of  "free"  centers,  that  is,  centers  under  the  concrete,  the 
latter  method,  in  most  cases,  will  be  found  to  be  the  more  economical. 

In  the  first  place,  the  height  of  the  steel  centers  is  then  independent 
of  the  thickness  of  the  concrete  arches  or  arch  ribs,  and  great  saving 
in  the  weight  of  the  steel,  especially  in  long  spans,  can  be  obtained 
by  choosing  an  economical  height  for  the  steel  trusses  or  arches. 

It  is  also  feasible  to  get  along  with  a  set  of  centers  for  one  (longi- 
tudinal) half  of  the  arch  only,  and  to  utilize  this  set  again  for  the 
other  half.  On  a  number  of  concrete  viaducts  great  saving  in  the  cost 
of  erection  has  been  obtained  in  thus  using  the  falsework  or  centering 
over  again,  as  for  instance,  on  the  great  viaduct  built  a  few  years  ago 
in  the  Duchy  of  Luxemburg,  on  the  Walnut  Lane  Bridge,  at  Philadel- 
phia, Pa.,  the  Rock  River  Bridge,  at  Cleveland,  Ohio,  and  the  Kings 
Highway  Viaduct,  at  St.  Louis,  Mo.  Even  the  scrap  value  of  the  free 
centers  is  an  item  worth  taking  into  account. 

The  saving  in  steel  gained  by  utilizing  the  steel  ribs  as  rein- 
forcement of  the  arch  will  thus  in  most  cases  be  greatly  overbalanced 
if  free  centers  are  used.  The  arches  of  numerous  concrete  viaducts 
have  been  proportioned  so  that  bending  moments  were  practically 
eliminated  and,  of  course,  in  all  such  cases  no  strengthening  of  the 
arch  by  the  embedded  steel  ribs  would  be  claimed. 

Another  advantage  of  free  centers  is  that  they  are  applicable  to 
the  circular  as  well  as  to  the  ribbed  arch.  The  method  used  on  the 
Fort  Worth  arches,  except  for  short  spans,  is  probably  limited  to  the 
ribbed  arch,  on  account  of  its  greater  available  thickness. 

An  excellent  illustration  of  the  advantages  of  free  centers  over 
embedded  centers,  in  the  case  of  a  high  structure,  is  found  in  the 
successful  erection  of  the  Rock  River  Bridge,  at  Cleveland,  Ohio,  by 
three-hinged  steel  centers,  designed  by  Wilbur  J.  Watson,  M. 
Am.  Soc.  C.  E.* 

Mr.  Bowen  states  that  the  object  of  his  paper  is  "to  bring  out  a 
discussion  of  the  type  of  reinforced  concrete  arch  in  which  the  rein- 
forcement is  composed  of  structural  shapes  and  is  designed  to  support 
the  weight  of  the  forms  of  plastic  concrete  in  the  arch  ring  on  ribs", 
but  a  few  remarks  on  other  features  of  the  viaducts  may  be  allowed. 

In  looking  over  the  foundations  of  the  piers,  as  shown  on  Plates 
XVIII,.  XIX,  and  XX,  an  impression  was  left  on  the  writer's  mind 
that  the  old   conflict  between  the  sincere   endeavor  of  the   engineer 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXIV,  p.  1. 
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to  obtain  the  best  results  and  the  barrier  set  up  by  a  limited  appro-  Mr. 
priation  has  not  been  decided  fully  in  favor  of  the  engineer,  as  far 
as  the  question  of  foundations  of  the  piers  of  the  Fort  Worth  bridges 
is  concerned.  This  is  written  with  considerable  diffidence,  because 
a  thorough  acquaintance  with  the  rlature  of  the  material  in  the  river 
bed  alone  could  justify  criticism.  The  following  points,  therefore, 
are  brought  out  merely  as  suggestions,  and  will  be  touched  on  as 
briefly  as  possible. 

The  footings  of  a  number  of  the  piers  in  the  bed  of  the  river,  that 
is,  inside  of  the  levee  protections,  for  instance.  Pier  3  of  the  Main 
Street  Viaduct,  the  piers  of  the  Seventh  Street  Viaduct  with  the 
exception  of  Nos.  1  and  2,  and  some  of  the  piers  of  the  East  Fourth 
Street  Viaduct,  are  not  carried  down  as  deep  as  the  river  bed.  For 
their  protection  against  scouring,  rip-rapping  is  relied  on,  which  may, 
or  may  not,  be  properly  renewed  in  years  to  come. 

The  base  of  Pier  2  of  the  West  Seventh  Street  Viaduct,  judging 
by  the  small-scale  elevation  on  Plate  XVIII,  seems  so  provokingly  close 
to  rock  that  it  may  not  be  unreasonable  to  ask  why  this  chance  to 
obtain  an  unyielding  foundation  on  both  sides  of  a  rather  flat  concrete 
arch  was  not  utilized. 

Even  the  problem  of  a  solid  foundation  for  Pier  2  of  the  Main 
Street  Viaduct,  carefully  as  it  seems  to  have  been  studied  by  the  con- 
sulting engineers,  leaves  some  doubt  in  the  mind  whether  rock  might 
not  have  been  reached  at  a  reasonable  price.  According  to  Plates 
XVm  and  XX,  the  15-ft.  oak  piles  at  the  north  side  of  the  pier  reach 
down  to  within  a  few  feet  of  it. 

As  to  the  design  of  the  bearings  of  the  track  rails,  adopted  for  reasons 
of  economy,  it  is  not  likely  to  be  repeated  on  other  viaducts.  The  life 
of  the  fiber  pad,  i  in.  thick,  which  is,  to  act  as  a  shock  absorber,  will 
not  be  a  long  one,  and  the  hammering  of  the  wheels  under  the  electric 
railway  traffic  will  then  be  a  serious  matter  for  the  slabs  and  girders. 

In  speaking  of  the  advantages  of  the  three-hinged,  ribbed  arch, 
it  was  an  oversight  on  Mr.  Bowen's  part  to  claim  that  water-proofing 
is,  in  every  case,  a  necessity  for  the  circular  arch;  but,  aside  from 
this,  every  word  he  has  said  is  true,  and  should  be  welcomed  by  every 
structural  engineer.  Concrete  arches  should  either  be  built  with 
hinges  or  efficiently  reinforced  against  temperature  stresses.  Too  long, 
for  the  credit  of  the  Profession,  have  concrete  arches  been  built  in 
the  United  States  with  disregard  for  temperature  stresses  or  under 
assumptions  of  changes  of  temperature  whicli,  on  their  face,  are 
not  true. 

Changes  of  temperature  in  the  body  of  concrete  arches  produced 
by  long-continued  heat  or  cold  can  be  ascertained,  either  by  judgment 
confirmed   by   experience,   or   by   actual   tests   on   existing   structures. 
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Mr.     Whenever  excessive  stresses  result  from  such  changes,  hinges  should 
*^  ^'^'  be  used. 

As  the  writer  expressed  it  in  a  previous  publication :  This  (that  is, 
the  assumption  of  inadequate  changes  of  temperature  in  order  to  obtain 
convenient  stresses  in  the  arch)  is  the  only  instance  on  record  in 
the  history  of  engineering  where  an  attempt  is  made  to  adjust  the 
laws  of  Nature  to  the  woi'ks  of  man,  instead  of  vice  versa. 

It  is  true  that  in  former  years  the  three-hinged  steel  arch  had 
gradually  to  give  way  to  the  two-hinged  or  to  the  fixed  arch,  on  account 
of  its  lack  of  rigidity  under  moving  loads,  but  with  the  heavy  concrete 
arch  this  defect  is,  to  a  great  extent,  overcome,  and  should  not  be  a 
serious  objection  to  the  use  of  the  center  hinge. 
Mr.  S.  W.  BowEX,*  M.  Am.  Soc.  C.  E.   (by  letter).— Referring  to  the 

'  use  of  "free"  centers  mentioned  by  Mr.  Gayler,  these  were  considered 
for  the  Fort  Worth  viaducts,  but  were  not  adopted  for  the  following 
reasons:  At  West  Seventh  Street,  there  was  not  sufficient  clearance 
between  the  high-water  line  and  the  underside  of  the  arch  rib  to 
permit  of  their  use.  At  Main  Street,  all  the  spans  were  of  different 
lengths,  which,  at  most,  would  have  permitted  the  use  of  the  centers 
only  twice,  once  for  each  half  of  the  structure.  The  ribs  required 
considerable  permanent  reinforcement,  so  that  in  this  case  it  was 
more  economical  to  place  the  centers  within  the  ribs,  and  use  them 
both  as  centers  and  reinforcement. 

"Free"  centers  have  been  used  to  great  advantage  in  a  number 
of  large  viaducts  where  there  were  several  spans  of  the  same  length, 
and  where  little  or  no  reinforcement  was  required  in  the  arch,  for 
example,  for  the  "Tunkhannock",  and  other  viaducts,  built  by  the 
Delaware,  Lackawanna  and  Western  Railroad  Company.  The  first 
use  made  of  these  centers  in  the  United  States  was  for  the  Rocky 
River  Bridge,  at  Cleveland,  Ohio,  mentioned  by  Mr.  Gayler. 

Pier  2,  at  West  Seventh  Street,  is  founded  on  a  very  dense 
mass  of  gravel  and  boulders.  It  was  originally  intended  to  place  it 
on  bed-rock,  but,  after  an  examination  of  the  foundation,  it  was 
decided  to  stop  at  the  gravel  formation.  The  other  piers  were  carried 
down  to  such  a  depth  that,  considering  the  ample  bank  protection, 
it  seems  highly  improbable  that  there  will  be  any  trouble  from  scour. 
The  reason  for  stopping  the  piles  under  Pier  2  at  Main  Street  short 
of  bed-rock  is  explained  in  the  paper. 

The  arrangement  for  fastening  the  track  rails  did  not  prove  to 
be  as  satisfactory  as  had  been  expected,  principally  on  account  of 
the  difficulty  of  setting  the  anchor-bolts.  This  scheme  was  used  in 
order  to  reduce  the  dead  load  on  the  structure. 

In  conclusion,  the  writer  wishes  to  express  his  thanks  to  Mr. 
Gayler  for  his  valuable  discussion. 

*  St.  Louis,  Mo. 
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PROOF  OF  AN  ASSUMPTION  ^^qx'' 

IN  THE  THEOPvY  OF  CONCRETE  BEAMS  "'*  ''^""i 

By  Ealph  E.  Goodwin,  Jun.  Am.  Soc.  C.  E,,^-        ,  r    .^^^^ 


With  Discussion  by  J.  P.  J.  Williams,  Assoc.  M.  Am,  Soc.  C.  E. 


oYNOPSis.  a-gissb  aJBTonoo  bsoTOhTisi 

The  object  of  this  paper  is  to  present  a  mathematical  justification  ' 
of  the  theory  that  a  section  of  a  beam  which  is  a  plane  before  bending^ 
remains    a   plane   after   bending,   as    applied   to   beams   of    reinforced 
concrete.  '■'■'   ''■'■-    -''^^'- 

The  proof  is  based  on  the  principle  of  least  work.  — -■  ^^-  • 

The  assumptions  are  those  usual  in  the  theory  of  reinforced  con- 
crete design,  with  the  exception  of  that  of  a  plane  before  and  after 
bending,  which  is  assumed  to  be  true  of  the  compression  side  of  the 
beam,  but  not  of  the  beam  as  a  whole. 

It  is  important  to  notice  that  the  value  of  the  conclusions  depends 
on  the  accuracy  of  the  assumptions.  No  assumptions  are  made  in  the 
proof,  however,  which  are  not  commonly  used  in  reinforced  concrete 

de^gn.  ^^^^  ^'  '"T'!^.., 

The  common  theory  of  reinforced  concrete  beam  design  is  based  on 
the  assumption  that  a  section  which  is  a  plane  before  bending  renaains 
a  plane  after  bending.  This  assumption  is  borrowed  from  the  common 
theory  of  flexure,  and  is  so  familiar  to  engineers,  through  its  applica- 
tion to  beams  of  homogeneous  material,  tiiat  the  correctness  of  applying 
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it  to  beams  of  reinforced  concrete  is  seldom  questioned.  Nevertheless, 
the  difference  between  a  beam  of  homogeneous  material  and  a  com- 
posite beam  of  concrete  reinforced  with  steel  is  so  great  that  an 
assumption  which  is  reasonable  in  the  case  of  the  former  is  not 
necessarily  reasonable  in  the  case  of  the  latter,  and  textbooks  on  the 
subject  should  furnish  more  plausible  reasons  for  the  theory  of  a  plane 
before  and  after  bending  than  they  usually  advance. 

There  follows  a  mathematical  justification  of  the  principle  in  ques- 
tion, which  is  based  on  the  principle  of  least  work.  It  is  assumed 
that  the  correct  value  of  ;  (arm  of  resisting  couple)  is  the  value  which 
develops  any  given  M  (resisting  moment)  with  the  minimum  of  work 
expended  in  bending  the  beam.  The  method  of  proof  used  is  to  com- 
pute the  value  of  ;  by  the  method  of 
least  work  and  to  show  that  the  value 
thus  determined  is  the  same  as  that 
in  common  use. 

In  the  work  which  follows,  the 
assumptions  usual  to  the  theory  of 
reinforced  concrete  design  are  made, 
with  the  exception  of  that  of  a  plane 
before  and  after  bending,  which  is 
assumed  to  be  true  of  the  compression  ^^°-  ■'^• 

side  of  the  beam,  but  not  of  the  beam  as  a  whole  (Fig.  1). 

The  symbols  used  are  the  standard  notation.     In  addition, 

dl  =  the   distance  between   two   adjacent   cross-sections   of   the 
'    ;   •       beam  before  bending. 
:.:.-' Wai  i'r^.  the   work   done    in    straining   a    section    of   the    beam    of 

length,  dl. 
■^.,*W^>=s^  (work  of  straining  steel   on   tension    side)    plus    (work   of 
vi*  .!i     !  :    straining  concrete  on  compression  side). 


According  to  the  principles  of  mechanics,  the  work  done  by  a  load 
gradually  applied  is  one-half  the  force  multiplied  by  the  distance. 
Hence, 
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Substitute  these  values  in  Equation   (1). 


_ 
3P 


2  (fib  E„ 


J  4  1       I 

1 9(1-./)/  +  ^T7'  ] 


M^         (  4  (f  — /)  -^         /-^  ) 


2d^b  E^    ]  9  i>  «  i" 

To  find  the  value  of  j  which  will  make   W ^i  a  minimum,  set  the 
first  derivative  with  respect  to  j  equal  to  zero. 

^  {W^d   _   .  _         M^         S  -4(.f-/)--^(2./-3.f)  _  2/2"  )   „ 
dj        "  2d'   bE^  \  9  pn    \      ' 

4(2J-3/)  -2 

^  ^j\l^-jf  ]  4i^  "  -  «./i^  "  +  9  (1  -  ./)'!• 

Each  factor,  when  set  equal  to  zero,  gives  a  root  of  the  equation. 
The  root  desired  lies  in  the  last  factor, 

0  =  4  p  H  —  GJp  n  +  9  (1  — ./  )2; 

0  =  f  —  I  j  (P  »  +  3)  +  (1  +      p  n). 
•J  y 

Solving  for  j  by  completing  the  square  in  the  above  equation  gives, 
i  =  1  —  y  (  V  2  jj  H  +  (p  »)■'  —  P  nj  =  1  —  .^  fc. 

Hence  A-  =  v    2p  ?(  +  (/)  »)^  —  P  '*• 

This  is  the  value  of  h  in  common  use.     Q.  E.  D. 

For  beams  reinforced  for  compression  and  for  T-beams  the  demon- 
stration is  similar  to  the  foregoing,  up  to  and  including  the  placing 
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of   the   first   derivative   equal   to   zero.     From   that  point   tlie  general 
solution  becomes  so  complicated  that  it  is  best  to  continue  as  follows, 

(1)  Assume  numerical  values  for  p,  p',  d,  d/,  n; 

(2)  Compute    the    numerical    value    of    Ic    from    the   formula    in 

If  *; 

common  use ;  , 

(3)  Substitute   the   foregoing   values   in   the   following   equation: 

First  derivative  of  work  with  respect  to  A:  =  0. 

It  will  be  found  that  the  equation  in  (3)  is  always  satisfied  by  the 
values  assumed  in  (1)  and  (2).     Q.  E.  D. 


■   S> 


ir 
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J.  p.  J.  Williams,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter).— This  Mr. 
mathematical  proof  of  the  validity  of  the  usual  assumption  in  reinforced  '  '*™'' 
concrete  beam  analysis,  that  plane  sections  remain  plane  after  flexure, 
that  is,  that  the  steel  strain  is  just  sufficient  to  make  this  assumption 
correct,  is  very  interesting.  The  almost  universal  respect  accorded 
the  method  of  least  work  should  insure  that  this  new  application 
will  strengthen  materially  the  belief  in  the  validity  of  the  assumption 
discussed.  It  should  be  emphasized  that  this  proof  is  also  based  on 
the  assumption  that  the  compression  side  remains  plane,  that  is,  the 
usual  straight  line  variation  for  compressive  stress  is  assumed.  Hence 
the  proof  really  applies  to  the  tensile  steel,  assuming  no  tension  in 
concrete,  and  shows  that  the  work  done  by  the  steel  to  produce  a 
minimum  total  work  is  that  resulting  from  a  strain  just  sufficient  to 
keep  the  normal  section  a  plane. 

The  writer  finds  that  the  analysis  for  T-beams  can  be  made  without 
much  difficulty,  if  the  variable  be  made  z  instead  of  h.  In  fact,  this 
method  of  analysis  is  also  much  shorter  for  the  case  of  the  rectangular 
beam  treated  by  the  author. 

Both  these  analyses  follow,  using  the  author's  notation. 

Eectaxgular  Beam. 
Write  the  equation  for  work,  TF^,,  in  terms  of  z,  and  finally  solve  for 

'  2  C  2  C  ;"y  '  ". , 

Substitute  /;  =  rri   =   VT-'^  h  = —n '^  ^.  =  "  ^c 


_   di    r2  c^         r- 


L  9  z  2  pn  f?  J 


M 

Substitute  C  =  T= dA  ii  Sv^  j  -( 

d  —  z 

M^  dl        r  2 
rV. 


[—  1       "I 

Lo  2         2  pn  dJ 


E^b  {d  —  zf  L9  2         2  pn 

Place  the  first  derivative  of  the  variables  with  respect  to  z  equal  to 
•o  : 

f?2     r  ^        L     9       ^2  pn  d]  f 

*  New  York  City. 
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Winiams.        Or.  —  2    (d  ~  z^-^  r—  T\     \-2z~^  '-r   i  '  1 


/      2z-\ 


Multiply  through  by  9  z^  (d  —  zf  —  : 

Solve  for  "^  =  ^,  by  coUecting  terms,  and  completing  square  : 
-J  =  k  ^  S/2  pn  +   (j9u)'^  —  ^n,  as  found  by  the  author. 


T-Beam,  Neglecting  Compression  in  Stem. 
^di  =  V  C"  X  strain  at  z  from  top  -\ T  ^  dJ. 


Strain  at  z  from  top         =  -^  "-  dl 

^  E^      kd      '"• 

Also,  substitute  /^  =   ^-^  E^  =  n  E  ;  f   =         ^  ^^^  *-' 


4'     V  ''■'       bt(2kd~ty 

^-_  dl   fC'ikd-z)     ,       T^ 


Substitute  C=  T  ^ 


E^  Lbt(2kd  —  t)       _2nA 


]■ 


W.,= 


d  —  z 


at         r        /f«  —  z  1-1 

—  z)'  Lti(2  kd  —  t)  ^  -iVzJ" 


^,  (d  —  zf  L  ti  (2  kd  —  t) 

Now,  z  =  .  _    or   kd  —  ~-^ —^ 

2kd  —  t       s'      '        ~     6z-St' 

Q  tz~2f'  ~{)z' 


and  kd  —  z  = 


6z  —  3t 

-■  I 


2kd  ~  t  =  - 

6  z  —  3  ? 
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Substitute,  and  place  first  derivative  with  respect  to  z  equal  to  zero :  ^.  Mr.^^ 

.  G  2'  —  6  «  2  +  2  ("-^    ,         1     \ 


(d-z)-' 


+  ^"'~^l (12  z  —  ot)  =  0. 


Multiply  through  by  {d  —  zf  b  t^  : 

n  A 


2(Gz'-Qtz  +  2  t')  +  ^+  (cl  -  z)  (12  3  _  6  i)  =  0. 


12  2^  _  12  i  2  +  4  (^  +  —  +  12  d2  —  6  fZ  i  —  12  2^  +  6  «  2  =  0. 
n  J. 

,         &^ 
6  2  (2  fZ  —  0  =  6  c?  «  —  4  «2  —  "— . 

2nACdd—2t)-~bt^     t_ 
^  ^  2n  A(2d—  t)  ■  3  ■ 

This  is  exactly  the  same  as  the  value  obtained  by  the  usual  assump- 

2  nd  A  ^bf' 

tion,  as  can  be  shown  bv  substituting  the  value  of  kd  =  -^ , — ri7T7 

'  -  °  2n^  +  2oc 

in  the  expression  for  z  : 

2>l(:d  —  2t     t        (jnd  A  +  3  b  t^  ^  i  n  t  A  —  4b  f    J_ 
^  ^     2kd  —  t  '  IT  ^  4  n  cZ  J.  +2bf  —  2ntA  —  2b  f  ¥' 

■    '.-.or!       !,>..• 

2n  A(3d  —  2t)  —bt^     t         ,    ^    ""' ^ 

Or,  2  =  ^ .  — ,  as  before. 

2  n  ^  (2  cZ  —  0  3 
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INVESTIGATION    OF    THE    PERFORMANCE    OF    A 
REACTION  TURBINE 

By  K.  L.  Daughertv.  Esq.^ 


With   Discussion   by   Messrs.    S.   J.   Zowski,   H.   Birchard   Taylor, 
Daniel  W.  Mead,  R.  C.  Carpenter,  and  E.  L.  Daugherty. 


Synopsis. 
A  careful  and  accurate  test  of  a  550-h.p.  reaction  turbine  recently 
installed  at  Cornell  University  showed  a  very  high  efficiency.  In  addi- 
tion to  the  regular  load  test  at  constant  speed,  the  torque,  head,  and 
discharge  were  measured  at  zero  speed,  and  readings  were  also  taken 
of  speed,  head,  and  discharge  under  no  load.  From  these  data  it  was 
possible  to  construct,  at  least  approximately,  a  complete  characteristic 
curve  for  the  turbine. 


1. — Cornell  University  generates  its  power  for  lighting  and  other 
purposes  in  a  hydro-electric  power  plant  which  operates  under  a  head 
of  approximately  140  ft.  The  water  is  led  from  Beebe  Lake  to  the 
power-house  through  a  pipe  line  5  ft.  in  diameter  and  1  711  ft.  long. 
When  the  present  power-house  was  built,  in  1905,  it  was  equipped  with 
four  Pelton  impulse  wheels,  but  the  increasing  demands  for  power 
have  made  it  necessary  to  add  to  the  capacity  of  the  plant.  After 
due  consideration  of  the  various  factors  involved,  it  was  decided  to  put 
in  a  reaction  turbine  for  the  additional  unit.f 

*  Assistant  Professor  of  Hydraulics,  Sibley  College,   Cornell  University. 
t  "Choice  of  Turbine  for  University  Power  House",  by  R.  L.  Daugberty,   Siblep) 
Journal  of  Engineering,  Vol.  28,  p.  191. 
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2. — The  turbine  selected  was  made  by  the  I.  P.  Morris  Company, 
of  Philadelphia,  It  is  rated  at  550  h.p.,  at  600  rev.  per  min.,  under  a 
head  of  142  ft.  The  runner  is  27  in.  in  diameter.  The  turbine  is  direct- 
connected  to  a  450-kv-a.,  2  300-volt,  3-phase,  60-cycle  alternator,  sup- 
plied by  the  General  Electric  Company. 

3. — The  new  turbine  was  tested  by  the  writer  in  February,  1914. 
In  this  work  he  was  ably  assisted  by  Mr.  F.  G.  Switzer,  a  graduate 
student  and  Fellow  in  Sibley  College.  The  latter  calibrated  all  the 
electrical  instruments  used  and  took  charge  of  the  determination  of 
the  generator  output  and  efficiency. 

4. — With  the  data  secured  in  this  test,  it  was  possible  to  construct 
curves  which  would  show  the  operation  of  the  turbine  under  any 
combination  of  head,  power,  and  speed.  This  is  rarely  done  except 
in  the  case  of  a  brake  test.  On  account  of  the  favorable  conditions  for 
testing,  it  is  believed  that  a  higher  degree  of  accuracy  than  usual 
was  attained.  The  efficiency  of  the  turbine  itself  was  found  to  be  very 
high. 

5. — The  method  of  estimating  the  head  in  a  turbine  test  is  a  mat- 
ter of  agreement  in  any  case.  The  head  consumed  by  the  wheel  alone 
is  the  fall  from  the  surface  of  the  head-water  to  the  surface  of  the 
tail-water,  minus  all  losses  in  the  penstock  and  draft-tube.  It  is 
usually  obtained  by  taking  the  difference  in  the  heads  at  the  entrance 
to  and  exit  from  the  turbine.  Let  the  pressure,  when  reduced  to  feet 
of  water,  be  denoted  by  p,  the  elevation  in  feet  above  any  arbitrary 
datum  plane  by  z,  and  the  velocity,  in  feet  per  second,  as  determined 
by  the  cross-sectional  area  and  the  measured  rate  of  discharge,  by 
V.  If  subscript  (^)  be  used  to  indicate  values  at  the  point  of  entrance 
to  the  turbine  case  and  subscript  („)  corresponding  values  at  the  point 
of  discharge  from  the  turbine  into  the  draft-tube,  the  head  on  the 
turbine  will  be : 

6. — The  draft-tube  is  often  regarded  as  an  integral  part  of  the 
turbine,  and  thus  any  losses  connected  with  it  are  to  be  charged  to  the 
turbine.  Thus,  the  head  on  the  turbine  and  draft-tube  will  be  the  fall 
from  the  head-water  to  the  tail-water,  minus  the  loss  in  the  penstock 
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only;  or,  it  is  obtained  in  a  test,  if  z^   is  the  elevation  of  the  point 
where  the- pressure  is  measured  above  the  tail-race,  by 

This  value  of  h  will  be  greater  than  that  given  by  the  equation  in 
•Paragraph  5.  The  difference  between  the  two  is  equal  to  the  friction 
■'head  in  the  draft-tube  plus  the  velocity  head  lost  at  the  discharge  from 
^■the  mouth  of  the  draft-tube.  To  illustrate  this  it  might  be  noted  that 
tfor  Run  7  the  head  computed  by  the  method  shown  in  Paragraph  5 
was  137.9  ft.,  and,  as  computed  by  the  method  just  given,  it  was  140,46 
ft.     Throughout  this  paper  the  latter  method  will  be  used. 

7.— In  the  test  the  pressure  at  the  intake  was  measured  with  a 
mercury  column  built  in  the  form  of  a  U-tube.  The  height  of  the 
mercury  columns  was  read  on  a  metal  scale  graduated  to  hundredths 
of  a  foot.  The  oscillation  of  the  columns  was  usually  less  than  0.010 
ft.,  so  that  accurate  readings  were  readily  secured.  There  were  four 
pressure  connections  equally  spaced  around  the  circumference  of  the 
penstock,  and  the  true  pressure  was  taken  as  the  average  of  the  four 
readings.  It  was  noted,  however,  that  there  was  very  little  difference  in 
the  pressures   as  measured   at  the  four  points. 

8.— For  convenience,  the  pressure  was  transferred  to  the  center  of 
the  shaft  which  was  3.82  ft.  above  the  zero  point  on  the  metal  scale. 
If  the  two  mercury  column  readings  be  denoted  by  U^  and  R^,  the 
pressure  transferred  to  the  center  of  the  shaft  will  be 

13.57   (i?,  —  i?J   —   (3.82  —  R„). 
The  vertical  distance  from  the  center  of  the  shaft  to  the  crest  of  the 
weir  was  14.0  ft.     If  the  head  of  water  over  the  weir  be  noted  by  H, 
the  elevation  of  the  center  of  the  shaft  above  the  tail-race  level  will  be 

14.0  —  E. 
The  sum  of  these  two  expressions  will  be  the  value  of 

2i  +  Pr 
The  intake  pipe  at  the  point  where  the  pressure  was  measured  is  30  in. 
in  diameter.     From  this  area  and  the  measured  rate  of  discharge,  the 

value  of  Tj   may  be  obtained.     By   adding  ^    to    the    above     we    o-et 

2  g  » 

the  value  of  the  head  on  the  turbine. 
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-Reaction  Tttkbine,  with  Dkaft-Elbow 
Removed,  Showing  Runner. 


Fig.  4. — Water  Rheostat. 
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9. — The  rate  of  discharge  was  measured  with  a  suppressed  weir  in 
the  tail-race.  A  steel  plate  with  a  sharp  beveled  edge  in  good  condition 
was  set  in  just  before  the  test.  The  length  of  the  crest  was  7.573  ft., 
and  its  height  above  the  bottom  of  the  channel  was  2.83  ft.  A  set 
of  baffles  was  inserted  just  below  the  draft-tube,  and  a  raft  was 
floated  on  the  water  to  kill  the  surface  ripples.  The  head  on  the 
weir  was  measured  with  a  hook-gauge.  The  zero  was  set  by  a  sur- 
veyor's level  and  checked  by  an  observation  when  the  water  was  just 
ready  to  flow  over  the  weir.  At  the  conclusion  of  the  test,  the  zero 
was  again  checked  by  the  level.  During  the  test  there  was  a  small 
constant  leakage  through  the  other  wheels.  This  was  determined  by  a 
leakage  run  before  the  test  was  begun. 

10. — The  rate  of  discharge  was  computed  by  the  modified  Francis 
formula : 

g  =  3.33L   (h+^J^    ' 
where, 

q    =  cubic  feet  per  second ; 

L    =^  length  of  crest,  in  feet; 

//  =  head  on  weir,  in  feet;  and 

V    =  velocity  of  approach,  in  feet  per  second. 

If  the  velocity  of  approach  is  uniform  over  the  entire  cross-section  of 
the  channel,  this  formula  is  reasonably  correct.  In  many  cases,  how- 
ever, the  actual  velocity  near  the  surface  is  much  greater  than  the 
mean  velocity,  and  there  is  practically  a  dead-water  space  near  the 
bottom  of  the  channel.  Thus  the  effective  velocity  head  is  greater  than 
that  determined  from  the  mean  velocity.  As  v  is  obtained  by  dividing 
the  rate  of  discharge  by  the  cross-sectional  area  of  the  channel,  it  is 

customary   to   multiply  — -  by  a  factor  which  may  range  from  1.0  to 

2.0,  according  to  circumstances.  In  this  case  ia  traverse  of  the  channel 
with  a  current  meter,  by  E.  W.  Schoder,  Assoc.  M.  Am.  Soc.  C.  E.,  and 
Professor  Turner,  showed  a  uniform  distribution  of  velocity,  and  thus 
justified  the  use  of  a  factor  of  unity. 

11. — This  uniform  distribution  of  velocity  is  probably  due  to  the 
fact  that  the  distance  from  the  draft-tube  to  the  crest  of  the  weir  is 
only  about  30  ft.     The  draft-tube  is  vertical,  and  discharges  its  water 
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directly  against  the  bottom,  thus  it  is  probable  that  there  would  be  a 
high  bottom  velocity  for  some  distance.  If  the  tail-race  had  been  much 
longer  we  might  then  have  expected  to  find  the  more  usual  (that  is, 
unequal)  distribution  of  velocities. 

12.— The  power  output  of  the  generator  was  absorbed  by  a  water 
rheostat  suspended  in  a  pool  in  the  creek.  This  rheostat  consisted  of 
three  pipes  at  the  vertices  of  an  equilateral  triangle,  with  sheet-iron 
plates  bolted  to  them.  The  load  was  varied  by  changing  the  depth  of 
immersion.  A  similar  rheostat,  used  in  some  testing  in  1913,  proved 
to  be  very  satisfactory,  giving  a  perfectly  steady  load.  The  one  used 
in  this  test  was  designed  to  carry  twice  as  much  load  as  the  former 
instrument,  but  it  failed  to  do  so  without  modification.  The  design  of 
such  a  rheostat  seems  to  be  largely  a  matter  of  trial,  in  view  of  the 
limited  data  available  and  also  on  account  of  the  important  factor  of 


DIAGRAM  OF  CONNECTIONS 
Fig.   5. 

the  purity  of  the  water.*  At  the  time  of  the  tests  in  1914,  the  rmi-off  in 
the  creek  was  mostly  from  melting  ice  and  snow  and  therefore  purer 
than  the  ground-water  encountered  in  1913. 

13.— In  order  to  make  the  rheostat  carry  the  load,  it  was  necessary 
to  bend  the  plates  so  as  to  bring  them  within  2  in.  of  each  other.  It  is 
probable  that  the  fluctuations  on  the  heavier  loads  were  due  to  the 
boiling  of  the  water  between  the  plates.  By  taking  readings  every  2 
min.  during  quite  a  period  of  time,  it  is  believed  that  a  good  average 
was  obtained,  despite  this  slight  unsteadiness.  The  accuracy  of  the 
results  is  roughly  checked  by  the  fact  that  the  power  factor  remained 
approximately  constant  for  all  the  loads. 

14.— All  electrical  instruments  used  were  carefully  calibrated  by 
comparison  with  standards,  in  the  possession  of  the  Physics  Depart- 
ment of  Cornell  ..University.     The  ratios,  of  current  and  voltage  trans- 


'■  See  Power,  August  4th,  1914,  p.  184. 
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formers  were  determined,  as  well  as  the  phase  angles  of  the  latter. 
The  phase  angles  of  the  current  transformers  were  found  to  be  neg- 
ligible. 

15. — At  the  end  of  each  run  the  resistance  of  the  armature  was 
determined  by  the  drop-of -potential  method.  The  friction,  windage, 
and  iron  losses  were  found  by  operating  the  generator  as  a  synchronous 
motor.  It  was  also  desired  to  find  the  value  of  the  friction  and 
windage  alone,  and  to  determine  how  these  losses  varied  with  the 
speed.  As  this  could  not  be  done  with  the  synchronous  motor  run,  a 
small,  direct-current  motor  was  belted  to  the  set.  The  input  to  the 
motor  was  read,  and  the  motor  losses  were  deducted.  If  the  power  of 
this  motor  had  been  sufficient  to  drive  the  set  at  600  rev.  per  min., 

20 


16  20 

i         ^ ':--«..  Field  Amperes. 

Fig.    6. 

under  full  field,  the  synchronous  motor  run  would  have  been  unneces- 
sary. The  two  combined,  however,  gave  everything  that  was  desired. 
(Figs.  6  and  7.)  The  friction  and  windage  of  the  generator  was 
arbitrarily  assumed  to  be  three-fourths  of  that  of  the  set. 

16.- — In  the  test,  runs  were  made  under  various  loads  at  a  constant 
speed  of  600  rev.  per  min.  The  turbine  was  also  prevented  from 
rotating,  and  the  torque  at  various  gate  openings  was  measured  by  a 
system  of  levers  and  standard  weights.  The  gate-openings  were  the 
same  as  those  used  in  the  load  runs.  Readings  were  also  taken  of 
head  and  discharge.  In  addition,  the  turbine  was  permitted  to  run  at 
run-away  speed,  the  only  load  on  it  being  the  friction  and  windage  of 
the.. generator.  For  the  same  gate  openings,  readings  were  taken  of 
speed,  head,  and  discharge. 
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17.— The  usual  commercial  test,  made  at  a  constant  speed  and 
under 'an  approximately  constant  head,  is  quite  valuable,  yet  it  is  not 
entirely  satisfactory.  The  question  is  always  open  as  to  what  the 
effect  would  have  been  if  the  speed  had  been  a  little  higher  or  a  little 
lower.  Also,  in  many  plants,  where  the  speed  of  the  turbine  miist 
necessarily  be  constant,  the  head  will  vary  through  quite  a  range,  due 
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to  fluctuations  in  the  stream  flow.  Thus,  in  actual  operation  the  rela- 
tion between  speed  and  head  may  not  always  be  the  best.  In  order 
to  determine  fully  the  characteristics  of  a  given  turbine,  it  is  neces- 
sary to  test  it  at  various  gate  openings  under  several  relations  of  speed 
to  head.  It  is  clear  that  the  speed  may  be  varied,  as  in  the  usual 
brake  test,  or  it  may  be  possible  to  vary  the  head.  Either  method  will 
accomplish  the  desired  result.     In  the  test  under  discussion  the  head 
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was  throttled  down  by  the  gate-valve  to  about  two-thirds  of  its  normal 
value.  A  load  run  was  then  made  under  the  regular  speed  of  600  rev. 
per  min.     It  was  hoped  to  secure  a  number  of  such  points  at  several 
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gate-openings  and  at  several  values  of  the  head,  but  lack  of  time 
available  for  the  test  prevented.  By  throttling  the  head,  while  keeping 
the  speed  constant,  we  obtain  values  higher  than  normal  of  the  ratio 
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of  speed  to  head.  In  order  to  obtain  values  of  this  ratio  lower  than 
normal,  the  head  could  be  made  the  maximum  value  possible  and  the 
speed  of  the  generator  reduced.  Of  course,  the  speed  could  not  be 
reduced  a  great  deal,  otherwise  excessive  armature  currents  would  be 
drawn,  but  it  might  be  reduced  sufficiently  to  give  the  results  desired. 
Although  this  was  not  done  either,  on  account  of  lack  of  time,  it  was 
possible  to  approximate  very  closely  the  results  by  the  method  described 
subsequently. 

18. — As  all  the  various  runs  were  made  at  slightly  different  heads,  it 
is  desirable  to  reduce  them  all  to  a  common  head.  For  convenience, 
this  head  is  taken  as  1  ft.  To  transfer  any  test  point  under  a  given 
60  I 
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head  to  a  1-ft.  head,  it  is  necessary  to  divide  the  speed  by  the  square 
root  of  the  head,  the  discharge  by  the  square  root  of  the  head,  the 
torque  by  the  head,  and  the  power  by  the  three-halves  power  of  the 
head.  The  torque  was  computed  from  the  horse-power  measured  in 
the  load  runs,  and,  after  reduction  to  a  1-ft.  head,  the  relation  between 
torque  and  speed  is  obtained,  as  shown^  in  Fig.  10.  The  relation  be- 
tween rate  of  discharge  and  speed  is  shown  in  Fig.  11.  +i 
19. — The  relation  between  torque  and  speed,  or  discharge  and  speed, 
is  not  a  straight  line,  but,  if  a  suitable  scale  is  chosen,  may  be  repre- 
sented by  a  fairly  flat  curve.     With  the  three  points  determined  for 
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each  gate  opening,  it  is  possible  to  draw  curves  which  cannot  be  very 
far  from  correct,  assuming  that  the  three  points  are  accurately 
determined.  If  additional  points  had  been  determined  by  the  methods 
previously  outlined,  there  would  then  have  been  no  question  about  the 
entire  curve;  but  these  additional  points  are  not  essential.  These  three 
points,  moreover,  cover  the  range  from  zero  speed  to  the  maximum 
run-away  speed  under  no  load. 

20. — All  these  relations  may  be  involved  in  a  set  of  curves  in  a 
diagram  which  is  known  as  the  characteristic  curve  of  the  turbine. 
To  construct  such  a  diagram  all  values  must  be  reduced  to  a  1-ft.  head. 
The  co-ordinates  are  rate  of  discharge  and  revolutions  per  minute.    As 
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the  horse-power  input  is  directly  proportional  to  the  rate  of  discharge, 
it  is  customary  to  add  a  scale  for  it,  parallel  to  the  values  of  the  dis- 
charge. Within  this  diagram,  curves  are  constructed  for  the  various 
gate  openings,  showing  the  relation  between  discharge  and  speed. 
The  diagram  is  completed  by  the  construction  of  iso-efficiency  curves. 
Occasionally,  iso-power  curves  are  also  added,  but  they  tend  to  make 
the  diagram  too  complicated,  and  are  really  not  necessary.  For  any 
conditions  of  operation,  the  horse-power  input  and  the  eificiency  may 
be  readily  noted  on  the  diagram.  The  product  of  the  two  gives  the 
horse-power  developed.  This  system  of  plotting  a  turbine  perform- 
ance was  devised  by  D.  W.  Mead,  M.  Am.  Soc.  C.  E..  and  is  given  in 
his  "Water  Power  Engineering". 
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21. — Accepting  the  curves  in  Fig8. 10  and  11  as  correct,  the  efficiency 
may  be  computed  at  any  intermediate  point,  and  thus  the  charac- 
teristic curve^aay-be  constructed,  as  shown  in  Fig.  12.  Such  a  diagram 
covers  every  possible  condition  under  which  the  turbine  may  operate. 

TABLE  1. — Generator  Eesults. 


(«) 


Run. 


(2) 


(3) 


(4) 
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3 
4 
5 

6 
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0.0 
29.2 
59.6 
61.7 
86.5 
107.6 
125.5 


0.0 
103.4 
222.6 
220.8 
309.9 
391.8 
440.3 


12.2 
12.6 
13.2 

12.7 
13.2 
13.8 
14.0 


1.4 
1.5 
1.7 

1.6 

1.8 
2.0 
2.1 


,0.0 
0.3 
1.3 
1.3 

2.8 
4.4 
5.9 


13.6 
117.8 
238.8 
236.4 
327.7 
412.0 
462.3 


0.0 
87.8 
93.1 
93.4 
94.6 
95.1 
95.2 


12.2 
116.3 
237.1 
234.8 
325.9 
410.0 
460.2 


TABLE  2.— Turbine  Eesults. 
Load  Run  at  600  rev.  per  min. 


(«) 


Run. 


1 
2 
3 
4 
5 
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0,007 
(1.248 
0.476 
0.476 
0.600 
0.772 
1.000 
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7.4 
16.4 
25.4 
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31.8 
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122.8 
271.0 
417.0 
410.0 
517.0 
625.0 
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1.56.0 
318.0 
315.0 
437.0 
550.0 
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1  365.0 

2  780.0 

2  750.0 

3  820.0 

4  820.0 

5  400.0 
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57.6 
76.3 
76.7 

84.5 
88.0 
87.0 


TABLE  3.— Turbine  at  Zero  Speed. 


Gate  opening. 

Discharge,  in  cubic 

Head,  in  feet. 

Torque,  in 
foot-pounds. 

0.248 

18.7 

144.9 

2  760 

0.476 

0.6(J0  : 

0.772 
1.000 

27.5 
34.8 
40.3 
40.3 

143.9 
142.8 
141.8 
140.6 

5  390 

6  550 

7  520 

8  130 
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TABLE  4. — Turbine  at  Run-Away  Speed. 


Gate  opening. 

Discharge,  in 

cubic  feet  per 

second. 

Head,  in  feet. 

Speed,  in 
revolutions 
per  minute. 

Torque,  in 
foot-pounds. 

0.248 
0.476 
0.600 
0.772 
1.000 

12.55 

18.8 

23.0 

26.8 

32.4 

145.7 
145.2 
144.7 
144.0 
143.4 

835 

969 

1  010 

1  029 

1052 

90 
98 
101 
103 
104 
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Zo^'ski  ^'  J-  ^*^^^'*^^^i'"  Esq.   (by  letter).— Eegarding  the  question  of  head 

"^  '■  for  which  a  water  turbine  is  responsible:  In  Paragraph  5  the  author 
gives  a  formula  which,  as  a  close  examination  will  show,  defines  the 
turbine  head  as  the  vertical  distance  from  the  level  in  the  forebay, 
at  the  entry  into  the  pipe  line,  to  that  in  the  tail-race,  around  the 
draft-tube,  minus  the  friction  head  of  the  pipe  line,  minus  the  friction 
head  in  the  draft-tube,  minus  the  final  discharge  velocity  head. 

In  Paragraph  6  he  gives  a  formula  which  defines  the  turbine  head 
as  the  same  vertical  distance  between  the  two  levels,  minus  the  friction 
head  in  the  pipe  line. 

This  latter  definition  of  the  net  head  is  that  which  has  been  used 
almost  invariably,  and  the  writer  does  not  see  any  sufiicient  reason 
for  abandoning  it,  at  least,  not  when  the  definition  of  head  serves 
the  purpose  of  settling  the  question  of  efiiciency  guaranties. 

The  first  definition  eliminates  the  friction  and  final  discharge 
loss  in  the  draft-tube,  thus  not  charging  these  losses  to  the  turbine. 
This  is  an  unwarranted — if  not  directly  incorrect — method  of  pro- 
cedure. The  draft-tube  is  an  essential  part  of  the  water  turbine,  its 
function  being  to  make  good  in  what  the  runner  fails  and  frequently 
must  fail.  It  utilizes  or  recovers  that  amount  of  energy  which  the 
runner  does  not,  or,  owing  to  some  necessary  limitations  in  its  design, 
cannot  utilize.  With  some  wheels  this  amount  is  necessarily  relatively 
large,  so  that  the  efficiencies  of  these  turbines  would  not  have  accept- 
able values  were  it  not  for  the  use  of  a  well-proportioned  draft-tube. 
The  draft-tube,  therefore,  is  essential  as  a  part  of  the  prime  mover, 
and,  consequently,  whatever  losses  are  obtained  therein  must  be 
charged  to  the  whole  turbine.  This  explains  why  turbine  builders 
and  designers  always  insist  that  the  draft-tube  be  either  designed  by 
them,  or,  at  least,  that  its  design,  if  made  by  others,  shall  be  approved 
by  them. 

The  elimination  of  the  draft-tube  loss  would  be  parallel  to  the 
elimination  of  the  area  below  the  exhaust  line  of  an  indicator  card 
of  a  steam  engine.  Nobody  would  approve  of  that,  when  the  efficiency 
of  the  engine  is  determined  from  the  indicator  cards.  Only  in  one 
instance  might  there  be  reason  for  the  elimination  of  draft-tube  losses, 
namely,  when  comparisons  are  made  between  turbines  which  have 
had  to  receive  draft-tubes  of  widely  differing  proportions. 

When,  however,  the  matter  of  efficiency  guaranty  is  being  decided 
or  agreed  on,  there  is  no  excuse  for  this  elimination.  The  designer 
and  builder,  if  he  sees  that  local  conditions  over  which  he  has  no 
control  will  not  allow  him  to  put  in  a  draft-tube  of  the  proportions 

*  Prof,   of  Mech.   Eng.,    Univ.   of  Michigan,   Ann   Arbor,   Mich. 
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which  he  would  like  to  use,  will  take  this  into  account  accordingly,      Mr. 
and  make  an  allowance  in  his  guaranty. 

H.  BiRCHARD  Taylor,*  Esq.  (by  letter).— This  paper  should  prove  ^  Mr^ 
of  considerable  interest.  The  securing  of  an  efficiency  as  high  as  88% 
in  a  turbine  of  such  small  dimensions  and  of  such  low  power  and 
specific  speed,  is  unusual.  In  the  last  few  years  we  have  become 
accustomed  to  efficiencies  of  more  than  90%  at  the  Holyoke  testing 
flume,  and  results  in  excess  of  this  in  turbines  of  high  power  and  of 
large  dimensions,  after  installation.  The  dimensions  of  a  turbine,  a^ 
well  as  its  power  output,  have  a  considerable  bearing  on  the  maximum 
efficiency  which  may  be  secured.  For  turbines  of  homologous  design, 
the  unit  having  the  largest  dimensions  will  develop  the  highest 
efficiency. 

In  the  writer's  experience,  the  Cornell  turbine  gives  the  highest 
efficiency  ever  secured  in  an  authenticated  test  of  a  unit  of  such  small 
dimensions  and  capacity.  The  testing  of  the  turbine  at  different  speeds, 
and  the  relations  found  between  torque  and  discharge  at  various 
speeds,  and  at  zero  speed,  are  of  considerable  interest. 

In  the  design  of  the  Cornell  turbine,  the  best  proportions  could  not 
be  used  in  every  detail  and,  on  account  of  utilizing  existing  patterns, 
the  value  of  cb  was  made  abnormally  large.  This  probably  accounts  for 
the  part-gate  efficiency  not  being  as  high  as  the  excellent  value  of 
maximum  efficiency  would  lead  us  to  expect.  In  such  small  units,  the 
design  cannot  be  made  geometrically  similar  in  all  respects  to  a  large 
unit  of  the  same  specific  speed.  Fewer  buckets  must  be  used  in  the 
runner  in  order  to  permit  wider  openings  for  the  passage  of  trash; 
and,  for  mechanical  reasons,  a  lower  number  of  guide-vanes  must  be 
used,  and  the  vanes  are  thicker  in  proportion.  Therefore,  the  slight 
modifications  in  the  design,  which  have  been  necessary  because  of  the 
small  size  of  the  unit,  would  probably  lower  the  part-gate  efficiencies 
to  a  certain  extent. 

The  writer  had  an  opportunity  of  examining  the  test  data  under 
discussion  previous  to  the  publication  of  the  paper,  and,  with  the 
exception  of  the  head  measurement,  he  is  in  entire  agreement  with 
the  methods  used.  Some  correspondence  has  passed  between  the  author 
and  the  writer  regarding  head  measurement,  and,  as  there  is  still  a 
disagreement  over  this  point,  the  writer  thought  that  in  his  discussion 
it  would  be  advisable  to  confine  his  remarks  entirely  to  this  question, 
especially  as  there  may  be  differences  of  opinion  among  engineers  as  to 
just  what  constitutes  the  correct  effective  head  on  a  turbine.  The 
author  has  very  kindly  given  the  writer  permission  to  quote  passages 
from  his  letters. 

•  Hydr.  Engr.,  I.  P.  Morris  Co.,  Philadelphia.  Pa. 
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Mr.  ^         The  method  of  measuring  the  head,  as  specified  in  the  contract  for 
"^  °^'  this  turbine,  is  as  follows : 

"In  determining  the  efficiency  of  the  unit,  the  head  shall  be  meas- 
ured in  the  following  manner:  four  mercury  gauges  shall  be  attached 
to  the  penstock  near  the  intake  flange  of  the  casing,  the  gauges  being 
equally  spaced  around  the  circumference.  The  average  reading  of 
these  gauges,  reduced  to  feet  of  water,  when  added  to  the  vertical 
distance  between  the  height  of  the  mercury  in  the  pressure  side  of  the 
gauges  and  the  level  of  the  tail-water  at  the  discharge  from  the  draft- 
tube,  shall  be  considered  the  head,  after  being  corrected  for  the  dif- 
ference in  velocity  at  the  point  where  the  gauges  are  attached  and  at 
the  discharge  from  the  draft-tube." 

The  writer  contends  that  this  is  the  correct  method  of  measuring 
the  head,  as  it  charges  against  the  turbine  all  losses  due  to  friction, 
eddies,  whirls,  etc.,  from  the  beginning  of  the  turbine  (the  intake 
flange  of  the  casing),  to  the  end  of  the  turbine  (the  end  of  the  draft- 
tube).  It  does  not,  however,  nor  should  it,  charge  against  the  turbine 
energy  which  would  not  be  effective  in  the  turbine,  even  should  the 
efficiency  of  the  latter  equal  100%,  such  as  the  losses  external  to  the 
turbine,  or  which  occur  outside  of  the  limits  specified. 

There  is  no  disagreement  with  the  author  over  the  question  as  to 
whether  a  turbine  should  be  charged  with  the  losses  through  the  racks, 
intake,  and  penstock,  for  all  agree  that  it  is  the  efficiency  of  the  tur- 
bine which  is  to  be  determined  and  not  the  over-all  efliciency  of  the 
plant,  which  is  a  different  matter.  The  disagreement  arises  solely  from 
the  question  as  to  whether  the  turbine  should  be  charged  with  the 
energy  represented  in  the  velocity  at  the  exit  from  the  draft-tube. 

Three  or  four  years  ago  this  question  was  frequently  discussed  with 
engineers  of  power  companies  during  the  preparation  of  contracts.  In 
the  past  three  years,  however,  there  has  been  no  disagreement  between 
the  various  power  companies  and  the  writer  in  regard  to  the  measure- 
ment of  the  effective  head  on  the  turbine.  In  every  contract  it  has 
been  stated  clearly  that  the  velocity  head  at  the  exit  from  the  draft- 
tube  will  not  be  charged  against  the  turbine. 

In  Paragraph  5  of  the  paper  the  author  states  that  the  method  of 
estimating  the  head  in  a  turbine  test  is  a  matter  of  agreement  in  any 
case.  This  is  perfectly  true,  but  there  is  no  reason  that  the  method 
agreed  on  cannot  represent  the  true  effective  head. 

The  following  are  quotations  from  one  or  two  of  the  author's  letters 
regarding  this  question: 

"You  will  note  that  in  my  paper  I  computed  the  head  as  I  did  in 
my  report  of  the  test,  and  not  as  specified  in  the  contract.  Some 
correspondence  passed  between  us  on  this  subject  and  I  have  since 
taken  the  question  up  with  several  others  and  find  my  contention 
borne  out  by  them. 
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"In  my  letters  I  stated  the  question  thus :    'Is  it  more  logical  to  use     Mr. 
(6)    [method  outlined  in  Paragraph  6]   or  to  subtract  from'  that  the  Taylor. 
velocity  head  at  exit  from  the  draft-tube'. 

*'One  reply  received  is  as  follows:  (a)  '1  have  your  letter  and  wish 
to  say  that  the  logical  and  customary  way  of  measuring  the  head  under 
which  a  turbine  is  acting  is  that  mentioned  under  (6)'."  [That  is, 
Paragraph  (6),  without  this  velocity  head  correction.] 

The  only  case  where  the  velocity  head  from  the  draft-tube  into  the 
tail-race  could  be  deducted  would  be  when  making  comparisons  of  two 
turbines  in  which,  owing  to  local  conditions,  this  discharge  speed  had 
to  be  made  widely  different. 

"From  the  Holyoke  Water  Power  Company  I  received:  (h)  'We 
would  say  that  practically  all  our  tests  are  made  in  open  flume,  and  that 
the  head  is  always  taken  to  be  the  actual  distance  between  the  water 
surfaces  in  the  flume  and  in  the  tail-race.  We  have  never  made  any 
deductions  whatever  from  this  observed  head.  From  our  view,  the 
draft-tube  is  a  necessary  adjunct  to  the  wheel,  and  the  velocity  head 
therein  is  directly  chargeable  to  the  wheel'. 

"In  addition,  I  received  a  verbal  comment  to  the  same  effect  from 
Professor  R.  C.  Carpenter. 

"You  understand  that  I  do  not  maintain  that  your  position  is 
entirely  wrong,  for  I  see  the  merits  of  the  case  where  it  comes  to 
comparing  two  turbines  under  widely  different  settings.  But  why 
not  eliminate  the  draft-tube  altogether,  as  in  Paragraph  (5)  of  my 
paper?  I  should  like  to  have  you  bring  up  this  point  also  [in  the 
discussion].  My  view  is  that  you  are  proceeding  only  half-way  when 
you  wish  to  leave  out  the  velocity  head  from  the  draft-tube." 

Referring  to  this  last  quotation,  namely,  the  elimination  of  the 
draft-tube  entirely,  it  is  possible  to  give  the  author's  views  on  this 
matter  a  little  more  clearly  by  quoting  from  a  letter  from  him  dated 
November  9th,  1914,  as  follows: 

"I  admit  that  there  is  merit  in  your  contention  for  the  reason 
stated  by  you  and  the  correspondent  quoted  [see  Paragraph  (a)  preced- 
ing]. That  is  to  say,  the  same  turbine  set  in  the  two  different  ways 
shown  would  give  different  efficiencies  due  to  the  superior  draft-tube 
in  the  one  to  the  left  [referring  here  to  Fig.  13]. 

"Yet  the  difference  is  not  in  the  turbines  themselves,  but  in  their 
draft-tubes.  It  is  not  a  question  even  of  draft-tube  design,  but  is 
simply  one  of  setting.  But  it  seems  to  me  that  the  only  true  way 
to  compare  turbines  is  to  eliminate  the  draft-tube  altogether.  Thus 
we  would  say 


"In  that   event,   our  efficiency  would  be  the  same  for  both.     The 
difference  between  this  and  h^  =  z^  -{-  —^  +  Pi  is  equal  to  the  friction 

loss    in    the     draft-tube    plus    the  discharge  loss,  -^.      If    you    sub- 

-  2g 
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Mr.  tract  the  velocity  head  only  for  each  one  of  the  figures  [Figs.  13 
Taylor,  ^jj^j  ;^4.-|^  y^^  Jq  j^^^  subtract  as  much  for  the  left  one  as  for  the  right- 
hand  one.  (Yet,  due  to  the  greater  length  and,  possibly,  greater 
leakage  due  to  g-reater  suction,  the  losses  in  the  left  suction  tube  (2  to 
3)  are  greater  than  the  right-hand  one.)  That  would  make  the  turbine 
on  the  left  appear  to  give  a  slightly  lower  efficiency  than  the  one  on 
the  right,  unless  the  draft-tube  losses  were  deducted  also.  The  sub- 
,.  2 

traction  of  — ^  from  the  head  at  (1)  is  only  a  partial  step  toward  the  true 
2  g  -      ^  i 

result  needed  for  comparison." 

In  reference  to  the  quotation  (a)  previously  given,  the  writer  dis- 
agrees with  the  author  of  the  statement.  The  charging  of  the  exit  veloc- 
ity from  the  draft-tube  against  the  efficiency  of  the  turbine  is  neither 
logical  nor  customary.    It  may  be  the  method  used  by  the  party  quoted. 


L. 


Fig.    14. 


but  the  reverse  has  been  the  case  in  the  testing  of  the  turbines  in  a 
very  large  majority  of  the  more  prominent  installations  in  the  United 
States  and  Canada  during  the  past  three  or  four  years. 

Nor  does  it  appear  to  be  a  logical  procedure,  for  the  energy  repre- 
sented by  the  velocity  at  the  outflow  from  the  draft-tube  cannot  be 
utilized  by  the  turbine.  Therefore,  why  should  it  be  charged  against 
the  turbine,  any  more  than  the  energy  represented  by  the  losses 
through  the  racks  or  in  the  penstock? 

It  may  be  argued  that  it  is  within  the  province  of  the  turbine 
builders  to  control  the  magnitude  of  this  loss,  and  that  it  can  be  kept 
within  negligible  values  by  a  proper  design  of  the  draft-tube;  also, 
as  the  turbine  builders  are  responsible  for  the  design  of  the  draft-tube, 
this  loss  should  be  charged  against  the  turbine.     In  answer  to  this,  it 
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may  be  stated  that,  in  the  writer's  experience,  he  has  often  been  ^m^^ 
restricted  in  the  dimensions  of  the  outflow  sections  of  the  draft-tube, 
due  very  often  to  the  desire  of  the  power  companies  to  keep  the 
dimensions  of  the  power-house  as  small  as  possible,  and  also  to  avoid 
rock  excavation.  It  cannot  be  said  that  the  discharge  area  of  the 
draft-tube  can  be  fixed  by  the  turbine  builder  in  every  case. 

It  must  be  borne  in  mind  that  in  first-class  installations  the  velocity 
head  at  the  discharge  from  the  draft-tube  does  not  exceed  from  one- 
quarter  to  three-quarters  of  1%  of  the  total  head  acting  on  the  turbine, 
so  that  it  would  seem  on  first  thought  that  the  question  is  not  a 
serious  one.  The  writer,  however,  will  endeavor  to  point  out  that 
there  are  serious  aspects  to  this  question  of  head  measurement  which 
deserve  the  careful  consideration  of  hydraulic  engineers. 

Eef erring  to  the  quotation  (&),  previously  given,  from  the  Holyoke 
Water  Power  Company:  This  does  not  answer  the  author's  question. 
Because  the  Holyoke  Water  Power  Company  hae  used,  for  a  great 
number  of  years,  a  certain  method  of  head  measurement,  it  does  not 
follow  that  it  is  the  correct  one,  and  it  cannot  be  said  that  the  methoils 
used  at  the  Holyoke  flume  are  by  any  means  scientific. 

Referring  again  to  the  same  quotation,  the  statement  that  "the 
draft-tube  is  a  necessary  adjunct  to  the  wheel,  and  the  velocity  head 
therein  is  directly  chargeable  to  the  wheel"  is  misleading,  and  doe* 
not  answer  the  author's  question. 

The  draft-tube  is  not  only  a  necessary  adjunct  of  the  wheel,  but 
is  a  vitally  important  one.  This  fact  is  not  disputed.  The  question  is 
not  whetiier  the  velocity  head  "within"  the  draft-tube  should  be 
directly  charged  to  the  wheel,  but  whether  the  velocity  head  at  the  exit 
from  the  draft-tube  should  be  chargeable  to  the  wheel.  There  is  a 
great  difference  between  the  velocity  head  at  the  top  of  the  draft-tube, 
which  in  low-head  installations  may  represent  50%  of  the  total  head 
acting  on  the  turbine,  and  the  velocity  head  at  the  exit  from  the  draft- 
tube,  which  may  represent  only  one-quarter  of  1%  of  the  total  head 
acting  on  the  turbine. 

In  the  extracts  from  the  author's  letters  it  is  claimed  that  it  is 
impossible  to  compare  properly  the  efiiciency  of  two  turbines  unless 
the  draft-tube  is  eliminated  entirely,   and,  therefore,   the   subtraction 

of    —   from  the  value  of  h,  in  tlie  equation, 

^  =  -'1  +^  +  J^i' 

as  suggested  by  the  writer,  is  only  a  partial  step  toward  the  true  result 
needed  for  comparison. 

To  illustrate  this  point,  the  author  has  used  for  comparison  two 
turbines,    one   of   which    is   closer   to    the   tail-water   than    the    other, 
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Mr.  and  he  points  out  that  in  making  a  comparison  between  these  two, 
^^'^'■-  a  discrepancy  will  exist,  due  to  losses  in  the  draft-tube  of  the  turbine 
which  is  at  the  greater  distance  above  tail-water,  which  are  not 
present  in  the  draft-tube  of  the  turbine  which  is  nearer  to  the  tail- 
water,  resulting  in  a  higher  efficiency  for  the  latter  than  for  the  former. 
These  losses  are  due  to  air  leakage,  caused  by  greater  vacuum,  and 
also  other  losses,  including  friction,  due  to  the  greater  length  of  tube. 
It  is  difficult  to  discuss  these  suggestions  of  the  author  with  any 
degree  of  satisfaction,  before  coming  to  some  agreement  as  to  the 
relation  of  the  draft-tube  to  the  turbine.  As  already  pointed  out,  the 
writer  contends  that  the  draft-tube  is  a  part  of  the  turbine,  as  much 
as  the  casing,  the  guide-vanes,  or  the  runner.  Any  losses  due  to 
friction,  eddies,  whirls,  improper  rate  of  change  of  section  in  the 
casing,  guide-vanes,  or  runner,  are  certainly  charged  against  the  tur- 
bine. It  is  the  function  of  the  casing  to  convey  efficiently  the  water 
from  the  penstock  to  the  guide-vanes,  with  as  little  loss  of  energy  as 
possible.  It  is  the  function  of  the  guide-vanes  to  transmit  this 
energy  as  efficiently  as  possible  to  the  runner,  and  of  the  runner  to 
convert  this  energy  into  mechanical  energy  on  the  shaft.  It  is  the 
function  of  the  draft-tube  to  regain  the  energy  at  the  outflow  from 
the  runner  as  efficiently  as  possible.  If  the  draft-tube  is  incorrectly 
designed,  there  will  be  losses  within  the  tube  in  the  form  of  eddies, 
whirls,  caused  by  improper  change  of  section,  etc.,  just  as  there  may 
be  losses  from  these  same  causes  in  the  casing,  guide-vanes,  or  runner. 
The  writer  fails  to  see  just  why  the  draft-tube  should  be  considered  in 
a  different  light  from  the  casing,  guide-vanes,  or  runner,  or  why  there 
should  be  any  doubt  as  to  all  losses  absorbed  by  the  draft-tube  being 
considered  in  the  same  light  as  similar  losses  in  the  casing,  guide- 
vanes,  or  runner. 

The  turbine  builder  should  be  responsible  for  the  design  of  the 
draft-tube,  and  the  efficiency  which  he  is  enabled  to  secure  depends 
largely  on  the  type  which  he  uses.  If  the  draft-tube  is  properly 
designed  and  there  are,  consequently,  few  losses  in  this  part 
of  the  turbine,  then  the  turbine  should  be  credited  with  a  high 
efficiency,  due  to  an  absence  of  these  losses.  On  the  other  hand,  if  the 
turbine  builder,  through  ignorance,  inexperience,  or  other  cause,  per- 
mits the  installation  of  a  draft-tube  with  improper  rate  of  diffusion, 
etc.,  the  turbine  should  be  charged  with  the  resulting  losses.  The  out- 
flow loss  from  the  end  of  the  draft-tube,  however,  as  has  been  stated 
before,  is  an  entirely  different  matter.  The  energy  represented  is  not, 
nor  can  it  be,  effective  in  the  turbine,  and  therefore  it  should  not  be 
charged  against  the  turbine,  - 

The  value  of  the  losses  in  the  draft-tube,  and  also  of  the  vacuum, 
is,  in  tlie  author's  opinion,  evidently  dependent  on  the  vertical  dis- 
tance from  the  turbine  to  tail-water.    .This  is  not  true.     The  vacuum 
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and  losses  within  the  draft-tube  and  the  length  of  the  tube  are  not     inr. 
dependent  solely  on  the  height  of  the  runner  above  tail-water,  for  the    ^^  *^'"' 
question  of   velocity   heads   is   equally   important   in   establishing   the 
value  of  the  vacuum  and  the  length  of  the  tube. 

The  author  is  evidently  laboring  under  the  impression  that  if  a 
turbine  is  situated  near  tail-water,  the  draft-tube  will  be  made  only 
sufficiently  long  to  provide  a  proper  seal  below  the  tail-water  level;  the 
draft-tube  being,  therefore,  simply  a  device  for  connecting  the  turbine 
with  the  tail-race.  It  may  be  pointed  out,  however,  that  this  use  of 
the  draft-tube  may  be  its  least  important  function. 

Aside  from  the  question  of  connecting  the  runner  to  the  tail-race, 
the  design  of  the  draft-tube  is  controlled  by  the  necessity  of  diffusing 
the  velocity  of  flow  from  the  runner  vanes  at  such  a  rate  as  to  regain 
the  energy  represented  therein  efficiently. 

In  high-head  turbines,  in  order  to  avoid  corrosion,  and  for  mechani- 
cal reasons,  runners  of  low-speed  characteristics  are  used.  In  turbines 
of  very  low  head,  in  order  to  secure  the  highest  possible  speed  of 
generator,  runners  of  the  highest  specific  speed  are  used. 

With  an  increase  in  specific  speed,  the  velocity  head  at  the  discharge 
from  the  runner  buckets  approaches  a  higher  percentage  of  the  total 
head  acting  on  the  turbine.  Consequently,  in  a  low-head  turbine,  the 
value  of  v^  may  be  higher  than  in  a  high-head  turbine.  Therefore,  the 
maximum  vacuum  in  a  draft-tube  in  a  low-head  turbine  may  be  equal 
to  or  very  much  greater  than  that  in  a  high-head  turbine. 

In  order  that  the  sum  of  the  static  head  (the  distance  from  the 
runner  to  tail-water  level)  plus  the  velocity  head  from  the  runner 
buckets  shall  not  exceed  the  barometric  column,  it  is  necessary  in  the 
case  of  very  high  specific-speed  runners,  even  under  low  heads,  to  place 
them  very  close  to  tail-water  level.  As  a  matter  of  fact,  with  the 
extreme  values  of  specific  speed  used  for  runners  for  very  low  heads, 
in  order  that  the  vacuum  within  the  tube  shall  not  exceed  the  baro- 
metric column,  it  may  be  necessary  to  place  the  runner  below  tail- 
water  level.  In  this  case,  also,  the  draft-tube  is  just  as  important  as, 
and  may  be  more  important  than,  when  the  runner  is  placed  considerably 
above  low  tail-water  level,  as  the  head  represented  by  the  velocity  at  the 
discharge  from  the  buckets  may  be,  for  example,  a  very  large  percent- 
age of  the  total  head  acting  on  the  turbine,  and,  in  order  to  secure 
a  high  efficiency  in  the  turbine,  it  is  necessary  to  provide  a  proper 
design  of  draft-tube,  which  tube  would  be  placed  entirely  below  low 
tail-water  level. 

In  view  of  the  foregoing,  it  may  be  said  that  it  is  possible  that  a 
turbine  with  a  runner  placed  very  close  to  tail-water  lexel  in,ay  have 
within  the  draft-tube  a  higher  vacuum  than  a  turbi|ne  placed  a  con- 
siderable distance  above  tail-water ;  also,  the  draft^tube.  in  .the  former 
case  may  be  ppnsiderably  longer  than  in  the  latt^^  c*is,e^:_as  the  length. 
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Mr.  of  the  draft-tube  is  governed  by  the  diffusion  of  the  velocity  involved, 
^^  *""■  as  much  as  in  connecting  the  runner  to  the  tail-race  level.  Therefore, 
the  writer  does  not  agree  with  the  author's  statement  that  the  tendency 
toward  leakage  or  the  losses  within  the  draft-tube  depend  on  the  eleva- 
tion of  the  wheel  above  tail-water. 

It  follows,  therefore,  that,  as  friction  and  possible  leakage  losses  are 
not  determined  by  the  vertical  distance  of  the  runner  above  tail-water, 
there  is  no  error  introduced  by  measuring  the  draft-tube  as  the  writer 
advocates ;  namely,  by  deducting  from  the  vertical  distance  from  the 
runner  to  tail-water  the  velocity  head  at  the  outflow  from  the  draft- 
tube.  Therefore,  in  making  a  comparative  test  on  two  turbines,  in 
which  the  losses  in  the  draft  head  are  widely  different,  the  efficiency 
obtained  by  measuring  the  draft-tubes,  as  just  described,  or  as  recom- 
mended by  the  writer,  will  result  in  not  only  a  true  comparison,  but 
in  true  absolute  results  respecting  the  actual  efficiencies  of  the  turbines. 

Consider,  again,  the  effect  of  specific  speed  on  the  draft-tube:  As 
already  pointed  out,  it  is  possible  that  the  draft-tube  designed  to  suit  a 
low  specific-speed,  high-head  turbine  may  be  the  same  as  for  a  high 
specific-speed,  low-head  turbine,  and  that  the  velocities  entering  the 
top  of  the  draft-tube  would  be  the  same  in  both  cases.  It  follows, 
necessarily,  that  the  percentage  of  loss  due  to  friction,  and  other  losses 
in  the  draft-tube,  would  be  proportionally  greater  in  the  case  of  the 
low-head  turbine,  than  in  the  high-head  turbine.  Hence,  the  friction 
loss  in  the  draft-tube  is  an  inherent  characteristic  of  the  turbine  under 
consideration,  and  depends  on  its  specific  speed.  In  view  of  the  fact 
that  there  is  such  an  intimate  relation  between  the  draft-tube  design 
and  the  runner,  especially  in  high  specific-speed  turbines,  it  would  not 
be  logical  to  consider  one  as  being  part  of  the  turbine  without  the 
other. 

There  are  so  many  different  ideas  among  engineers  regarding  the 
function  of  the  draft-tube,  and  the  actual  performance  of  the  turbine 
depends  so  much  on  the  design  of  the  draft-tube,  that  it  is  only  proper 
and  just  that  it  should  be  considered  a  part  of  the  turbine. 

The  writer  will  endeavor  to  point  out  that,  for  practical  reasons,  it 
is  impossible  to  eliminate  the  draft-tube,  as  suggested  by  the  author, 
even  if  it  were  desirable  to  do  so.  In  order  to  eliminate  the  draft-tube, 
it  is  necessary  to  secure  the  reading,  p^,  or  the  pressure  at  the  top  of  the 
draft-tube.  It  may  be  pointed  out,  however,  that  static  piezometer  con- 
nections to  a  vacuum  gauge  on  the  draft-tube  are  always  subject  to 
erroneous  readings.  Water  at  the  discharge  from  the  turbine  runner 
is  at  all  gates  in  a  state  of  whirl  about  the  turbine  axis,  which  whirl 
may  be  either  in  the  forward  or  backward  direction,  or  a  combination 
of  both.  Whether  the  piezometer  connection  is  obtained  from  the  wall 
of  the  draft-tube,  or  from  a  tube  inserted  into  the  stream,  it  is  prac- 
tically impossible  to  obtain  reliable  indications  of  the  static  pressure  or 
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vacuum  actually  existing.  If  piezometer  connections  are  made  in  the  Mr. 
wall  of  the  draft-tube,  the  centrifugal  force  resulting  from  the  whirl  '^'**'''"'- 
of  the  water,  in  either  a  well-designed  or  poorly-designed  tube,  will 
always  tend  to  raise  the  pressure  at  this  point.  Thus  the  apparent 
vacuum  available  for  the  turbine  will  be  less  than  the  vacuum  actually 
existing,  and  the  turbine  will  be  apparently  operating  under  a  lower 
head  than  is  actually  the  case. 

It  is  safe  to  predict  that,  in  general,  piezometer  readings  on  the 
side  of  a  draft-tube  will  not  read  within  5%  of  the  actual  pressure 
within  the  tube.  This,  therefore,  illustrates  the  discrepancy  between 
the  values  of  the  head,  as  given  on  page  1272,  and  accounts  for  the  low 
reading  of  137.9  ft.,  the  true  value  being  reduced  considerably  by  the 
false  reading  of  the  piezometer.  In  view  of  the  fact  that  false  read- 
ings result  from  this  whirl,  and  that  the  amount  of  whirl  may  be 
entirely  different  in  any  two  turbines,  it  follows  that  the  method  of 
eliminating  the  draft-tube,  as  suggested  by  the  author,  would  not  give 
even  an  approximately  fair  comparison. 

Consider,  also,  another  case,  where  the  method  of  comparing  tur- 
bines by  the  elimination  of  the  draft  head  would  give  erroneous 
results;  namely,  when  the  turbine  is  at  too  great  a  height  above  tail- 
water.  This  effect  can  be  shown  more  clearly  by  referring  to  Figs. 
13  and  14,  which  have  been  reproduced  from  the  author's  letter  of 
J^ovember  9th,  1914. 

Let  Pof  =  the  height  of  the  barometric  column  of  water; 

Let  p.^t  =  the  vapor  tension  of  the  water;  in  other  words,  the 
absolute  pressure  at  which  water,  at  the  temperature 
of  that  passing  through  the  wheel,  will  boil  or 
vaporize ; 

Let    L     =  the  friction,  eddy  losses,  etc.,  in  the  draft-tube. 
Then  the  greatest  possible  value  of  p^,  is 

Po   =  Pat    —  Put- 
in this  case  p^  is  the  actual  pressure  within  the  draft-tube,  and  not 
the  apparent  pressure  as  determined  by  a  piezometer.     Therefore,  if 
the  turbine  is  placed  above  tail-water  so  that  '      '■' 

'       2g        2  g 
is  greater  than 

Pat    —    Pvt 

the  effective  head  on  the  turbine  will  be  reduced  by  the  difference.  The 
turbine  builder  usually  decides  on  the  elevation  of  the  unit  above  tail- 
water  and,  therefore,  should  be  charged  with  this  loss  of  head.  The 
method  of  measuring  the  draft  head  by  a  piezometer  would  not  in  this 
case  indicate  the  existence  of  this  excessive  draft  head,  and  the  turbine 
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Mr.  builder  would  not  be  charged  with  this  head  which  is  wasted;  though, 
Tay  or.  ^^  ^  matter  of  fact,  he  should  be  charged  with  this  loss.  This  same 
remark,  of  course,  would  apply  to  a  comparison  of  turbines.  Should 
the  draft  head  of  one  of  these  turbines  be  just  up  to  the  limit,  and 
that  of  the  other  excessive,  the  resulting  comparison,  of  course,  would 
be  correspondingly  erroneous. 

It  is  somewhat  surprising  to  find  that  a  great  number  of  turbines, 
installed  previous  to  three  or  four  years  ago,  have  excessive  draft 
heads.  Even  in  some  of  the  more  modern  plants,  this  condition  is 
found,  and,  if  the  head  should  be  measiired  in  the  manner  proposed  by 
the  author,  this  loss  in  head  due  to  the  excess  draft  head  would  not 
be  discovered,  and  the  turbine  would  get  credit  for  very  high  efficiency 
when,  as  a  matter  of  fact,  the  high  efficiency  would  not  exist. 

The  writer  finds"  that  the  draft  head  on  the  17  000-h.p.  turbines  at 
the  Tallulah  Falls  plant  of  the  Georgia  Railway  and  Power  Company 
(head  580  ft.)  at  full  load  is  calculated  to  be  at  least  39.5  ft.  The 
difference  between  this  value  and  the  barometric  column,  for  the  par- 
ticular elevation  at  which  this  plant  is  located,  which  it  is  known  could 
not  exceed  34,  ft.,  would  mean  a  loss  of  at  least  5i  ft.,  or  practically  1% 
of  the  total  head  on  the  turbine. 

It  is  very  evident  that  the  author's  suggested  method  for  the 
elimination  of  the  draft-tube  could  not  be  applied  to  this  case  with- 
out showing  an  efficiency  in  the  turbine  which  does  not  exist. 

In  the  foregoing  the  writer  has  endeavored  to  point  out  that  it  is 
correct  and  proper  to  credit  the  turbine  with  the  energy  represented 
by  the  velocity  from  the  end  of  the  draft-tube;  and,  to  meet  the  possible 
objection  that  the  turbine  builder  might  restrict  the  discharge  diameter 
of  the  draft-tube  purposely  and  unnecessarily,  it  would  be  easy  to 
insert  a  clause  in  contracts  to  the  effect  that  the  discharge  velocity 
head  is  not  to  amount  to  more  than  a  certain  percentage  of  the  head, 
say  one-quarter  or  three-quarters  of  1%,  as  the  case  may  require.  The 
efficiency  of  the  Cornell  turbine  is  higher  by  0.2%  than  the  maximum 
given  by  the  author,  for  the  turbine  has  been  charged  with  the  energy 
represented  by  the  exit  velocity  from  the  draft-tube,  which  energy  it 
did  not  absorb. 
Mr.  Daniel  W.  MEAD,t  M.  Am.  Soc.  C.  E.  (by  letter).— The  author  has 

introduced  a  new  method,  new,  at  least,  to  the  writer,  for  an  approximate 
analysis  of  turbine  characteristics  from  a  very  limited  number  of  tests, 
which  is,  the  writer  believes,  of  considerable  value.  It  must  be  recog- 
nized, of  course,  that  this  method  is  approximate,  for  the  three  experi- 
mentally determined  points  through  which  the  author  has  drawn  the 
torque-speed  curves  (Fig.  10),  could  lie  equally  well  on  several  other 
curves   which   could   be   drawn   through   these   points.      The   accuracy 

*  From   information  in  the  Engineering  Record,  March  28th,    1914. 
'j.;'  f:  Madisdn,  Wis.'-iv,*  ii,y.- 
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of  the  results  will  depend  largely  on  the  experience  of  the  investigator.  Mr. 
The  extended  analysis  from  the  limited  data  of  these  tests  well  illus- 
trates the  greater  value  which  could  be  secured  at  the  Holyoke  Testing 
Laboratory,  if  that  Laboratory  would  uniformly  add  to  its  regular  tests 
the  determination  for  each  gate-opening  tested:  first,  of  the  torque 
at  that  gate-opening  with  the  wheel  at  rest;  and,  second,  the  run-away 
speed  at  such  gate-opening  with  the  brake  removed. 

Many  of  the  Holyoke  tests  are  confined  to  a  few  experiments  near 
the  speed  of  maximum  efficiency,  and  these  experiments  are  frequently 
so  limited  that  no  deductions  can  be  safely  drawn  as  to  what  may 
be  expected  of  the  turbine  tested  if  it  should  be  operated  at  a  speed 
somewhat  different  from  the  most  efficient  one.  The  value  of  the  tests, 
both  to  the  manufacturer  and  to  the  engineer,  would  be  greatly  en- 
hanced, in  the  writer's  opinion,  if  tests  for  torque  at  no  speed  and 
for  run-away  speed  were  added  and,  if  necessary,  fewer  tests  were  made 
under  the  conditions  of  speed  approximating  those  of  best  efficiency. 
It  is  obvious,  of  course,  that  the  more  test  points  actually  determined, 
the  better;  but,  if  any  are  to  be  omitted,  they  should  not  be  in  general 
those  at  the  extreme  conditions  of  speed,  for  such  tests  are  the  limits 
which  largely  define  the  characteristics  of  the  turbine. 

E.  C.  Carpenter,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  has  ^    Mr. 
been  much  interested  in  the  discussion  respecting  the  method  of  com-    ^'p*^° 
puting  the  turbine  head  which  should  serve  as  a  basis  of  efficiency 
calculations.     In  Paragraph  6,  the  author  points  out  the  elements  of 
the  turbine  head, 

h  =  z,  +  v,  +  '^^ {A) 

from  which  the  efficiencies  given  in  the  paper  were  calculated. 
Mr.  Taylor  suggests  that  it  would  be  fairer  to  the  manufacturer  if 
this  were  reduced  by  a  correction  for  the  velocity  of  discharge  from 
the  mouth  of  the  draft-tube,  in  which  case  the  head  would  be  repre- 
sented by 

*  =  ^,+i',  +  |;J-|^ ::::.':.. .(B) 

In  the  writer's  opinion,  it  is  preferable  to  base  the  calculations  for 
efficiency  on  the  total  head,  as  expressed  by  Equation  {A),  for  although 
this  gives  an  efficiency  which  is  less  than  by  the  other  method,  it  seems 
to  be  generally  fairer  than  the  method  preferred  by  Mr.  Taylor.  It  is 
true  that  the  "turbine  builder  may  not  be  responsible  for  the  discharge 
losses  of  the  draft-tube,  but  it  is  also  true  that  the  draf-t-tube  is  an 
essential  part  of  the  turbine  and  is  usually  designed  by  the  builder  of 
the  latter.  The  form  of  the  draft-tube,  as  well  as  the  construction  of 
the  turbine  runner,   affects   this   discharge  loss,   and   for  that   reason 

*  Ithaca,    N.    Y. 
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Mr.  the  desig-ner  should  assume  the  responsibility  for  the  efficiency  of  the 
arpenter.  (jj-gf^.^yl^g^  From  the  standpoint  of  the  purchaser,  it  is  generally  desir- 
able that  the  efficiency  which  is  stated  in  any  proposal,  should  repre- 
sent as  nearly  as  possible  the  total  efficiency  of  the  operating  plant. 
In  the  case  of  high  heads,  the  effect  on  the  efficiency  of  using  either 
method  of  calculating  the  head  is  extremely  slight. 

Regarding  the  capacity  of  pumping  engines,  similar  discussions  have 
arisen,  although  in  that  particular  case  the  points  at  issue  related  to 
methods  of  measuring  the  discharge  water  by  piston  displacement  as 
compared  with  actiial  measurement.  Naturally,  the  manufacturers 
have  preferred  the  computations  of  the  discharge  by  piston  displace- 
ment, one  result  of  which  was  to  give  slightly  higher  efficiency  than 
the  measurement  by  the  actual  volume  discharged.  On  account  of 
the  difficulties  involved  in  measurements,  the  piston-displacement 
method  has  been  used  regularly  for  capacity  in  the  measurement  of 
the  pump  discharge,  and  is  usually  so  specified  in  contracts.  The 
writer  does  not  believe  that  any  injury  has  resulted  to  the  purchasers 
of  pumping  engines  by  contracting  on  the  basis  of  piston  displacement, 
and  he  feels  that  such  would  be  the  case  if  the  head,  as  specified  by 
Mr.  Taylor,  were  used  as  the  basis  of  calculation  in  the  sale  of  turbines, 
provided  such  practice  was  general  and  was  thoroughly  understood  by 
purchaser  and  manufacturer. 

The  characteristic  curves  (Fig.  12)  which  the  author  has  worked 
out  from  the  turbine  test  are  extremely  interesting;  in  the  writer's 
opinion,  they  give  valuable  results  which  are  applicable  in  the  study  of 
the  performance  of  turbines  generally,  and  are  quite  impossible  to  ob- 
tain with  the  data  usually  available  in  a  turbine  test. 

.Mr.  R.  L.  Daugherty,*  Esq.  (by  letter). — The  writer  agrees  with  Pro- 

aug  er  y.  f^gggj.  Zowski  that  the  draft-tube  is  an  integral  part  of  the  turbine, 
and  that  all  losses  connected  therewith  should  be  charged  to  the  tur- 
bine; but,  in  case  it  is  desired  to  compare  two  turbines  which  have 
had  to  be  equipped  with  radically  different  draft-tubes,  due  to  differ- 
ences in  setting,  it  would  be  only  fair  to  eliminate  any  differences 
due  to  the  draft-tubes  alone.  In  other  words,  we  are  then  concerned 
only  with  the  efficiency  of  the  gates  and  runner,  not  with  the  complete 
unit.  The  question  is,  therefore,  how  far  shall  we  proceed  in  the 
elimination  of  the  draft-tube.  This  point  will  be  considered  subse- 
quently. 

It  is  generally  admitted  that,  for  ordinary  purposes,  the  head 
charged  against  a  turbine  should  include  the  draft-tube.  The  differ- 
ence of  opinion  between  Mr.  Taylor  and  the  writer  is  as  to  what  con- 
stitutes this  head.  The  writer  contends  that  the  head  consumed  by 
the   turbine    (including   the   draft-tube)    is   the   total    fall   minus    the 

•  Ithaca,  N.  Y. 
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penstock  losses.  The  exit  velocity  at  the  mouth  of  the  draft-tube  is  ^^^Mr-^^^ 
regarded  as  a  loss  chargeable  to  the  turbine,  owing  to  the  failure  ot 
the  turbine  runner  and  the  draft-tube  to  abstract  all  the  kinetic  energy 
from  the  water  and  reduce  this  velocity  to  zero.  To  be  sure,  it  is  impos- 
sible to  reduce  this  velocity  to  zero,  but  it  is  equally  true  that  an 
efficiency  of  100%  is  a  physical  impossibility  in  any  real  machine. 
The  ideal  turbine  would  have  to   abstract   all  the   energy   from  the 

It*  is  the  writer's  opinion  that  the  turbine  is  responsible  for  all 
the  energy  delivered  to  it;  Mr.  Taylor  believes  that  it  should  be  held 
responsible  for  the  difference  between  the  energy  input  and  the  energy 
output.  The  latter  term  is  represented  by  the  kinetic  energy  of  dis- 
charge Mr.  Taylor  contends  that  the  velocity  of  the  water  at  the 
mouth  of  the  draft-tube  is  influenced  by  conditions  of  turbine  setting 
over  which  the  designer  has  no  control.  This  is  true;  but  it  is  also 
true  that  this  velocity  for  a  given  setting  is  also  a  function  of  the  dis- 
charge velocity  from  the  runner  and  the  rate  of  diffusion  provided  for 
in  the  draft-tube,  both  being  matters  in  the  hands  of  the  designer.  It 
seems  to  the  writer,  as  well  as  to  Professor  Zowski,  that  the  designer 
must  make  allowances  in  his  guaranties,  where  the  conditions  of  setting 

are  unfavorable.  ■,       ,-,        r  ^     £4. 

In  the  comparison  of  two  turbines  with  different  lengths  of  dralt- 
tubes  which  Mr.  Taylor  quotes,  the  writer  was  not  sufficiently  explicit 
in  his  language.  The  comparison  was  intended  to  apply  to  two  identi- 
cal turbines  differing  only  in  their  settings.  If  the  turbine  runners 
were   likewise    decidedly    different,    Mr.    Taylor's    criticism    would    be 

entirely  just.  •     1     x     v 

At  present  the  writer  is  conducting  some  tests  on  a  single  turbine 
with  five  different  draft-tubes.  Four  are  of  the  same  length,  and 
differ  only  in  the  flare.  At  one  extreme  is  a  tube  of  uniform  diameter, 
and  at  the  other  is  one  having  a  flare  of  12°  for  each  side,  or  forming 
a  frustum  of  a  cone  the  vertex  angle  of  which  would  be  24  degrees. 
Thus  there  will  be  quite  a  variation  in  the  value  of  v,.  The  experi- 
mental work  is  not  yet  completed,  and  the  writer  regrets  that  he  is  at 
present  unable  to  give  numerical  results  which  could  be  used  to  illus- 
trate these  points,  but  the  following  observations  seem  pertinent.   _ 

For  a  given  quantity  of  water  supplied  to  the  turbine  under  a  given 
pressure,  it  would  seem  as  if  the  power  supplied  should  be  the  same, 
whatever  draft-tube  is  used.  It  might  then  be  presumed  that  the 
efficiency  of  the  turbine  with  these  various  tubes  would  be  directly 
proportional  to  the  power  developed.  Such  would  be  the  results 
obtained  if  the  equation  in  Paragraph  6  were  used,  that  is: 

^  =  ^>+i>^  +  |^ :V;.-:...(^) 
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Mr.        The  method  of  computation  proposed  by  Mr.   Taylor  would  give  the 
Dangherty.  equation, 

^  =  -+^^^+1^-1^ ^^) 

According  to  Equation  (B),  the  turbine  would  be  charged  with  a 
smaller  quantity  of  power  when  equipped  with  the  straight  draft-tube 
than  when  fitted  with  on6  having  considerable  flare.  Suppose,  for  the 
sake  of  argument,  that  the  power  output  of  the  turbine  was  the 
same  with  all  the  draft-tubes.  As  the  power  output  is  the  same  for 
the  same  quantity  of  water  delivered  to  the  turbine  under  the  same 
pressure,  it  would  seem  as  if  the  efficiency  ought  to  be  unchanged.  If 
Equation  (B)  were  used,  however,  it  would  indicate  that  the  turbine 
efficiency  is  better  with  the  straight  tube  than  when  using  a  draft- 
tube  with  some  flare.  Actually,  the  power  output  will  not  be 
the  same  with  the  four  diff^erent  draft-tubes,  but  will  be  greater  with 
a  moderate  flare  than  with  a  straight  tube.  The  true  gain  in  efficiency 
due  to  the  use  of  a  flaring  draft-tube,  however,  will  not  be  given  by 
using  Equation  (B).  The  full  benefit  of  the  diffusing  draft-tube  will 
be  realized  only  when  the  computations  are  based  on  Equation    (A). 

If  different  power  outputs  are  obtained  from  this  same  turbine 
when  fitted  with  various  draft-tubes,  all  other  factors  being  the  same, 
then,  by  the  use  of  Equation  (A),  we  should  obtain  different  values 
of  the  efficiency.  These  differences  are  due  to  the  draft-tubes,  but  the 
efficiency  of  the  runner  alone  is  absolutely  unchanged.  Any  method 
of  computing  turbine  efficiency  solely  for  the  purpose  of  comparing 
two  turbine  runners,  independent  of  the  limitations  imposed  on  them 
by  their  settings,  should  be  such  as  to  give  identical  values  when 
applied  to  the  case  in  hand.  It  is  perfectly  clear  that,  if  the  efficiency 
based  on  Equation  (A)  increases  as  the  flare  of  the  draft-tube  increases, 
the  use  of  Equation  (B)  will  tend  to  reduce  these  differences.  The 
writer,  however,  contends  that  the  only  true  method  is  to  eliminate  the 
draft-tube  and  use  the  equation  given  in  Paragraph  5,  for  the  sake  of 
comparison  only.  Whether  or  not  this  is  really  practicable  is  another 
question. 

The  writer  agrees  with  Mr.  Taylor  that  it  is  difficult  to  determine 
accurately  the  pressure  at  the  top  of  the  draft-tube,  due  to  the  unknown 
extent  of  rotation  of  the  water  at  that  point.  Thus  the  head  computed 
by  the  equation  given  in  Paragraph  5  may  be  in  error.  Some  recent 
computations  on  this,  from  another  standpoint,  have  convinced  the 
writer  that  the  value  cited  on  page  1272  is  too  low,  as  Mr.  Taylor 
suggests.  For  this  reason  it  may  be,  and  doubtless  is,  better  to  use 
Equation  (B),  in  comparing  two  turbines,  than  the  equation  given  in 
Paragraph  5.     This,  however,  is  a  case  of  sacrificing  something  which 


DISCUSSION  ON  PERFORMANCE  OF  A  REACTION  TURBINE      1303 

is  really  logical  in  favor  of  something  else  approximately  equal  to  it,       Mr. 
which  is  more  readily  obtained.     This  is  similar  to  the  circumstances    ^^^  ^^  ^' 
regarding  the  measurement  of  the  discharge  of  displacement  pumps, 
to  which  Professor  Carpenter  refers. 

The  objection  which  Mr.  Taylor  raises,  in  regard  to  the  determina- 
tion of  the  head  at  the  top  of  the  draft-tube,  applies  also  to  the 
determination  of  the  velocity  at  its  mouth.  In  the  test  of  the  Cornell 
turbine  it  was  noticed,  at  zero  speed  on  the  one  hand  and  at  run-away 
speed  on  the  other,  that  there  was  a  very  decided  rotation  of  the  water  as 
it  left  the  tube,  the  rotation  being  opposite  in  direction  in  the  two 
cases.  At  the  normal  speed  of  the  wheel,  when  the  discharge  from 
the  runner  is  approximately  "radial",  this  effect  is  a  minimum,  but 
whatever  rotation  exists  at  the  top  of  the  draft-tube  w-ill  persist  to  the 
end,  though  slightly  diminished  in  value.  Thus  the  true  velocity  of 
discharge,  v^,  will  not  be  obtained  by  dividing  the  rate  of  discharge 
by  the  cross-sectional  area  of  the  mouth  of  the  tube. 

Mr.  Taylor's  observations  of  the  cases  where  the  draft  head  is 
excessive  are  interesting.  That  defect  in  the  setting  would  be  covered 
by  either  Equation  (A)  or  (B).  The  efficiency  of  the  runner  alone, 
however,  is  independent  of  this  factor,  and  would  suffer  if  Equation 
(B)  were  applied.  Only  the  use  of  the  equation  in  Paragraph  5,  if  the 
correct  numerical  value  could  be  determined,  would  give  the  true 
efficiency  of  the  runner,  unaffected  by  the  particular  setting. 

The  writer  wishes  to  express  his  appreciation  of  the  value  of  Mr. 
Taylor's  discussion,  and  especially  of  his  interesting  presentation  of 
the  effect  of  the  specific  speed  of  the  turbine  on  draft-tube  conditions. 

The  writer's  conclusion  is  that  Equation  (A)  shovild  be  used  in 
the  determination  of  the  efficiency  of  a  turbine  in  a  given  setting.  He 
believes  that  he  is  upheld  in  this  by  practice  and  by  Professor  Zowski, 
Professor  Carpenter,  the  Holyoke  testing  flume,  and  by  Article  207  of 
the  new  test  code  of  the  American  Society  of  Mechanical  Engineers 
(1914).  Where  it  is  intended  to  compare  two  turbines  which  have 
widely  different  draft-tube  conditions,  Equation  (B)  may  be  used  as 
being  more  practical  than  the  other.  It  is  true  that,  using  Equation 
(B),  the  maximum  efficiency  of  the  Cornell  turbine  is  88.2%,  as  stated 
by  Mr.  Taylor. 

As  Professor  Mead  points  out,  several  curves  could  be  drawn 
through  the  three  points  determined  for  each  gate-opening  and  the 
resulting  characteristic  curve  is  thus  only  approximate.  The  accuracy 
of  the  interpolated  results  will  depend  on  the  skill  and  experience  of 
the  investigator.  A  familiarity  with  the  shapes  of  these  curves  will 
aid  greatly  in  their  proper  construction.  However,  this  paper  was 
intended  to  point  out  the  possibilities  of  this  method  of  procedure 
and  show  how  to  obtain  a  complete  set  of  curves  with  limited  data, 
rather  than   to  give  an  accurate  analysis   of  this  particular  turbine. 
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Dau'^^hert     "^^^^  ^vriter  has  indicated  in  the  paper  how  a  few  other  points  can  be 
^'^  ^'  obtained,  and,  with  these  additional  data,  there  can  be  but  little  ques- 
tion about  the  exact  nature  of  these  curves.    Only  lack  of  time  to  make 
the  test  prevented  the  writer  from  obtaining  a  few  such  special  points 
to  illustrate  the  method  further. 
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Synopsis. 

In  the  following  pages  reference  is  made  to  the  experience  of  the 
Water  Department  of  the  City  of  Portland,  Ore.,  in  supplying  a  portion 
of  the  city  by  means  of  several  flexible-joint  pipes  laid  under  the  bed 
of  the  Willamette  River,  a  navigable  stream  passing  through  the 
central  portion  of  the  city. 

The  present  gravity  supply  for  the  city  is  taken  from  the  Bull  Rim 
River,  a  mountain  stream  within  the  limits  of  the  Bull  Run  Reserve, 
which  adjoins  the  Oregon  National  Forest,  in  the  Cascade  Mountains, 
and  is  brought  thence  to  the  eastern  border  of  the  city  through  two 
steel  conduits  24  miles  in  length,  one  33  to  42  in.  in  diameter,  built  in 
1893  and  1894,  and  one  44  to  52  in.  in  diameter,  completed  in  1911. 

The  supply  for  the  West  Side  or  main  business  district  is  brought 
across  the  city  through  a  32-in.,  cast-iron  main,  the  river  being  crossed 
by  one  24-in.  and  one  30-in.  flexible-joint  steel  main. 

The  object  of  this  paper  is  to  describe  the  pipes  laid  for  the  river 
section   of  this  West   Side  conduit,  the  method  of  construction,   and 

•  Presented  at  the  Meeting  of  December  16th,  1914. 
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the  cost,  as  well   as  the  steps  taken  subsequently  for  the   repair  and 
reconstruction  of  the  submerged  pipes,  as  originally  laid. 
The  work  described  covers: 

(1)  The  laying  of  a  28-in.,  cast-iron,  flexible-joint  pipe  in  1894. 

(2)  The  laying  of  a  24-in.,  steel,  flexible-joint  pipe  in  1898. 

(3)  The  repair  of  the  28-in,,  cast-iron,  flexible-joint  pipe  in  1909. 

(4)  The  laying  of  a  30-in.,  steel,  flexible-joint  pipe  in  1011. 

(5)  The  work  undertaken  during  1913  and  now  just  completed, 
consisting  in  taking  up  and  relaying  at  greater  depth  the 
24-in.  line  originally  laid  in  1898,  and  taking  up  and  storing 
for  future  use  at  another  point  the  28-in.  cast-iron  pipe  laid 
in  1894. 

In  further  explanation  of  the  paper,  the  writer  desires  to  say  that 
in  making  a  search  of  engineering  literature  a  few  years  ago  he  was 
able  to  find  comparatively  few  references  to  flexible-joint  pipes  of  the 
larger  sizes,  and  therefore  he  has  felt  under  obligation  to  place  his 
experience  within  reach  of  engineers  interested  in  this  subject.  For 
these  reasons  the  following  notes  have  been  prepared  and  submitted. 


28-Inch  Line.— The  pipe  laid  in  1894  (Plate  XXV)  consisted  of 
2  006  ft.  of  28-in.,  cast-iron,  flexible-joint  pipe,  1^  in.  thickness  of  shell, 
in  net  laying  lengths  of  15  ft.  8  in. 

The  contract  price  for  furnishing  this  pipe  was 

a  lump  sum  for  a  certain  specified  length, 

which  equalled   $33.4275  per  lin.  ft. 

The  contract  for  laying 2.50         ''       "      '• 

Dredging,  18  746  cu.  yd.  at  40  cents 3.738      "       "      " 

Total  .'::.;;*.:'.v:'.''. :v":..^V". $37.6655  per  lin.  ft. 

or  for  2  006  lin.  ft.  of  28-in.,  flexible-joint  pipe,  in  place,  a  total  of 
$75  556. 

During  1894  the  Water  Department  labor  wage  in  Portland  was 
$1.75  per  day. 

For  details  regarding  this  work  reference  is  made  to  the  paper*  by 
'Franklin  Riffle  and  the  late  Albert  S.  Riffle,  Members,  Am.  Soc.  C.  E., 
entitled   "A   Line   of   28-In.    Cast-iron    Submerged    Pipes    Across   the 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  X XXII I  (1895),  p.  257. 
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Willamette  River,  at  Portland,  Ore."  This  paper  and  the  discussions 
thereon  are  exceedingly  interesting  and  instructive. 

2Jf.-Inch  Line. — The  second  pipe,  the  24-in.  submerged  line  laid  in 
1898,  consisted  of  2  041.6  lin.  ft.  of  lap-welded  steel  pipe,  f-in.  plate, 
including  fifty-eight  flexible  joints,  of  special  design,  placed  at  inter- 
vals varying  from  20  to  40  ft.,  depending  on  the  alignment  and  grade 
of  the  pipe  trench. 

Messrs.  Smyth  and  Howard,  of  Portland,  Ore.,  were  the  general 
contractors  for  this  work,  the  contract  prices  being  as  follows  (includ- 
ing two  joints  and  72  lin.  ft.  of  pipe  not  used)  : 

60  flexible  joints,  $260.00  each $15  600.00 

1  938  lin.  ft.  of  24-in.  pipe,  $8.50  per  lin.  ft 16  472.32 

15  332  cu.  yd.  dredging,  $0.40  per  cu.  yd 6  132.80 

2  041.6  lin.  ft.  pipe-laying,  including  joints,  $1.77  per  lin.  ft.  3  613.63 

Total    $41  818.75 

During  1898  the  Water  Department  labor  wage  in  Portland  was 
$1.75  to  $2.00  per  day. 

This  work  was  undertaken  in  the  late  summer,  after  the  subsidence 
of  the  June  freshet  in  the  Columbia  (which  sometimes  causes  a  rise 
of  20  ft.  or  higher  at  Portland),  and  was  completed  the  same  season. 

The  methods  and  appliances  adopted  for  this  work  were  similar 
to  those  adopted  in  laying  the  28-in.  line,  4  years  before.  A  ladder- 
dredge  was  used  in  excavating  the  pipe  trench,  and  the  excavated  mate- 
rial was  taken  away  on  barges  to  be  utilized  in  filling  low  ground 
adjacent  to  the  harbor  line  in  another  portion  of  the  city.  A  cradle 
was  also  used  in  laying  the  pipe  in  the  excavated  trench,  as  described 
in  the  paper  by  Messrs.  Franklin  and  Albert  S.  Riffle. 

The  flexible  joint  used  (Fig.  1)  was  made  in  Portland,  from  designs 
prepared  by  the  Water  Department.  Plate  XXYI  shows  the  cradle 
with  which  the  pipe  was  laid. 

The  pipe,  after  it  was  laid,  was  tested  in  a  manner  similar  to  that 
adopted  for  the  28-in.  line  in  1894.  The  results  secured  did  not  indi- 
cate that  the  pipe  was  absolutely  tight,  but  they  were  accepted  at  the 
time  as  being  the  best  that  could  be  obtained.  The  final  test,  under 
a  pressure  of  from  170  to  180  lb.,  showed  a  leakage  of  approximately 
7  gal.  per  min.,  or  10  080  gal.  per  day,  or  about  8  gal.  per  lin.  ft.  of 
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joint,  per  day,  under  the  pressures  noted,  which  are  approximately  50% 
in  excess  of  the  normal  working  pressure. 

The  location  selected  for  this  pipe  (Fig.  2)  was  parallel  to,  and 
approximately  10  ft.  from,  the  28-in.  line,  until  the  harbor  line  was 
reached  on  each  side  of  the  river.  The  line  was  then  deflected  south- 
ward, or  up  stream,  until  a  point  was  reached  100  ft.  from  the  28-in. 
line,  which  it  paralleled  for  the  remaining  distance. 

The  profile  of  the  original  line  shows  a  22  to  24-ft.  channel,  100  ft. 
or  more  in  width,  near  the  west  shore,  and,  for  the  larger  part  of 
the  distance  thence  to  the  east  harbor  line,  the  low-water  depth  did 
not  exceed  12  to  16  ft.  In  establishing  the  grade  for  the  original 
line,  it  was  decided  first  to  place  the  pipe  in  an  open  trench  dredged 
to  a  depth  of  8  ft.  below  the  bed  of  the  stream,  a  cover  of  4  ft.  being 
thus  provided  which  was  deemed  ample  to  protect  the  pipe  from  injury 
by  the  passing  or  anchoring  of  vessels.  In  view  of  the  existence  of 
at  least  a  23  to  24:-ft.  channel  adjacent  to  the  west  harbor  line,  which 
it  was  thought  would  provide  for  all  shipping  interests  in  that  portion 
of  the  harbor  (being  at  the  head  of  deep-water  navigation),  it  was 
not  thought  necessary  to  incur  the  extra  expense  required  to  dredge 
a  trench  to  the  depth  of  30  ft.  or  more  below  low  water  for  the  entire 
distance  between  harbor  lines.  The  matter  was  compromised,  therefore, 
by  placing  the  pipe  grade  so  as  to  permit  of  dredging  a  channel  at 
least  16  ft.  in  depth  at  all  points  within  the  harbor  limits.  This 
required  dredging  in  places  to  a  depth  of  from  12  to  14  ft.  with  at 
least  an  8-ft.  trench  at  all  points.  The  original  pipe  line  (the  2S-in.) 
was  laid  on  a  grade  established  as  just  described,  and  the  second  pipe 
(the  24-in.)  also  conformed  to  the  same  grade,  as  nearly  as  practicable. 

For  each  of  the  pipe  lines  heretofore  mentioned  the  flexible-joint 
portion  was  a  little  more  than  2  000  ft.  in  length  (2  006  ft.  for  the  28-in. 
and  2  041.6  ft.  for  the  24-in.  line).  This  length  covered  the  distance 
from  river  bank  to  river  bank  and  reaching  a  point  where  the  grade 
of  the  pipe  trench  was  above  low-water  level  in  the  river.  For  several 
hundred  feet  additional  on  each  side  of  the  river,  standard  cast-iron 
pipe  was  laid  to  a  connection  with  a  concrete  gate-chamber,  where  the 
two  pipes  were  united  with  one  32-in.  line  forming  a  section  of  the 
main  Bull  Kun  Conduit  for  the  supply  of  the  West  Portland  District, 
the  total  distance  between  the  east  and  west  gate-chambers  being  2  706 
ft.,  and  the  approximate  distance  between  harbor  lines  being  1  335  ft. 
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Repair  of  28-Inch  Line.— As  has  been  stated,  the  28-in.  line  was 
completed  in  1894  and  the  24-in.  line  in  1898.  It  was  then  thought 
that  the  double  line  would  provide  amply  for  all  the  needs  of  the  West 
Side  District  for  a  long  term  of  years,  and  that,  by  means  of  the  two 
lines,  the  possibility  of  any  interruption  to  the  supply  was  practically 
eliminated.  In  fact,  a  feeling  of  security  did  exist  for  more  than  10 
years,  or  until  a  sudden  break  occurred  in  the  28-in,  line  causing  all 
such  dreams  to  vanish.  ^"•'"' 

The  break  in  this  main  was  discovered  early  on  the  morning  of 
April  10th,  1909,  when  it  was  found  that  the  water  had  been  falling  in 
the  City  Park  Reservoir,  No.  3,  which  was  then  being  supplied  through 
the  broken  main.  Not  being  able  to  find  any  trace  of  a  leak  along  the 
street  mains  leading  to  the  river,  the  attention  of  the  inspectors  was 
turned  to  the  submerged  pipe  crossing.  Signs  were  then  discovered 
of  an  under-water  break  at  a  point  near  the  east  shore  and  about 
100  ft.  back  from  the  established  harbor  line,  then  built  up  with  a 
dock  owned  and  operated  as  a  part  of  the  terminal  system  of  the  Oregon 
Water  Power  and  Railway  Company,  then  operating  a  short  line  of 
railway  leading  from  Portland  to  the  valley  of  the  Clackamas,  a  dis- 
tance of  about  40  miles. 

It  was  impossible  at  first  to  tell  in  which  line  the  break  had  occurred, 
as  both  the  28-in.  and  the  24-in.  lines  were  in  service  at  the  time. 
Therefore  it  became  necessary  to  shut  the  gates  at  each  end  of  first 
one  and  then  the  other  of  the  two  submerged  pipes,  in  order  to  see  if 
the  pressure  on  the  main  would  come  up  again  and  the  flow  become 
re-established. 

The  first  trial  not  proving  successful,  the  foreman  in  charge,  in 
opening  the  gate  that  had  just  been  closed  and  in  closing  those  on 
the  other  line,  became  confused,  in  the  haste  and  excitement  of  the 
moment,  with  the  result  that  one  of  the  gates  shutting  off  the  broken 
section  was  not  fully  closed,  the  effect  being  still  to  allow  so  much 
water  to  escape  as  to  hold  down  the  pressure  far  below  normal.  The 
conclusion  immediately  reached  was  that  both  pipes  were  broken. 

No  sooner  was  this  condition  reported  to  the  Superintendent  than 
he  at  once  made  arrangements  for  starting  the  pumps  at  the  Palatine 
Hill  Pumping  Station,  in  order  to  supply  the  West  Side  District,  the 
entire  west  side  storage  at  that  time  being  only  about  35  000  000  gal., 
or  approximately  2  days'  supply  available  for  all  points.     The  Palatine 
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pumps  were  started  at  about  10.00  a.  m.  on  April  11th,  for  the  first 
time  since  they  were  shut  down  on  January  2d,  1895. 

The  pumping  of  Willamette  River  water  into  the  eity  mains  in  the 
West  Side  District,  as  was  done  during  3  days  (April  11th  to  13th, 
inclusive),  was  unfortunate  and,  as  it  proved,  entirely  unnecessary,  for, 
when  the  broken  pipe  was  so  nearly  uncovered  that  one  pipe  could  be 
distinguished  from  the  other,  the  true  condition  of  affairs  was  dis- 
covered, namely,  that  the  28-in.  pipe  was  the  only  line  broken. 

Fortunately,  no  harm  came  from  the  infusion  of  Willamette  Eiver 
water  into  the  city  mains,  although  at  one  time  it  was  feared  that  a 
typhoid   epidemic   might    result.      On    the   renewal    of   the    Bull   Run 
gravity  supply,  the  pumps  were  shut  down,  the  reservoirs  and  distribu- 
tion mains  were  promptly  flushed,  and  no  unusual  sickness  was  reported. 
The  cause  of  the  break,  so  far  as  conditions  have  been  diagnosed, 
was  no  doubt  due  to  the  strain  caused  by  an  unequal  settlement   of 
the  pipe,  brought  about  by  a  gravel  fill,  16  ft.  or  more  in  depth,  which 
had  been  deposited  over  the  pipe  by  the  owners  of  the  adjoining  prop- 
erty.    The  pipe  line  right  of  way   at  this  point  was   only  30  ft.   in 
width.     The  railway  company  owning  the  property  on  each  side  used 
a  suction  dredge  to  fill  in  its  property  between  the  shore  and  the  harbor 
line.     This  was  done  at  the  time  of  the  June  high  wat^r,  when  the 
entire  tract  was  submerged.     The  dredged  material  was  deposited  at 
some  little  distance  from  the  city  property,  but  when  the  freshet  had 
subsided  it  was  found  that  the  filled  material  had  taken  a  very  flat 
slope  under  water,  and  had  actually  buried  the  submerged  pipes  to  a 
considerable  depth.     In  the  paper  by  Messrs.  Franklin  and   Albert  S. 
Riffle  is  noted  the  fact  that  "On  the  east  side  the  bed  of  the  river  con- 
sisted of  boulders  and  hard  pan  firmly  cemented  together",  and  it  was 
at  the  point  where  this  material  was  encountered  in  the  pipe  trench 
that  the  break  occurred,  presumably  caused,  as  has  been  suggested,  by 
the  pipe  not  having  a  uniform  bearing  on  the  trench  bottom,  and  hence 
being  unequally  loaded  by  the  weight  of  the  increased  depth  of  fill. 

It  was  the  removal  of  the  overlying  deposit  of  sand  and  gravel  which 
was  largely  responsible  for  the  delay  in  uncovering  and  repairing  the 
broken  pipe,  which  was  not  completed  until  October  11th. 

At  first  a  clam-shell  dredge  was  used  in  the  removal  of  this  mate- 
rial, but,  later,  a  suction  dredge  produced  more  satisfactory  results, 
the  flat  slope  taken  by  this  material  under  water  greatly  increasing  the 
volume  of  the  excavation   required.     When   the  pipe' was   uncovered 
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sufficiently  to  admit  of  examination  by  a  diver,  it  was  found  that  one 
of  the  15  ft.  8-in.  lengths  of  the  28-in.,  cast-iron  pipe  had  been  frac- 
tured diagonally,  the  break  being  about  12  ft.  in  length  and  extending 
from  a  point  within  a  few  inches  of  one  bell  joint  for  about  three- 
fourths  of  the  full  length  of  the  pipe  section,  and  crossing  the  pipe 
from  one  side  to  the  other,  leaving  a  point  about  1  ft.  in  width  at  the 
end  of  each  fraginent.  These  two  pieces  were  separated  about  3  ft.  by 
the  force  of  the  jet  at  the  time  the  break  occurred,  the  pressure  at  this 
point  being  about  150  lb.  per  sq.  in. 

In  no  case  were  the  balls  injured,  but  the  fracture  came  so  near  to 
them  that  it  was  not  possible  to  use  a  band  or  sleeve  that  did  not  cover 
the  entire  length  of  the  fractured  pipe,  together  with  a  ball  at  each  end. 

When  the  condition  of  the  pipe  was  ascertained,  the  engineer 
reported  the  facts  to  the  Water  Board  and  suggested  a  possible  method 
of  repair.  In  view  of  the  proximity  of  the  28-in.  to  the  24-in.  pipe 
at  the  point  where  the  break  occurred,  and  the  necessity  for  securing 
a  continuous  supply  for  the  West  Side  without  danger  of  interruption 
through  the  failure  of  the  24-in.  line,  the  engineer  decided  that  the 
safest  plan  would  be  to  luicover  the  28-in.  line  in  the  river  at  a  point 
about  100  ft.  from  the  east  harbor  line  (the  distance  between  the  two 
pipes  being  approximately  75  ft.),  and  there,  by  means  of  the  diver, 
make  an  under-water  connection  with  the  main  and  lay  a  new  main 
thence  to  the  east  shore  of  the  river,  where  a.  junction  could  be  made 
with  the  old  line  above  water  level. 

This  would  have  required  about  400  ft.  of  new  pipe,  which  could 
have  been  quickly  made  of  steel  plates  in  local  shops,  and  could  have 
been  laid  from  a  platform  along  the  north  line  of  the  pipe  line  tract. 
The  only  work  in  connection  therewith  requiring  the  services  of  a 
diver  would  have  been  the  making  of  the  joint  with  the  old  main 
in  front  of  the  harbor  line.  It  was  planned  so  that  the  use  of  three 
or  four  joints  would  have  been  sufficient  for  laying  that  portion  of  the 
pipe  which  would  have  been  below  water  level.  The  estimated  cost  of 
this  work  was  approximately  $9  500. 

The  foregoing  did  not  meet  with  the  approval  of  the  Water  Board, 
owing  largely  to  the  cost,  and  it  was  therefore  abandoned  for  the  plan  of 
constructing  a  split  sleeve  and  encasing  a  full  length  of  the  broken  pipe 
in  its  original  bed,  including  a  flexible  joint  at  each  end,  the  divers  giving 
assurances   that  they  could   make   the  necessary  joints   under   water. 
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Owing  to  tlie  fact  that  at  the  point  where  the  break  occurred  the 
two  pipes  were  near  to  one  another  (approximately  only  2  ft.  between 
them  for  a  short  distance)  and  that  the  broken  pipe  was  also  about 
2  ft.  lower  than  the  2-i-in.  steel  pipe  which  must  be  kept  in  service,  it 
was  determined  that,  prior  to  undertaking  the  repair  work,  and  in  order 
to  protect  the  24-in.  main  thoroughly,  a  row  of  timber  sheet-piling 
should  be  driven  between  the  two  pipes,  so  as  to  avoid  any  danger  of 
undermining  the  steel  main  by  the  excavation  for  the  broken  pipe. 
The  pressure  on  this  main  being  approximately  150  lb.  at  the  bed  of 
the  river,  it  was  decided  to  reduce  this  considerably  before  the  piles 
were  driven.  This  was  done  by  shutting  down  the  flow  during  the  day. 
when  the  work  of  pile-driving  was  in  progress,  and  turning  it  on  again 
at  night  in  order  to  maintain  the  supply  in  the  City  Park  Reservoirs. 
One  hundred  and  ten  9  by  12-in,  "Wakefield"  piles  were  driven,  which 
occupied  5  days,  and  on  the  completion  of  this  work,  the  additional 
dredging  required  to  expose  the  28-in.  line  fully  was  undertaken. 

Preparatory  to  placing  the  split  sleeve  designed  for  this  purpose 
(Fig.  3),  the  ends  of  the  broken  pipe  were  lifted  partly  from  the 
position  in  which  they  were  found,  and  also  moved  horizontally  a 
short  distance  from  the  sheet-piling  in  order  to  give  room  for  the 
sleeve.  The  fractured  ends  of  the  pipe  were  drawn  together  as  closely 
as  possible  and  then  wired  in  place  and  afterward  wrapped  in  heavy 
tarred  canvas,  securely  fastened,  the  object  of  the  latter  being  to  pre- 
vent the  cement  grouting  placed  inside  the  sleeve  from  gaining  admis- 
sion to  the  interior  of  the  pipe. 

The  sleeve  was  designed  to  be  built  of  riveted  steel  plates,  of  suf- 
ficient diameter  and  length  to  take  in  an  entire  length  of  the  pipe, 
with  a  flexible  joint  at  each  end.  This  meant  that  the  main  barrel  of 
the  sleeve  must  be  about  4  ft.  in  diameter  and  16  ft.  long,  with  a  reducer 
at  each  end,  diminishing  from  4  ft.  to  a  diameter  of  about  32  in.  at  each 
end  in  a  distance  of  about  3  ft.,  thus  fitting  the  outside  of  the  2S-in. 
pipe,  making  the  extreme  length  over  all  22  ft. 

A  contract  for  the  construction  of  this  sleeve  was  awarded  to  the 
Moran  Company  for  $1  026.50,  and  it  was  placed  by  Department  forces. 
The  weight  of  the  sleeve  was  14  100  lb. 

The  progress  of  the  work  was  delayed  by  the  high  stage  of  water 
due  to  the  June  flood  in  the  Columbia  River,  and  time  was  also  re- 
quired to  secure  the  necessary  materials  and  manufacture  the  sleeve. 
The  sleeve  was  not  received  until  September  8th,  but  the  placing  of  it 
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was  commenced  immediately  thereafter.  The  work  of  plncing  the 
sleeve,  caulking  the  joints,  testing  the  pipe,  and  grouting  the  space 
between  the  sleeve  and  the  pipe  occupied  the  time  from  September  8th 
to  October  11th,  and  on  October  12th  the  main  was  reported  as  being 
again  ready  for  service. 

For  the  longitudinal  seams  rubber  packing  was  used,  but  the  end 
joints  were  caulked  with  lead  wool,  or  shredded  lead,  which  was  held 
in  place  by  a  steel  ring  fitting  closely  around  the  pipe  and  bolted  to 
the  sleeve. 

In  making  the  test  for  leakage,  the  small  force  pump  used  in  testing 
the  pipe  could  not  raise  the  pressure  to  more  than  40  lb.  per  sq.  in.  and 
maintain  it  in  the  full  length  of  the  river  crossing,  the  estimated  leak- 
age being  at  the  rate  of  119  500  gal.  per  day  on  the  entire  line  between 
the  gates— a  distance  of  2  706  ft.  In  February,  1910,  it  was  again 
tested,  and  the  leakage  was  noted  as  38  000  gal.  in  24  hours ;  a  third 
test,  in  December,  1911,  showed  a  decrease  to  25  000  gal.  per  day  under 
normal  working  pressure.  When  first  tested,  no  leakage  could  be 
observed  through  the  joints  of  the  sleeve,  and  the  matter  was  allowed 
to  rest,  as  it  was  not  considered  of  sufficient  importance  to  warrant 
further  investigation  and  expense. 

It  cannot  be  claimed  that  this  work  was  done  at  small  expense,  or  in 
an  especially  economical  manner,  the  exigencies  of  the  case  demand- 
ing all  possible  speed  without  undue  regard  to  cost. 

The  work   of  uncovering  the  pipe  was  delayed  on   account  of  its 
proximity  to  the  railway  dock,  a  section  of  which  had  to  be  taken  out 
in  order  to  admit  the  dredges;  and,  besides,  it  was  necessary  to  exer- 
cise care  not  to  injure  the  pipe  during  the  dredging  operations. 
The  dredges  were  engaged  by  the  day,  and  the  total  cost 
for  them,   including  towage  and  removal   of  docks, 

etc.,   amounted  to   $2  850.00 

The  split  sleeve  cost,  f.  o.  b.,  Portland 1  026.50 

Placing   and   grouting   the   sleeve,    including   the   sheet- 
piling  and  timber  platform,  cost 3  138.00 

For  the  services  of  divers,  who  were  in  constant  attend- 
ance while   the  pipe   was  being  uncovered  and  the 

sleeve  was  being  put  in  place,  the  allowance  was 2  250.00 

The  total  cost  of  the  repairs,  including  the  items  just 

mentioned  and  incidental  expenses,  was $10  750.00 
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Loivering  the  Pipes. — As  already  stated,  the  grade  for  the  first  pipes 
laid  was  established  so  as  to  provide  for  an  available  channel  depth  of 
only  16  ft.  over  the  central  portion  of  the  upper  harbor.  It  was  not  then 
anticipated  that  the  development  of  the  manufacturing  and  shipping 
interests  in  the  southern  part  of  the  city  would  demand  increased 
facilities  so  quickly. 

As  early  as  1902,  a  demand  was  made  on  the  Water  Committee  for 
the  lowering  of  the  central  portion  of  the  two  pipes,  in  order  to  admit 
of  a  channel  being  dredged  on  a  direct  line  from  the  draw-span  of  the 
Hawthorne  Avenue  Bridge  to  the  Inman-Poulsen  Company  mill — a 
large  lumber  manufacturing  plant  on  the  east  side.  Complaints  and 
demands  of  a  similar  character  were  made  nearly  every  season  there- 
after, but  no  action  was  taken  thereon,  except  to  call  on  the  engineer 
for  reports  and  estimates  of  cost. 

In  1911  it  finally  became  manifest  that  the  shipping  interests  in  the 
upper  harbor  would  soon  require  improved  facilities,  and  it  was  also 
learned  that  the  plans  of  the  Port  of  Portland  and  the  United  States 
Government  engineers  called  for  a  30-ft.  channel  in  the  upper  harbor 
above  the  Hawthorne  Bridge,  it  being  claimed  that  this  would  suffice 
for  the  future  needs  of  the  Port  in  that  direction,  regardless  of  the 
depths  that  will  ultimately  be  required  in  the  lower  Willamette  and 
Columbia  Rivers,  where  even  now  a  40-ft.  channel  is  dreamed  of  and 
talked  about  by  the  commercial  bodies  of  the  city  and  State  as  among 
the  possibilities  of  the  next  few  years. 

Investigations  and  studies  undertaken  in  connection  with  this  work 
developed  the  fact  that  to  lower  the  two  submerged  pipes  so  as  to  give 
a  30-ft.  depth  at  low-water  stage  would  practically  necessitate  the 
lowering  of  the  pipes  for  the  entire  distance  between  harbor  lines, 
approximately  1  335  ft.,  together  with  an  additional  distance  at  each 
end  to  provide  for  the  approaches  to  the  lower  level,  or  a  total  of 
at  least  1  500  ft.  This  would  involve  a  large  quantity  of  dredging,  in 
addition  to  the  adjustment  of  the  pipes  in  the  new  trench. 

The  first  plan  prepared  called  for  the  construction  of  a  series  of  pile 
bents  of  two  piles  each,  with  timber  caps  and  ties,  placed  at  intervals 
equal  to  one  pipe  length,  from  which  the  pipe  could  be  suspended  by 
slings,  and  rods  with  threads  of  sufficient  length  to  permit  the  pipe  to 
be  lowered  into  the  new  position  after  the  supporting  earth  had  been 
removed   and   the   new   trench   excavated.      It   was    thought   that    the 
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necessarj'  excavation  could  be  made  from  the  side  of  the  pipe  with  a 
suction  dredge  which  could  be  manipulated  so  as  to  undermine  the 
pipe  gradually  and  admit  of  lowering  it. 

This  plan  was  abandoned  later,  owing,  in  part,  to  the  difficulty  in 
handling  the  dredged  material  which  had  to  be  barged  away  and  dis- 
posed of  outside  of  the  river  channel. 

The  method  finally  adopted  called  for  taking  up  the  two  pipes  and, 
after  making  necessary  repairs,  relaying  them  in  the  trench  excavated 
to  the  required  level,  as  described  later. 

30-Inch  Line.—Aiter  considering  the  difficulties  attending  the  lower- 
ing of  the  two  pipes  and  the  danger  of  breaking  one  or  both  of  them, 
and  the  consequent  interruption  of  the  supply  for  the  entire  West  Side, 
or  main  business  district  of  the  city,  the  Water  Board  decided  that, 
in  the  interests  of  safety,  a  new  and  entirely  separate  submerged  pipe 
line  should  be  laid  in  advance  of  any  work  which  might  in  any  manner 
disturb  the  two  pipes  then  in  use.  Plans  and  specifications  were  there- 
fore prepared  by  the  office  staff  calling  for  a  30-in.  line  crossing  the 
river  at  the  foot  of  Clay  Street,  or  approximately  600  ft.  distant  from 
the  two  pipes  already  in  use. 

The  new  line  was  planned  to  leave  the  32-in.  supply  main  at  a  point 
about  400  ft.  east  of  the  original  East  Side  gate-chamber  at  3d  and 
Stephens  Streets,  and  to  connect  again  with  the  32-in.  main  at  the 
West  Side  gate-chamber  at  Water  and  Mill  Streets. 

This  plan  called  for  4  312.6  ft.  of  entirely  new  pipe.  Of  this,  2  265.6 
ft.  on  the  east  and  west  sides  were  to  be  standard,  30-in.,  cast-iron 
pipe,  Class  "F",  New  England  Water  Works  Association  specifications, 
and  the  remaining  2  047  ft.  were  to  be  30-in.,  lap-welded,  galvanized 
and  asphalted  steel  pipe,  of  xV  -in-  plate  with  flange  joints.  Inserted 
in  the  steel  main,  at  intervals  of  about  60  ft.,  were  placed  twenty-seven 
flexible  joints  of  cast  iron. 

The  grade  established  for  the  pipe  trench  between  the  harbor  lines 
was  38  ft.  below  low-water  level,  which  provided  for  a  3  to  4-ft.  cover 
over  the  top  of  the  pipe,  with  a  30-ft.  depth  of  channel,  as  called  for 
by  the  plans  of  the  Port  of  Portland  and  the  U.  S.  Engineers. 

This  work  was  commenced  in  August,  1910,  and  completed  in 
March,  1911. 

The  dredging  of  the  trench  for  this  main  was  commenced  by  one 
of  the  suction  dredges  operated  by  the  Port  of  Portland  Commission, 
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at  a  rental  of  $250  per  day.  The  work  with  this  dredge  was  soon  dis- 
continued, however,  as  it  was  needed  for  channel  work  at  another 
point,  and  the  dredging  was  completed  with  the  dipper-dredge  owned 
by  the  Paciiic  Bridge  Company,  this  Company  being  in  a  position 
to    utilize    the    dredged    material    for    filling    purposes    in    a    near-by 

district. 

The  30-in.,  standard,  cast-iron  pipe  used  for  the  shore  connections 
was  manufactured  by  the  Oregon  Iron  and  Steel  Company,  at  its 
foundry  near  Portland,  the  price,  in  place,  being  $11.10  per  ft. 

The  flexible  joints  were  made  by  the  John  Wood  Iron  Works,  of 
Portland,   from  plans  furnished  by  the  Water  Department,  for  $345 

each. 

The  30-in.,  lap-welded  steel,  galvanized  and  asphalted  pipe  was  pur- 
chased from  the  National  Tube  Company  (2  200  ft.)  at  $34  per  ft. 

The  contract  for  laying  the  pipe  and  making  the  joints  was  awarded 
to  Eobert  Wakefield  and  Company,  of  Portland,  for  the  prices  given 

in  Table  1. 

TABLE  1.— Cost  of  Pipe  Laying. 


Trench  excavation ,..,..,»....w      5  TO5  cu.  yd.  at  $0.90  $5  134.50 

Cast-iron  pipe  in  place • •      3  265.6  ft.       ''    11.10  25  148.16 

Steel  pipe,  with  flexible  joints,  laid 2  047  lin.  ft.  "      4.50  9  211  .oO 

Ball-and  socket  joints  (only  27  used) 30              "345.00  10  350.00 

Port  of  Portland  dredge,  estimated  cost  of 102  655  cu.  yd.  16  160.14 

Pacific  Bridge  Company's  dredge,  estimated  cost  of . . . .    29  700  cu.  yd.  4  158.00 

Valves,30-in 4            at  $590.00  2  360.00 

Concrete,  in  two  gate-chambers 59  cu.  yd.  at  12.00  708.00 

Specials 43  9621b.at           0.06  2  637.72 

Extras:  labor  and  materials,  dock  repairs,  etc 10  19.  .84 

Steel  pipe  used 2  047  ft.  28  658.00 

Total $11'*  "^^S-Se 

Summary  of  Total  Costs  : 

steel  pipe $29  135 

Dredging 20  318 

Cast-iron  pipe  and  pipe  laying 65  747 

Labor  and  engineering ^  ^^^ 

Total ■ $120  008 

Original  estimate ^25  000 


On  the  completion  of  the  work,  the  pipes,  including  the  standard 
cast-iron  and  flexible-joint  steel  pipe,  were  tested  to  175  lb.  per  sq. 
in.,  and  the  leakage  under  the  normal  pressure  of  150  lb.  was  found 
to  be  approximately  30  000  gal.  per  day. 
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Having  become  satisfied  that  this  loss  was  from  no  one  leak  of 
special  size,  but  rather  from  a  number  of  small  leaks,  no  attempt  was 
made  to  check  them.  It  may  be  stated  that  the  last  test  was  made 
on  September  28th,  1912,  when  the  seepage  loss  was  at  the  rate  of  5  000 
gal.  per  day-a  decrease  of  25  000  gal.  per  day  from  that  which  occurred 
shortly  after  the  main  was  laid. 

Lowering  of  21^-Inch  Line.-Soon  after  the  completion  of  the  new 
line,  in  1911,  a  renewed  application  was  made  by  the  milling  interests 
and  the  Port-  of  Portland  Commission,  for  the  removal  of  the  original 
submerged  pipe  lines,  which  were  claimed  to  be  a  serious  obstruction 
to  navigation  in  the  upper  harbor. 

An  attempt  was  made  to  induce  the  Port  of  Portland  Commission 
to  share  in  the  expense  of  this  work,  at  least  to  the  extent  of  contrib- 
uting the  use  of  its  dredges  for  the  removal  of  the  material  which  it 
would  be  necessary  to  excavate  to  uncover  the  pipe  and  prepare  the 
new  trench  at  a  lower  level,  but  the  inability  of  the  Water  Department 
to  secure  a  satisfactory  dumping  ground  prevented  the  consummation 
of  the  arrangement  finally  agreed  upon,  namely,  that  the  Port  of 
Portland  would  deduct  from  the  sum  due  for  the  use  of  its  dredges 
(at  $350  per  day)  a  sum  sufficient  to  cover  the  cost  of  dredging  a 
channel  300  ft.  wide  at  the  submerged  pipe  crossing  a  distance  of 
100  to  200  ft.  on  the  line  which  had  been  planned,  extending  from 
the  draw-span  toward  the  upper  river  channel.  This  comprised  a 
very  small  part  of  the  total  work  required  for  this  channel,  which  had 
been  laid  out  in  such  a  position  as  to  oblige  the  city  to  lower  its  pipes 
for  the  entire  distance  between  harbor  lines,  the  natural  deep-water 
channel  near  the  west  harbor  line  having  been  entirely  ignored. 

The  conclusion  of  the  whole  matter  was  a  decision  of  the  Water 
Board  to  advertise  for  bids  for  the  entire  work,  independent  of  any 
promise  or  expectation  of  aid  from  any  source.  It  was  furthermore 
decided  to  ask  for  proposals,  on  a  unit  basis,  for  the  necessary  dredging 
and  the  disposal  of  the  dredged  material;  for  uncovering  and  taking 
up  both  the  28  and  24-in.  pipes;  and  for  relaying  the  24-in.  pipe 
only— the  28-in.  pipe  to  be  stored  for  future  use  at  some  other  crossing. 
It  was  deemed  that  the  two  steel  pipes,  30  and  24  in.  in  diameter, 
respectively,  would  provide  an  ample  supply  for  the  West  Side  District, 
the  estimated  capacity  of  the  two  pipes  being  nearly  40%  in  excess 
of  that   of  the  32-in.   line  forming  the  shore  ends   of  the  submerged 
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pipes  and  connected  with  the  city  resen-oirs,  and  therefore  the  rehiy- 
nifi-  of  the  28-in.,  cast-iron  main  would  not  be  necessary  or  advisable 
under  the  circumstances. 

Proposals  were  invited  for  doing  the  work  on  a  unit  basis,  but  a 
contract  was  finally  awarded  to  Mr.  A.  C.  U.  Berry,  of  Portland,  for 
the  lump  sum  of  $69  400,  this  being  a  considerable  reduction  from 
the   unit  prices  bid,   and   to   include  the  necessary  dredging  and   the 

disposal   of   the   material;   the  taking   up   and   relaying   of  the   24-in. 

line;  and  the  taking  up  of  the  28-in.  line.     All  necessary  repairs  to 

the  24-in.  line  before  relaying  were  to  be  done  by  force  account  (actual 

cost  plus  10  per  cent.). 

The  actual  cost  of  this  work  to  the  Department,  as  shown  by  the 

final  estimate,  equals  $80  785,  divided  as  follows: 

85  000  cu.  yd.  sand  and  gravel  dredging.  ^ 

6  060  cu.  yd.  shore   excavation 

1725  ft.  24-in.  steel  pipe   removed j>- Agreed  price :  $69  400 

1  630  ft.  28-in.  cast-iron  pipe,  removed,    j 

1  714  ft.  24-in.  steel  pipe,   relaid J 

Extras,  at  cost  plus  10%  profit.  Eepairs  to  forty-nine  ball 
and  socket  joints  for  24-in.   pipe,   including  cleaning, 

machining,  testing,  painting,  etc 3  438 

Repairs  to  1 714  ft.  of  24-in.  pipe,  including  cleaning, 
painting,  repair  of  flanges,  testing,  etc.,  together  with 
808    lin.    ft.    of    new    riveted    steel    pipe,    24-in.,    at 

$5.15    per   ft 8  458 

Miscellaneous    extras ^ 478 

$81  774 
Deduct  for  breakage  of  pipe  by  contractor,  and  for  minor 

supplies  furnished  by  city 989 

Net  amount  of  contract $80  785 

The  test  of  the  24-in.  line,  since  relaying  in  new  position,  compares 
favorably  with  the  original  tests  when  the  pipe  was  first  laid,  in  1898, 
the  maximum  leakage  being  2  100  gal.  per  day. 

The  28-in.  pipe,  completed  in  1894,  was  built  under  the  direction 
of  the  late  Col.  Isaac  W.  Smith,  M.  Am.  Soc.  C.  E.,  Chief  Engineer 
of  the  Water  Committee,  Emery  Oliver,  M.  Am.  Soc.  C.  E.,  being 
the  Assistant  Engineer  in  immediate  charge  of  the  work  for  the  city. 
The   flexible  joints  used  for  the  24-in.  line,  completed  in   1898,  were 
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designed  by  the  late  J.  A.  Lesourd,  mechanical  engineer,  of  Portland, 
W.  W.  Amburn,  M.  Am.  Soc.  C.  E.,  was  the  Assistant  in  charge 
of  the  dredging  and  pipe  laying.  The  joints  used  for  the  30-in.  line, 
built  in  1911,  were  made  from  plans  prepared  by  W.  E.  Phillips,  M. 
Am.  Soc.  C.  E.,  also  of  Portland.  The  laying  of  the  30-in.  line  was 
under  the  direction  of  F.  M.  Eandlett,  Assoc.  M.  Am.  Soc.  C.  E., 
Assistant  Engineer,  Water  Department;  and  the  taking  up  of  the 
two  pipes  in  1913,  and  the  relaying  of  one  of  them,  was  also  under 
the  direction  of  Mr.  Randlett,  with  B.  S.  Morrow,  Assoc.  M.  Am.  Soc. 
C.  E.,  Assistant  in  immediate  charge  of  the  work. 

The  writer  was  also  connected  with  the  work  described,  first  as 
Principal  Assistant  Engineer  in  charge  of  pipe  lines  for  the  Bull 
■Run  gravity  supply,  completed  in  1894,  and  since  1897  as  Engineer 
in  charge  of  all  construction  operations  for  the  Portland  Water 
Department,  now  organized  as  the  Bureau  of  Water,  Department 
of  Public  Utilities,  Will  H.  Daly,  Commissioner  in  Charge. 

Since  the  foregoing  was  prepared  the  writer  has  read  the  able  and 
instructive  article  on  Flexible  Joints  for  Submerged  Pipe  Lines,* 
by  the  late  Emil  Kuichling,  M.  Am.  Soc.  C.  E.,  who  made  an  exhaustive 
study  of  the  subject,  and  by  his  presentation  of  the  matter  has  placed 
the  Profession  under  obligations  therefor.  The  data  he  has  gathered 
regarding  the  several  types  of  flexible  joints  heretofore  in  use,  and 
his  conclusions  drawn  therefrom,  form  a  valuable  reference  for  all 
who  may  hereafter  have  occasion  for  investigation  along  similar  lines. 

*  Engineering  and  Contracting.  April  15th,  1914. 
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Discussioisr 


Mr.  F.  M.  Eaxdlett,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter).— A  short 

discussion  of  the  methods  and  plant  used  by  Robert  Wakefield  and 
Company  in  the  construction  of  the  30-in.  submerged  pipe  line  at 
Portland,  Ore.,  as  described  by  the  author,  may  be  of  interest. 
Mr.  A.  C.  U.  Berry,  who  later  was  the  general  contractor  for  removing 
the  24-in.  and  28-in.  and  relaying  the  24-in.  submerged  pipes,  had 
charge  of  the  work  for  Robert  Wakefield  and  Company. 

The  shore  ends  of  the  30-in.  bell-and-spigot,  cast-iron  pipe  were 
laid  in  the  usual  manner.  When  the  first  tests  of  this  line  were  made, 
three  leaky  joints  were  repaired  and  one  cracked  pipe  was  replaced. 
This  part  of  the  work  was  commenced  as  soon  as  the  contract  was 
signed,  and  was  ready  for  the  steel  pipe  connections  some  time  before 
the  dredging  was  completed  and  all  the  steel  pipe  had  been  delivered. 

The  steel  pipe  was  furnished  to  the  contractor,  f.  o.  b.  ca.rs,  by 
the  City,  and  the  contractor  handled  the  pipe  from  the  cars  to  the 
vpork  and  stored  about  40  ft.  of  extra  pieces  in  the  City  yard.  This 
pipe  was  standard,  30-in.  outside  diameter,  lap-welded  steel,  galvanized 
and  dipped,  made  of  yVin.  plate,  and  scheduled  to  weigh  176.848  lb. 
per  ft.  The  total  sliipment,  as  reported  by  Robert  W.  Hunt  and  Com- 
pany, inspectors  for  the  City,  consisted  of  2  081  ft.,  weighing  464  469 
lb.,  including  the  flanges.  In  addition,  the  order  provided  for  3  500 
4|  by  If-in.  bolts  with  hexagonal  nuts,  weighing  17  730  lb. 

It  was  contemplated  that  the  flanges  would  be  riveted  to  the  pipe, 
but  it  was  decided  later,  after  solicitation  from  the  mill,  to  allow 
the  pipe  to  be  fitted  to  the  flanges  and  peened,  the  flanges  being 
then  lathe-faced  and  the  holes  accurately  spaced  and  bored. 

The  ball-and-socket  joints,  made  hy  the  John  W^ood  Iron  Works, 
of  Portland,  Ore.,  were  rotated  and  tested  before  leaving  the  shop, 
and  then  hauled  and  placed  by  the  contractor.  Each  joint  weighed 
about  5  700  lb. 

The  method  of  placing  the  submerged  portion  of  the  line  differed 
from  any  previously  used,  in  that  no  special  crib,  cradle,  or  tools  were 
required,  other  than  three  derrick  barges  and  two  common  deck  barges. 
Previous  lines  across  the  river  had  been  laid  with  cradles  specially 
constructed  for  the  purpose.  By  using  the  plant  as  described,  the 
work  of  laying  the  submerged  portion  required  only  9  days,  thereby 
probably  saving  considerable  expense  and  causing  no  noticeable  delay 
to  the  river  traffic. 

The  work  on  this  submerged  part  of  the  line  was  commenced  on 
the  east  side  of  the  river.  It  was  necessary  to  remove  a  portion  of 
the  O.  W.  P.  Dock  in  order  to  lay  the  pipe  on  the  incline  just  east  of 

*  Portland,  Ore. 
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the  harbor  line.  After  placing  the  inclined  section  and  two  additional  Mr. 
lengths  west  of  the  bottom  of  the  slope,  the  procedure  was  as  follows: 
One  derrick  held  the  westerly  end  above  the  water,  while  three,  and 
occasionally  four,  lengths  of  pipe  with  one  flexible  joint  (already  bolted 
together)  were  bolted  to  it;  the  derrick  then  lowered  the  pipe  until 
only  the  westerly  end  was  above  the  water.  The  total  lift  varied 
from  8  to  12  tons  before  submerging. 

The  slings  were  marked  and  care  was  taken  while  lowering  that 
the  flexible  joints  were  not  allowed  to  deflect  more  than  11  degrees. 
The  rear  slings  were  then  slipped,  and  the  operation  was  repeated. 
In  lowering  the  pipe  it  was  necessary  to  permit  water  nearly  to  fill 
the  pipe,  as  it  was  almost  buoyant,  and  it  was  desirable  to  keep  the 
strain  on  the  three  derricks  as  nearly  alike  as  possible. 

The  dredging  was  done  by  the  Water  Department  with  a  20-in. 
hydraulic  suction-dredge,  owned  and  operated  by  the  Port  of  Portland 
Commission,  and  the  Titan,  a  large  dipper-dredge  owned  by  the  Pacific 
Bridge  Company.  The  suction-dredge  excavated  most  of  the  material, 
the  dipper-dredge  being  used  only  when  it  was  necessary  for  the 
suction-dredge  to  be  used  by  the  Port  of  Portland  on  lower  river  work. 

The  only  delay  was  caused  by  the  failure  of  the  steel  pipe  to 
arrive  when  expected,  which  resulted  in  an  extension  of  the  time 
set  for  the  completion  of  the  work.  All  parties  concerned  in  the 
work  co-operated  in  every  possible  way,  and  the  various  parts  pro- 
gressed without  delay.  Progress  on  the  West  Side,  under  the  Southern 
Pacific  and  the  Oregon  Electric  Railway  tracks,  was  slow,  but  no 
interruption  to  trafiic  occurred. 

While  placing  the  pipe  in  the  river,  one  of  the  slings  broke, 
damaging  one  ball-and-socket  joint  and  the  ends  of  two  lengths  of 
pipe.  The  damage  was  quickly  repaired  by  the  contractor,  and  no 
delay  was  caused  thereby. 

The  valves  on  this  line  are  extra  heavy,  30-in.,  Rensselaer,  double- 
disk,  gate-valves,  with  by-pass  and  indicator.  There  are  two  4-in., 
Lunkenheimer,  relief  valves  on  each  end  of  the  line  at  the  gate-cham- 
bers, and  set  to  blow  off  at  135  lb.,  which  is  15  lb.  in  excess  of  the 
average  working  pressure  at  the  points  mentioned. 

The  gate-chambers  are  of  concrete,  with  reinforced  concrete  top 
and  standard  manhole  covers.  There  is  a  standard  cast-iron  gate-box 
casting  in  the  concrete  top  over  the  operating  nut  of  each  valve,  so 
that  the  latter  may  be  operated  from  the  street  with  the  regulation 
gate-key. 

A  portion  of  the  steel  pipe  on  the  East  Side  of  the  river  lies  on 
a  gravel  fill  between  East  Water  Street  and  the  harbor  line,  and  is 
not  completely  covered  by  gravel.  During  the  high-water  stage  of 
the  river  this  pipe  is  entirely  submerged,  but  is  exposed  at  all  other 
times.     A  recent  examination  of  this  pipe  shows  absolutely  no  indica- 
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Randlett   ^l"''  ""^  ^''"'''^  '''"  ^^^*^"^'  although  the  dip  coat  is  practically  gone, 
•  the  galvanizing  being  exceptionally  clear  and  bright. 

Tests  of  this  pipe  line  in  May  and  June,  1914,  showed  a  leakage 
of  about  1  000  gal.  per  24  hours. 

Morrow.  ^1''' .^-  ^^o^^ROW,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter).-A  brief 
description  of  the  method  and  equipment  used  in  carrying  out  this 
work  may  be  of  interest. 

In  connection  with  taking  up  and  relaying  the  24  and  28-in.  lines, 
the  dredging  work  was  naturally  divided  into  three  operations:  (1)  Ee- 
moving  the  cover  over  the  24-in.  line;  (2)  excavating  a  trench  for 
the  new  location  of  the  24-in.  pipe  to  a  depth  of  38  ft.  below  low 
water  for  the  entire  distance  between  harbor  lines;  and  (3)  removing 
the  fill  over  the  28-in.  pipe. 

The  work,  in  the  main,  was  done  by  a  dripper-dredge  capable  of 
handling  1400  cu.  yd.  of  sand  and  gravel  in  an  8-hour  day  (sand 
and  gravel  constituting  practically  all  the  dredged  material).  This 
dredge  could  work  to  a  depth  of  44  ft.  below  water  surface,  and  the 
stage  of  the  river  was  such  that  during  the  entire  operation  it  was 
possible- to  dig  to  the  required  depth  of  38  ft.  below  low  water.  An 
effort  was  made  to  use  a  floating  derrick  operating  a  clam-shell 
bucket  in  uncovering  the  24-in.  pipe,  but  it  was  found  that  the 
bucket  was  damaging  the  pipe,  and  its  use  was  discontinued. 

The  average  cost  of  dredging  and  removing  the  material  was 
approximately  12  cents  per  cu.  yd. 

The  removal  of  the  24-in.  line  was  begun  on  the  west  bank  of  the 
river,  and  the  pipe  was  disconnected  above  the  water  level.  The  first 
six  lengths  were  taken  up  by  a  land  derrick.  Slings  were  put  around 
the  pipe  by  a  diver,  and  care  was  taken  not  to  rotate  any  flexible 
joint  through  a  greater  angle  than  15°,  which  was  the  maximum 
possible  movement  for  the  ball-and-socket  joint.  By  raising  a  pipe 
a  few  feet  and  slinging  it  to  the  bents  on  which  the  land  derrick 
operated,  and  then  raising  the  next  pipe  a  few  feet  and  repeating 
the  operation,  the  pipe  was  taken  up  out  to  the  point  where  the  two 
floating  derricks  could  take  hold. 

Very  early  in  the  course  of  this  work  it  was  found  that,  when 
a  flexible  joint  was  rotated  through  a  greater  ajigle  than  the  allowable 
15°,  the  joint' where  the  steel  pipe  was  leaded  into  the  cast-iron  flange 
began  to  give,  and  under  a  slight  strain  the  pipe  would  pull  out 
entirely.  This  was  due  to  the  fact  that  the  lead  ring  in  the  flange 
was  not  as  deep  as  required  by  the  present  standard.  On  examina- 
tion it  was  seen  that  the  pipe  pulled  on  the  flange  without  damage 
to  itself  or  the  ball-and-socket  joints.     The  contractor  took  advantage 
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of   this   condition,    and,   putting   slings    on   two    or  three   pipes    at    a     Mr. 
time,  brought  it  up  piecemeal,  witliout  doing  it  any  material  damage. 

This  pipe  was  taken  up  by  a  crew  consisting  of  a  foreman  and 
seven  laborers,  a  diver  and  helper,  and  two  floating  derricks,  of  45 
and  25  tons  capacity,  respectively,  at  a  cost  of  $1.70  per  ft.  The 
pipe  was  taken  up  to  a  point  100  ft.  inside  the  east  harbor  line,  where 
it  was  disconnected  under  water  by  a  diver. 

When  originally  laid  this  pipe  had  been  dipped  in  a  mixture  of 
pure-graded  refined  California  asphalt,  fluxed  with  a  high-grade  natural 
liquid  asphalt  heated  to  280°  Fahr.,  and,  although  it  had  laid  under 
the  river  for  16  years,  the  coating  was  absolutely  intact  and,  with 
one  exception,  the  plate  was  in  as  good  condition  as  when  laid. 

After  the  pipe  was  taken  out,  the  flanges  were  removed  and  the 
pipe  thoroughly  sand-blasted.  The  lead  rings  on  the  flanges  were 
made  deeper  and  the  pipes  were  redipped  in  a  mixture  of  80%  "Manco" 
pitch  and  20%  California  asphalt,  "F"  grade,  at  a  temperature  of 
300°  Fahr.  This  mixture  has  a  melting  point  of  175°,  and  is  entirely 
flexible  at  32  degrees.  It  shows  no  tendency  to  become  soft  and 
sticky  at  100°  Fahr. 

The  ball-and-socket  joints  were  taken  apart  and  the  balls  machined, 
in  order  to  remove  all  pits  and  rust  spots.  On  being  re-assembled  the 
joints  were  tested  to  300  lb.  It  was  then  found  that  after  being 
subjected  to  test  pressure  the  flexible  joints  could  not  be  rotated  until 
the  ball  had  been  forced  back  into  its  original  position,  for,  under 
test  pressure  in  the  shop,  the  ball,  although  a  perfect  sphere,  would 
compress  the  lead  as  much  as  -^  in.  and  lock  itself.  This  would  tend 
to  bear  out  the  theory  that,  in  laying  a  flexible  joint  line,  a  tighter 
line  can  be  obtained  by  stretching  it  by  bolting  on  a  head  and  applying 
pressure  at  freqiient  intervals  in  the  course  of  laying. 

The  24  and  28-in.  pipes  were  100  ft.  apart  for  the  greater  distance 
between  harbor  lines,  but  at  the  east  line  the  two  pipes  were  only 
10  ft.  apart.  For  the  new  location  of  the  24-in.  pipe  it  was  necessary 
to  dredge  18  ft.  below  the  28-in.  line  and  still  maintain  the  pipe 
in  service.  This  was  accomplished  successfully  by  driving  a  pile 
bent  over  the  pipe  every  16  ft.  and  supporting  the  pipe  in  cable  slings. 

In  relaying  the  24-in.  pipe  the  initial  connection  was  made  in 
20  ft.  of  water  by  a  diver,  and  in  such  good  time  that  it  was  proposed 
to  bolt  up  six  lengths  of  pipe  on  the  barges  and  have  the  diver  make 
an  under-water  connection  in  each  case.  The  fourth  connection  under 
this  system  required  4  days,  and  it  was  then  decided  to  make  the 
connections  above  the  surface.  By  using  graduated  slings  on  a  bridle 
it  was  possible  to  lay  the  pipe  without  straining  the  flexible  joints 
which  were  placed  at  intervals  of  40  ft.  The  diver  released  the 
slings  as  the  pipe  reached  its  final  position  in  the  trench. 
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Morrow.  ^°  ^'''"'^^^  ^^'^  P^^'®  Successfully  it  required  three  floating  derricks, 
operated  side  by  side,  and  one  small  barg-e  derrick  for  shifting-  the  pipe. 
This  method  of  laying  proved  very  successful,  and  a  crew,  consisting 
of  one  foreman,  nine  laborers,  a  diver  and  helper,  with  four  floating 
derricks,  laid  this  pipe  from  harbor  line  to  harbor  line  at  a  cost  of 
$2.04  per  ft. 

Tests  on  this  line  as  relaid  showed  a  leakage  of  2  100  gal.  per  day, 
10  months  after  the  completion  of  the  work. 

Removal  of  2S-Inch  Line.— The  removal  of  the  28-in.,  cast-iron  pipe, 
after  the  completion  of  the  24-in.  pipe,  was  an  easy  matter.  Due 
to  the  type  of  joint,  this  pipe  can  be  hauled  out  of  the  water  like  a 
cable— the  lead  and  the  cast-iron  yoke  lock  the  pipes  together  so 
securely  that,  after  the  first  lengths  had  been  broken  away  and  raised 
to  the  surface,  the  diver  was  not  needed  to  put  on  the  slings,  as  they 
could  be  dropped  down  under  the  pipe  to  a  point  below  the  ball,  and 
the  45-ton  floating  derrick  supported  the  load  while  each  pipe  was 
disconnected.  It  was  necessary  to  melt  the  lead  joint  with  a  blow 
torch  as  the  flange  on  the  socket  of  this  pipe  extends  several  inches 
beyond  the  center  of  the  ball.  Melting  out  the  joint  was  slow  work, 
and  the  time  saved  by  the  method  used  in  raising  the  pipe  was  lost 
in  disconnecting  on  the  barge. 

The  cost  to  the  contractor  of  taking  up  this  pipe  was  $2.00  per 
ft.  for  a  foreman,  seven  laborers,  and  two  floating  derricks. 

This  pipe  had  been  laid  for  20  years,  yet  was  in  very  good  con- 
dition when  taken  up.  A  slight  cut  taken  ofl  the  balls  will  put  it 
in  condition  for  relaying  at  some  future  time. 

Such  figures  as  to  the  cost  of  removing  and  relaying  these  pipes 
as  are  given  are  based  on  work  done  between  harbor  lines  under  the 
most  favorable  conditions,  with  no  sudden  or  material  changes  in 
the  stage  or  currents  of  the  river,  which  was  a  few  feet  above  low 
water;  nor  do  these  figures  take  into  consideration  the  cost  of  the 
work  outside  of  harbor  lines,  which  was  about  three  times  as  expen- 
sive as  the  work  on  the  river.  The  expense  to  the  contractor  -^or 
breakage  to  the  cast-iron  pipe  and  yokes,  due  to  the  method  of  taking 
up  the  28-in.  pipe,  is  not  considered  in  the  cost  figured  for  this  work. 
Hei^chei.  Clemens  Herschel,*  M.  Am.  Soc.  C.  E.  (by  letter).— When  it  is 
considered  that  any  riveted  or  screw-jointed  pipe  line,  of  whatever 
diameter,  has  a  certain  radius  to  which  it  may  be  bent  without 
causing  leakage  of  the  contents,  it  raises  the  question  why  this  kind 
of  pipe  should  not  wholly  replace  hinge-jointed  pipe  lines. 

If  such  a  steel  pipe  line,  though  even  of  tunnel  dimensions,  be 
loaded  on  the  exterior,  or  interior,  or  both,  so  as  to  give  the  com- 
bination   a   specific   gravity   slightly  greater   than    1.0,    and   the   front 

*  New  York  City. 
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end  be  then  closed,  water-tight,  the  pipe  may  easily  be  hauled  across  ^^Mr-^^^^ 
on  the  natural,   or  on  a  prepared,  bottom   of  the   river,   to  which   it 
will  fit  itself  by  virtue  of  its  inherent  flexibility. 

Weighing  little  or  nothing  in  the  water,  it  exerts  little  or  no 
pressure  on  the  bottom  on  which  it  slides;  and,  without  material 
pressure,  offers  no  material  frictional  resistance. 

Heavy  pipe,  or  pipe  full  of  water,  may  also  be  hauled  across  on 
the  bottom.  Sixteen  lines  of  12  and  18-in.  flexible-joint  cast-iron  pipes 
have  been  thus  hauled  across  a  1  000-ft.  channel,  at  Vancouver,  B.  C.  f 
and  quite  recently  the  technical  press  has  contained  accounts  of  the 
hauling  of  about  a  mile  of  pipe  out  from  a  sand  beach  into  deep  water, 
off  Tampico,  Mexico,  to  enable  tank  steamers  to  load  with  oil.f 

In  1895 'the  writer  laid  seven  lines  of  18-in.  screw-jointed  pipe 
(the  largest  size  of  welded  pipe  then  made)  by  the  method  described, 
in  a  trench  dredged  for  the  purpose,  across  the  Passaic  River  at 
Belleville,  N.  J.,  at  a  narrow  crossing  that  was  constantly  impeded 
with  passing  vessels.  Flexibly  jointed  pipe  could  not  have  been  laid 
at  this  place  from  floats  or  scows. 

A  flagstaff  set  on  the  forward  end  indicated  where  that  end  was 
at  any  moment;  and  the  rear  end  was  added  to,  and  extended  backward, 
on  a  kind  of  launching  way,  as  the  pipe  passed  into  the  water  from 

that  end. 

During  the  passage  of  the  forward  end  across  on  the  bottom  o± 
the  river,  filling  the  pipe  with  compressed  air  furnished  proof  that 
there  was  no  leakage;  and  for  19  years  a  Venturi  water  meter,  set 
in  this  line  of  pipes,  on  each  shore,  has  proved  that  they  do  not  now 
and  never  have  leaked,  though  under  some  350  ft.  head.  On  the  other 
hand,  it  is  doubtful  if  any  form  of  flexible-joint  pipe  ever  laid  will 
stand,  or  would  have  stood,  such  a  test  equally  well,  it  being  remem- 
bered that  water  under  350  ft.  head  will  cut  out  lead  very  rapidly  if 
a  leak  is  once  started.  ,        ,  .  i 

A  6-ft.  pipe  was  laid  under  the  Hackensack  River  by  this  general 
method  some  years  later.  The  fact  that  it  broke  apart  at  one  point 
at  the  bottom  of  the  pipe,  shortly  after  it  was  laid,  is  no  criticism  of 
the  general  method  of  laying  such  pipe,  here  described,  but  only  of  the 
special  method  of  loading  the  pipe  in  this  instance.  The  break 
was  immediately  repaired,  and  the  pipe  is  to-day  doing  good  service. 

The  loading  must  be  designed  so  that  it  will  not  affect  the  natural 
flexibility  of  the  pipe,  which  is  far  greater  than  one  would  suppose. 
Speaking  from  memory,  a  riveted  4-ft.  pipe  can  be  made  to  assume 
a  curvature  of  1000  or  1200  ft.  radius,  without  causing  the  pipe 
to  leak;  and  such  a  radius  is  easily  attainable  in  a  river  cross-sectional 
profile;  orthe  pipe  may  be  built  on  a.  curve  following  the  profile  across 

*  The   method   is   described   in   Engineering  Record,  September  6th,  1913. 
i  Engineering    News,    Vol.    71,    pp.    107S-10S0    (1911). 
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He/s'chel.f^";^''"'  '"^"f^^^'   ^   ^P^^^^  ^^"'ed  launching  way  being  used  when 
naulmg  the  pipe  across. 

The  pipe  weighing-  almost  nothing  in  the  water,  10  000  ft  of  it 
or  any  other  length,  may  be  hauled  across  with  almost  no  greater 
effort  than  that  required  to  haul  100  ft.  In  a  design  made  by  the 
writer  for  crossing  the  Kill  van  Kull,  separating  Bayonne,  N.  J.,  from 
Staten  Island,  the  loading  of  the  pipe  was  made  to  take' the  fo'rm  of 
cast-iron  shoes  or  sleds,  all  connected  by  long  links  so  that  no  pull 
would  come  on  the  pipe  itself  when  hauling  it  across.  The  outside 
of  the  pipe  may  be  protected  against  corrosion  by  repeated  wrap- 
pings of  gunny  cloth  and  liquid  asphalt. 

In  the  writer's  opinion,  the  general  method  here  described  could 
be  used  advantageously  in  the  construction  of  subaqueous  tunnels- 
but  this,  maybe,  "is  aiiother  story".  ' 

Mr.  Kenneth  Allen,*  M.  Am.  Soc.  C.  E.-The  speaker  would  like  to 

ask  Mr.  Wiggm  whether,  with  such  a  finely  machined  surface  in  the 
joint,  by  which  any  bending  load  is  transmitted  directly  through  the 
metal  of  the  pipe,  it  would  not  have  been  practicable  to  use,  instead  of 
lead,  some  composition  having  a 
coefficient  of  expansion  by  heat  of 
zero,  and  thereby  do  without 
caulking? 

At  Atlantic  City,  there  was  a 
20-in.  submerged  pipe  crossing 
Beach  Thoroughfare  and  a  12-in. 
pipe  crossing  Inside  Thoroughfare, 
both  tidal  streams.  The  former 
consisted  of  three  lines  of  bell- 
joint  pipe,  two  of  which  were 
nearly  laid  before  the  speaker  took 
charge  of  the  work.  The  third 
line  replaced  an  old  20-in.  line, 
and  was  similar,  except  as  to  the 
details    of    the    joint,    which    was 

leaking  and  in  a  generally  bad  condition.  Fig.  5  shows  the  new  joint. 
One  difficulty  experienced  with  this  joint  was  that  when,  on  laying, 
It  was  deflected  sufficiently,  one  of  the  projecting  rings  on  the  spigot 
end  came  so  near  the  bell  that  there  was  not  sufficient  clear  space 
for  effective  caulking  by  the  diver,  in  case  of  leakage.  This  difficulty 
might  be  obviated  by  having  the  projecting  rings  on  the  inside  of  the 
bell,  as  in  the  Portland  design. 

In  taking  up  the  old  line,  several  joints  were  pulled  apart  by  the 
tension  in  lifting.  The  new  lines  were  laid  on  cast-iron  cradles  rest- 
mg  on  sills.    Each  sill  was  bolted  to  two  piles,  forming  a  bent,  which 

*  New  York  City. 
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were  afterward  cut  off  below  water.  The  length  of  the  crossing  was  Mr. 
about  240  ft.,  and  the  bents,  shown  on  Fig.  6,  were  12  ft.  apart.  The 
pipe  was  caulked  in  sections  of  six  or  seven  lengths  above  water.  Each 
section  had  a  flange  at  each  end  and  was  lowered  a  certain  distance, 
on  a  given  signal,  by  a  man  at  each  bent  with  a  block  and  fall,  until 
it  rested  on  the  cradles.  The  flanged  end  was  then  bolted  to  the 
previous  section  by  a  diver,  the  depth  being,  according  to  the 
speaker's  recollection,  from  12  to  16  ft.,  depending  on  the  tide. 

The  pipe,  bought  as  an  emergency  measure  on  the  default  of  an 
earlier  contract,  cost  $87.50  per  ton.  The  cost  of  removing  the  240 
ft.  of  old  line  of  submerged  pipe  was  $2.90  per  lin.  ft.,  and  that  of 
laying  the  new  pipe,  including  dredging,  $7.90  per  lin.  ft.  The  total  cost 
of  taking  up  the  old  main  and  relaying  the  new  one  in  its  place 
was  $9  762. 

The  12-in.  line  was  made  up  and  caulked  on  shore  in  sections  of 
three  lengths  with  a  Walker  "Half  Ball  Joint"  on  each  end,  except 
at  two  places  where  Walker  "Universal  Ball  Joints"  were  used.  Each 
section  was  then  lowered  from  a  scow  to  a  dredged  trench  and  loosely 
bolted  to  the  previous  section.  The  line  was  laid  in  a  slightly  zigzag 
position  to  permit  a  reasonable  amount  of  settlement.  After  allow- 
ing a  certain  time  for  the  pipe  to  find  a  firm  bed,  the  bolts  were 
tightened  up  by  a  diver.  The  "Universal  Joints"  were  placed  where 
further  deflection  would  be  most  probable.  The  maximum  depth  of 
water  in  this  case  was  nearly  30  ft. 

After  completing  the  316  ft.  comprised  in  the  crossing,  the  leak- 
age was  tested  by  placing  a  f-in.  Trident  meter  on  a  pipe  by-passing 
the  valve  at  the  supply  end  of  the  crossing.  The  small  leakage  which 
occurred  at  first  was  finally  entirely  stopped  by  a  diver.  It  is  doubt- 
ful whether  the  line  has  remained  without  any  leakage,  but  the  speaker 
had  no  further  opportunity  of  testing  this. 

The  total  cost  of  this  line  was  $1  799.40,  or  $5.69  per  lin.  ft. 

K.  C.  Kellogg,*  Jun.  Am.  Soc.  C.  E. — In  regard  to  the  subject  of  Mr. 
caulking  pipes  under  water,  the  speaker  has  had  some  experience  with 
two  gas  mains  laid  across  the  Harlem  River,  in  the  City  of  New  York. 
One  of  these  was  a  20-in.  main,  laid  in  1890,  from  the  foot  of  129th 
Street  and  Second  Avenue  to  Lincoln  Avenue,  The  Bronx.  The  other 
was  a  24-in.  line  crossing  the  river  between  135th  Street,  Manhattan, 
and  Mott  Avenue,  The  Bronx. 

The  method  of  laying  these  lines  was  practically  the  same  as  that 
described  in  the  paper  and  in  some  of  the  discussions,  that  is,  by 
making  the  joint  above  water  and  lowering  the  pipe  to  the  bed  of 
the   river  with  the  derrick.     There  was  this   difference,   however,  the 

•  Brooklyn.  N.  Y. 
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Ke'fiog  ■'°^"*^  ^^*^^^  ^^^'^  ^^  °^  ^'^^^^  '^^^^^  poured  lead  on  the  scow  derrick  and, 
after  being  lowered  into  the  water,  were  re-caulked  by  divers  by  hand. 
This  was  possible  because  the  pipes  were  permitted  to  rest  on  heavy 
timber  blocks  laid  immediately  back  of  each  hub.  The  pipe  had  Ward 
flexible  joints  and  the  hub  was  of  such  a  diameter  that  the  spigot  could 
be  entered  rather  freely. 

In  the  article*  by  the  late  Emil  Kuichling,  M.  Am.  Soc.  C.  E., 
referred  to  in  the  paper,  a  page  is  devoted  to  illustrations  of  joints  used 
in  submerged  pipe  work.  Fig.  13  on  that  page  shows  the  joints  used 
on  these  gas  lines. 

These  mains  have  shown  no  leakage.  The  20-in.  line  has  been 
broken  three  times,  to  the  speaker's  knowledge,  by  the  dredging  opera- 
tions necessary  to  keep  the  channel  in  the  Harlem  Eiver  to  the  depth 
prescribed  by  the  Government. 

_  When  these  mains  were  laid,  the  Gas  Company  took  chances  on 
this  very  contingency,  because  they  were  placed  in  a  shallow  trench 
formed  by  blowing  off  the  top  surface  mud  with  a  jet  from  a  hose. 

One  speaker  has  referred  to  the  effect  of  the  blow  of  the  hammer 
in  caulking  joints  in  pipes,  with  special  reference  to  the  distance  back 
from  the  face  of  the  joint  in  which  the  impact  of  the  blow  is  effective 
in  compressing  the  lead.  For  7  years  the  speaker  has  used  hot  lead 
and  lead  wool  in  caulking  joints  in  gas  mains,  and  in  that  time, 
has  had  occasion  to  examine  the  effect  of  the  blow  of  a  hammer  on 
hot  lead  and  also  on  the  comparatively  new  product,  lead  wool.  Several 
joints  of  each  kind  have  been  examined  by  sawing  through  the  joint, 
thus  obtaining  a  section  exposing  the  yarn  and  lead.  Where  hot  lead 
is  used,  in  no  case  has  the  compacting  effect  of  the  blows  of  the  caulk- 
ing hammer  extended  back  more  than  i  in.  from  the  face  of  the  joint. 
Furthermore,  when  poured  into  a  joint,  hot  lead  contracts  on  cooling, 
and  draws  away  from  the  inside  face  of  the  bell,  leaving  a  space 
of  from  ^L  to  ^^2  in.  in  width. 

In  caulking  with  lead  wool,  the  process  is  cumulative,  that  is,  the 
joint  is  made  by  driving  in  successive  strands  of  lead  until  the  caulk- 
ing space  is  entirely  filled.  Cross-sections  of  joints  made  with  lead 
wool  show  a  solid  piece  of  lead  from  the  face  of  the  joint  to  the 
yarn,  and  the  first  strand  driven  in  has  the  additional  effect  of  com- 
pressing the  yam  considerably.  The  speaker  has  laid  gas  mains 
under  the  Harlem  River  in  which  the  joints  were  made  exclusively 
with  lead  wool. 

The  discussion  of  the  paper  by  members  connected  with  the  New 
York  Board  of  Water  Supply  and  engaged  in  constructing  The  Nar- 
rows Siphon,  is  very  interesting;  the  form  of  joint  adopted  for  that 
work  shows  great  ingenuity,  and  is  a  credit  to  them. 

*  Engineermg  and  Cojitracting,  April  15th,  1914. 
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It  is  unfortunate  that  the  depth  of  water,  tidal  currents,  and  Mr. 
commercial  tonnage  passing  through  The  Narrows,  together  with  its  ^  °^^' 
exposed  condition,  made  it  impossible  to  have  the  work  done  by  divers. 
The  speaker  would  like  to  suggest,  however,  that  there  is  a  diving 
apparatus  now  manufactured  for  which  the  makers  claim  a  possible 
diving  depth  of  200  ft.,  and  investigation  of  its  merits  might  prove 
of  interest  in  case  the  present  scheme  proves  vmsuccessful  under 
working  conditions. 

Thomas  H.  Wiggix,*  M.  Am.  See.  C.  E. — The  author  refers  to  the  Mr. 
scarcity  of  information  about  submerged  pipe  lines  of  the  larger  'S^'°- 
sizes.  In  connection  with  a  36-in.  line  which  the  New  York  City 
Board  of  Water  Supply  is  laying  across  The  Narrows,  the  speaker 
had  occasion  to  look  up  articles  on  submerged  pipe  lines,  and  can 
vouch  for  the  author's  statement,  particularly  with  reference  to  the 
completeness  of  the  records.  Thanks  are  due  to  the  author,  and  to 
Messrs.  F.  and  A.  S.  Riffle,  who  wrote  the  previous  paper,  for  supply- 
ing such  valuable  information  on  the  large  Portland  submerged  pipes. 
The  speaker  would  suggest,  however,  that  Mr.  Clarke  make  a  few 
additions  which  will  fill  some  of  the  wants  felt  by  the  speaker  when 
looking  for  data  on  such  pipe  lines. 

Prices,  for  example,  are  given  sometimes  in  lump  figures.  A  price 
per  pound,  or  details  permitting  easy  translation  to  price  per  pound, 
would  be  of  much  more  general  use.  In  connection  with  the  dredging, 
the  price  given  is  so  much  per  cubic  yard  of  material.  A  question 
immediately  arises  as  to  how  the  material  was  measured.  One  of 
the  main  problems  in  specifying  for  The  Narrows  siphon  was  how 
wide  the  bottom  of  the  trench  should  be,  what  the  side  slopes  should 
be,  and  whether  dredging  should  be  paid  for  by  place  measurement 
or  by  scow  measurement;  in  other  words,  whether  a.  great  deal  of 
latitude  should  be  allowed  in  the  width  of  the  trench,  and  the  City 
be  made  to  take  the  risk  as  to  whether  the  quantities  would  over-run, 
or  whether  a  particular  width  should  be  prescribed  and  merely  theo- 
retical quantities  be  paid  for. 

There  is  also  the  question  of  the  uniformity  with  which  the  bottom 
can  be  dredged.  For  example,  is  it  practicable  to  dredge  the  bottom 
within  6  in.  of  a  given  plane,  as  has  actually  been  attempted,  or  must 
an  allowance  of  several  feet  be  made,  so  that  the  pipe  line  will  go 
up  and  down,  which,  being  a  flexible  line,  it  is  able  to  do?  Those 
details,  as  to  the  actual  success  in  doing  the  work,  would  be  helpful. 

The  exact  method  of  making  up  and  caulking  the  joints  is  of 
great  importance.  The  joint  used  at  Portland  is  what  is  commonly 
called  a  Fanning  joint,  from  the  originator  of  the  type.  It  will  be 
noticed  in  the  illustrations  that  it  is  divided  by  a  flange  on  the  great 
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Mr.  circle.  That  enables  it  to  be  made  up  in  two  parts ;  in  other  words, 
'ggiD-  |.]jg  bottom  of  the  joint  can  be  poured  and  caulked,  and  then  the 
outer  part  of  the  joint  can  be  treated  in  a  similar  manner,  thus  pro- 
ducing two  zones  of  compacting  for  the  lead;  that  is,  two  rings  of 
caulked  lead.     It  is  important  to  know  how  the  work  was  actually  done. 

The  extent  of  under-water  caulking  is  also  a  very  important  mat- 
ter in  a  long  line  of  this  sort;  that  is,  was  it  generally  made  per- 
manently tight  at  the  surface  and  then  sunk  to  its  position  in  the 
trench,  or  was  it  caulked  again  after  it  was  submerged.  This  touches 
on  an  important  point,  namely,  how  well  a  flexible  joint  will  stand 
being  deflected,  and  how  tight  it  will  remain  after  it  has  been  de- 
flected. In  some  of  the  experiments  in  connection  with  the  develop- 
ment of  a  design  for  The  Narrows  siphon,  caulked  joints  were  tested 
before  deflection,  and  then  deflected  and  tested  again,  and  it  was 
found  that  the  movement  of  the  joint  caused  it  to  be  about  as  leaky 
as  it  was  before  it  was  caulked  originally. 

Tlie  particular  type  of  joint  used  at  Portland  may  be  more  suc- 
cessful in  that  respect,  if  it  was  caulked  in  two  parts;  for  example, 
if  the  center  part  of  the  joints — that  part  on  the  great  circle — is 
actually  caulked.  The  joint  tried  on  The  Narrows  siphon  experi- 
ments was  not  caulked  on  the  great  circle,  but  at  the  outer  point  of 
the  joint.     It  was  the  so-called  Duane  or  modified  Ward  joint. 

The  depth  to  which  caulking  extends  is  surprisingly  small.  In 
some  experiments  by  the  Board  of  Water  Supply,  portions  of  a  joint 
like  the  Duane  were  made  up  with  pieces  bolted  together,  so  that 
after  caulking  they  could  be  unbolted  and  taken  apart;  it  was  found 
that,  in  a  joint  about  6  in.  deep,  the  only  part  that  was  affected  by 
very  vigorous  caulking  with  pneumatic  hammers  was  about  f  in.  at 
the  face;  the  remainder  of  the  lead  was  so  far  from  being  in  contact 
that  a  small  wire  could  be  run  between  the  lead  and  the  iron.  It 
is  evident,  therefore,  that  the  method  of  caulking  and  the  location 
of  the  zone  on  which  caulking  is  done  is  very  important,  and  par- 
ticularly the  question  as  to  how  much  caulking  will  be  required  under 
water  to  produce  a  finally  tight  line. 

Reference  has  been  made  to  the  effect  of  pull  on  joints,  and  it 
will  be  perfectly  evident,  the  speaker  thinks,  that  a  pulled  joint  is 
bound  to  be  tight  while  it  is  being  pulled;  the  condition  is  that  of 
a  sphere  being  pulled  out  of  an  enveloping  sphere  which  is  too  small 
at  the  opening  to  permit  the  escape;  and  the  escape  is  being  prevented 
by  a  band  or  zone  of  lead  which  is  squeezed  between  the  inner  and 
outer  spheres.  The  harder  the  squeeze  the  more  water-tight  the  joint 
will  be.  The  question  is,  will  it  stay  tight  after  the  pulling  and 
resulting   squeezing  have   stopped? 

The  ideal  line  might  be  one  that  is  laid  on  such  a  foundation,  or 
say.  such  lack  of  foundation,  that  it  will  at   all  times  be  subject  to 


discussion:     submerged   pipe   work,   PORTLAND,   ORE.      1337 

a  catenary  pull  by  virtue  of  a  slight  tendency  to  settle.  Such  a  line  Mr. 
would  remain  tight.  The  practical  difficulty  of  obtaining  such  con-  '^^'°- 
ditions  is  obvious,  though  it  is  probable  they  exist  in  some  short 
lines;  but  if  one  imagines  a  line  laid  on  a  level  bottom,  and  made 
tight  by  pulling,  and  then  supposes  that  the  temperature  of  the 
water  surrounding  that  pipe,  and  in  the  pipe,  as  might  be  the  case, 
rises  30  or  40°,  and  each  length  of  pipe  lengthens,  then  the  contact 
would  be  relieved.  The  same  condition  would  result  from  settlements, 
even  slight,  at  accidental  local  summits  in  the  line  or  at  changes  of 
grade  where  the  line  was  convex  upward.  The  only  thing  that 
would  keep  the  joints  in  contact  would  be  the  elasticity,  not  in  the 
lead  (which  has  practically  none),  but  in  the  iron  inside  and  out- 
side of  the  joint;  that  is,  in  the  bell  and  spigot.  If  these  are  stressed 
sufficiently  during  the  pulling  of  the  joint,  and  if  it  is  supposed 
(which  in  the  light  of  experiments  by  the  speaker  is  improbable)  that 
the  lead  will  not  yield  gradually  and  relieve  that  stretching  and  com- 
pression in  the  iron,  then  the  change  in  length  of  the  pipe  due  to 
temperature  changes  might  be  compensated  for  by  a  contraction  of 
the  bell,  thus  keeping  tight  the  joint  which  had  been  made  tight  by 
the  stretching  process. 

None  of  these  questions,  however,  has  been  answered  from  exist- 
ing literature,  because  the  behavior  of  submerged  lines  after  having 
been  placed  in  service  is  not  known;  in  other  words,  there  are  no 
meters  of  adequate  kind — in  fact,  generally  speaking,  there  are  no 
meters  of  any  sort — to  tell  whether  the  lines  remain  tight.  Only 
the  grosser  leaks  can  be  discovered,  such,  for  example  (like  that 
described  by  the  author),  as  would  lower  a  reservoir. 

In  the  pipe  which  is  being  laid  in  The  Narrows,  the  attempt  has 
been  made  to  produce  initial  tightness,  and  to  overcome  the  difficulty 
due  to  changes  in  length  of  pipe  with  temperature,  by  substituting 
for  caulking,  the  filling,  by  injecting  lead  with  screws,  of  all  shrinkage 
space  in  the  joint,  so  far  as  practicable,  and  especially  on  the  great 
circle;  then,  no  matter  if  the  spigot  is  moved  slightly  in  and  out, 
the  joint  will  still  be  tight  on  the  great  circle,  and  act  as  a  sort  of 
expansion  joint,  rather  than  be  tight  at  the  front  only  and  afterward 
become  loose  by  temperature  movements  or  movements  due  to  settle- 
ments in  the  line. 

In  connection  with  the  break  in  the  28-in.  pipe  and  the  uncer- 
tainty as  to  the  location  of  the  break,  the  thought  occurs  that  per- 
haps it  would  pay  to  put  meters  at  each  end  of  such  a  line,  in  order 
to  discover  when  it  starts  to  leak  more  than  a  slight  percentage. 
A  check-valve  between  the  crossing  and  reservoir  would  have  pre- 
vented the  emptying  of  the  reservoir.  Of  course,  it  may  not  always 
pay  to  make  such  provisions.  On  the  line  across  The  Narrows, 
meters  and   check-valve  both   have  been  provided,   because  it  is   very 
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Mr.  important  that  it  should  be  known  if  the  line  starts  to  leak,  and  also 
'^  '"■  that  the  water  stored  in  the  reservoir  should  be  conserved  for  use 
while  the  line  is  being  repaired. 

The  break  in  the  Portland  28-in.  pipe  took  place  by  fracture 
across  one  of  the  pipes,  which  are  nearly  16  ft.  long.  The  paper  gives 
no  diagram,  but,  from  the  description,  the  break  took  a  long  slant, 
such  as  would  occur  in  a  cross-grained  stick  of  wood,  the  fracture 
being  apparently  about  12  ft.  long.  This  would  indicate  that  the 
pipe  was  perhaps  resting  on  a  hard  spot  in  the  middle  and  acted  as 
a  beam.  Some  such  explanation  is  evidently  in  the  mind  of  the 
author.  It  raises  the  question  as  to  whether  16  ft.  is  not  too  long 
for  a  cast-iron  pipe,  particularly  on  a  hard  bottom.  In  the  case  of 
The  Narrows  siphon,  it  was  decided,  after  considering  the  Portland 
28-in.  pipe,  which  is  very  well  described  in  the  paper  by  Messrs.  F. 
and  A.  S.  Riffle — a,  paper  which  furnished  a  great  deal  of  useful  in- 
formation in  connection  with  studies  for  The  Narrows  pipe — to 
adhere  to  the  shorter  length  of  12  ft.,  partly  because  foundries  are 
rigged  for  12-ft.  lengths,  but  mostly  for  greater  safety  in  connection 
with  foundations  and  flexibility. 

The  new  Portland  steel  lines  with  cast-iron  flexible  joints  have 
considerable  stretches  between  flexible  joints,  apparently  more  than 
35  ft.,  and  the  question  suggests  itself  whether  the  pipe  will  continue 
everywhere  to  span  successfully  between  flexible  joints,  particularly 
if  the  bottom  is  hard,  and  in  view  of  the  fact  that  the  back-fill  under 
a  pipe  is  never  perfect. 

Experience  with  The  Narrows  pipe  proves  that  it  is  very  diflicult 
to  get  a  level  bottom,  though  the  method  of  dragging  the  trench 
bottom  is  now  producing  good  results.  At  best,  however,  there  will 
be  occasional  sharp  changes  in  grade,  due  to  the  working  of  the  pipe- 
laying  cradle  in  rough  weather.  Back-filling  at  such  places  is  likely 
to  cause  undue  strains  in  joints  and  in  pipes.  Further  details  of  the 
depth  and  method  of  placing  back-fill  at  Portland  would  be  interest- 
ing. A  depth  of  from  3  to  4  ft.  is  mentioned.  A  photograph  in  the 
Riffle  paper  shows  a  comparatively  deep  trench  at  the  shore. 

The  details  of  the  repair  sleeve  are  very  interesting;  the  speaker, 
however,  would  like  to  have  a  statement  as  to  how  the  sleeve  was 
filled.  Apparently,  it  was  grouted  after  being  placed.  The  8  by 
8-in.  angles  and  other  parts  of  the  longitudinal  joint,  if  they  were 
required  to  take  the  full  hydrostatic  pressure  over  the  full  diameter 
of  sleeve,  would  apparently  be  very  heavily  strained.  Was  the  grout 
assumed  to  be  so  impervious  that  the  pressure  did  not  reach  the 
whole  area  of  the  sleeve? 

Another  point,  on  which  information  would  be  useful,  is  the  ac- 
ci;racy  and  smoothness  of  the  machine  work.  In  the  original  studies 
for  The  Narrows  pipe,  much  help  was  obtained  from  the  records  of 
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the  2S-in.  Portland  line  in  the  matter  of  machining,   and  an  exten-     Mr. 
sion  of  the  record  to   include  the  new  lines  would  be  valuable.     In     '^^in. 
the  matter   of  smoothness,   no   accurate   data  were   found,   because   it 
is  difficult  for  civil  engineers  to  describe  machining.     It  is  not   im- 
possible, however,  to   describe  the  lathe  tool,  speed,  feed,  velocity  of 
revolution,   etc. 

The  success  of  a  flexible  joint,  to  a  large  extent,  depends  on  how 
smooth  the  turned  parts  can  be  made.  In  the  work  now  being  done  for 
The  Narrows  line,  not  due  to  the  specifications  of  the  city,  but  to  the 
contractor's  energy  in  the  matter  and  to  his  appreciation  of  its  import- 
ance, the  surface  is  actually  being  ground,  making  it  equal  to  good 
cylinder  work,  and  the  results  are  apparently  justifying  the  method, 
although,  of  course,  as  the  line  has  been  only  partly  laid,  it  is  too 
soon  to  say  what  the  final  outcome  will  be. 

In  experimenting  for  The  Narrows  pipe,  lead  wool,  with  the  dif- 
ferent degrees  of  caulking,  was  tried.  It  was  easy  to  get  a  tight 
joint,  but  the  trials  were  not  successful  in  obtaining  at  the  same 
time  the  proper  degree  of  flexibility.  The  experiments  were  not 
wholly  exhaustive,  as  the  method  was  much  slower  than  desired  and 
the  method  of  injecting  lead  mentioned  previously  proved  to  be  more 
desirable  for  flexible  joints. 

Non-shrinking  alloys  of  lead  were  also  tried,  by  a  company  which 
has  all  the  metals  and  is  expert  in  mixing  them,  but  it  was  impossible 
to  mix  one  that  seemed  to  meet  the  requirements.  This  idea  looks 
very  promising,  and  the  speaker  is  now  sure  that  he  understands  why 
it  was  not  successful. 

W.  E.  Spear.*  M.  Am.  Soc.  C.  E.— Mr.  Wiggin  has  brought  out  Mr. 
many  of  the  points  which  this  paper  suggests  to  those  interested  in 
submerged  pipes.  It  would  be  interesting  to  know  how  accurately  the 
trenches  at  Portland  were  dredged,  and  also  the  final  grade  and  align- 
ment of  the  pipes.  As  Mr.  Wiggin  states,  the  36-in.  pipe  line  under 
construction  in  New  York  Harbor  was  laid  at  first  on  a  somewhat 
uneven  bottom,  but  the  vertical  deflections  of  the  pipes  were  not  great. 
In  addition,  the  line  also  deflected  laterally  at  some  points,  due  to 
the  thrust  of  the  pipes  in  sliding  down  the  launching  ways.  Similar 
deflections  in  the  Portland  pipe  would  have  exposed  that  portion  of 
the  lead  which  had  been  caulked  at  the  face  of  the  bell,  so  that  unless 
the  joints  were  poured  and  caulked  in  two  operations,  as  Mr.  Wiggin 
suggests,  it  is  difficult  to  understand  how  the  line  could  have  been 
made  tight  without  submarine  caulking  after  the  pipes  were  finally 
placed. 

Some  experiments,  made  in  New  York  Harbor  several  years  ago, 
on  the  depth  of  penetration  of  large  anchors,  indicate  that  the  cover 
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Mr.  of  4  ft.  placed  over  the  Portland  pipes  would  not  be  quite  sufficient. 
'  P*^'"'  A  cover  of  8  ft.  is  being  placed  over  The  Narrows  siphon. 

In  harbor  waters  the  life  of  a  submerged  pipe  line  is  a  matter  of 
some  concern,  and  it  would  be  of  great  value  to  those  in  charge  of 
such  works  to  know  the  condition  of  the  28-in.,  cast-iron  pipe  at 
Portland  when  it  was  taken  out  after  20  years  of  service,  especially 
the  condition  of  the  finished  surfaces  of  the  bell  and  spigot,  and  how 
much  work  would  have  to  be  done  on  them  to  make  them  sufficiently 
smooth  to  place  again  in  service.  Apparently,  they  were  good  enough 
to  permit  them  to  be  used  again,  because  they  are  being  stored  for 
that  purpose. 

The  work  at  Portland  was  evidently  done  at  a  very  reasonable 
cost.  The  pipe  line  in  New  York  Harbor  is  of  greater  size  and  is 
laid  at  a  much  greater  depth,  in  a  swiftly  moving  tideway,  crowded 
at  times  with  traffic.  The  cost  of  this  pipe,  on  the  basis  of  the  quan- 
tities originally  estimated  for  several  items,  would  be  about  $95  per  ft., 
but  some  economies  will  be  effected  in  dredging  and  back-filling  that 
will  probably  reduce  the  cost  to  about  $85  per  ft. 

H^an  *^'  ^'  ^*^*^-'^^' *  ^ssoc.  M.  Am.  Soc.  C.  E.— It  is  interesting  to  note 
■  that  the  pipes  at  Portland  had  to  be  taken  up  and  relaid  on  account 
of  the  necessity  of  deepening  the  channel.  In  The  Narrows  siphon, 
which  is  now  being  laid  by  the  Board  of  Water  Supply  of  New  York 
City,  the  Government  requires  the  City  to  lay  pipes  so  deep  that 
they  will  never  have  to  be  taken  up.  The  line  is  about  10  000  ft.  long ; 
the  minimum  depth  will  be  60  ft.,  and  the  maximum,  74  ft. 

Mr.  Herschel  suggests  that  it  might  be  possible  to  make  up  a  line 
with  riveted  or  screw  joints  and  drag  it  across,  but  there  would  be 
some  difficulty  in  doing  that  in  this  case,  so  that,  even  if  a  screw 
joint  or  riveted  pipe  is  useful  for  short  distances,  a  flexible  pipe  line 
has  certainly  a  field  of  its  ovsti. 

It  would  be  of  interest  to  know  how  long  it  takes  to  make  up  the 
Portland  joint.  In  comparison  with  the  Ward  joint,  which  is  being 
used  in  The  Narrows,  it  seems  to  be  rather  clumsy,  and  might  take 
a  much  longer  time  to  make  it  up.  In  New  York,  the  pipes  have  been 
made  up  and  sunk  in  1^  hours  per  length,  for  the  entire  operation,  and 
it  does  not  seem  possible  to  make  up  the  Portland  joint,  which  requires 
the  bolting  of  a  flange,  in  nearly  as  short  a  time,  particularly  if  it  is 
one  with  the  double  caulking.  In  any  case  it  would  be  valuable  to 
have  every  detail  in  regard  to  the  exact  method  of  making  up  this 
joint  and  the  time  required  to  do  it. 

It  may  be  of  interest  to  know  that  the  joint  used  on  the  Board  of 
Water  Supply  work  is  substantially  as  Mr.  Wiggin  has  described  it; 
the  shrinkage  of  10%.  which  occurs  when  the  lead  cools,  is  made  up 
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by  forcing  in   cold  lead   through  32   holes   by   jib-screws.     The  joint    Mr. 
takes  about  300  lb.  of  lead  at  a  pouring,  and  about  22  lb.  are  forced  in     ^s^°- 
afterward.     With  mechanical  appliances,  the  operation  of  forcing  in 
the  cold  lead  takes  about  30  min. 

On  the  Portland  joint  the  stop  for  holding  the  lead  is  in  the  bell, 
which  would  indicate  that  the  lead  remains  fast  to  the  bell  and  rotates 
on  the  spigot,  whereas,  in  the  New  York  joint,  the  lead  remains  fast 
to  the  spigot  where  it  shrinks,  and  the  bell  rotates  around  it. 

On  page  1307  it  is  stated  that  "the  final  test,  under  a  pressure  of 
from  170  to  180  lb.,  showed  a  leakage  of  approximately  7  gal.  per  min., 
or  10  080  gal.  per  day,  or  about  8  gal.  per  lin.  ft.  of  joint,  per  day, 
under  the  pressures  noted,  which  are  approximately  50%  in  excess  of 
the  normal  working  pressure".  In  New  York,  the  experience  has  been 
that  the  higher  the  pressure  the  tighter  the  line,  so  that  it  would 
seem  that,  if  the  pressure  was  50%  in  excess  of  the  normal  working 
pressure,  the  results  shown  are  more  favorable  than  would  be  found 
under  the  actual  working  pressure.  In  tests  of  a  certain  part  of 
The  Narrows  line  at  80,  90,  and  100  lb.,  the  leaks  were  greater  at 
80  than  at  90  lb.,  and  greater  at  90  than  at  100  lb.  That  may  be 
due  partly  to  the  tightening  of  the  joints  at  the  ends  of  the  line 
because  of  the  longitudinal  pull.  With  the  New  York  joint,  it  is 
due,  in  a  great  measure,  to  greater  resistance  to  pressure  of  the  bell 
than  of  the  spigot. 

Both  Mr.  Spear  and  Mr.  Wiggin  have  mentioned  the  up-and-down 
character  of  the  New  York  line.  That  was  a  feature  at  the  beginning 
of  the  work,  because  in  dredging  at  a  depth  of  60  ft.,  it  was  difficult 
to  do  accurate  work  on  account  of  the  heavy  tidal  current  in  The 
Narrows,  which  is  about  3^  miles  per  hour.  It  is  also  extremely  difii- 
cult  to  ascertain  the  result  of  the  dredging,  because  it  is  very  trouble- 
some to  make  soundings  in  heavy  currents  at  a  depth  of  60  ft.,  and 
almost  impossible  to  make  area  soundings.  Fairly  accurate  profiles  may 
be  made,  but  it  is  very  difiicult  to  ascertain  whether  or  not  the  bottom 
is  even.  In  the  first  part  of  the  line,  especially  in  attempting  to 
dredge  do\>'n  grade,  the  bottom  was  uneven,  but  that  defect  was  obvi- 
ated later  by  the  use  of  a  V-shaped  drag  consisting  of  two  heavy  steel 
members,  about  25  ft.  long,  with  a  spread  of  about  20  ft.  at  the  base, 
across  which  there  is  another  heavy  member  with  a  plate  inclined 
forward  to  form  a  cutting  edge.  The  weight  of  the  drag  is  between 
8  and  10  tons,  and,  by  hauling  it  up  and  down  the  trench  four  or  five 
times,  it  has  been  possible  to  get  a  very  level  bottom,  so  that  at  present 
no  trouble  is  experienced  from  up-and-down  variations  of  the  pipe, 
except  in  storms.  It  is  impossible  to  lay  pipe  during  storms  in  such 
an  exposed  position.  It  is  not  safe  to  move  ahead,  and,  at  that  time, 
the  skidway  or  cradle  in  which  the  pipe  is  supported  tends  to  work 
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Mr.  into  the  bottom,  sometimes  as  much  as  2  or  3  ft.  That  leaves  a  hollow 
"^^^^^  or  depression  which  sometimes  causes  a  maximum  deflection  in  one 
or  more  joints,  bvit  such  variations  in  grade  have  been  straightened 
out  successfully.  However,  in  laying  at  this  depth  and  under  these 
conditions,  it  is  a  question  whether  a  satisfactory  result  could  be 
obtained  with  any  pipes  but  those  with  flexible  joints,  as  one  cannot 
expect  to  have  the  bottom  of  the  trench  as  even  as  if  it  were  dug  on 
land  or  in  shallow  water. 

In  reference  to  Mr.  Kellogg's  remarks,  it  may  be  stated  that  the 
\Yard  joint,  as  used  by  the  Board  of  Water  Supply,  has  a  bell  which 
is  large  enough  to  receive  the  spigot,  and  has  no  flanges.  Also,  that 
no  work  is  done  under  water.  The  joint  is  made  up  and  made  tight 
on  top,  and  then  lowered  into  place  and  never  touched  after  it  is  laid. 
'  '  Mr.  Wiggin  has  stated  that  joints  caulked  with  lead  avooI  were 
tried.  Undoubtedly,  a  lead  wool  joint  can  be  made  up  successfully 
under  water,  but  the  effort  was  to  get  a  joint  which  could  be  made 
up  on  top,  and  would  be  flexible  enough  afterward  to  be  lowered  into 
place  and  require  no  attention  after  it  was  laid;  it  was  found  impos- 
sible to  do  that  with  lead  wool. 

Mr.  W.  W.  Brush,*  M.  Am.   Soc.   C.  E. — Messrs.  Wiggin  and   Spear 

have  brought  out  the  more  interesting  points  in  connection  with  the 
submerged  pipe  lines  at  Portland,  Ore.  An  interesting  question  that 
has  not  been  raised  is  how  much  deviation  in  line  and  grade  is  per- 
mitted in  submerged  pipe  line  construction?  A  study  of  the  specifi- 
cations does  not  give  a  satisfactory  answer  to  this  question,  as  they 
naay  or  may  not  state  definite  limitations.  Even  when  definite  limita- 
tions are  given,  investigation  has  shown  that  the  work,  as  carried  out, 
did  not  come  within  such  limitations.  If  Mr.  Clarke  could  give  this 
information  for  these  submerged  pipe  lines,  it  would  be  useful  in 
considering  specifications  for  similar  work. 

The  experience  of  New  York  City  in  repairing  submerged  pipe  lines 
is  similar  to  that  of  Portland  in  regard  to  the  time  required.  The 
officials  responsible  for  appropriating  funds  do  not  seem  to  realize 
the  necessity  of  a  secondary  feeder  for  safe-guarding  a  supply  which 
is  dependent  on  submerged  mains.  When  the  engineer  states  that  the 
repairs  to  a  submerged  line  may  require  weeks  or  months,  rather  than 
days,  the  layman  frequently  considers  this  statement  to  be  biased. 
As  a  result,  proposed  pipe  lines  for  secondary  feeders  are  not  put  in, 
due  to  lack  of  funds. 

Within  the  past  year.  New  York  City  has  had  such  a  ease,  where 
one  of  two  lines  has  been  out  of  service  for  approximately  6  months, 
and  will  be  for  several  months  to  come,  and  yet,  less  than  2  years 
ago,  the  authorities  refused  to  authorize  a  contract  for  laying  a  second- 
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ary  feeder  main  recommended  by  the  engineers  of  the  Water  Depart-    Mr. 
ment,  although  one  line  was  insufficient  for  fire  protection. 

L.  J.  Le  Coxte*  M.  Am.  Soc.  C.  E.  (by  letter).— The  writer  is  ^^Mr^^^ 
greatly  pleased  with  this  valuable  paper.  It  is  full  of  practical  data 
based  on  actual  experience,  which,  of  course,  makes  it  of  particular 
value  to  the  engineer  in  charge  of  water-works.  There  cannot  be 
fair-minded  discussion,  however,  unless  all  the  local  facts  and  con- 
ditions are  known. 

The  work  described  is  highly  commendable  in  every  respect,  and 
the  writer  has  only  a  few  suggestions  to  make  regarding  ball-joints. 
He  has  had  much  sad  experience  with  cast-iron  ball-joints 
due  to  unexpected  deflections  in  excess  of  the  angular  limit,  15°  in 
this  case.  When  the  deflection  is  greater  than  this,  the  cast-iron  ball- 
joint  is  likely  to  "snap",  like  a  glass  bottle.  The  writer,  therefore,  is 
firmly  of  the  opinion  that  the  less  cast  iron  there  is  in  a  ball-joint  the 
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safer  it  is  against  extreme  deflections.  Accordingly,  he  presents  a 
suggestion  (Fig.  7)  for  a  ball-joint  which  has  much  less  cast  iron  and 
a  greater  deflection  angle,  30°  each  way,  and,  in  case  there  is  an 
extreme  jam  or  pinch,  this  ball-joint  will  stand  the  strain  much 
better.  A  circular  segment  of  a  cast-iron  shell  is  riveted  to  the  extreme 
end  of  a  pipe  section.  The  socket  into  which  this  ball  enters  is  in 
the  form  of  a  steel  frustum  of  a  cone,  the  length  of  which  is  about  1.5 
times  the  diameter  of  the  ball.  The  packing  of  the  flange  joints  at 
the  two  ends  may  be  made  to  conform  to  any  of  the  standard  methods 
based  on  experience.  For  the  30-in.,  lap-welded,  steel  pipe,  this  ball- 
joint  can  be  manufactured  for  $366,  but  the  length  of  the 
joint  is  7  ft.,  making  the  average  cost  $52.30  per  ft.  The  cast-iron 
ball-joint  described  by  Mr.  Clarke  costs  $345,  but  the  length  is  only 
3  ft.  4  in.,  thus  making  the  average  cost  $103.20  per  lin.  ft.  Mounted 
on   the  plain   siphon   pipe,    the   average   cost   of   these   ball-joints   per 
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Mr.       linear   foot  would  be   $19.50  for  the   author's  siphon   and   $18.00   for 

■  that  of  the  writer.     He  believes,  therefore,  that  it  would  have  been 

quite  possible  to  lay  a  better  and  safer  siphon  for  a  little  less  money. 

\vLr'd  ^-  ^-  Ward,*  M.  Am.  Soc.  C.  E.— Mr.  Wiggin  has  mentioned  the 
difficulty  of  moving  a  joint  made  with  lead  wool.  As  the  speaker  is 
not  familiar  with  the  use  of  this  material,  he  would  like  to  ask  how 
hard  the  joint  was  caulked,  and,  if  it  had  not  been  caulked  so  hard, 
would  it  have  been  possible  to  move  it? 

Mr,  W.  E.  Phillips,!  M.  Am.  Soc.  C.  E.  (by  letter).— The  selection  of 

the  design  of  the  ball  joint  for  the  30-in.  submerged  pipe  line  across 
the  Willamette  Kiver,  described  by  Mr.  Clarke,  was  governed  largely 
by  the  great  importance  of  having  the  work  of  assembling  completed 
in  the  shop,  for  there  only  could  the  workmanship  be  thoroughly 
inspected. 

This  involved  a  design  which  would  be  least  likely  to  be  injured 
in  handling  between  the  shop  and  the  work,  as  well  as  in  connection 
with  the  work — a  design  which  would  have  a  uniform  distribution  of 
lead  of  minimum  thickness ;  which  would  have  the  greatest  possible  sur- 
face of  caulked  lead  in  contact  with  the  finished  cast-iron  surface,  a  por- 
tion of  which  would  be  at  the  zone  nearest  the  great  circle;  which  could 
not  be  forced  apart;  which,  in  case  of  necessity,  would  permit  of  dis- 
assembling with  comparatively  little  trouble;  and  which  would  permit 
of  a  considerable  movement  of  the  ball  without  uncovering  the  lead. 
The  joint  adopted  seemed  to  meet  these  requirements  better  than,  for 
instance,  the  Ward  type. 

The  rig  for  finishing  the  balls — made  in  the  shop  which  had  the 
contract  for  furnishing  the  joints — was  attached  to  the  ways  of  an 
ordinary  lathe.  It  consisted  of  a  swinging  arm  which  carried  a  tool 
rest  pivoted  under  the  point  where  the  axis  of  the  ball  intersected  the 
plane  of  the  great  circle.  A  tool  set  on  a  level  with  the  lathe  centers 
would  swing  horizontally  in  an  arc  of  the  same  radius  as  that  of 
the  great  circle,  and  thus  insure  a  spherical  turning  of  the  ball.  The 
tool  was  fed  to  its  work  by  using  a  link  connecting  the  swinging  anii 
with  the  lathe  carriage,  so  that  the  feed  could  be  handled  in  the 
same  manner  as  in  straight  lathe  work.  The  speeds  used,  and  the 
cuts,  were  the  same  as  in  any  work  of  similar  size  and  material.  Great 
care  was  taken  that  the  finishing  cut  should  leave  the  work  true  and 
smooth,  and  the  lathe  tool  alone  was  used  to  finish  the  surface  of 
the  ball.  Tests  showed  that  the  balls  were  practically  perfect  spheres. 
In  making  up  the  joint,  the  socket  was  set  level,  with  its  flange 
resting  on  a  blind  flange.  The  ball  was  set  into  the  socket  so  as 
to  rest  on  the  ridge  shown  on  Eig.  1.     The  lead  was  poured,  and  a 
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light  sledge  was  used  in  caulking.  A  f-in.  tube  of  heavy  rubber  was  Mr. 
used  as  packing  between  the  flanges.  The  ring  was  leaded  and  '  '^^' 
caulked  in  the  same  manner  as  the  other  piece.  When  the  work  was 
completed,  a  blind  flange  was  placed  on  the  upper  flange  of  the  ball, 
and  the  joint  was  subjected  to  a  test  pressure  of  225  lb.  per  sq.  in., 
which  pressure  it  had  to  withstand  without  sign  of  leakage.  It  was 
noted  that  as  the  pressure  was  released,  the  ball  settled  perceptibly 
into  the  socket,  thus  assuring  the  freedom  necessary  for  rotation  with- 
out damage  to  the  lead. 

After  the  joint  was  tested,  nothing  more  was  done  to  it,  as  it  was 
then  considered  to  be  finished.  It  is  probable  that  the  pipe  extended 
under  pressure,  and  took  up  the  play  which  developed  when  the 
joint  was  tested. 

In  lowering  the  pipe  into  its  bed,  care  was  taken  that  the  sections — 
each  60  ft.  long  between  the  joints — were  not  deflected  with  relation 
to  one  another  to  such  an  extent  that  the  lead  would  pass  off  from 
the  finished  surface  of  the  ball. 

D.  D.  Clarke,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  desires     Mr. 
to  express  his  thanks  for  the  interest  taken  in  the  discussion  of  his     ^^  ®* 
paper  by  the  several  members  of  the  Society  who  have  commented  on 
the  work  done  in  Portland,  or  have  offered  suggestions  as  to  improved 
methods  based  on  experience  in  other  localities. 

In  reply  to  the  suggestions  offered  by  Mr.  Wiggin,  the  writer  takes 
pleasure  in  supplying  additional  details  regarding  the  methods  adopted 
for  the  Portland  work,  and  measurements,  costs,  etc.  The  omission  of 
these  details  from  the  paper  was  due  mainly  to  the  desire  not  to 
encumber  it  with  matters  which  were  thought  to  have  only  a  local  appli- 
cation, and  hence  would  not  be  useful  in  other  places.  For  the  benefit, 
therefore,  of  those  who  wish  additional  information  on  the  several  points 
which  have  been  raised,  the  following  data  are  submitted. 

Mr.  Wiggin  states: 

"Prices,  for  example,  are  given  sometimes  in  lump  figures.  A  price 
per  pound,  or  details  permitting  of  easy  translation  to  price  per  pound, 
would  be  of  much  more  general  use." 

As  a  rule,  the  prices  given  for  the  ironwork  were  those  quoted  for  the 
several  units  named  in  the  contract.  In  the  case  of  the  28-in.,  cast- 
iron  pipes  laid  in  1894,f  the  payment  was  on  the  basis  of  $31.4275  per 
lin.  ft.,  the  weight  or  price  per  pound  not  being  given. 

In  an  article:}:  by  the  Ohio  Pipe  Company,  of  Columbus,  Ohio,  the 
contractors  for  the  manufacture  of  the  28-in.  pipes,  describing  the 
process  of  manufacture,  the  statement  is  made  that  the  estimated 
weight  of  each  pipe  section,  with  sleeves  bolted  on,  was  10  000  lb.     The 
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Mr.  actual  weight  of  these  joints,  as  found  when  the  line  was  removed, 
^'*'"''''-  approximated  9  628  lb. 

Assuming  the  latter  weight  and  a  laying  length  of  15  ft.  8  in.,  gives 
a  price  of  $102.28  per  ton  of  2  000  lb.  for  pipes  and  sleeves ;  and  the 
contract  price  for  pipe-laying,  $2.50  per  lin.  ft.,  is  equivalent  to  $8.14 
per  ton  of  2  000  lb. 

For  the  24-in.  line,  the  sixty  flexible  joints  were  contracted  for  at 
$260  each.  The  calculated  weight  of  these  joints,  including  bolts  and 
lead,  is  5  365  lb. ;  the  price  per  pound,  therefore,  approximates  4.84 
cents. 

The  pipe  used  for  this  line  was  f-in.,  lap-welded  steel  with  cast-iron 
flanges   at  each  end  of  the  sections,   approximating  20   ft.   in  length. 

Estimated  weight  of  pipe  per  linear  foot 94.62  lb. 

Estimated  weight  of  two  flanges  per  foot  of  pipe 53.00  " 

Total  weight  147.62  lb. 

Contract  price  per  foot  of  pipe  and  flanges $8.50 

Estimated  cost  per  ton,  therefore $115.18 

For  the  30-in.  line  (submerged  portion),  thirty  flexible  joints  were 
purchased  for  $345  each.  The  weight  of  each  joint,  ready  for  laying,  is 
5  720  lb.,  the  estimated  price  per  pound  being  0.0603  cents. 

The  30-in.,  lap-welded,  steel  pipes,  galvanized  and  asphalted,  with 
cast-iron  flanges,  cost  $14  per  lin.  ft.  These  pipes  were  made  of 
3?^,  i,  and  x'^-in.  plates,  the  average  lengtli  of  each  pipe  being  about 
16  ft.    Of  this  pipe  2  081  lin.  ft.  were  purchased. 

Total  weight  of  pipe,  including  flanges 464  469     lb. 

Weight  of  3  500  bolts  with  hexagonal  nuts 17  730      '' 

Total  weight  482  199     lb. 

Average  weight  per  foot 231.7 

Average  cost  per  pound $0.0604 

The  30-in.,  cast-iron  pipes  used  for  shore  connections  cost  $11.10  in 
place  in  the  trench.  The  estimated  weight,  per  12-ft.  section,  is 
4  700  lb.*  The  estimated  price  per  ton  of  2  000  lb.  is  $56.63  for  pipe 
in  place,  including  lead  and  oakum. 

Mr.  Wiggin  asks  how  the  excavated  material  was  measured. 

When  the  28  and  24-in.  lines  were  laid  originally,  the  trench  was 
excavated  with  a  ladder-dredge,  the  excavated  material  being  deposited 
on  barges  alongside  the  dredge.    The  barges  were  towed  away  later,  and 
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the  dredged  material  was  used  for  filling  behind  the  dock  line  in  the     Mr. 

.  Clarke 

lower  portion  of  the  harbor,  as  already  explained.     The  contractors  were 

paid  by  the  cubic  yard  of  material  actually  dredged  and  carried  away, 

as  measured  on  board  the  barges  transporting  it.     For  the  most  part, 

the  trench  was  excavated  in  fine  gravel  and  sand,  which  took  a  flatter 

slope   under   water   than    was    anticipated,    and,    in    consequence,    the 

dredging  quantities  exceeded  the  original  estimate.    This  risk,  however, 

was  assumed  by  the  City. 

The  dredging  for  the  30-in.  line  was  done  partly  by  suction-dredges 
and  partly  by  a  dipper-dredge,  on  a  per  diem  basis.  The  material 
removed  by  the  suction-dredge  was  deposited  behind  the  line  of  an 
adjacent  dock,  and  the  quantities  dredged  were  estimated  from  sound- 
ings taken  along  the  line  of  the  completed  trench.  The  total  cost  of 
this  part  of  the  work  was  $16  160.14,  and  the  estimated  yardage  removed 
was  102  655,  making  the  cost  $0.1574  per  cu.  yd. 

The  material  removed  by  the  dipper-dredge  was  deposited  on  a 
barge  moored  alongside,  the  barge  being  unloaded  by  the  dredge  owners 
at  their  own  expense,  and  the  material  was  used  for  making  street 
embankments  in  an  adjacent  district. 

The  total  cost  of  this  part  of  the  work  to  the  City  was  $4  158,  and 
the  scow  measurement  of  yardage  was  29  700  cu.  yd.,  making  the  cost 
to  the  City  14  cents  per  cu.  yd. 

It  has  already  been  stated  that  the  quantities  of  trench  excavation 
exceeded  the  original  estimate.  This  estimate  (57  000  cu.  yd.)  was 
based  on  a  bottom  width  of  6  ft.,  with  side  slopes  of  1:2,  and  an 
average  depth  of  20  ft.  When  the  work  was  done,  however,  it  was 
found  that  the  material  in  places  would  take  an  under-water  slope  of 
approximately  1:5  or  1 :  6. 

Although  it  is  true  that  the  dredging  quantities  largely  exceeded 
the  original  estimate,  the  total  cost  of  the  work  did  not,  the  estimated 
price  per  yard  being  taken  at  the  contract  rate  for  the  28  and  24-in. 
lines  previously  laid,  namely  40  cents  per  cu.  yd.  for  dredged  material 
and  its  disposal  (the  regulations  of  the  U.  S.  Engineers  requiring  the 
trench  material  to  be  removed  entirely  from  the  river  channel).  Instead 
of  40  cents  per  cu.  yd.,  however,  the  work  actually  cost  only  a  little 
more  than  one-third  of  that,  on  account  of  the  superior  dredging 
facilities,  etc. 

Mr.  Wiggin  brings  up  "the  question  of  the  uniformity  with  which 
the  bottom  can  be  dredged". 

In  laying  the  28-in.  line,  sufficient  care  was  not  taken  to  secure  a 
uniform  trench  bottom,  and,  later,  it  was  found  that  the  pipe  as  laid 
varied  in  places  as  much  as  2  ft.  from  the  established  grade.  No  harm 
resulted  from  this  irregularity  in  the  alignment,  other  than  as  it  might 
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Mr.  affect  the  flow  of  water,  for  the  flexible  joints  allowed  the  pipe  to  adapt 
■  itself  to  the  ground  surface. 

With  the  24  and  30-in.  lines,  greater  care  was  taken  to  secure  a 
uniform  trench  bottom,  but  it  is  doubtful  whether  it  came  within  the 
6-in.  limit  named  by  Mr.  Wiggin.  This  would  be  extremely  difficult  to 
accomplish  in  a  tidal  stream,  with  a  depth  of  water  ranging  from  20  to 
40  ft.,  or  more. 

Mr.  Wiggin  states  that  "The  exact  method  of  making  up  and  caulk- 
ing the  joints  is  of  great  importance". 

The  joints  used  permitted  the  lead  to  be  caulked  in  two  rings,  and 
this  method  was  followed. 

In  the  case  of  the  24-in.  steel  pipe,  laid  in  1898,  the  specifications 
provided  for  the  following  procedure  in  setting  up  and  testing  flexible 
joints : 

"The  balls  and  sockets  will  be  put  together  in  the  shop  and  subjected 
to  tests  by  first  filling  with  water  and  afterward  by  hydrostatic  pres- 
sure up  to  250  lb.  per  sq.  in.  In  putting  the  flexible  joints  together, 
the  socket  will  be  first  put  on  its  end,  small  flange  down,  and  then  the 
ball  will  be  inserted  and  fairly  raised  on  the  projection  of  the  socket, 
previously  bored  to  the  proper  size  and  angle.  Then  a  fibrous  gasket 
will  be  inserted  and  driven  to  the  bottom  of  the  cavity,  when  the 
melted  lead  will  be  poured  from  as  many  places  as  may  be  necessary  to 
insure  a  solid  body  without  seams  or  blow-holes. 

"After  the  setting  of  the  lead,  the  ball  will  be  raised  to  ascertain 
the  perfection  of  the  work,  and  if  found  deficient  it  is  to  be  made  over. 
If  found  perfect,  the  ball  will  be  replaced  and  the  caulking  done  in  the 
usual  manner;  then  another  gasket  inserted  as  shown,  the  main  gasket 
put  in  its  place  and  bolted,  but  not  quite  home,  when  again  the  melted 
lead  is  poured  into  the  cavity.  To  insure  the  perfection  of  the  work, 
this  main  flange  will  be  firmly  bolted  home  and  the  final  caulking  done. 
If  it  is  deemed  necessary  to  warm  up  the  parts  in  order  to  secure 
perfect  work,  it  shall  be  done,  at  the  request  of  the  inspector.  If 
during  the  process  of  testing  any  defects  shall  be  manifest,  all  such 
shall  be  made  good,  and  if  required  new  parts  will  be  substituted  in 
place  of  the  defective  ones,  all  at  the  contractor's  expense.  While 
under  test  the  ball  will  be  moved  from  side  to  side  and  thus  ascertain 
if  it  fits  perfectly  in  all  positions  when  in  place. 

"To  prevent  end  strains  on  the  ball-and-socket  joint  while  under 
hydrostatic  pressure,  the  caps  shall  be  held  in  place  by  rods  reaching 
from  one  to  the  other.  The  joints  shall  remain  perfectly  tight  while 
the  pressvire  of  250  lb.  per  sq.  in.  is  being  applied,  and  shall  so  continue 
until  the  pressure  is  entirely  removed." 

For  the  30-in.  steel  pipe,  laid  in  1910,  a  similar  process  was  fol- 
lowed, the  specifications  providing  as  follows : 

"The  ball  shall  be  machined  truly  spherical  and  shall  have  a  smooth 
surface  when  finished.  All  flanges  shall  be  faced  flat,  the  end  flanges 
finished  for  gaskets.  Wlien  assembled  the  two  parts  of  sockets  shall 
match  evenly  and  the  space  for  lead  shall  be  practically  true  to  ball. 
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For  making  the  lead  joint,  lead  wool  shall  be  used,  and  each  part  of  Mr. 
socket  shall  have  lead  joints  made  as  a  separate  operation  with  strands  Clarke, 
at  joints  between  castings.  ^Vhen  finished  each  complete  connection 
shall  be  subjected  to  a  hydrostatic  pressure  of  300  lb.  per  sq.  in.  after 
having  the  angle  of  surfaces  of  end  flanges  moved  at  least  10°  from 
relative  position  occupied  by  them  when  lead  joint  was  made,  under 
which  pressure  there  shall  be  no  leaks." 

From  the  foregoing,  it  will  be  seen  that  provision  was  made  for  two 
rings  of  caulked  lead  for  each  joint,  and  the  work  was  done  in  this 
manner.  The  flexible  joints,  however,  were  not  moved  or  deflected 
while  being  made  up. 

In  the  case  of  the  30-in.  line,  it  was  proposed  at  first  to  use  lead 
wool,  but  this  was  subsequently  abandoned. 

A  question  is  also  asked  as  to  the  extent  of  under-water  caulking 
required. 

The  provisions  for  making  up  and  testing  the  joints  were  carried 
out,  and,  as  a  rule,  no  large  amount  of  caulking  of  lead  joints  was 
required  after  the  pipe  had  been  laid  in  the  trench,  although  the  pipe 
was  carefully  gone  over  by  a  diver,  employed  by  the  City,  before  it  had 
begun  to  be  covered  by  the  sand  and  silt  carried  by  the  current  along 
the  bed  of  the  river. 

With  the  28-in.  line,  laid  in  1.S94,  a  pull  on  the  joints  was  made  in 
the  process  of  laying,  as  was  described  in  the  paper  by  Messrs.  F.  and 
A.  S.  Eiffle. 

With  the  24  and  30-in.  pipes,  resort  was  not  had  to  such  a  method 
of  producing  tight  joints.  Probably  the  balls  were  turned  or  machined 
more  uniformly,  but,  at  all  events,  the  larger  leaks  found  after  the 
pipe  was  laid  were  easily  caulked.  It  should  be  stated,  however,  that 
there  were  doubtless  small  leaks  which  were  not  located,  due,  in  part, 
to  their  being  covered  before  the  final  test  was  made. 

Reference  has  already  been  made  to  the  volume  of  leakage  from 
these  pipes.  Wlien  the  28  and  24-in.  lines  were  laid  originally,  a 
small  force  pump  was  used  for  the  final  test  for  leakage.  This  pump 
took  suction  from  a  vessel  of  known  capacity  and,  in  this  way,  the 
volume  of  water  required  to  maintain  the  pressure  at  the  desired 
standard  was  measured. 

In  later  tests,  made  when  two  lines  were  in  use,  a  small  by-pass 
was  inserted  between  the  two  mains,  and  a  disk  meter  was  installed  to 
register  the  flow  from  the  main  in  service  to  the  one  being  tested,  and 
in  this  manner  the  quantity  required  to  maintain  normal  pressure  in 
the  main  being  tested  was  determined. 

In  the  case  of  the  24-in.  line,  when  first  laid,  the  leakage  approx- 
imated 10  080  gal.  per  day,  the  distance  between  the  East  Side  and 
West  Side  gate-chambers,  where  stop-valves  were  set,  being  2  706  ft., 
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Mr  comprising  2  042  ft.  of  24-in.,  flexible-joint,  steel  pipe  and  664  ft.  of 
32-in.,  standard,  east-iron  pipe  laid  on  shore  above  water  level. 

For  the  30-in.  line,  laid  in  1910,  comprising  2  265.6  lin,  ft.  of  stand- 
ard 30-in.,  cast-iron  main  and  2  047  lin.  ft.  of  30-in.,  lap-welded,  steel 
pipe,  with  twenty -seven  flexible  joints  (or  a  total  distance  of  4  312.6 
lin.  ft.  between  gate-valves),  leakage  tests  were  conducted  in  the 
manner  already  described,  the  quantity  of  water  required  to  be  pumped 
into  the  main,  in  order  to  maintain  the  desired  pressure,  being  meas- 
ured by  meter.  In  this  case,  the  first  test  did  not  result  as  favorably  as 
was  expected,  the  total  leakage,  under  the  normal  pressure  of  approxi- 
mately 150  lb.,  being  about  30  000  gal.  per  day.  Later  tests,  however, 
showed  the  leakage  to  be  5  000  gal.  per  day.  After  the  24-in.  line  was 
taken  up  and  relaid,  the  test  indicated  a  leakage  of  2  100  gal.  per  day, 
which  is  regarded  as  a  favorable  showing. 

Regarding  the  attempts  which  were  made  to  reduce  the  volume  of 
leakage  by  recaulking  the  joints  under  water,  it  may  be  stated  that, 
after  the  pipe  had  been  laid  in  the  trench,  and  while  it  was  under 
pressure,  a  diver  examined  all  the  joints  thoroughly  and  recaulked 
them  when  necessary.  This  examination  was  made,  for  the  most  part, 
before  the  silting  up  of  the  trench  had  begun,  but,  at  some  points,  it 
was  not  possible  to  do  this  before  the  pipe  had  been  partly  covered  by 
the  fine  silt  moving  along  the  bed  of  the  stream  or  breaking  down  from 
adjacent  banks. 

Mr.  Wiggin  raises  an  interesting  question  regarding  the  depth  at 
which  lead  joints  are  affected  by  caulking,  and  also  as  to  the  effect 
which  the  pulling  of  the  joints  may  have  on  their  permanent  tightness. 
The  28-in.  line,  laid  under  conditions  which  seemed  to  demand  a  pull- 
ing of  the  joints,  has  now  been  removed,  and  it  is  not  possible  to  secure 
additional  data  regarding  its  water-tightness  and  the  effect  of  the  treat- 
ment to  which  it  was  subjected.  The  30  and  24-in.  lines  were  not 
handled  in  this  manner,  but  the  writer  does  not  know  of  any  way  to 
determine  how  the  joints  are  affected  by  temperature  changes.  On  the 
assumption  that  the  leakage  would  be  greatest  during  warm  weather, 
when  there  might  be  a  slight  expansion  of  the  pipe  due  to  the  higher 
temperature,  a  test  of  the  leakage  can  be  made  and  compared  with  a 
similar  test  made  in  the  winter,  but  the  writer  is  doubtful  as  to  the 
results  which  might  be  obtained.  The  temperature  of  Bull  Run  water 
ranges  from  a  minimum  of,  say,  32°  in  the  coldest  weather  to  an 
average  of  from  58°  to  62°  at  the  City's  reservoirs  in  the  summer,  as  it 
flows  from  the  conduit. 

The  suggestion  that  meters  should  have  been  placed  at  each 
end  of  the  submerged  pipe  lines  is  worthy  of  note.  In  fact,  that  is 
what  has  been  done  with  the  new  conduit.  No.  2,  built  in  1910-11, 
leading  from   the   head-works   to   Mt.   Tabor.     A  Venturi   meter   was 


Fig.  9. — Test  of  30-Inch  Flexible  Joint,  Pukilawd,  oke. 


FlG.  10. — Derricks  Used  for  Laying  30-Inch  Pipe,  Portland,  Ore. 
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placed   at   each  end  of  this   conduit  for  the  purpose   of   determining     Mr. 
whether  there  is  any  variation  in  the  flow.    A  leaky  joint  would  hardly  ^^*'"*^®- 
be  discovered  in  this  way,  but  a  large  break  would  be  detected  at  once. 

The  fracture  in  the  28-in.  pipe  is  well  described  by  Mr.  Wiggin  as 
having  taken  a  long  slant,  "such  as  would  occur  in  a  coarse-grained 
stick  of  wood",  and  the  most  probable  explanation  of  the  break  is  that 
the  metal  of  the  pipe  was  resting  on  a  hard  spot  in  the  pipe  trench. 

It  may  be  said  that,  in  laying  the  24-in.  line,  rock  was  encountered 
at  this  point,  and,  in  order  to  avoid  blasting  in  close  proximity  to  the 
28-in.  line,  it  was  necessary  to  lay  the  second  pipe  close  to  the  first — 
in  the  same  trench,  in  fact.  Therefore,  it  is  considered  more  than 
probable  that  some  projecting  rock  in  the  bottom  of  the  trench,  together 
with  a  heavy  overlying  embankment,  caused  the  fracture  of  the  28-in., 
cast-iron  pipe,  which  has  been  described.  Fig.  11  gives  an  idea  of  the 
appearance  of  the  break. 

It  has  already  been  explained  that  when  the  pipe  was  uncovered, 
the  two  fractured  pieces  were  found  to  be  separated.  The  drawing  of 
the  two  ends  sufficiently  close  together  to  permit  of  their  being  enclosed 
in  a  steel  sleeve  did  not  prove  to  be  an  easy  matter,  and  was  not  accom- 
plished in  an  entirely  satisfactory  manner.  The  results  proved  that 
the  wrapping  of  tarred  canvas  was  not  effective  in  preventing  the 
cement  grouting  from  finding  its  way  through  the  joints  in  the  layers 
of  canvas  and  into  the  interior  of  the  pipe. 

When  the  28-in.  pipe  was  taken  up,  it  was  found  that  the  cement 
had  been  deposited  on  the  bottom  of  the  pipe  to  the  depth  of  several 
inches,  but,  fortunately,  it  was  not  in  sufficient  quantity  to  restrict  the 
flow  of  water  appreciably. 

Concerning  the  purpose  of  the  grouting  and  the  benefit  derived 
therefrom,  it  may  be  said  that  it  was  probably  not  worth  its  cost.  The 
main  thought  was  that  the  cement  might  aid  in  the  caulking  of  the 
joints  of  the  sleeve,  and  would  also  encase  the  pipe  and  hold  it  in 
position. 

As  has  been  stated,  lead  wool  was  used  in  caulking  the  circular 
joints  of  the  sleeve  around  the  pipe,  but  the  longitudinal  seams  were 
packed  with  a  rubber  gasket.  The  probability  that  the  grouting  would 
be  so  impervious  as  to  reduce  the  pressure  on  the  flanges  of  the  sleeve 
was  remote,  but  it  was  one  of  the  things  which  could  be  done  at  small 
expense  and  might  help  a  little,  one  of  the  "straws" — so  to  speak — 
which  a  man  will  seek  to  grasp  when  in  a  difficult  situation. 

It  should  be  noted  that  on  one  occasion  in  1912  about  two  dozen 
of  the  flange  bolts  gave  way  (1^-in.  bolts,  3  in.  from  center  to  center), 
owing  to  the  heavy  pressure  to  which  the  pipe  was  subjected.  The 
broken  bolts  were  replaced  with  bolts  of  Norway  iron,  and  there  was 
no  more  trouble  while  the  pipe  was  in  use. 
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Mr.  Except  at  one  place,  near  the  West  Harbor  line,  no   attempt  was 

**"  ®'  made  to  back-fill  the  pipe  trenches  after  the  pipes  had  been  laid,  and 

there  a  small  quantity  of  gravel  was  placed  around  and  over  the  pipe 

where  it  came  near  the  surface  of  the  river  bed  in  its  upward  slope 

toward  the  bank. 

In  a  few  places  the  diver  found  it  necessary  to  support  a  joint  or 
two  on  blocking,  in  order  to  avoid  too  sharp  an  angle,  but,  as  a  rule, 
the  pipes,  after  being  laid  on  the  trench  bottom,  were  left  to  be  covered 
by  the  silt  carried  by  the  first  freshet,  the  depth  of  the  pipe  below  the 
river  bed  being  deemed  an  ample  protection.  It  should  be  said,  however, 
that  vessels  are  not  allowed  to  use  that  portion  of  the  harbor  as  an 
anchorage  ground,  the  river  being  also  too  narrow  for  such  use  by 
larger  vessels. 

Mr.  Wiggin's  inquiry  regarding  the  shop  methods  used  in  the  manu- 
facture of  the  fiexible  joints  has  been  answered  by  Mr.  Phillips,  as  ob- 
served by  him  in  the  manufacture  of  the  joints  for  the  30-in.  pipe. 

The  inquiry  of  Mr.  Spear  regarding  the  accuracy  of  the  final  grade 
and  alignment  for  the  submerged  pipes  has  already  been  touched  on  in 
reply  to  Mr.  Wiggin. 

Regarding  the  condition  of  the  28-in.,  cast-iron,  ball-and-socket 
pipe  taken  up  after  20  years'  service,  it  may  be  said  that  the  pipe  itself, 
in  the  main,  is  in  perfect  condition,  but  slightly  rusty.  Before  re- 
laying, it  will  be  necessary  to  turn  down  the  balls  slightly,  merely  to 
give  them  a  fresh  and  uniform  surface,  no  pitting  of  any  depth  having 
taken  place. 

Answering  Mr.  Hogan's  request  for  information  regarding  the 
length  of  time  required  to  make  up  and  lay  the  flexible  joints :  Mr. 
Randlett  notes  that  the  length  of  time  required  for  laying  the  under- 
water portion  of  the  30-in.  line  (an  approximate  length  of  1  600  ft.) 
was  only  9  days,  or,  say,  180  ft.  per  day;  but  this  would  involve  the 
laying  of  only  three  of  the  flexible  joints  per  day. 

No  attempt  was  made  to  smooth  down  the  bed  of  the  trench  after 
the  dredge  had  finished  its  work,  the  flexible  joints  being  depended 
on  to  take  care  of  such  slight  inequalities  of  surface  as  would  be  likely 
to  occur. 

The  question  raised  by  Mr.  Brush  as  to  the  accuracy  with  which 
pipes  can  be  laid  under  water,  or  "how  much  deviation  in  line  and 
grade  is  permitted  in  submerged  pipe  construction",  is  of  interest, 
but  is  also  difficult  to  answer.  In  theory,  the  pipe  should  conform  to 
the  designated  lines  and  grades;  but,  in  practice,  "it  is  different".  In 
answer,  therefore,  the  writer  can  only  describe  his  experience  with 
the  several  pipe-line  crossings  laid  in  Portland. 

As  has  been  stated,  the  28-in.,  cast-iron,  flexible-joint  pipe,  built 
in  1894,  was  laid  in  a  trench  excavated  with  a  ladder-dredge  which  was 
supposed  to  excavate  to  a  uniform  depth  below  the  surface  of  the  water, 
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Mr.  the  ladder  being  adjusted  according  to  the  gauge  showing  the  variation 
^'  of  water  levels  from  the  low-water  line,  which  might  occur  from  time 
to  time.  For  laying  the  pipe,  a  timber  cradle  was  constructed,  one  end 
of  which  rested  on  the  pipe-laying  barge  and  the  other  on  the  ground 
in  the  bottom  of  the  excavated  trench.  This  cradle  was  pulled  from 
under  the  pipe  as  the  pipe-laying  barge  was  advanced,  thus  depositing 
the  pipe  in  the  trench  along  the  line  which  the  cradle  followed,  but  it 
might  or  might  not  be  exactly  the  alignment  intended.  That  this  pipe 
was  not  laid  exactly  to  either  line  or  grade  as  originally  designed  was 
shown  by  a  survey  made  in  1902,  when  the  question  of  lowering  the 
pipe  was  under  consideration.  Soundings  made  at  that  time  showed 
variations  or  depressions  in  grade  amounting  in  places  to  as  much 
as  2  ft.,  although  no  abrupt  changes  were  noted. 

In  laying  the  24-in.  pipe,  built  in  1898,  the  same  pipe-laying 
methods  were  adopted  as  had  been  iised  4  years  before,  but,  on  account 
of  the  pipe  being  somewhat  lighter,  it  is  probable  that  a  better  align- 
ment was  secured. 

In  laying  the  30-in.  pipe,  in  1910,  and  in  relaying  the  21-in.  pipe. 
in  1913,  a  different  method  was  adopted,  the  pipe  being  suspended  from 
three  boom  derricks,  and  it  was  thus  possible  to  line  up  the  cables 
supporting  the  pipe  and  keep  them  in  line  until  it  was  lowered  to  the 
bottom  of  the  trench.  By  such  means,  the  writer  should  say  it  is 
possible  to  deposit  a  pipe  within  a  foot  of  the  desired  alignment,  if  the 
depth  of  water  is  not  excessive.  Any  closer  work  than  this  he  would 
not  expect. 

Mr.  Ward  inquires  regarding  the  use  of  lead  wool  in  caulking  the 
flexible  joints.  The  specifications  for  the  30-in.  line  provided  for  the 
use  of  lead  wool,  but,  after  a  trial,  its  use  for  such  purpose  was  aban- 
doned. One  reason  for  its  disuse  was  the  danger  of  marring  the  turned 
face  of  the  ball  by  the  excessive  caulking  required  to  consolidate  the 
lead. 

The  writer  feels  under  special  obligations  to  Messrs.  Clemens 
Herschel,  L.  J.  Le  Conte,  Kenneth  Allen,  and  R.  C.  Kellogg,  as  well  as 
to  the  gentlemen  whose  questions  he  has  endeavord  to  answer,  for  their 
interesting  contributions  to  the  discussion  and  for  suggested  improve- 
ments in  laying  flexible-joint  pipe. 


AMERICAN  SOCIETY  OF  CIVIL  ENGINEERS 

INSTITUTED     1852 


TRANSACTIONS 


This  Society  is  not  responsible  for  any  statement  made  or  opinion   expressed 
in  its  publications. 


Paper   No.    1333 

NOMOGIIAPHK^  SOLUTIONS  FOR  FORMULAS  OF 
A'ARIOUS  TYPES* 

By  K.  C.  Straciian,  M.  Am.  Soc.  C.  E. 


With  Di.sc  i  ssiox  by  jMessrs.  Allen  Hazek,  Carl  B.  Andrews,  J.  O. 
EcKERSLEY,  Paul  C.  Nugent,  W.  M.  Eliot.  F.  W.  Green,  and 
R.  C.  Strachak. 


Synopsis. 


The  present  extensive  use  of  charts  and  diagrams  for  shortening 
the  labor  of  solving  mathematical  formulas  may  be  accepted  as 
sufficient  proof  of  the  general  recognition  among  engineers  of  the 
value  of  graphical  methods. 

By  the  commonly  used  methods,  however,  many  expressions  cannot 
be  represented  without  the  use  of  a  large  number  of  intersecting  lines, 
which  cause  the  chart  to  be  more  or  less  confusing  and  difficult  to  read. 

This  paper  shows  the  application  of  the  nomographic  principle 
of  representation  to  a  number  of  extensively  used  formulas,  presenting 
illustrative  charts  and  detailed  descriptions  of  their  construction. 

The  underlying  principle  is  that  of  plotting  the  scales  representing 
the  variables  in  such  a  way  that  a  line  crossing  the  scales  anywhere 
gives  a  set  of  readings  which  satisfy  the  equation.  This  principle 
has  not  received  from  American  engineers  that  degree  of  attention 
to  which  it  is  entitled  by  reason  of  its  great  value  and  wide  range 

*  Presented   at   the  meeting  of  February   3d,   1915. 
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of   applicability,    and   the   object    in   presenting   the   paper   is   to   call 
attention  to  this  somewhat  neglected  labor-sa.ving  device. 


A  nomographic  representation,  or,  more  concisely,  a  nomograph 
of  a  formula,  may  be  defined  as  a  plot  or  chart  on  which  appear  scales 
for  the  variables  involved  in  the  formula,  their  relative  magnitudes 
and  relative  positions  being  such  that  corresponding  values  of  the 
variables  are  found  on  a  line  crossing  the  scales. 

By  the  expression  "corresponding  values"  is  meant  a  set  of  values 
which  satisfy  the  equation  represented  by  the  nomograph;  and  the 
crossing  line,  therefore,  is  properly  termed  an  isopleth. 

The  aim  is  to  substitute  the 
simplest  possible  mechanical  oper- 
ation for  the  labor  of  solving  the 
formula  by  computation;  and,  with 
this  in  view,  the  nomograph  should 
preferably  be  designed  so  that  its 
isopleths  are  rectilinear. 

Take,  as  a  simple  illustration, 
three  parallel  scales  of  equal  parts, 
starting  from  a  common  base  line, 
c  d,  Fig.  1,  and  suppose  the  L  line 
to  be  equidistant  from  the  other  two.     Draw  any  straight  line,  a  h, 

across  the  scales.     Then  f  g  =  f  k  -{-  kg 


-n^6 


Fig.  1. 


l^J,f+  1^^ 


The  figure  is  a  nomograph  of  the  expression  i  =  —  (Jf  -|-  JSf)   and 

the  line,  a  h,  is  an  isopleth,  its  intersection  showing  by  the  scale  read- 
ings a  set  of  values  which  satisfy  the  equation. 

1  12 

If  ^  fZ  =  -  c  tZ,  /  3  =      N  -\-  -  -M",   and    the    nomograph    represents 


JV4-2  J/ 
L  = ,  or  3  L  =  N  +  2  3f,  or  N  =  3  L 


2  3L 


If  the  units  on  the  L  scale  are  made  one-half  as  great  as  those  on  the 

2  iV  +  4  J/ 
other  scales,  the  nomograph  represents  L  = ,  or  3  L  =  2  iV"+  4  31. 

o 

As  another  illustration,  in  Fig.  2,  let  c  d  ^^  d  e,  and  lay  off  the 
parallel  scales  for  P  and  Q  as  shown.     This  is  a  nomograph  oi  P  =~  Q, 


and  any  straight  line  drawn  from  c  through  the  scales  is  an  isopleth. 
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Evidently,  changes  in  the  positions  and  magnitudes  of  the  scales 
may  also  be  made  in  this  diagram,  with  corresponding  effects  on 
the  expression  represented. 

If  in  place  of  the  numbers  we  lay  off  their  logarithms,  we  may 
read  products  instead  of  sums;  exponents  may  be  affected  by  changing 
the  distance  between  scales,  and  numerical  coefficients  may  be  intro- 
duced by  varying  longitudinally  the  position  of  one  or  more  scales. 

A  straight-edge  may  be  used  to  indicate  the  position  of  an  isopleth, 
or,  for  greater  ease  in  reading  the  scales,  a  strip  of  transparent  celluloid 
having  a  line  scratched  on  it,  will  be  found  very  convenient. 

The  mathematical  principles  involved  are  very  simple,  and  their 
application  is  easy  when  the  right  clue  has  been  discovered.  Many 
expressions  which  in  their  usual  forms  appear  to  be  hopeless  can  be 
adapted  to  nomographic  representation  by  a  proper  transformation; 
but  the  necessary  change  may  not 
suggest  itself  until  the  equation 
has  been  studied  somewhat  thor- 
oughly. 

It  will  be  found  that,  as  a  rule, 
scales  of  natural  numbers  are  suit- 
able for  formulas  in  which  the 
signs  +  and  —  appear;  and  loga- 
rithmic scales  are  adapted  to  those  in  which  quantities  affected  by 
exponents  must  be  multiplied  or  divided.  In  many  cases,  however, 
a  formula  in  which  there  is  an  integral  exponent  may  be  transformed 
so  as  to  permit  the  use  of  natural  numbers  for  its  nomographic  scales. 

Great  ingenuity  has  been  exhibited  by  various  writers  in  construct- 
ing charts  for  formulas  of  much  complexity:  the  work  of  Professor 
Maurice  d'Ocagne  is  perhaps  the  most  exhaustive,  though  both  Soreau 
and  Seco  have  shown  that  this  field  possesses  astonishing  possibilities. 

Quite  a  large  number  of  contributed  articles  on  the  subject  have 
been  published,*  those  of  Professor  John  B.  Peddle  having  been  put 
into  book  form.  Articles  have  also  appeared  by  B.  D.  Dean,  M. 
Am.  Soc.  C.  E.,  and  Mr.  Richard  Muller.f 

At  intervals,  charts  for  complicated  formulas  have  been  published 
without  explanation,  except  as  to  the  method  of  using  them;  and  though 

*  In  the  American  Machinist. 

t  Engineering  News,  September  3d,  1908. 


Fig.   2. 
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they  are  valuable  to  those  who  are  satisfied  as  to  their  correctness, 
they  are  virtually  empirical  when  used  blindly. 

Amouf;'  earlier  engineers,  ^lessrs.  Ganguillet  and  K utter  charted 
their  well-known  formula,  and  important  additions  to  the  chart  were 
made  afterward  by  Kudolph  Hering,  M.  Am.  Soc.  C.  E.,  who  embodied 
his  results  in  a  paper*  entitled  "The  Flow  of  Water  in  Small  Channels." 

A  most  interesting  study  of  nomogi'aphy  was  made  by  Mr.  Rodolphe 
Soreau.f  In  addition  to  a  new  form  of  chart  for  Kutter's  formula, 
Soreau  has  constructed  nomographs  for  the  solution  of  the  following: 

(1)  The  weir  formula,  in  metric  units, 

Q  =  !).-,  {H  ^  0.7)t: 

(2)  The  volume  of  a  conical  frustum.  ^ 

7th-, 

(3)  The  speed  of  perforation  of  a  projectile, 

^,075 

(4)  The  Gordon  column  formula,  expressed  in  mrtric  units, 

s 

''  = f-' 

n  1-^ 

(5)  The  formula  for  the  thickness  of  hollow  cylinders, 

(H)    The  barometric  formula  for  determining  heights. 

]Sr  =  IS  -2!):!  (1  +  n.002s:i7  cos.  2  A)      1  J ^ — ^-         loo-.  — ; 

and  many  others. 

The  diagrams  in  common  use  almost  invariably  tal<e  the  form 
of  the  locus  of  an  equation  referred  to  rectangular  co-ordinates;  and, 
in  order  to  make  them  cover  the  required  range,  it  is  frequently 
necessary  to  use  a  great  number  of  lines.  This  makes  the  diagram 
confusing  and  difficult  to  read,  thus  introducing  chances  for  error. 
In  case  any  of  the  factors  are  aifected  by  exponents,  the  disad- 
vantages of  diagrams  of  this  form  are  greatly  increased. 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  VITI,  p.  1. 

t  The  results  are  found  in  the  Memoirs  of  the  Society  of  Civil  Engineers  of  France 
for  1901. 
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The  immense  superiority  of  the  nomograph  is  due  to  the  following 
facts:  that  it  is  easily  read  with  precision  on  account  of  having  few 
lines;  that  it  saves  much  valuable  time,  providing  in  effect  a  perfect 
tabulation  of  all  possible  values  within  the  limits  of  the  chart; 
and  that  it  enables  one  to  see  instantly  the  effect  of  a  change,  whether 
small  or  great,  in  any  of  the  variables.  Furthermore,  the  solutions 
are  equally  simple,  whichever  quantity  in  the  formula  is  unknown. 


50  60 

.l  =  Area.  in  Acres 

Pig.  3. 

The  following  comparison  will  illustrate  these  points:  In  a  recent 
issue  of  a  technical  periodical  a  correspondent  gives  the  diagram,  Fig. 
3,  for  finding   \^S  A^  in  the  McMath  run-off  formula. 

He  explains  that,  to  construct  this,  it  is  necessary  to  compute 
and  derive  from  this   Vs^*  for  a  number  of  cases  sufficient  to  give  all 
the  points  required  for  plotting  the  curves. 

The  finished  diagram  contains  four  sets  of  carefully  plotted  lines, 
and  the  intersections  near  the  lower  and  left-hand  edges  are  very 
indefinite.  '"'    ' 
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A    nomograph   of   this   radical   consists    of   three  scales,    and   may 

be  constructed  with  great  ease  and  without  computation,  as  follows: 

LetiV^=  \^SA\ 

1  4 

Then  log.  iV^  =  _  log.  ^'  +  _-  log.  A. 

Lay  off  three  parallel  scales  of  the  logarithms  of  numbers  from  1 
to  the  limit  desired  (Fig.  4),  making  all  three  with  logarithmic  units 
of  the  same  magnitude.  (The  minor  subdivisions  are  omitted  from 
Fig.  4.) 

Place  the  i\r  scale  at  a  distance  of  ^  D  from  the  A  scale  as  shown. 
Then,  for  any  position  of  a  h, 

1    7     7  4 

/  «7  =  ~  ifc  Z  H mn. 

o  5 

The  reading  on  the  N  scale, 
therefore,  is  the  number  corre- 
sponding to 

1  ,  4 

—  log.  <S  +  —  log.  A , 
o  5 

and  a  &  is  an  isopleth,  giving  three 
scale  readings,  S,  A,  and  N,  which 
satisfy  the  equation, 


Fig.  4. 


i^=-  \/SA\ 


The  following  analyses  of  charts  made  by  the  writer  will  perhaps 
serve  to  demonstrate  the  great  value  of  the  principle  on  which  they 
are  constructed. 

Chart  for  Pin  Moments.-TMes  for  bending  moments  on  pins 
are  found  in  all  engineers'  pocketbooks,  but  interpolations  are  fre- 
quently necessary,  particularly  in  reviewing  a  completed  design.  For 
this  purpose  a  nomograph  is  especially  useful,  and  a  very  neat  one 
may  be  constructed  with  scales  of  natural  numbers  for  moments  and 
stresses.     (Fig.  5.) 

Let i/ =  moment,  in  inch-pounds; 

D  =  diameter  of  the  pin,  in  inches ; 
A  =  area  of  the  pin,  in  square  inches ; 
/  =  extreme  fiber  stress,  in  pounds  per  square  inch. 


Then  3£  =  / 
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8 


Or,  by  substituting  0.7854  D'^  for  A, 

M  =  0.098  /  I)\ 


rj 

C 

-i 

^ 

^    ^^. 

O. 

ress,  in 

m 

\ 

t,200O0 

V  '■'■> 

S 

V^»  ■'^ 

<c 

\-^- 
li^ 

% 

g 

£  15  000 

5j 

X 

^ 

p^, 

II 

\H: 

10  000 

■iSOOOO  ^ 


CHARTS  FOR   MOMENTS  ON   PINS 

XK)  -^^      •'      8 

FIG.   5. 

—1  TOO  000 

In  Fig.  6,  let  the  scales  of  equal  parts  for  /  and  M  be  parallel,  with 
the  zeros  at  0  and  '0^,  as  shown,  and  plotted  at  a  convenient  distance 
apart.     Connect  0^  and  0,  and  let  any  line,  a  h,  intersect  the  three 

lines. 

Then  _0J_  ^    c_ 

O^k         e  ' 
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01 

c 

01 

+  0, 

k  ~    L 

M 

0 

.  098  D^ 

therefore, 


Also, 


/  1        ' 

and,  if  the  scales  for  M  and  /  were 
plotted  on  0  I  and  OJc  with  units 
of  the  same  magnitude,  we  should 
have,  for  any  position  of  a  b, 

M  0.098  L^ 


Fig.  6. 


M  +  f        0.098D3+  1  ~    L' 

It  will  be  found  more  satisfactory  if  the  M  units  are  one-tenth 
as  great  as  the  /  units,  for  diameters  from  3  to  8  in.,  the  limits  of 
one  chart  (that  on  the  left),  and  one-half  as  great  as  the  /  units 
for  diameters  from  1  to  3  in.,  as  in  the  chart  on  the  right  of  Fig.  5. 

Then  for  the  left-hand  chart, 

M  0.098  Z>3 


M  +  10  /■ 


And  c  =  L     - 
When  n  =  :i,  c  =  L 


0.098  D^  +  10 
0.098  U^ 


0.0^)8  Z)3  +  10" 
2.65 


when  D 


4,  c 


12.65 
6.27 
16. 2< 


c 


0.209  y.; 


=  0..m5  L: 


and  similarly  for  any  other  diameter. 

In  the  right-hand  chart,  for  small  pins,  2  will  be  used  in  the 
expression  for  c  in  place  of  10.  If  we  then  note  the  diameters  at 
the  points,  p,  thus  found,  the  line,  a  h,  is  an  isopleth  giving  scale 
readings  for  f,  D,  and  M  which  satisfy  the  equation,  M  =  0.098  fD^. 

The  length  and  inclination  of  the  line,  0,  0,  should  be  chosen 
so  as  to  give  good  intersections  within  the  limits  of  the  chart.  A 
unit  of  1  in.  to  5  000  lb.  for  the  /  scale  will  be  suitable  for  practical 
purposes. 

Chart  for  Column  Formula.~The  Gordon  column  formula,  when 
suitably  transformed,  may  also  be  adapted  to  nomographic  representa- 
tion obtained  by  the  relation  of  similar  triangles. 
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The  constants  used  in  the  chart,  Fig.  7,  are  20  000  and  8  000,  or, 

20  000 


P  = 


8  000  r 


in  which  I  =  length  of  columns,  in  inches  ;  and 

r  =  radius  of  gyration,  in  inches. 


P= 


CHART  FOR   UNIT  STRESS  IN   STEEL  COLUMNS.  j  ^/^^  ' 

20  000  /      -^^ 


X,       L=lJength  of  Column,  in  feet. 

iirfiliiiilniifiiMliiMJii  ii|i  I  I  i| 
10  15  20  25    30       35       40         45  50 


Fig.  7. 


The  length  is  usually  given  in  feet,  and  therefore,   inserting  121, 


for  Z,  we  have 

This  may  be  written 
P 


P  =  — 

1  + 


8  000  r 


20  000 


144  X^ 

8  000  r^ 


20  000  "  8"000  r'  +  144~i-^         r^  +  0.018  L^' 

Referring  to  Fig.  8,  Oj^ 

QiA-  _  c 

OT  ~d' 
Therefore, 

0,  k  c 


O^k  +01         S' 
If  now  we  lay  off  from  0^  1,  4, 
9,  16,  etc.,  units,  placing  the  num 


Fig.  8 


bers   1,   2,   3.   4,    at   these  points,   and   similarly   from    0    0.018   X    1- 
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0.018  X  4,  0.018  X  9,  0.018  X  16  units,  in  other  words,  making  the 
unit  for  the  L  scale  0.018  time  the  unit  for  the  r  scale,  we  shall  have 


0.018  L^ 

d 

1 

r- 

c 

,.2 

+  0.018  L^ 

S' 

P 

r^ 

therefore, 
and  as 


20  000       7-2  +  0.018  i2' 
if   0^   0   were  graduated   decimally  from   0^    as   the  zero  point,  the 
reading  at  p  would  be  the  value  of  c  as  a  fraction  of  S,  or  P  as  a 
fraction  of  20  000. 

If  we  place  1000  at  the  distance  0.05,  2  000  at  the  distance  0.1, 
and  so  on,  we  may  read  values  of  P  directly. 

The  line,  a  I,  is  then  an  isopleth  giving  scale  readings  for  r,  L, 
and  P  which  satisfy  the  equation, 

_       20  OOP 

8  000r-2 
The  unit  used  for  the  chart,  of  which  Fig.  Y  is  a  reproduction,  is  xV 
in.  for  the  r  scale,  and  the  distance,  0,  0,  is  10  in.  These  dimensions, 
of  course,  must  be  chosen  with  regard  to  the  degree  of  precision  desired 
in  the  scale  readings.  When  constructed  as  stated,  the  value  of  P 
may  be  read  to  100  lb. 

Good  intersections  may  always  be  obtained,  since  P  is  the  same  for 

L       ^  n  L 

—  and  . 

r  nr 

The  broken  line  on  the  chart  shows  the  solution  for  the  case 
L  =  SO  ft.  and  r  =  6  in. 

Chart  for  Impact  Formula.— Fig.  9.— The  percentage  of  live-load 
stress  to  be  added  for  the  effect  of  impact  in  designing  bridge  trusses 
is  specified  by  the  Public  Service  Commission  of  the  First  District, 
New  York,  as 


S  =  12.5  —  —  V  2  000  L  —  L^ 


8 


in  which  S  =  percentage,   and  X  =  length  of  load  producing  the 
stress  to  which  the  percentage,  8,  is  to  be  added. 
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If  we  represent  2  000  L  —  L~  hj  q,  this  may  be  written 


125—  S 


-r  Vg. 


Also,  log.  (125  —  (S)  =  —  log.  q  —  log.  8. 

The  series   of   values   of   q,   taken  with   suitable    intervals 
value  of  L,  may  be  easily  deduced,  because,  for  consecutive 

CHART  FOR   PERCENTAGE   OF  LIVE  LOAD 
STRESS  TO   BE  ADDED  FOR   IMPACT. 


in   the 
values 


.S=125-Vb  V2OOO  L-L- 


\ 


\ 


M  10-i 

•a       -: 

IS  „r,    '- 


a  bO-. 


\ 


S=  Percentage  of  Live  Load  stress. 


\i 


-J I     I     I     I    I    I    I    I   I  r  I  I  I 


m1„„i,. 


\ 


\ 


\ 


L=Length  of  loaded  part,  in  feet. 


\ 


700 
—  600 

■  600 
450 


Pig.   9. 
of    L    differing    by    unity,    the    consecutive    values    of    q    differ    by 
C2  000  —  3),  (2  000  —  5),  (2  000  —  7),  etc. 


When  L  =  l, 

Q. 

=  1  999  log.  q  =  3.301 

2 

3  996       3.601 

3 

5  991       3.777 

4 

7  984       3.902 

5 

9  975       3.999 

Eeferring  to  Fig.  10,  lay  off  the      / 
logarithms   of  q  from  the  point,   f, 
marking    1    opposite    log.    1 999,    2 
opposite  log.  3  996,  etc. 

From   the   extremities   of   this   scale,    when    completed,   draw   lines 
to  a  point,  P,  and  place  the  line,  S,  parallel  to  the  line,  L,  at  a  dis- 


FlG.   10. 
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1 
tauce  of       d  from  it.      If  a  lo^'ai'ithiiiic  scale  of  tlic  same   unit   inauiii- 

tude  as  the  scale.  L,  were  placed  on  the  line,  S,  beginninp:  at  c,  any 
straight    line    from    P   through    the    L   scale   would   give    the   number 

corresponding    to   ^  log.   q   at   the    point    of    crossing   the  line.  5;    Init. 

bv   beginning   at   a    distance  of  0.908   =  log.    8  from    c,  the  point  of 

crossing  occurs  at      log.  q  —  log.  S. 

The  reading  on  this  scale  would  then  l)e       \^  q.  or  12">  —  S. 

s 

If  we  now  number  the  *S'  scale  by  putting  124  for  1,  123  for  2,  etc., 
any  line,  P  h,  is  an  isopleth  giving  scale  readings  for  S  and  L  which 
satisfy  the  equation, 

1 


S  =  12r,  —       \/  2  000  L  —  L-. 

s 

In  the  chart.  Fig.  9,  the  scales,  for  the  sake  of  compactness,  are 
turned  through  90°  at  the  point,  L  =  100.  The  logarithmic  unit 
also  changes,  so  as  to  keep  the  graduations  of  the  -S'  scale  large  enough 
to  be  easily''  read. 

The  broken  line  in  Fig.  9  shows  that  when  i  =  44  ft.,  /S  ==  88 
per  cent. 

Chart  for  Reinforced  Concrete  Beam  Formulas. — Fig.  11. — On  the 
theory  commonly  applied  in  the  design  of  concrete  beams  of  rectangu- 
lar cross-section  reinforced  on  the  tension  side,  the  tensile  strength 
of  the  concrete  is  neglected  and  a  straight-line  variation  in  com- 
pressive stress  is  assumed. 

Following  the  usual  notation. 

h  =  breadth ; 

d  =  depth,  measured  to  center  of  reinforcement ; 
X  =  xc^  =  distance  from  compression  side  to  neutral  axis; 
/.5  =  unit  stress  in  steel ; 
fp  =  unit  stress  in  concrete ; 

n  =  Eg  -^-  E p ; 
71/  =  moment  of  resistance  of  beam  ; 

p  =  percentage  of   reinforcement ; 

a  =  area  of  reinforcement  per  unit  width  =  p  d. 


NOMOGKAPHIC  SOLUTIONS  FOK  FOKMULAS 


1371 


Then 


X  =:  X  (1  =  d  {  \/2  p  n  +  2^^  n'^  —  P  »)  • 


2  (-^  +  -K,) 


And,  for  balanced  reinforcement.  Mg  =  M,. 

Value  of  /^ 

'  ' '  '  ' '  I  ■  I  ■  I  '  I  '  I  '  '  ■  I  I  I 


DIAGRAM  B,      i i Jl^.f± , ...., 


Value  of  fg 

I  .  I  ■  '  i  I ,1,1.1,1,1,1,1,1 


Value  of  f(, 

I  ■  I  I  I  ,  I I 

o  /        o  o 


DIAGRAM   B,       Ll 

"=15  I  / 


/ 

/Vulue  of  Q 


/Value  of  fs 


II   !\        0.1- 

\   0.2- 
0>3-i 


-J 1 l"„1 ■,,■!■ 'II' ",l Iii„l,,i,h [,„,l„,,]i,.,l 

0.1     0.2      0.3     0.4     0.5     0.6     0.7''^0.8      0.9      1.0 


CHART  FOR 
REINFORCED  CONCRETE  BEAMS 


1000 
900 

V>'=././.(x-f^)=/,;,(l-f)-^ 
DIAGRAM   C 


\ 


o.4-|\5         \         xtl=0(y2pn+iFrJ—pn) 

c.sJiX       \ 

\  DIAGRAM  A 


Value  of  --=7r'\\ 


i   50  = 

)> 


Fig.  11. 
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These   expressions   may   be   transformed   so   as   to   adapt   them   to 
nomographic  representation. 

and  the  moment  of  resistance  R  h  d^,  or  R  d^  per  unit  width, 


If 


then 


?i 


X 

'2F 


F 


^  =  ^^(^  +  lf) 


(1) 
(2) 
.(3) 


Four  diagrams  will  be   required,  one  for  x,  one  for  p,  one  for  the 

f  f  "^ 

quantity,  — -  -\ — -^,  and  one  for  R. 

2  n  3  n  Scale  \f 


Eeferring 

to 

Fig. 

12, 

Ot 

U  V 

= 

0x0 

VJ  u 

'i 

refore, 

Oi 

h 

) 

0x0 

Ot  + 

U  I 

Ou 

Fig.  12. 
If  we  lay  off  scales  of  equal  parts  on  0  ^  and  u  v,  the  former  for 
values  of  n  and  the  latter  for  values  of  F,  using  units  of  the  same 
magnitude,  then,  for  any  position  of  a  h, 

n  Oio 

n  +  F  ^    Ou' 
and  if  0  w  be  graduated  decimally,  as  on  the  chart,  Fig.  11,  a  h  (of 
Fig.    12)    is    an    isopleth    giving   values    of    n,    F,    and    x    satisfying 
Equation  1. 

Only  those  values  of  n  which  are  commonly  used  appear  on  the 
n  scale  of  the  completed  chart,  Fig.  11. 

Draw   0   v,  and  from  w  draw  w  z  perpendicular  to    0   v.     Then 
u  V  Ow 

Ou  OT' 

If  the  unit  for  the  F  scale  is  one-fiftieth  of  0   u,  the  line  from 
0  to  50  is  at  an  angle  of  45°  to  0  u. 

From  Equation  2,  when  F  =  50,  x  =3  100  p,  therefore,   if  lines 
be  drawn  from  the  x  scale  sloping  upward  to  the  rig-ht  at  45°,  and 
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if  the  intersections  with  0  B  are  marked  with  the  same  figures  as 
the  points  on  the  x  scale  from  which  they  start,  we  shall  have  the 
scale  of  100  p  on  0  B. 

A  line,  0  g,  through  the  F  scale  and  a  line  perpendicular  to  0  g 
through  w  and  0  B  will  then  give  values  of  F,  x,  and  p,  satisfying 
Equation  2.     This  completes  Diagram  A  of  the  chart,  Fig.  11. 


To  obtain  B  it  is  necessary  first  to  obtain  — ^ 
this  quantity  by  Q,  when  n  =  15, 

Q  =-4  +  A. 


+ 


Denotinor 


30 


In  Fig.  13,  \ikg  =  kh, 


km  =  ^gn  +   ^hp. 

Lay  off  scales  of  equal  parts  for 
fg  and  fg,  using  natural  numbers, 
and  making  the  unit  for  fg  ten 
times  that  for  fg. 

If  the  Q  scale  be  laid  off  with 
unit  one  and  one-half  times  the  fg 

30 
unit  or  —   of  the  /^  unit,  the  reading  at  m  will  be 


m^,— - 

^ 

l^-^ 

^""^ 

.2 
■<« 
u 
CO 

_2) 

cy 

■^ 

i 

- 

o 

- 

k 
Fig.  13. 


/2  1\  /2  1\ 

(3-0  ><  2  ■'•)  +  ( 3  ^  i  -'0 


Diagram  B^^  of  the  chart,  Fig.  11,  is  thus  constructed. 

In  Diagram  B^,  of  Fig.  11,  the  unit  for  /^  is  eight  times  that  for 

3  24 

/j,  and  the  Q  unit  is  —of  the  /^  unit  or^of  the  f^  unit.     The  reading 

at  tn  in  this  case,  therefore,  is 


/2  1\  /2         l.\ 

(24^  ¥■'')  +  (iT^^T^O- 


The  line,  a  h,  is  an  isopleth  giving,  in  Diagram  Bj, 


Q  = 


A 

30 


+  i- 


and,   in  Diagram  B^, 

"^         24    ^     3 
Diagram  C,  of  Fig.  11,  is  constructed  to  give  the  product  x-Q 
as  follows : 


R, 
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Place  the  R  line  as  shown  in  Fig.  14,  making  k  <j  =  _   y  h.     Lay  off 

the  logarithms  of  x  and  Q  on  their  respective  lines,  n.sing  the  same  unit. 
Then,  for  any  position  of  a  6, 


A'  m 


2  ,  1  1  , 

log.  X  +       log.  Q  =    ^  (log.  X-  +  log.  Q). 


Fig.  14. 


3    '^    "    '    3 

The   R    scale    is    laid   off    with 
unit  one-third  of  that  used  for  x 
and   Q,  making  the  reading  at  m  "" 
the  number  corresponding  to   (log. 
x^  +  log.  Q). 

If  the  points,  2,  3,  4,   etc.,   on 

the  X  scale  are  noted   as  0.2,   0.3, 

0.4,  and  the  points,  2,  3,  4,  etc.,  on 

the  Q  scale  are  noted  as  200,  300, 

etc.,   their  product  is 

/  a;  \2  ^ 

(  — —  )   X  (^  hundreds  =  x'  Q  units. 

Diagram  C  is  then  a  nomograph  for  the  expression,  R  r=  x-Q, 
Q  being  taken  from  Diagram  B^  when  n  =  15,  and  from  Diagram  B, 
when  n  =  12,  f,.  and  fg  being  in  pounds  per  square  inch,  6  and  d  in 
inches,  and  R  h  d-  in  inch-pounds. 

To  illusti-ate  the  use  of  the  chart.  Fig.  11,  assume  fg  =^  16  000, 
f^  =  650,  n  =  15,  and  &  =  12  in. 

Moment  of  external  forces  =  517  000  in-lb. 

On  Diagram  A  connect  the  point  n  15  with  F  24.6  and  read 
X  =  0.38. 

Connect  the  origin,  O,  with   F24.(;.  and,  on  a  perpendicular  to  this 

line,  drawn  from  0.3S  on  the  x  scale,  read  100  n  =  0.77,  or  n  =  of 

''  100 

1   per  cent. 

On  Diagram  B^  connect  /.,  16  000  with  f^  650,  and  read  Q  =  750. 
On  Diagram  C  connect  x  0.38  with  Q  750,  and  read  /?  —  109. 

Then  517  000  =  109   X   12   d-, 
therefore,  d  =^  20   in. 
Allowing  2  in.  of  concrete  below  the  center  of  reinforcement,  the 
required  beam  would  then  be  12  by  22  in.,  and  the  .steel  area  would  be 
0.77%  of  240  sq.  in.  =  1.85  sq.  in. 
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Charts  for  Williams-Hazen  Formula. — Many  hydraulic  formulas 
contain  fractional  exponents,  and  are  cumbersome  on  account  of  the 
time  required  for  their  solution.  This  difficulty  is  partly  overcome  by 
tabulating  the  results  for  a  series  of  cases.  Interpolations  in  such 
tables,  however,  are  not  invariably  simple,  and  resort  is  had  to  many 
expedients  to  simplify  the  work.     Special  "hydraulic  slide-rules''  have 

o  Diameter,  d,  in  inches. 

•o       ^  I  \  I 1         I        I      I      I     I    I \ 1 \ \ 

C         ;'  3  -t  6  S         10      12    H    16  18  20     24        6o     30  4S        t 


Q       S 


/ 
Discharge,  Ql  in  cubic  feet  per  second. 


I     \  ''     I  I     I  '  '  '  '  i""i  I  niiiHiiiii  1 1 

.006     .01  .00       0.1  0.5        1  2     3  4  5        10       20   304050      lOo     200 

/ 

/ 

/ 

/ 

/ 
Velocity,  v,  in  feet  per  second. 


TO, 


V 


h 


I 


CHART  OF  WILLIAMS-HAZEN   FORMULA     / 

For  velocity,  y,  of  discharge  from  pipes      ' 
of  circular  section  running  full,  / 

assuming  C'=100.  / 


Discharg-e=y =0.00545  d'v 


Head,  h.  in  feet  per  10000. 


been  devised,  which  give,  with  sufficient  precision,  the  results  of  the 
formula  for  which  they  are  designed,  but  naturally  such  special  rules 
can  be  of  no  generaly  utility. 

The  charts  for  the  Williams-Hazen  formula,  Figs.  15  and  16,  are 
given  as  examples  of  the  beauty  of  the  nomograph  in  its  application 
to  the  solution  of  an  exponential  equation. 
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As  usually  stated,  this  formula  is 

in  which  V  =  velocity,  in  feet  per  second ; 
r  =  mean  hydraulic  radius; 
S  =  slope  or  ratio  of  rise  to  length ; 

C  =  a  coefBcient  depending  on  the  condition  of  the  inner 
surface  of  the  pipe. 

Diameter,  d,  in  inches. 

I       I  ] 3 — \ — I    I    I  I  i — I — r — \ 1 — I 

3     4        0     8    10  12  14  10  18  20  24   30   30     43   60 

CHART  OF  WILLlAMS-HAZEN  FORMULA  Values  to  be  used /or  coefficient,  C. 

n  p.i     n  r.,  -,)  1)4  f oij'  pipes  3  to  60  diam. 

V=Cr^-'^'  s"-5^  (0.001)  /  I 

,  n  Very  best.  New         140 

For  velocity,  V.  of  discharge  from  pipes  /   |  (jood,  New      130  to  120 

of  circular  section  running  full.  C^^*- ^'"°'?  ||  Fair  100 

/    ''  Tuberculated    80  to   40 

Discharge  =  t; =0.00545  cZ-r  „.     ^^^     IjlNew  110 

Riveted  Steel  I™,  ,,  ,„ 

I      l.Ten  years  old  100 

Discharge,  Q,  in  cubic  feet  per  second.   | 

\  I  i  I      I    I  M""|     ,'    I  i|iill| r-rTjTTTT] 1 

■  001  .01  0.1  1  5      10   I  50    ICO  600  10l»2000 


/         / 
Velocity.  T',    in  feet  per  second.  1/ 


/ 
/ 
/ 
/ 


in  20  30  40  60  6i,iii)0 


Coefficient/C. 

I     I    I    I    I   I  M  I  l|MI|l|l|l|l| 

30    40   60  OO  70  30  90100  120  140 


Head,  li,  in  feet  per  lOOOO. 


'i'"M — I     I    I    M  I  I  I  IMMHI 

20  30  40        60      60     70   30  90 100 


Fig.  16. 


In  constructing  a  nomograph  of  this  formula,  applicable  to  pipes 
of  circular  section  running  full,  it  will  be  convenient  first  to  trans- 
form it  so  as  to  express  r  in  terms  of  the  diameter,  and  s  as  feet  of 
head  in  10  000  ft. 
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Letting  dj  =  diameter  of  pipe,  in  inches; 
and         7i  =  feet  of  head  in  10  000  ft., 
D  (feet)  d  (inches) 


then 
and 


48 


8  = 


h 


10  000 

Making  these  substitutions,  we  obtain 

r=  0.000796  CdP-^^h°-^*. 

C  has  values  from  30  to  140,  and  we  will  limit  the  charts,  Figs.  15 
and  16,  to  values  of  d  from  3  to  60  in.  and  to  values  of  h  from  1  to  100. 

If  V  =  velocity  when  C  ^=  100, 
r  =  0.0796  cZ^-^^/i"-^*, 


and  V  will  be  obtained  by  multiplying  t;  by  a  factor,  0.3  to  1.4.     The 

process  of  constructing  the  chart  so  as  to  give  the  product,  0.0796  d"'^^ 

7i*''^*,  will  be  the  first  step. 

Using    the    decimal    scale,    and 

taking  ^  in.,  or  1  on  the  20th  scale, 

to  represent  0.1,  lay  off  two  paral-   a 

lei  scales,  one  being  the  logarithms 

of  all  diameters  from  1  to  60  in. 

and  the  other  the  logarithms  of  all 

the  /rs  from  1  to  100.    Draw  the  v 

line  parallel  to  the  d  and  h  lines, 

dividing     the     space     between     in 

the    ratio   of   63   to   54,    as   shown 

-rp-       -f.  Fig.  17. 

m   iig.    17. 

If  the  scales  are  intersected  by  any  straight  line,  a  b,  the  distance. 


-^^i 


0.538  S », 


£*0 

fg  =  f^-  +  kg=:  -^  loc 


d 


54 
ll7 


loof.  h.     If  the  v's  were  laid  off 


by  the  scale  of  20ths  beginning  at  the  point,  g,  the  reading  at  /  would 

63  54 

give  the  product,  d^^"^  h}^^ . 

63  63 

_,_._   =  0.855  X  -T—Ti  hence  if  the  logarithms  of  the  u's  are  laid  off 
11/  100 

with  a  unit  of  {\  in.  X  0.855)  to  0.1,  the  reading  at  /  would  give  the 
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product,  d" "^  /t"^*.     This  may  be  accomplished  by  using  for  the  c's  the 
scale  of  20ths  after  multiplying  the  logarithms  by  O.Soo,  thus  : 

log.  2  =  0.301  X  0.855  =  0.257 
log.  3  =  0.477  X  0.855  =  0.408 
log.  4  =  0.602  X  0.855  =  0.515, 

or  by  any  other  convenient  method  of   reducing  the  unit  magnitude. 

The  logarithm  of  0.0796  =  2.901  =  —  1.099,  and  by  placing  the 
starting  point  of  the  v's  above  g  a  distance  1.099  X  0.855  =  0.940 
on  the  scale  of  20ths,  thus  adding  —  1.099,  the  logarithm  of  0.0796, 
the  reading  on  the  v  line  is  0.079G  if  ^^  /t"'**. 

To  introduce  the  factor,  C,  draw  the  C  line  parallel  to  the  others 
at  any  suitable  place  between  the  v  line  and  the  h  line.     Draw  the 

V  line  midway  between  the  v  line  and  the  C  line,  as  in  Fig.  18. 
From  the  point,  1,  on  the  v  scale,  draw  a  line  across  the  v,  V,  and 

C  lines  at  any  convenient  angle,  in 
order  to  locate  the  "1"  points  of 
the  scales  about  to  be  plotted.  Us- 
ing the  same  unit  as  for  v,  lay  off 
on  the  C  line  the  logarithms  of  1.1, 
1.2,  1.3,  and  1.4  above  1  and  the  ^ 
logarithms  of  0.9,  0.8,  etc.,  below 
it.  If  the  logarithms  on  the  V  line 
were   now   laid  off  with  the   same 

unit    as    those    on    the    v    and    C  Fig.  18. 

lines,    the    reading   at   the    crossing    of   any   line,    a    h,   would   be   the 
number  corresponding  to  —  log.  v  -\ log.  C 

Therefore  we  make  the  V  scale  one-half  as  large  as  the  other  two, 
that  is,  with  a  unit  of  (^  in.  X  0.855),  which  will  give  the  product, 

V  C,  as  required. 

It  is  apparent  that  no  divisions  are  required  on  the  v  line  after 
the  starting  points  for  the  V  and  C  scales  are  drawn.  Therefore  it  is 
left  blank  in  the  completed  chart.  Fig.  16,  and  marked  "Line  P"  for 
reference. 

In  order  to  make  the  chart  of  greater  use,  it  will  be  well  to  intro- 
duce another  scale  giving  Q,  the  quantity  discharged. 
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If   Q  =  discharge,  in  cubic  feet  per  second : 
d  ==  diameter,  in  inches ; 
V  =  velocity,  in  feet  per  second ; 
Q  =  0.00545(PF. 

The  d  scale  was  plotted  with  a  unit  of  ^  in.  to  0.1.  Therefore 
it  will  serve  for  log.  (cZ^)  with  a  unit  of  I  in.  to  0.1.  The  V  scale 
is  made  with  a  unit  of  {I  in.  X  0.855),  as  shown  on  Fig.  19. 

If  we  place  the  Q  line  between  the  d  and  V  lines,  as  shown,  the 
distance,  f  ^  =  n  X  log.  {d")  +  (1  —  «-)  X  0.855  log.  V,  and  if 
n  =  (1  —  n)  X  0.855, 

n  =  0.462 
then  f  g  =  0.462  log.  (d-)  +  0.462  log.  V. 

If  the  Q  scale  were  now  laid  off 
from  g  with  a  unit  of  (i  in.  X 
0.462),  the  reading  at  /  would  be 
the  number  corresponding  to  log. 
d^-  +  log.  V. 

Log.  0.00545  =  3.7364  = 
—  2.2636,  and  if  we  place  the  "1" 
of  the  Q  scale  above  g  a  distance, 
2.2636  X  0.462  =  1.045  on  the  40th 
scale  (i  in.  representing  0.1),  thus 
adding  log.  0.00545,  the  reading  at 
the  intersection  of  a  6  will  give 
0.00545  d^  V,  as  required.  fig.  19. 

Assuming  d  and  h  to  be  known,  and  a  value  of  C  selected  according 
to  the  condition  of  the  pipe,  place  a  straight-edge  so  as  to  connect 
d  and  h,  and  mark  its  intersection  on  "Line  P".  Similarly,  connect 
the  point  just  marked  with  the  given  C  and  at  the  intersection  on 
the  V  line  read  the  value  of  V.  Then  connect  this  V  with  the  given 
d,  and  at  the  intersection  on  the  Q  line  read  Q  in  cubic  feet  per  second. 

It  is  evident  that,  by  a  suitable  modification  of  the  process  de- 
scribed, either  of  the  four  quantities,  d,  h,  V,  or  C,  may  be  obtained 
when  the  other  three  are  given. 

As  C  is  usually  assumed  at  a.  round  figure,  multiplication  or 
division  by  it  is  so  simple  that  some  might  prefer  a  chart  based  on 
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the  value  100  for  this  coefficient.  The  chart,  Fig.  15,  is  constructed 
in  this  way,  as  follows : 

Lay  off  the  d,  h,  and  v  scales  as  described.  The  v  scale  will  have 
its  subdivisions  completed  and  will  occupy  the  position  of  "Line  P" 
in  the  chart,  Fig.  16. 

The  subdivisions  on  the  d  line  represent  log.  (cf-)  with  a  unit  of 
\  in.,  and  those  on  the  v  line  represent  log.  v  with  a  unit  of  (^  in. 
X  0.85.5),  equivalent  to  I  in.  X  l-'i'l- 

If  we  place  the  Q'  line  as  shown  in  Fig.  20,  the  distance, 

f  g  =  m  log.  (d^)  +  (1  —  m)  X  1-71  log.  v; 
and  if  m  =  (1  —  m)  X  L^l,  m  =  0.631. 
Then  f  9  =  0.631  log.  (d^)  +  0.631  log.  v. 

If  the  Q'  scale  were  laid  off  from  g  with  a  unit  of  (i  in.  X  0.631), 
the  reading  at  /  would  be  the  number  corresponding  to  log.  (d-)  -\-  log.  v. 

Log.  0.00545  =  —  2.2636,  and 
if  we  place  the  "1"  of  the  Q'  scale 
above  g  a  distance  of  2.2636  '^^ 
X  0.631  =  1.428  on  the  scale  of 
40ths  (i  in.  to  0.1),  the  reading  at 
the  intersection  of  a  5  will  give 
0.0054:5d-v,  as  required. 

It  is  evident  that  any  straight 
line  intersecting  the  four  scales 
gives  values  of  d,  h,  v,  and  Q'  sat- 
isfying the  equations. 


Fig.  20. 


V  =  100  X  0.000796  d^'^^  h'^-^\ 
and  Q'=  0.00545(^2^. 

By  means  of  the  "conversion  scale",  cubic  feet  per  second  may  be 
read  off  at  once,  in  millions  of  gallons  per  day. 

The  broken  lines  drawn  on  the  charts,  Figs.  15  and  16,  show  that 
when  cZ  =  30  in.,  h  =  33  ft.,  and  C  =  82,  the  formula  gives  V  =  3.7 
and  ^  =  18  cu.  ft.  per  sec.  Also  when  d  =  30  in.  and  h  =  33  ft., 
V  =  4.5  and  Q'  =  22  cu.  ft.  per  sec. 
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Allen   Hazen,*   M.   Am.   Soc.   C.   E.    (by  letter). — This  paper   is    Mr. 


important,  as  it  calls  attention  to  a  method  of  easy  and  rapid  graphical 
solution  of  many  formulas,  which  is  capable  of  wide  application,  espe- 
cially where  only  three  variables  are  involved.  In  the  common 
hydraulic  formulas  there  are  four  variables,  namely,  slope,  radius, 
coefficient,  and  velocity  (or  quantity).  Although  the  method  can  be 
extended  to  cover  the  four  variables,  much  of  its  ease  of  application 
is  lost  when  the  fourth  is  added. 

It  is  certainly  true  that  much  time  is  spent  by  some  people  in 
making  computations  for  the  production  of  diagrams  which  have 
little  practical  use.  On  the  other  hand,  diagrams  which  are  useful, 
can  frequently  be  made.  The  diagram  cited  as  a  horrible  example 
illustrates  this.  As  presented,  it  was  hard  to  make,  and  is  of  little 
use.  With  logarithmic  paper,  a  parallel  rule,  and  a  few  primary 
points,  a  more  useful  diagram  could  have  been  made  with  less  eSort. 

The  introduction  of  the  log.  log.  slide-rule  within  the  last  few 
years  has  facilitated  the  solution  of  exponential  formulas,  and  has 
permitted  many  calculations  to  be  made  rapidly  and  easily,  which 
formerly  could  best  be  solved  graphically  on  logarithmic  paper. 

The  author  shows  the  application  of  the  nomographic  method  to 
the  Williams-Hazen  hydraulic-flow  formula.  The  method  is  clearly 
well  adapted  to  this  service,  and  is  one  of  several  that  can  be  used. 

Before  this  formula  had  been  put  in  final  form,  the  writer  experi- 
mented with  slide-rules  of  home-made  construction.  These  were  made 
by  constructing  slides  a  little  smaller  than  those  that  came  with  an 
ordinary  Manheim  slide-rule,  paper-covered,  and  graduated  with  the 
desired  scale.  In  this  way  it  was  found  that  formulas  of  this  type 
could  be  solved  rapidly  with  sufficient  accuracy.  Aftei'ward,  a  slide- 
rule  was  designed  for  the  solution  of  this  formula,  a  maker  found, 
and  several  hundred  such  rules  have  been  sold. 

Engineers,  like  other  people,  have  strongly  fixed  habits.  Some 
engineers  can  best  solve  their  problems  on  a  slide-rule,  some  by  the 
use  of  diagrams,  and  others  by  printed  tables.  For  the  solution  of  the 
Williams-Hazen  hydraulic  formula,  at  least  five  procedures  may  be  used : 

(1)  the  hydraulic  slide-rule,  made  by  Ledder  and  Probst,  of  Boston; 

(2)  "Hydranlic  Tables",  published  by  John  Wiley  and  Sons;  (3) 
diagrams  on  logarithmic  paper,  of  which  there  are  a  number  of  very 
excellent  ones,  such  as  those  published  in  some  of  the  engineering 
papers;  (4)  the  procedure  suggested  by  the  author;  and  (5)  direct 
solution  with  a  log.  log.  slide-rule. 

The  writer  believes  that  those  who  have  used  the  slide-rule  suffi- 
ciently to  become  accustomed  to  it  would  not  be  willing  to  adopt  any 

*  New    York    City. 
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Mr.  of  the  other  methods.  Getting  accustomed  to  the  slide-rule  is  not  diffi- 
cult, but  many  engineers  are  reluctant  even  to  make  this  effort,  and 
it  is  interesting  to  note  that  eight  times  as  many  copies  of  the 
"Hydraulic  Tables"  have  been  sold  as  of  the  slide-rules.  Also,  notwith- 
standing the  existence  of  both  the  slide-rule  and  the  tables,  several 
members  of  the  Society  have  thought  it  worth  their  while  to  make 
special  diagrams  on  logarithmic  paper  for  the  solution  of  the  formula. 
The  nomographic  method  will  no  doubt  appeal  to  others,  and  will 
be  useful  to  them. 

By  calling  attention  to  an  excellent  method  of  solving  formulas  of 
this  type  rapidly,  the  author  has  rendered  a  substantial  service  to  the 
Profession, 
Mr.  Carl  B.  Andrews,*  Assoc.  M,  Am.  Soc.  C.  E.   (by  letter). — Mr. 

Strachan  remarks  in  his  synopsis  that  the  principle  of  the  isopleth 
has  not  received  from  American  engineers  that  degree  of  attention  to 
which  it  is  entitled.  This  statement  is  undoubtedly  true,  for  the 
alignment  diagram  has  all  the  advantages  over  diagrams  platted  by 
rectangular  co-ordinates,  which  Mr.   Strachan  claims,   and  more. 

Some  years  ago  the  writer  read  part  of  M.  d'Ocagne's  treatise  on 
Nomography,  and  became  interasted  to  the  extent  of  drawing  a  num- 
ber of  alignment  diagrams,  and  writing  a  paper  on  the  subject,  which 
was  read  before  a  local  engineering  society.  Of  the  diagrams  pro- 
duced, however,  only  two  have  ever  been  used  enough  to  justify  the 
time  spent  in  making  them,  these  two  being  intended  for  the  reduc- 
tion of  stadia  readings  to  vertical  and  horizontal  distances.  It  seems 
to  the  writer  that  many  of  the  mathematical  operations  which  occur 
in  civil  engineering  work  require  a  higher  degree  of  accuracy  than  is 
obtainable  from  diagrams  of  any  kind,  and  that  the  diagrams  find 
their  proper  use  in  checking  computations  and  in  making  quick  ap- 
proximate calculations. 

A  class-room  remark  of  the  late  Professor  Thomas  Gray,  which 
strongly  impressed  the  writer,  was  to  the  effect  that  there  was  a  dis- 
advantage in  the  iise  of  reckoning  machines,  diagrams,  multiplication 
tables,  and  other  such  mechanical  aids  in  computation,  in  that  the 
computer  was  likely  to  get  into  the  habit  of  writing  down  the  results 
without  noting  the  intermediate  steps,  which  made  it  very  hard  to 
trace  errors  resulting  from  an  accidental  wrong  entry  or  wrong  read- 
ing. In  the  preparation  of  the  Smithsonian  Physical  Tables,  Dr.  Gray 
said  that  much  computation  had  been  required,  but  that  compara- 
tively few  errors  had  been  found  in  the  work  after  its  publication, 
because  the  computations  had  been  carried  out  in  full  in  note-books, 
where  they  were  readily  checked. 

In  offices  where  there  is  a  great  deal  of  computation,  of  a  kind  in 
which   diagrams  may  be  used   to   advantage,   alignment  diagrams,   as 
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described   by  Mr.   Strachan,   are  undoubtedly   much  more   convenient       Mr. 
and  useful  than  those  platted  by  rectangular  co-ordinates. 

J.  O.  EcKERSLEY,*  M.  Am.  Soc.  C.  E. — The  speaker  is  of  the  opinion       Mr. 

Eckcrsl^v 

that  this  paper  has  not  made  it  entirely  clear  that  these  so-called 
nomographs  are  nothing  more  or  less  than  graphic  tables  which  have 
been  prepared  by  giving  the  variables  in  an  equation  successive  integral 
values,  for  a  considerable  range,  and  plotting  the  function  (with  proper 
units)  on  a  system  of  co-planar  lines,  approximating  the  intervening 
values  of  the  variable  by  eye,  instead  of  tabulating  them  in  the  usual 
manner.     For  example,  let  4:X  -\-  5y  =  60.     Tabulating,  we  have 


X. 

y- 

Constant. 

y- 

X. 

0 
1 

12 
11.2 
10.4 
9.6 

8.8 

60 

0 
1 
2 
3 
4 

15 
13.75 

2 

12.50 

3 

11.25 

4 

10. 

The  nomograph  is  Fig.  21,  and  the  diagram,  using  Cartesian  co- 
ordinates, is  Fig.  22. 

Fig.  21  (parallel  co-ordinates)  and  Fig.  22  (rectangular  co-ordinates) 
illustrate  the  "principle  of  duality",  that  is,  a  relation   of  lines  and 


- 

11- 

n 

10- 

10 

\t 

6^ 

'^ 

2- 

■2 

Fig.  21. 


Fig.  22. 


points  such  that  any  relation  in  the  one  gives  a  relation  in  the  other 
by  interchanging  the  words  "line"  and  "point".  For  example,  in 
Fig.  21  two  lines  determine  a  point,  F ;  and  in  Fig.  22  two  points 
(0,  12)  and  (15,  0)  determine  a  line. 

*  New    York    City. 
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Mr.  In  1884,  or  about  30  years  ago,  this  particular  system  of  tabulation 

Eckersley.  •  t         i  i      •  i  ,.         •  i  .,  ■, 

was  introduced,  and  since  then  scores  oi  writers  have  contributed  to 

it.  In  America  some  use  has  been  made  of  these  diagrams  by 
mechanical  and  electrical  engineers,  but  they  were  known  by  other 
names,  such  as  "Graphical  Arithmetic",  "Graphic  Charts",  etc.  The 
word  "nomograph",  by  itself  considered,  is  a  misnomer.  Etymologi- 
cally,  it  means  "a  written  law".  As  a  matter  of  fact,  nomographs  do 
not  give  the  laws  governing  the  function  any  more  than  a  table  of 
logarithms  gives  the  law  governing  logarithms.  Law,  in  a  mathe- 
matical sense,  is  defined  as :  The  rule  or  formula  by  which  certain 
functions  vary,  or  according  to  which  certain  changes  take  place,  for 
example : 

a;  =  e^ 

or  y  =  log.  X  =  the  logarithmic  curve. 
Then  cly  =  —  dx  is  the  law, 

dy  1 

—  ^  —  r=  tan.  cp. 

dx         X 

when  a;  ^  1,  tan.  (p  —  1  ;  that  is,  0  =  45° 
when  X  >  1,  tan.  0  <  1  ;  that  is,  0  <  45° 
when  X  <  1,  tan.  0  >  1  ;  that  is,  0  >  45° 

which  proves  that  the  curve  (Fig.  2.3)  lies  entirely  below  the  tangent  at 

X  =  1.     From  dy  =  —  dx  it  is  seen  that  when  the  number,  x.  is  srreater 

than  1,  the  logarithm  changes  more  slowl}'  than  the  number,  and 
conversely. 

Similarly,  for  the  equation, 

4  X  +  5  2/  =  60 
4  fZx  -f  5  dy  =  0 

,     ,         dx  5 

or,  by  the  law,  --—  =  —  —-  =  —  1.2o 
dy  4 

dy  4 

-^  =  —  —  =  —  0.8 
dx  5 

that  is,  the  law  gives  the  relation  at  any  arbitrary  point,  while 
in  general,  the  best  that  can  be  done  with  a  nomograph  is  to 
determine  a  difference  for  any  arbitrary  values  on  the  scales,  but 
from  the  data  obtained  there  is  no  assurance  of  what  the  difference 
would  be  on  any  other  part  of  the  scales. 

As  these  tables  depend  on  measurements,  more  than  on   anything 
else,   it  would   seem  that  "metrical  tables"   is   a  far  more  suggestive 
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Fig.  23. 


title :  and  that  the  well-known  mathematical  term,  "connector     would       Mr. 

'  ■    .        ii  Eckersley. 

be    much    more    appropriate     than 

the    word    "isopleth".      The    terms 

"metrical    tables"    and    "connector" 

suggest     relevant     and      important 

ideas,   as  names   should   always   do. 

Passing  to  their  practical  value, 
it  is  noted  that  the  method  is  ana- 
lytical, but  the  conceptions  and  rep- 
resentations are  purely  metrical, 
and  not  to  be  confused  with,  or  re- 
lated to,  grapho-statics,  the  differ- 
ence being  that  the  latter  deduces 
from    gi-aphs    results    of    the    same 

form,  by  means  of  lines  derived  systematically  from  certain  fundamental 
notions,  for  example,  the  funicular  polygon,  the  reciprocal  figures 
of  Cremona,  Maxwell,  etc.  Enough  has  been  shown  by  the  author 
to  establish  the  claim  that  these  tables  are  worthy  of  study,  but, 
unless  they  have  been  studied  and  one  has  acquired  the  ability  to 
select  the  proper  scales  and  transform  the  equations  into  such  forms 
as  permit  of  this  tabular  plotting,  it  will  be  very  much  like  one 
who  reads  poetry  and  has  to  spell  each  word;  in  other  words,  "one 
will  not  go  far";  and  it  is  inability  to  do  those  things  which  explains 
why  these  diagrams  are  not  more  popular. 

When  an  engineer  uses  a  particular  formula  (involving  several 
variables)  vei-y  frequently,  it  might  be  of  advantage  to  him  to  prepare 
a  table,  but  so  many  formulas  depend  on  two  variables  that  the 
Cartesian  presentation  is  entirely  satisfactory.  Indeed,  many  are 
so  simple  that  they  need  no  diagram,  e.  g.,  in  the  formula  for  pin 
moments,  for  which  Fig.  5  is  the  nomograph,  an  engineer  with  a 
utilitarian  bias  would  see  that  using  M  =  0.1  f  D^  instead  of 
M  =  0.098  /  D^  would  induce  an  error  of  yo  of  1%,  on  the  safe  side, 
which  is  negligible,  and  the  calculation  becomes  a  mental  exercise, 
in  many  cases.  However,  it  was  the  diversity  in  the  methods  of  presen- 
tation of  functions  of  several  variables  that  led  d'Ocagne  and  others 
to  develop  this  uniform  method,  known  as  nomography,  and  any  one 
who  wishes  to  obtain  a  comprehensive  grasp  of  the  subject  can  refer 
to  d'Ocagne's  works,  or  to  the  great  German  and  French  mathematical 
encyclopedias,  where  he  will  find  a  systematic  exposition  and  ample 
references  to  original  memoirs. 

The  author  is  to  be  congratulated  for  this  able  presentation.  The 
proofs  are  concise,  and  no  doubt  his  paper  has  brought  to  the  attention 
of  many  a  veiy  useful  and  convenient  way  of  tabulating  a  function 
of  several  variables. 
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Mr.  Paul  C.  Nugent,*  M.  Am.  Soc.  C.  E.  (by  letter). — Mr.  Strachan 

Nugent,  jjgg  covered  admirably  the  theory  of  the  nomographic  diagram.  His 
paper  is  of  especial  value  in  calling  attention  to  some  of  the  less 
familiar  forms.  Particularly  to  be  noted  are  the  diagrams  in  which 
the  natural  scales  are  used.  As  a  somewhat  different  method  of 
presentation  is  often  of  interest,  the  following  treatment  of  the  theory 
and  construction  of  a  logarithmic  nomograph,  similar  to  the  one 
representing  the  Hazen-Williams  formula,  is  here  submitted. 
The  typical  form  of  an  equation  of  this  kind  is 

K^  Q<^  =  K,  D^  X  Kh  H'' (1) 

in  which  Q,  D,  and  H  are  variables,  and  Kq,  K^,  K^,  a,  h,  and  c,  are 
constants.  A  representative  formula  is  that  of  Flamant,  which  may 
be  written 

Q  =  0.001361  d'^"  m (2) 

In  Equation  (2)  Q  is  in  cubic  feet  per  second;  D  is  the  diameter 
of  the  pipe,  in  inches;  and  H  is  the  drop,  in  feet,  of  the  hydraulic 
gradient  per  1  000  ft.  of  pipe  line. 

Referring  to  Fig.  24,  on  the  vertical  line,  E,  are  supposed  to  be  laid 
off,  from  the  point  H  downward,  the  logarithmic  values  of  E),  H". 
It  is  next  necessary  to  assume  the  distances,  x  and  y.  These,  for 
convenience,  may  be  equal.  Having  assumed  them,  draw  two  ver- 
tical lines,  D  and  Q,  as  shown.  Assuming  any  convenient  point,  Q, 
on  the  Q  line,  draw  a  straight  line,  R8,  through  this  point  and  H. 
Q  is  the  beginning  or  zero  point  of  the  Q  line,  and  D,  the  intersection 
of  R8  with  the  intermediate  vertical  previoxxsly  drawn,  is  the  corre- 
sponding point  on  the  D  line. 

To  discuss  first  the  case  where  the  Q,  D,  and  H  factors,  including 
their  constant  exponents  and  coefficients,  are  each  not  less  than  unity, 
suppose  any  straight-edge,  L^  M^,  laid  across  the  diagram  as  shown 
in  Fig.  24.  It  is  evident  that  the  Q  and  D  quantities  must  increase 
upward,  and  the  H  quantities  downward,  from  what  may  be  termed 
the  "zero  line",  RS.  Consequently,  in  the  assumed  case  (all  factors 
not  less  than  unity  and  therefore  all  logarithms  plus)  L^  M^  will 
intersect  RS  to  the  right  of  the  D  line,  and  will  cut  the  three  verticals 
in  the  points,  Q^,  D^,  and  H^. 

From  the  figure, 


y  y 


from  which 


QQ^=^  HH.  +  ^-^^^^^DD, (3) 

y  y 

Now,   suppose   that  the  scale  to  which   the   Q   quantities   are  laid 
off  is  «,,,  and  n^  times  the  scales  for  the  H  and  D  quantities.     That 
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is,  the  actual  space,  say  in  inches,  on  the  Q  scale  which  corresponds     Mr. 
to   the   logarithm   of   any  number  as   5,   will  be  n/,   times  the   actual  ^'^^®°*- 
corresponding  space  on  the  H  scale.    From  an  inspection  of  Equations 
(1)    and    (3)    it   is    evident   that,    if   the    nomograph    is    to    represent 

X  '7'     I     1/ 

the  typical  Equation  (1)  ,  n,^  and  «,,,  respectively,  must  equal     and  ' -. 

Any  convenient  scale  having  been  selected  for  the  H  line,  the  Q  and 
D  scales  may  now  be  determined. 

The   distances   along   any    vertical,   as   the   D   line,    from   a    point 
marked   with   a   certain   value   of   D   to   a   value   ten   times    as   great. 


Fig.  24. 

will  be  constant.  These  distances  may  be  called  the  "secondary  unit 
lengths"  and  denoted  by  L'g,  L' ^,  L\.  The  "unit  lengths",  that  is, 
the  lengths  corresponding  to  the  logarithm  of  10  (unity)  are  sym- 
bolized by  Lq,  L^,  and  Lft. 

The  additional  details  of  the  construction  may  perhaps  be  best 
illustrated  by  the  application  of  the  theory  to  Equation  (2)  and  its 
nomograph.  Fig.  25.  As  shown  in  this  figure,  x  and  y  are  each 
assumed  as  1.25  in.     Consequently,  n^  =  1  and  n^  =  2. 

In  the  formula,  D  occurs  as  0.001.361  D'^  and  H  as  BJ .  Q  is 
found  simply  as  Q.    The  scale  assumed  for  the  H  line  is  3  in.  =  unity. 
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Mr  4 

Nugent.  Therefore,  i',,  =       X  3  =  1.71  in.     Similarly,  L\  =  3.00  in.  and 

L'^  =  4.07   in.     The   spaces,  L\   and  L\,  are  laid  off  up   and  down 
the  Q  and  //  lines  from  the  zero  line,  R8, 

Turning  to  the  D  line,  we  note  that  where  it  is  intersected  by  BS, 
the  value  written  for  D,  (D^)  must  be  such  that 

log.  (0.001361  D^r)  =  0 
from  which,  D^  =  11.38. 

As    shown    above,    the    D    scale    is    one-half    the    H    scale,    and 

consequently  i,,  =  —  X  3  =  1.50  in.     To  get  back  to  the  point  marked 

10  on  the  D  line,  we  have 

[log.  (0.001361  X  11.3SV)  —  log.  (0.001361  X  lo¥)]  X  1.50  in. 

=  0.23  in. 

This    locates    the    10    point    on    the    D    line    from    which    the   spaces, 
L'^  =  4.07  in.,  are  laid  off  up  and  down  the  line. 

If  a  F  line  is  desired,  we  may  transform  Equation  (2)  by  writing 
AV  for  Q,  obtaining  finally 

V  =  0.24:95  By  Hr 

and,  proceeding  as  above,  construct  a  diagram  based  on  the  D,  H,  and 
V  lines.     More  simply,  however,  we  may  write 

Q  =  AV  =  -r^T-T^,  V  =  0.005454  D^  F (4) 

4  X  144  ^ 

Assuming  the  V  line  z  inches  to  the  right  of  the  D  line,  just  as 

above,  and^considering  the  Q,  D,  and  F  lines,  n^  =       and  n^  ^  -. 

Q  is  involved  in  Equation   (4)  just  as  in  Equation  (2),  and  we  may, 

therefore,  assume  the  plotted  Q  line  as  a  basis  for  the  F  construction. 

The   coefficients,  K^,   etc.,   in  the  general  Equation    (1)    do  not  enter 

into    the    determination    of    the    secondary    unit    lengths.      These    are 

matters   of   the   exponents,    and,   having   determined   Lg,   U ^   =   &  L^. 

Thus,  considering  the  Q,  D,  aaid  F  lines, 

L„ 
L'    =  b  L^,  =  h — ,  from  which 

^  ''  (a;  +  z) 


(5) 


Using  the  values  above  given,  from  Equation  (5),  z  =  2.64  in. 
Note  that  what  has  been  done  involves  the  assumption  of  a  new  Lg 
for  the  D  line.  Since  the  unit  lengths  have  not  been  shown  on  the 
diagram,  no  confusion  will  be  caused  thereby. 
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Mr. 
Nugent. 
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Mr.  The  determination  of  the  value,  D^,  to  be  written  at  the  zero  point 

ugret..  ^£  ^j^^  2)  \iuQ,  has  involved  both  the  coefficient  and  exponent  of  the  D 

factor  in  Equation  (2).     The  general  condition  to  be  satisfied  here  is 

log.  Ka  +  H\og.  D,)  =0 (6) 


.L=  6.33  in. 


r////////  /  /  /  /    InJnn/nnlnnliil  i  I 


Fig.  26. 
From  Equation  (4),  6  =  2,  and  we  have  already  found  that  D^  =  11.38. 
Making  these  substitutions  in  Equation  (6),  we  obtain  K^  =  0.007729. 
It  now  becomes  necessary  to  write  Equation  (4)  in  such  a  way 
that  this  special  value  of  E^  appears  as  the  coefficient  of  D-.  Equation 
(4),  therefore,  is  transformed  to 

Q  =  0.007729  D-  X  0.7057  V (7) 
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Mr. 

Nugent. 


Pig.  27. 


Fig.  28. 


Fig.  29. 
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X >< y- 
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Fig.  30. 
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-M 


Fig.  31. 


Fig.  32. 
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Mr. 

Nugent. 


We  next  have  I',j(=  L'J 


from    which,   with    the    foregoing 


values,  L'y  =  6.33  in.  The  value  to  be  written  at  the  intersection  of  the 
R8  and  V  lines  and  the  distance  from  this  intersection  to  the  end  of  the 
nearest  L'„  space  are  determined  as  with  the  D  line.  V^  is  found 
to  equal  1.417,  and  the  distance  up  to  the  point  marked  I  is  0.96  in. 
From  this  point  the  L'^  spaces  are  laid  off  upward  and  downward. 
Less  than  two  such  spaces  are  needed  in  the  present  diagram. 

For  subdividing  the  spaces,  L'q,  L'^t,  etc.,  the  construction  shown 
in  Fig.  26  may  conveniently  be  used.  A  right  triangle  is  drawn  with 
a  base  of  any  convenient  length  and  an  altitude  equal  to  the  longest 
of  these  spaces,  in  the  present  case  L\.  On  the  hypotenuse  are  chosen 
points  at  distances  from  the  base  equal  to  the  various  lengths  to  be 
subdivided  and  also  to  the  unit  length  of  an  ordinary  slide-rule.  Lines 
are  drawn  from  these  points  perpendicular  to  the  base,  and  the  line 
corresponding  to  the  slide-rule  is  divided  as  on  that  instrument.  A 
series  of  lines  through  these  points  of  division  and  the  vertex  of  the 
triangle  will  subdivide  the  other  lines  proportionately.  The  subdivi- 
sions are  finally  transferred  to  the  nomograph. 

To  consider  the  case  where  one  or  more  of  the  various  factors  are 
less  than  unity.  Figs.  27  to  35  show  the  nine  possible  positions  of  the 
straight-edge,  or  isopleth,  L  M.  With  each  scale  (Q,  D,  H,  or  V) 
increasing  in  the  same  direction  both  below  and  above  the  line,  R8, 
the  numerical  value  of  the  logarithm  of  any  quantity  read  off  on 
the  diagram  is  always  proportional  to  the  distance  between  the  point 
read  and  the  RS  line.  In  the  general  Equation  (1),  in  solving  for 
the  Q  factor,  if  its  logarithm  is  plus  and  the  logarithms  of  the  other 
two  factors  are  one  plus  and  the  other  minus,  the  logarithm  of  the  Q 
factor  will  be  numerically  equal  to 
the  difference  between  the  other 
two.  This  corresponds  to  Figs.  27, 
31,  32,  and  35.  The  same  thing  is 
true  if  the  logarithm  of  the  Q 
factor  is  minus  and  the  other  two 
logarithms  are  one  plus  and  the 
other  minus.  This  corresponds  to 
Figs.  28,  29,  30,  and  33.  If  all 
the  logarithms  are  negative,  the 
logarithm  of  the  Q  factor  is  nu- 
merically equal  to  the  sum  of  the 
other  two;  this  corresponds  to 
Fig.  34.  This  last  case  is  entirely 
similar  to  that  already  discussed, 
where  all  the  logarithms  are  posi-  fig 
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tive.   Cases  where  one  or  more  of  the  logarithmic  factors  become  equal      Mr. 
to  zero,  may  be  treated  as  special  cases  under  some  of  those  previously    "^*^°  " 
mentioned. 

To  justify  the  diagram  for  the  cases  shown  in  Figs.  27  to  33  and  35, 
it  is  necessary  to  show  for  each  only  that 
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Fig.  34. 
With  Figs.  27  and  33  we  may  write 


Fig.  35. 


from  which,       QQ^ 


y 


y 


HH^ 


{x  +  y) 
y 


DD,  =  n^  HH,  -  n,  DD„ 


and  with  Figs.  28  to  32  and  35, 


QQi  +  HH,  _  (QQ,  +  JDD,)  (DP,  +  HH,) 

^r-         l^  -t-  ?/;  —  o  ^  "T-  o  i/i 


(x  +  v^ 
from  which,  QQi  =  ^^  DD, 


HH,  =  n,  DD,  -  n,  HH,. 


y  y 

W.  M.  Eliot,*  Jun.  Am.  See.  C.  E.  (by  letter).— The  author  has  Mr. 
opened  a  new  field  to  those  engineers  who  hitherto  have  been  unac-  '°  " 
quainted  with  this  method  of  platting.  As  a  general  rule,  any  formula 
can  be  solved  with  nomographs  by  the  elimination  of  one  variable  at 
a  time.  In  an  equation  with  several  independent  variables,  however, 
it  happens,  frequently,  that  results  are  wanted  for  a  few  values  only 
of  one  or  more  of  them.  The  solution  of  the  formula  by  using  a  nomo- 
graph can  be  made  much  simpler  in  this  case  by  platting  the  few 
values  required  on  the  same  graph. 

As  an  illustration,  in  a  recent  issue  of  a  technical  publicationf 
there  appeared  the  following  formula  for  the  approximate  number  of 
rivets  required  in  an  eccentric  connection  (Fig.  36)  : 


=  si- 


K  (6  i  +  w.  d) 


*  Dallas,   Tex. 

t  Engineering  News,  October  29th,  1914,  p.  868. 


Mr. 
Eliot. 
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n  =  number  of  horizontal  rows  of  i,        i 

rivets; 
m  =  number    of    vertical    rows    of 

rivets; 
p  =  vertical  rivet  spacing; 
d  =  horizontal  rivet  spacing; 
L  =  eccentricity  of  load,  TF; 


K  ^  ratio  of  load  to  the  allowable  rivet  stress 


Fig.  36. 

^' 

For  ordinary  detailing,  values  of  m  ^  1,  2,  3,  or  4,  and  p  =  2^  or 
3  in.,  will  be  sufficient  to  cover  most  cases. 
The  formula  will  be  divided  into  two  parts: 

6  L  +  m  d 


m  p 


id  n  =  sj  K  U. 


A  nomograph  will  be  made  first  for  the  solution  of   U,  and  then 

one  for  n. 

6  L-\-  •2d 
TJ  =  — ^  .  ,  ^. — .  when  m  ^=  2.  and  p  =  2^ 
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On  the  base  line   (Fig.  37),  AB  =  ^  AC.     The  scale  for  m  =  2. 


Other  values  of  U 


lines  for 


p  =  21,  is  five-eighths  of  that  used  for  L  and  d 
are  similarly  platted. 

Scales  U,  K,  and  n,  are  platted  logarithmically  (Fig.  38) 
TJ  and  K  being  equidistant  from  n. 

Given  ^  =  9i,  L  =  IS  in.,  m  =  4,  p  ^  3,  and  c?  =  3,  to  find  n.  On 
Fig.  37,  place  a  straight-edge  on  18  in.  {L)  at  the  left  and  on  3  in.  id) 
at  the  right ;  read  10.0  ( JJ)  on  the  line,  m  ^  4,  right  side  p  ^  3  in.  On 
Fig.  38,  place  a  straight-edge  on  10.0  {U)  at  the  left,  and  on  9^  {K)  at 
the  right;  read  9.7  (n).  Use  four  vertical  rows  of  rivets,  ten  in  each 
row.  By  this  method,  an  expression  containing  six  variables  is  solved 
for  certain  values  with  two  nomographs. 

One  of  the  main  advantages  of  the 
nomograph  is  the  few  lines  required  to 
represent  a  formula.  On  this  account, 
several  results  may  often  be  shown  on  the 
same  plat.  The  stresses  in  a  roof  truss 
(Fig.  39)  of  any  slope  and  panel  loading 
may  be  ascertained  by  the  same  general 
method  as  that  used  by  the  author  for 
stresses  in  pins.  As  it  is  impracticable 
to  use  a  separate  graph  for  each  member, 
they  have  been  combined  as  shown  in 
Fig.  40,  two  scales  being  used  to  give 
greater  accuracy  in  the  results.  The 
stress  in  m  1  for  a  panel  load  of  2  000  lb., 
bevel  of  top  chord  6  in  12,  is  14  000  lb. 

Other  simple  types  of  trusses  have  been  similarly  platted  by  the 
wTiter,  but  are  not  reproduced  here,   as  the  method  is  the  same  for 
all.     By  the  use  of  these  graphs,  and  diagrams  of  angles  platted  for 
strength  in  compression  for  differ- 
ent lengths,  and  for  tension  values 
with  the  proper  size   and   number 
of  holes  deducted,  it  takes  only  a 
few     minutes     to     ascertain     the 
make-up    of    a    roof   truss    for    an 
ordinary    mill    building.      An    ex- 
cess   vertical    load    is    assumed    to 
take  care  of  wind  stresses,  but  this 
need    not    be    the    same    for    all 
members. 

The  writer  does  not  believe  the  author's  chart  for  reinforced  con- 
crete beams  will  be  used  to  any  extent  by  engineers,  as  the  diagrams* 


Mr. 
Eliot. 
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•  Transactions,  Am.  Soc.  C.  E.,  VoL  LVI,  p.  360. 
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Mr.    by  Arthur  W,  French,  JVT.  Am.  Soc.  C.  E.,  cover  the  same  ground  in 

^^  ■  a  simple  manner,  and  are  now  in  general  use.     The  two  nomographs 

which  follow,  though  only  for  stresses  of  650  and  16  000  lb.  per  sq.  in. 


[—24 

25 

1—28 


CHART  FOR 
STRESSES  IN  FINK  TRUSS 


-34 


—36 


Fig.  40. 


on  the  concrete  and  steel,  respectively,  give  more  direct  results  than 
the  one  proposed  by  the  author.  The  diagram,  Fig.  41,  gives  the 
size  of  beam  and  area  of  steel  required  to  resist  a  given  moment,  when 
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the  concrete  and  steel  are  each  stressed  to  the  working  limit.     For  the   Mr. 
case  shown,  a  moment  of  428  000  in-lb.  requires  a  beam  10  by  20  in. 
(effective  depth),  and  an  area  of  steel  =  1.54  sq.  in. 

Often   the   size   of  beam   is   fixed,   and   it  is   desired  to   know  the 
quantity   of   steel   required   for    a   given   resisting   moment.      This    is 


—2400 


—2600 


4      0) 


3  < 


CHART  FOR 

REINFORCED   CONCRETE   BEAMS, 

RESISTING   MOMENTS  EQUAL. 


Fig.  41. 


given  by  the  nomograph,  Fig.  42;  the  resisting  moment  is  determined 
by  the  steel  being  stressed  to  the  working  limit  for  values  of  p  less 
than  0.0077,  and  by  the  concrete  for  values  of  p  greater  than  0.0077. 
Given  a  beam,  10  by  20  in.   (effective  depth)   to  resist  a  moment  of 
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Mr.    350  000  in-lb. :    Place  a.  straight-edge  on   the  moment   35  000  lb.    (for 

^""'*-  1   in.   in  width)    and   on  (i  =  20;   read  p  =  0.0062.     Area  of  steel 

required  =  p   h  d  =  1.24  sq.   in.     One  designing  many  beams   can 

well  afford  to  make  similar  nomographs  for  the  stresses  he  uses,   as 

little  time  is  required. 


/(. —     650  lb.  per  sq.  in. 
/s  =  16  000  lb.  persq.  in. 

M=15 

b  =  l  in. 


CHART  FOR 
REINFORCED   CONCRETE   BEAMS, 
RESISTING   MOMENTS  UNEQUAL. 


Fig.  42. 


30— 


The  diagram,  Fig.  43,  gives  the  dimensions  of  a  yellow  pine  beam 
directly,  when  the  moment  is  known.  If  the  total  uniform  load  and 
span  are  given,  two  isopleths  are  required  to  ascertain  the  size  of 
beam.  In  the  example  shown,  a  load  of  19  000  lb.  on  a  span  of  20  ft, 
requires  a  beam  10  by  16  in.  (actual  size  9^  by  15i  in.).  The  moment 
itself  need  not  be  read. 
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The  pitch  of  rivets  connecting  the  web  and  flange  of  a  plate  girder   Mr. 
(see  Fig.  44)  is  given  approximately  by  the  formula :  ^^  ' 

Bh 


or, 


P          F' 

10  i?       10  i? 

h      ~     V     ~ 

Q- 

1200 


Fig.   43. 


The  isopleths  joining  p  and  h  and  R  and  V,  intersect  on  the  diago- 
nal line  for  Q  connecting  the  ends  of  the  scales.  Thus  the  pitch 
is  2.8  in.  for  a  vertical  shear  of  200  000  lb.  on  a  girder  having  an 
effective  depth  of  70  in.,  with  a  rivet  value  of  8  000  lb.    As  this  formula 
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Mr.   gives  a  pitch  that  is  a  little  low,  correction  can  be  made  to  some  extent 
'*^  ■  by  using  the  total  for  the  effective  depth  of  the  girder.    As  the  values 
of  Q  are  not  platted,  nomographs  for  equations  of  this  type  are  easily 
made. 


This   method  can   be   applied   in   the  same   way   to   more   complex 
formulas,  such  as  that  for  the  deflection  of  beams  (Fig.  45). 

5  W  L^ 


A  = 


384  E  T 


384  X  58  000  A 

IT 
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100  1 


Q. 
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when  E  =  29  000  000  for  steel; 
//  =  deflection; 
L  =  span; 

W  =  total  uniform  load ; 
I  —  moment  of  inertia. 


Mr. 

Eliot. 


Deflection,  in  inches,  for  uniform  load. 

—    CD      co\o<NTii!r>c«o6q'«; 

■    *  r^      ..h'      rt'      rt"      -h"      in      W      iM 

20  \  \  Deflection,  in  inches,  for  center  load. 

\ 

40  \         \ 

\  £=29000  000 

60  "^' 


Length  of  beam,  in  feet. 

CHART  FOR   DEFLECTION    OF  STEEL  BEAMS. 
Fig.  45. 


The  cubes  of  L  are  used,  and  the  beams  are  written  at  their  re- 
spective moments  of  inertia  when  the  members  are  platted.  The 
deflections  for  a  concentrated  center  load  are  similarly  shown.  A 
20-in.  I-beam  of  65  lb.  per  ft.,  with  a  total  uniform  load  of  50  000  lb. 
on  a  span  of  25  ft.,  has  a  deflection  of  0.52  in. 
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Mr. 
Eliot. 


Mr. 
Green. 


The  writer,  in  presenting  these  nomographic  solutions  for  formulas 
used  in  structural  engineering,  has  not  given  the  details  of  con- 
struction in  each  case,  as  the  method  will  be  apparent  to  any  one 
who  has  read  the  paper.  The  alignment  diagram  is  very  useful  in 
this  field,  even  though  many  of  the  formulas  are  readily  solved  by 
direct  computation.  It  would  seem  that  this  method  would  be  of 
greatest  value,  however,  in  hydraulic  and  experimental  work,  where 
fractional  exponents  frequently  occur. 

The  author  has  ably  presented  this  method  of  solving  formulas. 
The  system  has  heretofore  been  used  to  some  extent,  but  its  principles 
have  not  been  generally  understood. 

F.  W.  Green,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter).— As  the 
autlior's  presentation  of  this  subject  seems  to  the  writer  to  leave  rather 
too  much  for  the  reader  to  demonstrate  for  himself,  the  following  dis- 
cussion will  be  addressed  to  clearness  of  presentation  rather  than  to  the 
addition  of  anything  new. 

Assume  an  expression  of  the  form. 

Using  logarithms, 

log.  A  -\-  p  log.  X  =  log.  B  4-  q  log.  y  +  r  log.  z  +  log.   C, 
in  which  A,  J5,  and  C  are  constants,  a;,  ?/,  aud  z  are  variables,  and^>,  q. 
and  r  are  exponents. 

Dropping  the  constants  for  the  time  being, 

p  log.  X  =  q  log.  y  -\-  r  log.  z (1) 

which  will  be  considered  as  the  equation  for  which  a  nomograph  is  to  be 
constructed. 

In  Fig.  46,  y,  x,  and  z  are  three  parallel  lines  the  scales  of  which 
are  arranged  so  as  to  satisfy  the  required  equation.  The  line,  A  B,  is 
an  isopleth.  The  arrangement  of  the  three  parallel  scales  in  such  a  way 
as  to  solve  such  an  equation  is  called  a 
nomograph. 

From  geometry,  fk  :  a  '.'.  z  :  a  -\-  h^ 
a 


A-i 


whence 

and,  similarly, 

whence, 

therefore. 


kl  :  y  '.:  b  :  a  -\-  b, 

b 
kl  =  — —7  y. 


a  -\-  b 
lUfk  +  kl 
a 

X 


X, 


Fig.  46. 


y- 


(2) 


a  +  b 

Equation  (2)  shows  the  relation  of  the  scales  of  values  for  the  vari- 
ables, which  is  required  in  order  to  satisfy  the  given  equation. 

•  stamps,  Ark. 
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The  expression  assumed  was.  Mr. 

Green. 

whereas  Equation  (2),  in  the  right-hand  member,  involves  addition 
instead  of  multiplication.  Therefore,  logarithms  must  be  used  in 
order  to  make  Equation  (2)  applicable,  thus, 

log.  A  -]-  p  log.  X  =  log.  B  -\-  q  log.  y  -\-  log.  C  -\-  r  log.  z, 
which,  after  dropping  the  constants,  becomes, 

p  log.  X  ^  q  log.  y  -{-  r  log.  z 
which  is  Equation  (1). 

Comparing  Equations  (1)  and  (2)  sliows  that  it  is  necessary  to 
devise  a  method  of  converting  the  coefficients  of  z  and  y,  respectively, 
in  Equation  (2)  to  those  in  Equation  (1).  Therefore,  a  modulus  is 
used,  thus: 

loij.  z  m,  =  ?•  loff.  z, 

a  -^  b     ^         ^  " 

a  +  b 

whence,  m,  =  r .  . .  .  , (S) 

a  ^  ■^ 

r  log.  y  ■/)(„  =  q  losr.  y 

a  +  b 
whence,  m.^  =  q  — - — (4) 

Dividing  Equation  (3)  by  Equation  (4), 

m^    '_  r  (a  +  b)         q  {((  +  b)         b  r 
m.y  a  '  b  a  q 

By  inspection  of  Equation  (5)  it  is  seen  that  m^^  and  m.^  vary  as 
-a  and  6,  respectively  ;  or  '.;J,  ;     ; 

a  q  m^  =^  h  r  m.,. 

Particular  attention  is  called  to  this,  which  is  the  fundamental 
principle  of  the  nomograph.  The  condition,  a  q  m^  =  h  r  m^,  must 
be  satisfied  in  every  case,  or  any  assumed  isopleth  fails  to  solve  the 
given  equation.  If  any  changes  occur,  either  in  a  or  h,  the  corre- 
sponding changes  must  be  made  in  the  other  factors.  Until  the  reader 
has  a  clear  conception  of  this  he  cannot  make  further  satisfactory 
progress. 

To  illustrate  this  principle,  one  example  will  be  worked  out  in  detail. 
The  author  refers  to  a  modification  of  the  Williams-Hazen  formula  as 

V  =  0.0790  cZO*^^/*'^-^*. 
For  convenience  in  applying  the  formula,  this  will  be  written, 

.r  =  0.0796  y^-^^  z"^* (6) 

Using  logarithms, 

log.  X  =  log.  0.0796  -f  0.63  log.  y  +  0.54  log.  z 
log.  X  —  log.  0.0796  =  0.63  log.  y  +  0.54  log.  z. 
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Mr. 
Green. 


a  and  h  may  be  assumed  as  having  any  arbitrary  value  vphatever.  In 
this  case,  the  exponents  will  be  used  for  such  arbitrary  values,  and  it 
will  be  assumed  that  a  =  63  and  &  =  54. 

Then,  from  Equation  (2), 

63  o4 

log.  X  —  log.  0.0796  =  — —  log.  z  +  -—  log.  y. 


Substituting  in  Equation  (5)  and  solving  for  — ^, 


h  r 
a  q 


0.54  X  54 
0.63  X  63 


29.16 
39.69 


Draw  three  parallel  lines  for  the    x,  y,  and  z   scales,    respectively, 

If  the  hifrhest 


63 


with  the  distance  from  y  to  x  =^  of  that  from  y  to  z 

117 

values  desired  are  for  y  =  60,  and  z  =  100,  an  isopleth  may  be  drawn 
across  these  scales  near  the  top  (as  the  line,  AB,  in  Fig.  46),  and 
the  intersection  with  y  marked  60  and  that  with  z  marked  100.  Sub- 
stituting these  values  in  Equation  (6)  and  solving  for  x,  gives 
X  =  12.62,  which  value  is  marked  on  the  x  scale,  similarly. 

Next  make  a  table  (Table  1)  in  order  to  obtain  values  for  plotting 
the  various  scales, 

TABLE  1. 


y 

(I) 

log.  y 

(2) 

Wo  log.  y 
=  1.361  log.  2/ 

(3) 

z 
(4) 

log.  s 
(5) 

nil  log.  z 
=  1  log.  z 

(6) 

X 

(7) 

log.  a; 
(8) 

60 
50 
40 
30 
20 

1.778 
1.699 
1.603 
1.477 
1.301 
1.000 
0.954 
0.903 
0.845 
0.778 
0.699 
0.602 
0.477 
0.301 
0.000 

2.420 
2.312 
2.180 
2.008 
1.770 
1.361 
1.298 
1.228 
1.150 
1.058 
0.952 
0.820 
0.649 
0.410 
0.000 

100 
90 
80 
70 
60 
50 
40 
30 
20 
10 
9 
etc. 

2.000 
1.954 
1.903 
1.845 
1.778 
1.699 
1.602 
1.477 
1.301 
1.000 
0.954 
etc. 

2.000 
1.954 
1.903 
1.845 
1.778 
1.699 
1.602 
1.477 
1.301 
1.000 
0.954 
etc. 

12.62 
12.00 
11.00 
10.00 
9.00 
etc. 

1.101 
1.079 
1.C41 
1.000 
0.954 
etc. 

8 

7 

6 

5 

4 

3 

2 

1 

1 

0.000 

0.000 

1.00 

0.000 

Using  any  convenient  scale  (as  the  20th)  plot  the  values  of  y 
from  the  items  in  Column  (3),  and,  similarly,  with  the  same  scale, 
plot  the  values  of  z  from  the  items  in  Column  (6). 

Using  the  same  scale,  the  values  of  log.  x  —  log.  0.0796  are 
plotted  as  follows : 

log.  12.62  =  1.101 

log.     0.0796  =  2.901  =  —  2  +  0.901  ==  —  1.099 

log.  12.62  —  log.  0.0796  =  1.101  —  (—  1.099)  =  2.200 
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The  point  on  the  x  scale  where  log.  x  —  log.  0.0796  =  1  is,  there-    Mr. 
fore,  2.200  units  below  the  isopleth  intersecting  the  x  scale  at  a  value 
for  X  =  12.62 ;  but,   as  it  is  necessary  to  plot  values  of  x,  and  not 


values  of 


the  point    must   be    found    which   indicates   a;    =    1. 


0.0796' 

Accordingly,  the  value  of  log.  0.0796  is  subtracted  by  adding  1.099  to 
the  point  (2.200  units  below  the  value  of  a;  =  12.62)  where  log.  x  — 
log.  0.0796  =  1.  Marking  this  latter  point  1,  the  values  are  scaled 
from  the  items  in  Column  (8). 


60 

12.62 

100 

50 

12 
11 

8 

:"         ; 

90~ 

80 

40 

_ 

- 

70 

7 

- 

60 

6 

- 

50 

30 

5 
4 

40 
30 

20 

n 

3 

2 

cond 

20 

% 

03 

s 

10 
9 

8 

•  a 
-  .5 

1 

Feet  per 

10  Si 

9  i, 

7 

-  "^ 

6  g 

6 

■  S 

a 

5  a 

5 

-  2 

? 

*'^' 

4 

3 
"  S 

locity 

3   d 

1 

3 

- 

^ 

2 

2 

" 

CHART 
OF  THE  FORMULA 
w  =  0.0796d'^-«'^"-^ 

1 

1 

- 

F^G.   47. 

In  any  case,  the  numerical  coefficients  of  any  of  the  variables  may 
be  treated  in  a  similar  way.  The  method  of  working  with  exponents 
has  already  been  developed  quite  fully.  Fig.  47  is  the  chart  made  from 
the  foregoing  description. 

E.  C.  Strachan,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  discussion  has 
brought  out  a  number  of  interesting  points,  among  which  may  be 
mentioned  the  demonstration  by  Mr.  Nugent  of  the  fact,  suggested 
but  not  enlarged  upon  in  the  paper,  that  some  formulas  may  be  charted 


Mr. 
Strachan. 


Richmond  Hill,  N.  Y. 


1406    DISCUSSION  ON  NOMOGRAPHIC   SOLUTIONS  FOR  FORMULAS 

Mr.       in  more  than  one  way.     This  is  a  distinct  advantage,  as  it  enables  one 
trac  an.  ^^  choose  the  form  best  adapted  to  his  purposes, 

Mr.   Eliot  has  well  sho-wai  how  the  use  of  natural  scales  may  be 
extended  to   several  formulas   in   addition   to   those   similarly  charted 


1        0 


Fio.  48. 


in  the  paper.  In  reference  to  this  the  writer  would  emphasize  the 
fact  that  the  nomograph  is  a  generalization  which  includes  the  many 
forms  of  the  slide-rule  as  particular  cases.  The  slide-rule  is  essentially 
an   instrument   designed   for   adding   logarithms   graphically;    and    ita- 
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parallel  scales  are  in  such  relative  positions  that  all  isopleths — placed       Mr. 
with  the  runner — are  perpendicular  to  them. 

The  broader  principle,  however,  enables  one  to  use  either  logarith- 
mic or  natural  scales,  and  to  perform  all  arithmetical  operations 
graphically.  Scales  may  be  laid  down  either  on  straight  lines  or 
curves,  and  they  need  not  be  parallel. 

The  result  of  any  one  of  the  many  problems  which  are  daily  solved 
with  the  aid  of  the  slide-rule,  as  well  as  the  results  of  others  not 
adapted  to  this  means  of  solution,  may  be  read  with  sufficient  precision 
from  a  properly  constructed  chart. 

Fig.  48,  for  the  solution  of  an  expression  in  the  run-off  formula 
proposed  by  C.  B.  Buerger,  M.  Am.  Soc.  C.  E.,*  illustrates  the  use 
of  a  curved  scale.  The  isopleth  as  drawn  gives  the  value  of  g  =  3.0 
when  N  =  0.17  and  P  =  3.4. 

The  method  of  obtaining  the  curve  for  the  q  scale  applies  to  all 
expressions  of  the  form : 

x"  -f  Nx""  -\-  P  =  0. 

Mr.  Hazen  remarks  that  much  of  the  ease  of  application  of  the 
nomograph  is  lost  when  more  than  three  variables  enter  the  equation. 
This  is  true;  but  a  more  important  consideration  is  the  ease  of  obtain- 
ing solutions,  in  a  given  case,  with  the  nomograph,  as  compared  with 
other  methods. 

Fig.  49,  designed  by  the  writer,  contains  seven  variables,  and  with 
it,  by  following  the  directions  given,  one  may  find  the  required  size 
of  wire  conductor  in  an  alternating-current  system  when  the  "line 
drop"  is  limited  to  a  given  percentage.  The  usual  and  accepted  solu- 
tion of  this  problem  is  by  trial  and  error;  which  means  that  the  better 
the  guess  the  computer  makes,  the  more  rapidly  will  he  obtain  the 
answer.  So  far  as  the  writer  is  informed,  none  of  the  many  other 
diagrams  invented  for  solving  this  problem  does  more  than  furnish  a 
factor  which  must  then  be  used  in  a  numerical  computation. 

Mr.  Eckersley  objects  to  the  words  "nomograph"  and  "nomography" 
as  misnomers,  on  the  ground  that  the  chart  is  not  a  "written  law". 
Though  this  has  nothing  to  do  with  the  value  of  the  charts,  and  though 
the  writer  is  not  in  any  way  responsible  for  the  name  of  the  science, 
it  is  his  opinion  that  the  word  "nomography"  is  the  most  appropriate 
one  that  could  have  been  selected. 

A  mathematical  law  may  be  written  in  more  than  one  way,  as  a 
statute  law  may  be  written  in  more  than  one  language.  With  one 
object  in  view,  the  law  is  written  as  the  graph  or  locus,  and  these 
words  are  perfectly  well  understood  to  refer  to  a  certain  method  of 
representation.  No  exposition  of  the  elementary  principles  of 
analytical  geometry  is  required  to  make  this  clear. 

•  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXVIII,  p.  1139. 
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Mr.  When,  with  a  distinctly  different  object  in  view,  a  new  method  of 

°'  writing  the  law  of  the  equation  was  invented,  it  was  eminently  proper 

that  a  distinctive  yet  descriptive  word  should  be  used  in  referring  to  it. 


Power  required  at  Load  in  kilowatts  per  phase 


Ohmic  Reeistanee.  R 


I 1      I     '    I   '  I  '  Ml'|i|i|  I  iM|ii"|iiii|i"i||i    I   I   I  I  |i|i|i|  I  '  '  I  IMIIl|illMMn| 

o         o      o    o   o  o  ooo  o  \      o     o    o  p  oooo  o         o 

Distance  of  Transmission.'  in  feet  (one  wire) 


Line  B 


-1.05 
-1.00 
-0.95 
-0.90 
-0.85 
-0.80  ~ 


15*  4  .i" 
0^> 


-0.70 
-0.6.> 
-0.60 
-0.55 
-0.50 


0.50- 
0.65- 
0.60- 
0.65- 
0.70- 
0.75- 
0.80"= 
0.85- 


C    Line  C 


o  6» 


Power  fattor,  p 

o    o  o  cbioo 


o   o  o  i  o 

'I'V 


CHARTS  FOR  ALTERNATING-CURRENT    WIRING 

APPLYING  TO 
SINGLE-PHASE  AND    TWO-PHASE,  FOUR-WIRE, 
LOW-POTENTIAL  SYSTEMS 
Wires  in  Conduit  (Minimum  Inductance) 
Based  on  the  Formula 

/)=  |l00[(p-l-iJ)--f3*J  '^[-lOO 


88  8 ',8 
ilJ  "\T 


Voltage,  E,  lat  load 


Size  of  CoppfrW?rt°^'|  ^fj^^^.'ff^Z'^^A'lZ..^   U,i 
Circ.  Mils  8    S  8  S        S 


i>  =  Total  Line  Drop  in  per  cent  of  the  voltage  at  Load 

p=  Power  factor 

3=  Inductance  factor 

iv=Ohmic  Resistance  of  conductor  due  to  10.8  ohms  per  mil.  ft. 

EXAMPLE: 

Distance;  225  feet,  Two-Phase,  four-wire  System 
Power  to  be  delivered :  20  h.p.  -f-  SOJ  overload 

=  11  kw.  per  phase  at  220  volts 
Limit  of  drop:  2K< 
Power  factor  of  motor:  0.8 
o8  What  size  of  conductor  is  required? 

ooSS  -.SOLUTION: 

I'  '  ii  \>  [■  [■[  ['iJ    V  I*  1  I  II  M     ^^'  ^^  Bmall  chart  produce  line  from  O.SO  on  p  scale  through  2^^ 
?     8S8        888  88  88  and  read  ;)+iJ=  0.836  ..«=  0.035 

2d  On  large  chart  produce  line  from  11  kw.  through  0.035  on  R 

scale  to  intersection,  a,  on  Line  A 
3d  Produce  line  from  2*26  feet  through  a  to  intersection  b  on 

Line  B 
4th  On  line  through  b  on  0.80  on  p  scale  mark  Intereeclon,  e, 

on  tine  C 
5th  Produce  line  from  c  through  220  Tolts  and  read  40  000  Circ, 

Mils,  or  No.  4  wire  required. 
To  find  the  line  drop  for  a  given  wire,  proceed  in  the  reverse  order 


8  g8S888 


Fig.  49 

The  terms  "graphical  arithmetic",  "graphic  chart",  and  "metrical 
table"  seem  crude  when  compared  with  the  word  selected  by  the  able 
originator  of  the  method. 
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THE  LOCK  12  DEVELOPMENT 

OF  THE  ALABAMA  POWER  COMPANY, 

COOSA  RIVER,  ALABAMA* 

By  E.  L.  Sayers  and  A.  C.  Polk,  Members,  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  James  H.  Harlow,  R.  D.  Coombs,  Hugh 
L.  Cooper,  Heinrich  Homberger,  H.  Birchard  Taylor,  Spencer 
Miller,  W.  E.  Mitchell,  Gardner  S.  Williams,  -and  E.  L.  Sayers 
AND  A.  C.  Polk.  

Synopsis. 

The  object  of  this  paper  is  to  describe  the  design  and  construc- 
tion of  a  low-head  hydro-electric  plant  recently  completed  in  Ala- 
bama, and  thereby  bring  out  a  discussion,  if  possible,  on  the  latest 
ideas  in  the  practice  of  developing  water-power  under  low  heads,  the 
latest  features  in  hydraulic  turbine  design,  modern  methods  of  trans- 
mission,   and   the   construction   of   such    plants. 

The  Alabama  Traction,  Light,  and  Power  Company  was  organized 
in  1912  for  the  purpose  of  developing  the  water-powers  of  Alabama. 
The  Company  acquired  several  public  service  companies  operating 
steam  generating  plants,  street  railways,  gas  plants,  etc.,  and  sev- 
eral companies  owning  undeveloped  water-power  sites.  Among  the 
latter  was  the  Alabama  Power  Company,  which  owns  a  site  known 
as  "Lock  12"  on  the  Coosa  River  at  a  central  point  in  the   State. 

This   plant   will   form   the    hub    of   an   extensive    system    of   power 

*  Presented  at  the  meeting  of  November  4th,  1914.  .;     ;  ,-.; 
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plants  capable  of  developing  24-hour,  80%  efficiency  power  in  excess 
of  500  000  h.p. 

The  foundations  of  the  power-house  are  built  transversely  to  the 
axis  of  the  river  and  form  an  integral  part  of  the  dam.  The  length 
of  spillway,  power-house,  and  abutments,  over  all,  is  1  530  ft.  5J  in. 
The  power-house  substructure  is  303  ft.  4  in.  long,  136  ft.  5  in. 
wide,  and  contains  provision  for  six  units.  Four  units  constitute 
the  present  installation,  and  the  superstructure  is  built  with  a  tem- 
porary wall  at  the  river  end  so  that  it  can  be  extended  to  cover  all  six. 

The  spillway  forming  the  principal  part  of  the  dam  has  a  net 
crest  length  of  780  ft.,  divided  into  twenty-six  sections,  each  30  ft. 
long,  separated  by  concrete  piers,  6  ft.  long  on  the  axis  of  the  dam. 
On  the  crest  of  each  section  of  spillway  there  is  placed  between 
piers  a  gate,  30  ft.  long  and  14  ft.  high,  of  a  modified  Stoney  type. 
The  height  of  the  dam  from  the  average  elevation  of  the  original 
river  bed  to  the  elevation  of  the  flow  line  of  the  reservoir  is  77  ft. 

In  all,  there  are  approximately  190  000  cu.  yd.  of  concrete  in  the 
power-house  foundations  and  the  dam.  The  first  concrete  was  placed 
on  April  12th,  1913;  it  was  all  placed  by  February  26th,  1914;  and 
commercial  power  was  turned  out  for  the  first  time  on  April  12th, 
1914,  just  one  year,  to  the  day,  from  the  date  of  placing  the  first 
concrete. 

The  installation  is  made  up  of  four  vertical,  single-runner  tur- 
bines, guaranteed  to  deliver  to  the  shaft,  under  68  ft.  head,  at  100 
rev.  per  min.,  17  500  h.p.  One  feature  of  these  units,  as  described  in  the 
paper,  is  that  they  are  entirely  self-contained,  that  is,  they  can  be 
built  up  on  an  assembly  floor  from  the  foundation  ring  to  the  top 
of  the  direct-connected  exciter  above  the  generator,  without  requir- 
ing  any   lateral   support. 

Another  feature  of  the  development,  as  described  in  the  paper,, 
is  the  use  of  an  improved  volute  casing,  through  which  the  water 
passes  from  the  penstocks  to  the  wheels.  These  scroll  casings  were 
complicated  in  form,  and  were  moulded  directly  in  the  concrete  of 
the  power-house  foundations,   without  the   use   of  a   steel  lining. 

After  giving  a  brief  description  of  the  general  system  of  the 
Alabama  Ti'action,  Light,  and  Power  Company  and  of  the  power  mar- 
ket to  be  served,  the  paper  describes  the  Coosa  River  and  the  cli- 
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matic  conditions  under  which  the  work  was  done,  so  that  a  better 
idea  can  be  had  by  those  not  familiar  with  the  locality. 

The  machinery  is  fully  described,  greater  detail  being  given  in 
the  case  of  the  turbines  than  for  the  electrical  equipment,  discus- 
sions of  which  are  constantly  appearing  in  papers  of  electrical  soci- 
eties and   in   the  electrical   technical   press. 

In  connection  with  the  construction  of  the  plant,  the  materials 
used  and  their  sources,  the  general  scheme  of  handling  the  work  and 
its  prosecution,  are  dealt  with  in  detail.  The  selection  of  plant,  its 
layout,  and  the  construction  of  camps  are  described,  and  improve- 
ments which  experience  showed  could  have  been  used,  are  noted. 

The  concrete  forms  used  in  the  power-house  foundations  were 
necessarily  complicated,  and  the  details  of  their  design  and  construc- 
tion are  shown.  The  various  methods  used  in  placing  concrete  and 
the  success  attending  their  use  are  described. 

At  the  end  of  the  paper,  the  design  and  construction  of  trans- 
mission   lines   and   sub-stations   are   dealt   with   briefly. 


Introductory. 


In  the  last  10  years  the  progress  made  in  methods  of  generating 
electric  power  and  transmitting  it  over  long  distances  to  markets 
has  been  very  marked,  and  although  more  or  less  complete  descrip- 
tions of  hydro-electric  developments  have  been  appearing  in  various 
technical  papers,  there  has  been  no  extended  discussion  of  modern  meth- 
ods before  this  Society.  This  fact  appears  the  more  strange  because 
at  the  present  time  a  large  amount  of  work  is  being  done  in  devel- 
oping the  water-powers  of  the  United  States,  and  this  branch  of 
the  Profession  is  fast  becoming  one  of  the  most  important. 

No  extraordinary  features  are  claimed  for  the  work  described.  The 
plant  develops  power  under  the  moderate  head  of  68  ft.,  the  instal- 
lation of  70  000  h.p.  is  not  remarkable,  and  no  great  difficulties  in 
construction  were  met.  It  is  believed,  however,  that  it  represents 
the  latest  improvements  in  equipment,  and  that  a  full  discussion 
of  this  development  and  others  of  similar  proportions  will  be  of 
practical  value  to  the  Profession  by  bringing  before  it  the  latest 
practice  in  developing  water-power  under  low  heads,  the  latest  fea- 
tures  in   hydraulic  turbine   design,   modem   methods   of   transmission 
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of   high-potential   current,   and   methods   of   construction    which   have 
been  tried  and  found  successful. 

General  System  of  the  ,-, 

Alabama  Traction,  Light,  and  Power  Company. 

The  Alabama  Traction,  Light,  and  Power  Company,  organized  in 
1912,  acquired  the  properties,  rights,  and  franchises  of  several  public 
service  companies  in  Alabama,  and  of  several  companies  owning  water- 
power  sites  in  the  State.  Among  the  latter  were  the  Alabama  Power 
Company,  with  several  undeveloped  sites  on  the  Coosa  River;  the 
Alabama  Interstate  Power  Company,  with  a  site  on  the  Tallapoosa 
River;  the  Little  River  Power  Company,  with  a  site  on  Little  River; 
and  the  Muscle  Shoals  Hydro-Electric  Power  Company,  owning  three 
sites  on  the  Tennessee  River.  These  sites  represent  a  possible  devel- 
opment in  excess  of  500  000  h.p.  continuous  24-hour  power. 

The  developments  proposed  by  the  Company  on  the  Coosa  are 
at  the  sites  selected  by  the  United  States  Government  engineers  for 
dams  and  locks  for  the  improvement  of  the  river.  Fig.  1  is  a  profile 
of  the  Coosa  River  covering  that  portion  affected  by  the  proposed 
developments.  The  dam  farthest  south,  at  which  power  could  be 
developed,  is  at  a  point  7^  miles  above  Wetumpka.  This  site,  known 
as  Lock  18,  has  an  effective  head  of  63  ft.,  and  the  dam  would  raise 
the  water  to  Elevation  254  (U.  S.  Army  datum)  from  Elevation  190. 
At  Lock  15,  the  next  site,  19|  miles  above  Wetumpka,  the  water 
would  be  raised  from  Elevation  254  to  Elevation  294,  giving  an 
effective  head  of  about  39  ft.  At  a  point  about  34  miles  above 
Wetumpka,  the  dam  at  Lock  14  would  raise  the  water  to  Eleva- 
tion 352,  giving  an  effective  head  of  about  57  ft.  Lock  12  is  40 
miles  above  Wetumpka,  and  here  the  water  level  is  raised  to  Eleva- 
tion 420,  making  the  effective  head  of  67  ft.  These  sites  are  all 
shown  on  the  general  map.  Fig.  2. 

The  proposed  development  on  the  Tallapoosa  River  is  at  Chero- 
kee Bluffs,  about  30  miles  northeast  of  Montgomery.  Here  a  dam 
180  ft.  high  would  back  the  water  up  30  miles  in  the  river,  making 
one  of  the  largest  storage  reservoirs  in  the  country,  the  area  being 
34  000    acres. 

The  Little  River  development  is  in  the  northeastern  part  of  the 
State  (see  Fig.  2),  about  33  miles  northeast  of  Gadsden.     The  devel- 
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opment  at  this  point  would  consist  of  a  storage  reservoir  on  Little 
River,  a  tunnel  through  the  mountain,  and  a  pipe  line  to  a  power- 
house in  the  valley  below. 

The  developments  on  the  Tennessee  River  are  at  Muscle  Shoals, 
a  short  distance  above  Florence.  Two  plans  for  the  development 
of  the  water-power  in  connection  with  the  improvement  of  the  river 
have  been  proposed,  one  involving  two  dams  and  the  other  three, 
each  scheme,  however,  would  accomplish  the  same  result. 

Possible  Combination  of  Developments. — The  Government  engi- 
neers have  proposed  the  construction  of  a  large  storage  reservoir  on 
the  Etowah  River,  at  the  head-waters  of  the  Coosa  River,  for  the 
purpose  of  regulating  the  flow  of  both  the  Coosa  and  Alabama 
Rivers,  in  the  interests  of  navigation.  The  construction  of  this  res- 
ervoir would  obviously  be  of  great  advantage  to  the  developments 
on  the  Coosa  River,  because  the  low-water  flow  would  be  increased 
to  4  700  sec-ft. 

Considering  the  Coosa  River  projects  as  a  connected  system,  tying 
together  Lock  12,  Lock  18,  and  the  intermediate  developments,  and 
using  the  storage  of  the  Etowah  Reservoir,  there  would  be  produced 
in  the  dryest  year  143  000  of  continuous,  24-hour,  80%  efiiciency, 
horse-power,  and,  in  an  average  year,  268  000. 

The  Cherokee  Bluffs  Reservoir,  as  proposed,  will  have  an  area 
of  34  000  acres,  and  the  available  storage  will  be  50  000  000  000  cu.  ft. 
Using  this  in  connection  with  the  Muscle  Shoals  and  Little  River 
developments,  and  taking  advantage  of  its  great  storage  in  times  of 
low  water  on  the  Tennessee,  the  continuous  24-hour,  80%  efiiciency, 
horse-power  in  dry  years  would  be  334  000,  and  in  an  average  year 
505  000. 

By  combining  these  two  systems,  it  will  be  seen  that,  in  the 
ultimate  development,  there  is  obtainable  24-hour,  80%  efiiciency,  to 
an  amount  in  excess  of  550  000  h.p.,  with  a  100%  load  factor.  On 
the  ordinary  commercial  load  factor  there  would  be  required  a 
capacity  of  about  1 000  000  h.p.,  which  is  probably  in  excess  of  the 
amount  that  the  State  will  use  for  many  years  to  come. 

A  knowledge  of  these  facts  is  only  desirable  in  that  they  partly 
explain  the  reasons  for  the  adoption  of  certain  types  of  construc- 
tion as  being  part  of  an  extensive  proposed  system. 
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On  Fig.  2  is  shown  the  primary  transmission  system  proposed 
to  connect  ultimately  the  developments  at  Cherokee  Bluffs,  Lock 
18,  and  Muscle  Shoals,  with  Lock  12  and  with  the  principal  indus- 
trial centers  of  the  State.  As  at  present  constructed,  the  system 
uses  power  developed  at  Lock  12,  at  a  steam  turbo-g-enerating  sta- 
tion at  Gadsden,  and  at  a  small  hydro-electric  plant  at  Jackson 
Shoals.  The  cities  to  which  power  is  now  being  served  are  indi- 
cated by   the   solid  lines. 

Foiver  Market. — With  regard  to  the  power  market,  Alabama  at 
present  may  be  considered  as  divided  into  two  distinct  sections.  In 
the  northern  half  are  the  coal  and  ore  mines,  several  cement  mills, 
and  all  the  industries  usually  found  in  a  mineral  section.  Bir- 
mingham is  in  this  section,  its  rapid  growth  being  due  mostly  to 
the  mineral  resources  of  the  Birmingham  District.  Great  develop- 
ment is  going  on  there,  the  present  demand  for  power  being  greater 
than  in  the  rest  of  the  State,  and  there  is  little  doubt  that  this 
demand  will  increase  tremendously  in  the  years  to  come.  In  the 
southern  half  of  the  State  are  the  cotton-growing  districts  and  the 
shipping  centers  along  the  Gulf  of  Mexico.  Aside  from  street  rail- 
ways and  electric  lighting,  the  power  consuming  industries  of  the 
southern  section  are  limited  almost  entirely  to  cotton  mills.  For 
this  reason,  it  would  be  necessary,  in  order  to  market  the  immense 
quantity  of  power  from  Cherokee  Bluffs  and  the  Lock  18  develop- 
ments, to  introduce  new  industries,  preferably  those  dependent  on 
a  large  supply  of  cheap  power,  such  as  the  manufacture  of  fer- 
tilizers of  the  variety  using  the  fixation  of  atmospheric  nitrogen. 

In  Table  1  is  given  the  population  of  the  principal  cities  of  Ala- 
bama,  showing   their   growth   between    1890   and    1910. 

Initial  Development. — In  July,  1912,  it  was  decided  that  the 
initial  development  of  the  Company  should  be  at  Lock  12  on  the 
Coosa  River,  rather  than  at  Cherokee  Bluffs  on  the  Tallapoosa.  This 
decision  was  based  on  a  number  of  considerations,  principal  among 
which  was  the  fact  that  in  the  Government  grant  of  the  Lock  12 
site  the  right  to  develop  power  was  contingent  on  the  completion  of 
the  construction  of  the  dam  at  this  point  on  March  4th,  1914.  If 
construction  had  not  been  prosecuted  promptly  at  this  site,  a  grant 
of  great  value  to  the  Company  would  have  been  lost.  The  requisite 
funds   for   the   initial   development   had   been   raised,    and   each   day's 
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TABLE  1. — Population  of  Cities  in  Alabama. 


Population  in  Census  of: 

1890. 

1900. 

1910. 

2  491 

6  012 
a  731 

2  765 

3  565 

2  901 
1254 

9  998 

7  995 
26  178 

4  544 
4  215 
2  063 

2  348 
6  478 

3  333 

3  114 

4  437 

4  282 
2  276 
1  692 

9  695 

H068 

38  415 

6  358 

5  094 
5  056 

3  324 

6  689 

Sheffield 

4  865 

■    4  228 

s 

New  Decatur 

6  118 

Gadsden  

10  557 

4  313 

Attalla 

2  513 

12  794 

a 

Huntsville 

7  611 

*132  685 

10  864 

Tuscaloosa 

8  407 

5  854 

Montgomery  

21883 

724 

7  622 

2  806 

270 

31076 

30  346 

1929 

8  703 

3  162 

551 

38  469 

38  136 

Prat  t  ville 

2  222 

Selma 

13  649 

3  377 

2  480 

Mobile 

51  521 

*  In  19U9  Birmingham  absorbed  a  number  of  adjoining  towns  into  the  "  Greater 
Birmmgham".  This  accounts  for  the  great  increase  in  population;  the  rate  of  increase, 
however,  is  remarkably  large,  the  population  in  1914  being  reported  unofficially  as  166  000. 

delay  was  costing  a  large  sum  of  money,  and  furthermore,  it  would 
have  been  impossible,  on  account  of  certain  legal  difficulties,  to  start 
construction  at  Cherokee  Bluffs  for  a  number  of  months.  Besides 
these  facts,  the  original  outlay  for  the  Cherokee  Bluffs  development 
was  estimated  to  be  more  than  50%  greater,  and  the  cost  per  installed 
horse-power  somewhat  more,  than  at  Lock  12. 

A  description  of  the  Coosa  River,  and  of  the  climatic  conditions 
prevailing  in  the  district,  will  be  given,  and,  as  a  large  proportion 
of  the  membership  of  this  Society  is  resident  in  and  about  New  York 
City,  comparisons  are  made  with  conditions  prevailing  in  that 
vicinity. 

Coosa  River. — The  Coosa  River,  which  constitutes  part  of  the  drain- 
age system  of  the  Mobile  Basin,  is  formed  near  Rome,  Ga.,  by  the 
confluence  of  the  Etowah  and  Oostanaula,  which  have  their  sources 
in  the  mountains  of  Northwestern  Georgia. 

The  river  flows  in  a  general  westerly  direction  over  the  Piedmont 
Plateau  from  Rome  into  the  State  of  Alabama,  where  it  turns  in 
a  southwesterly  direction  and  meanders  through  wide  valleys  to  Gads- 
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den.  Here,  again,  the  river  changes  its  general  trend,  turning  more 
toward  the  south  and  flowing  in  a  more  direct  line,  between  mountains 
of  limestone  formations.  A  short  distance  below  the  crossing  of  the 
Louisville  and  Nashville  Railroad,  about  opposite  Sylacauga,  the  river 
passes  out  of  the  limestone  formations  into  the  slates  and  schists,  and 
the  bed  of  the  stream  becomes  hard  and  very  rough.  From  this  point 
the  river  flows  in  a  southeasterly  direction  over  a  succession  of  shoals 
and  riffles  to  Wetumpka,  where  it  joins  the  Tallapoosa  River  to 
form  the  Alabama.  In  this  last  section,  where  the  fall  in  the  river 
is  more  abrupt,  a  large  quantity  of  power  can  be  developed  economically. 
The  first  project  for  improving  the  river  for  navigation  was  pro- 
posed in  1875,  and  some  work  has  been  done  in  the  general  scheme 
of  making  the  river  navigable  for  light-draft  boats.  The  system, 
when  completed,  will  be  a  waterway,  almost  900  miles  long,  from 
the  head-waters  of  the  Coosa  to  the  Gulf  of  Mexico.  Prior  to  1912, 
however,  no  improvements  had  been  made  in  the  rough  section  of  the 
river  between  Gadsden  and  Wetumpka.  .  .'.V...i;:  . 

In  its  upper  reaches  the  Coosa  flows  through  clay-covered  territory 
where  it  accumulates  from  its  feeders,  in  all  except  extreme  low-water 
seasons,  a  quantity  of  silt,  making  it  appear  very  muddy.  Tests, 
however,  have  shown  that  this  extremely  muddy  appearance  is  due  in 
great  part  to  material  which  has  gone  into  solution  in  the  water,  as 
at  its  worst  it  carries  in  suspension  not  more  than  1  part  of  silt  in 
6  000.  It  is  not  anticipated,  therefore,  that  there  will  be  any  consider- 
able difficulty  from  silting  of  reservoirs  on  this  river. 

The  source  of  the  river  is  in  a  region  which  has  a  heavier  annual 
rainfall  than  any  section  of  the  United  States,  with  the  exception 
of  some  parts  of  the  State  of  Washington.  The  surface  rocks  are 
mostly  limestones,  which,  of  course,  are  only  moderately  porous;  but 
they  are  broken  up  with  large  fissures,  and  the  solvent  action  of  the 
rainfall  has  converted  many  of  these  fissures  into  subterranean  chan- 
nels, as  shown  by  the  number  of  large  springs  which  abound  in  this 
territory.  To  a  certain  extent,  this  condition,  has  a  regulating  effect 
on  the  watercourses  emptying  into  the  Coosa,  yet  in  the  winter  and 
early  spring  of  the  normal  year  the  rains  are  intense,  and  the  river 
is  subject  to  floods  from  December  until  April,  with  occasional  flashy 
floods  before  and  after  that  period,  the  month  of  greatest  flow  being 
March.     The  regulating  effect  of  these  springs  and  the  fact  that   in 
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the  average  year  the  rainfall  is  distributed  somewhat  uniformly  over 
the  months  are  responsible  for  the  fact  that  the  low-water  flow  of 
the  Coosa  is  ordinarily  nearly  three  times  as  great  as  that  of  the 
Hudson  at  Albany,  and  is  equal  to  the  low-water  discharge  of  the 
Mississippi  at  St.  Paul.  Table  2  gives  the  discharge  record  of  the 
river  from  1897  to  1914,  inclusive. 

The  greatest  flood  known  in  the  river  occurred  in  the  spring  of 
1886,  before  gauge  readings  had  been  commenced.  At  Lock  12  this 
flood  has  been  variously  estimated,  by  engineers  who  have  studied  and 
reported  on  the  Coosa  River  projects,  to  have  been  from  95  000  to 
170  000  sec-ft.  Extensive  studies  made  during  1913  have  indicated 
that  the  probable  flood  intensity  was  approximately  135  000  sec-ft.  The 
average  spring  flood  in  the  last  14  years,  during  which  time  observa- 
tions have  been  taken  continuously  has  amounted  to  80  000  sec-ft. 

The  area  of  the  water-shed  above  Lock  12  is  9  087  sq.  miles.  Using 
the  estimated  maximum  flood  of  1886,  135  000  sec-ft.,  this  would  give 
a  maximum  discharge  of  14.8  sec-ft.  per  sq.  mile  of  water-shed,  which 
is  one  of  the  smallest  in  the  country.  This  is  explained  principally 
by  the  fact  that  the  water-shed  is  very  large,  and  the  average  intensity 
of  rainfall  during  a  storm  is  very  small.  To  illustrate  this,  a  few- 
examples  of  flood  discharges  are  given  in  Table  3. 

The  lowest  flow  known  to  have  occurred  was  in  1904,  at  which  time 
observations  were  taken  at  Riverside,  72  miles  above  Lock  12.  A 
comparison  of  the  gauges  and  rating  curves  at  these  two  points  indi- 
cates that  the  minimum  flow  was  1  700  sec-ft.  at  Lock  12.  The  average 
minimum  flow  since  observations  have  been  taken  amounts  to  5  000 
sec-ft.  With  the  regulation  effected  by  the  construction  of  the  dam 
at  Lock  12,  the  minimum  flow  of  1904  would  have  amounted  to 
2  400  sec-ft. 

Climatic  Conditions. — Few  people  in  the  North  realize  that  Bir-^^ 
mingham,  Ala.,  has  had  a  greater  range  of  temperature,  both  at 
the  upper  and  lower  limits,  than  New  York  City.  The  records  of 
the  United  States  Weather  Bureau  show  that  the  maximum  tempera- 
ture of  New  York  City  is  100°  and  that  the  minimum  is  —  6°,  and 
that  the  temperature  has  ranged  between  104  and  —  10°  at  Birmingham. 
In  summer  the  heat  is  intense,  but  of  an  entirely  different  char- 
acter from  that  of  New  York  City.  For  long  periods  the  temperature 
during   the   day   ranges   between   90°    and   100°,   but  heat  prostrations 
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TxVBLE  2.— Discharge  of  the  Coosa  River 


Year. 

January.       February. 

March. 

April. 

May. 

June. 

A.ve. 

Max.  Ave. 

1 

Max. 

Ave. 

Max. 

Ave. 

Max. 

Ave. 

Max. 

Ave. 

Max. 

1897  to    ) 

1913,  in-  V 

elusive.  ) 

1897 

19  081 

94  150,29  478 

106  200 

35  447 

125  700 

35  771 

112  500 

14  184 

71  500 

13  107 

85  500 

10  800 

30  800125  100 

42  250 

55  000 

91  000 

23  500 

66  500 

9  150 

13  300 

6  500 

7  250 

1898 

15  500 

55  000'  8  400 

22  800 

8  600 

20  200 

25  100 

56  000 

7  200113  000 

5  800 

8  300 

1899 

14  000 

22  300  46  750 

83  350 

61  500 

107  250 

35  000 

67  750:i0  300il7  750 

7  250 ;  10  300 

1900 

17  200 

49  750(32  500 

91  000 

38  300 

72  000 

43  700 

112  500|10  800119  250 

30  500  85  500 

1901 

36  600 

94  150129  650 

65  300 

28  000 

95  700 

45  300 

84  800121  150164  550 

15  800136  900 

1902 

33  900 

94  150  34  600 

85  500 

53  000 

106  500 

28  250 

92  500 

8  7.50 

11  000 

6  750 

7  400 

1903 

14  200 

26  300! 62  150 

106  200 

57  600 

89  800 

37  250 

79  000 

13  350 

40  000 

18  500 

50  200 

1904 

7  750 

18  250lll  000 

23  200 

14  250 

27  750 

10  000 

18  700 

6  400 

8  4(X) 

6  300 

9  650 

1905 

18  300 

73  100 

39  000 

87  100 

14  700 

26  800 

9  800 

11  750118  500 

53  750 

8  750 

13  000 

1906 

30  300 

64  600 

11  200 

20  600 

50  500 

125  700 

19  000 

56  000'  9  300 

14  150 

13  150 

46  000 

1907 

20  200 

70  000 

26  000 

61  500 

26  150 

80  800 

13  700 

24  100120  650 

57  600 

14  000 

40  750 

1908 

23  700 

53  000 

43  200 

83  500 

27  000 

74  650 

30  500 

37  250' 13  300 

18  700 

8  500 

12  300 

1909 

19  250 

46  750 

43  750 

81  750 

70  000 

124  000 

35  150 

63  800,28  300 

68  500 

33  750 

77  800 

1910 

10  800 

21  750 

15  850 

49  100 

15  000 

40  800 

8  500 

17  750,24  000 

71  500 

15  900 

38  750 

1911 

17  200 

67  000 

14  150 

29  400 

9  750 

16  800 

33  200 

84  750 1  8  750 

13  200 

6  250 

7  250 

1912 

16  400 

40  024128  350 

52  380 

37  800 

59  620 

34  380 

61  770  17  050,39  172 

12  020 

29  800 

1913 

27  258 

89  000  40  968 

64  500 

60  845 

82  560 

22  802 

55  700    9  77217  260 

8  237 

12  280 

are  practically  unknown.  The  evenings  are  cool,  and  the  breezes 
which  blow  during  the  night  are  refreshing  after  the  heat  of  the  day. 
In  its  effect  on  the  speed  of  the  work,  and  consequently  its  cost,  this 
heat  is  to  be  reckoned  with,  because  labor  automatically  adapts  itself 
to  the  climate. 

TABLE  3. — Flood  Discharge  of  Several  Eivers. 


Stream. 

At 

Water-shed,  in 
square  miles. 

Cubic  feet  per  second 
per  square  mile. 

Ithaca,  N.  Y 

47.5 
90.0 
103.0 
109.0 
159.0 
339.0 
763.0 
879.0 
1  806.0 

3  840.0 

4  500.0 

8  900.0 

9  087.0 
21  418.0 
24  030.0 
36  085.0 
58  550.0 

170 

Las  Vegas,  N.  Mex 

Mt  Pleasant,  Pa 

129 

Tohickon  Creek 

113 

104 

La  Cueva,  N.  Mex 

140 

74 

Broad  River 

38 

Bound  Brook,  N.J 

59 

Little  Falls,  N.  Y 

22 

Tallapoosa  River 

18 

Mechanicsville,  N.  Y 

Charlestown,  W.  Va 

Lock  12,  Ala 

15 

Kanawha  River 

13 
15 

Tennessee  River 

Susquehanna  River 

Mississippi  River 

Chattanooga.  Tenn 

Harrisburg.  Pa 

St  Paul  Minn 

21 
19 
20 

4 

The  significance  of  the  low  limit  of  temperature  reached  at  Bir- 
mingham is  not  as  serious  as  the  records  would  seem  to  indicate. 
Periods   of   low   temperature   are   very   rare,   and   have  never  been   of 
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AT  Lock  12,  from  1897  to  1913,  Inclusive. 


July. 

August. 

Septembee. 

October. 

November. 

December. 

Ave. 

Max. 

Ave. 

Max. 

Ave. 

Max. 

Ave. 

Max. 

Ave. 

Max. 

Ave. 

Max. 

11  991 

9  250 

6  800 

7  800 
17  500 

9  000 
6  250 
9  950 

6  000 
10  700 
28  700 

8  450 

7  500 

13  750 
27  000 

8  550 

14  650 
6  752 

64  500 

35  250 
13  400 
18  750. 
62  250 
13  800 

9  200 
26  250 

8  40) 
24  600 
72  400 

11  750 
15  000 

28  750 
64  500 
15  9(K3 

29  250 

12  700 

10  312 

6  300 
12  000 

6  400 

7  600 
27  500 

6  100 

8  000 

8  600 

9  300 

14  500 

7  500 

7  800 

15  000 

8  800 

9  300 
10  290 

6  760 

72  800 

8  400 
26  800 
13  200 

16  250 
72  800 

7  900 

17  500 
24  250 

18  700 
22  900 

9  650 
12  150 
50  500 
17  750 

19  200 
32  000 
10  500 

8  128 

5  200 
16  300 

6  200 

9  000 
13  000 

6  500 
5  500 

5  100 

6  000 
13  550 

8  800 

6  300 

7  150 

7  5a) 
5  300 

8  657 
4  403 

62  250 

6  100 
62  250 

9  000 
31  800 
31  800 
13  300 

7  000 
5  600 
7  900 

19  200 
29  300 
13  750 
11  400 

15  400 
5  600 

16  100 

17  400 

8  895 

5  050 

24  000 

5  450 

9  500 
8  150 
7  000 

5  600 

4  500 

6  600 
27  200 

6  700 

5  600 

6  750 
6  000 

6  700 

7  524 
5  635 

95  000 

6  250 
95  000 

5  800 
31  800 
13  350 
13  300 

6  000 
4  800 

10  000 

69  250 

13  300 

9  500 

18  700 

7  190 

19  200 
13  300 
21  600 

7  944 

5  000 
10  300 

5  800 
10  300 

6  700 
6  600 
5  500 

4  950 

5  750 
23  200 
12  200 

5  700 
5  750 
5  500 

8  000 
5  860 
3  315 

72  400  14 130 

5  550  8  750 
28  700  9  400 

9  650  13  750 

43  800  19  000 
7  150  25  250 

13  000  16  300 

6  700  5  4CX) 
5  100  7  650 

5  800  28  750 
72  400|  15  900 

44  500  46  800 

6  300  20  000 
5  800  10  000 
5  600  7  790 

19  650  16  250 

7  320  11  136 
4  000  6  774 

96  400 

17  500 

13  400 
36  900 
30  600 
96  400 
33  800 

5  800 

18  750 
56  800 
46  000 
38  000 
63  750 
20  700 
24  50O 
56  000 

19  600 

14  100 

long  duration.  Ice  is  never  formed  to  any  thickness  in  ponds  or  rivers, 
and  the  mid-day  sun  almost  invariably  causes  the  temperature  of 
the  coldest  days  to  rise  above  freezing. 

It  is  not  necessary,  therefore,  to  consider  the  effect  of  an  ice 
thrust  in  the  design  of  a  dam  in  this  climate,  and,  for  the  same  reason, 
no  precaution  need  be  taken  in  the  design  of  forebays,  for  the  care 
and  handling  of  ice  at  penstock  screens.  Needless  to  say,  no  diffi- 
culties are  encountered  with  frazil. 

To  make  clearer  the  rainfall  conditions.  Table  4  shows  a  com- 
parison between  the  records  of  normal  monthly  precipitation  at  New 
York  City  and  at  Birmingham.  From  this  it  will  be  seen  that  the 
rainfall  in  New  York  City  is  more  evenly  distributed  throughout  the 
year  than  in  Birmingham,  and  that,  from  December  to  March,  inclu- 
sive, the  Birmingham  rainfall  is  far  in  excess  of  the  mean  monthly. 
In  July  and  August,  the  precipitation  at  each  place  is  about  equal 
and  is  the  result  of  heavy  showers  of  short  duration. 

In  the  normal  year,  construction  work  in  Alabama  is  hampered 
to  a  large  extent  in  winter  by  rains  of  several  days'  duration.  At  such 
times  it  is  impossible  to  carry  on  work,  because  laborers,  even  if  pro- 
vided with  suitable  clothing,  will  not  turn  out. 

Worh  Done  to  Date.— In  April,  1912,  E.  A.  Yates,  Assoc.  M.  Am. 
Soc.  C.  E.,  was  appointed  Chief  Engineer  of  the  Company,  and  an  en- 
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gineering  and  construction  force  was  organized.  A  party  was  put  in 
the  field  at  Cherokee  Bluffs  for  the  purpose  of  surveying  the  flooded 
area  (34  000  acres)  of  that  reservoir.  A  short  time  later  an  additional 
party  was  placed  in  this  reservoir,  and  a  large  party  was  put  to  work 
on  the  surveys  for  the  Coosa  Eiver  reservoirs.  The  surveys  for  the 
Muscle  Shoals  reservoirs  were  made  in  1913. 

TABLE  4. — Comparison  of  Eecords  of  Normal  Monthly  Precipita- 
tion AT  New  Yoriv  City  and  at  Birmingham,  Ala. 


Month. 


Birmingham, 
Ala. 


January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November. ... 
December 

Year 

Mean  Monthly 


5.32 
4.75 

5.76 
3.67 
3.09 


At  the  time  the  decision  had  been  reached  that  the  initial  develop- 
ment should  be  at  Lock  12,  no  plans  of  the  development  had  been 
drawn  up,  with  the  exception  of  a  general  plan  and  elevation  of  the 
proposed  structure.  Only  1^  years  remained  for  the  construction 
of  the  dam  within  the  time  stipulated  in  the  Government  grant,  and, 
therefore,  it  was  impossible  to  draw  up  complete  plans  before  pro- 
ceeding with  the  construction.  It  was  desirable  to  let  a  contract  for 
the  construction  of  the  power-house  foundations  and  dam  to  a  con- 
tractor having  plant  and  equipment  ready  to  be  moved  to  the  work 
without  delay.  Such  a  contract  was  let,  for  the  construction  of  the 
power-house  foundations  and  dam,  on  a.  cost-plus-fixed-fee  basis,  and 
the  direction  of  the  work,  approval  of  selection  of  plant,  and  methods 
of  attack  were  reserved  to  the  Chief  Engineer  of  the  Company.  It 
was  decided  that  the  construction  of  the  superstructure  and  the 
equipment  of  the  power-house  should  be  done  by  the  Company's  own 
force.  As  soon  as  this  contract  was  signed,  the  necessary  preparations 
for  starting  construction  were  inaugurated. 
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An  old  lumber  railroad  (shown  on  Fig.  3),  extended  through  the 
hills  from  a  point  where  it  had  physical  connection  with  the  Louis- 
ville and  Nashville  Railroad,  about  5  miles  south  of  Calera,  to  a  point 
about  5  miles  from  the  dam  site.  It  was  known  as  the  Clear  Creek 
Railroad.  It  was  not  ideal  for  construction  purposes,  because,  in 
its  length  of  18  miles,  it  had  forty-two  timber  trestles,  one  switch- 
back, and  many  sharp  curves,  the  sharpest  being  35°  on  a  2.5%  grade. 
The  shortest,  alternate  line,  however,  would  have  been  at  least  14 
miles  long,  and  would  have  involved  construction  from  beginning 
to  end,  with  a  large  amount  of  heavy  work.  It  was  necessary  to 
transport  the  heavy  plant  to  the  dam  site  at  the  earliest  possible 
moment,  and  time  was  not  available  for  the  construction  of  such  a  line, 


Raugc  13  East 


Range  14  East 

Fig.   3. 


Kange  15  East 


although  the  cost  of  the  railroad  as  a  unit  would  undoubtedly  have 
been  less.  The  construction  and  repair  work  on  this  railroad  was 
started  on  August  12th,  1912.  by  the  Company's  forces,  and  on 
November  26th,  the  first  car  loads  of  the  contractor's  heavy  plant  were 
delivered  at  the  dam  site,  at  least  2  months  earlier  than  would  have 
been  possible  if  an  entirely  new  road  had  been  built.  Before  this  time, 
however,  camps  had  been  constructed  at  the  dam,  and  preparations 
were  being  made  for  the  installation  of  the  plant.  During  tlie  period 
when  the  plant  was  being  set  up,  a  coffer-dam,  enclosing  the  area  to 
be  excavated  for  the  power-house  and  a  portion  of  the  spillway,  was 
constructed.  This  coffer-dam  was  unwatered  for  the  first  time  on 
December  13th,  1912,  and  the  excavation  of  the  river  bed  was  started. 
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Long  delays  occurred,  due  to  heavy  rains  and  floods,  and  it  was 
not  until  April  12th  that  the  first  concrete  was  placed.  In  November, 
1913,  the  power-house  foundations  having  been  prepared,  the  building 
of  the  superstructure  and  the  installation  of  machinery  were  begun. 
All  the  concrete  work  of  the  power-house  foundations  and  dam  was 
completed  on  February  26th,  1914,  6  days  before  the  limiting  date 
set  by  the  Government  grant.  The  installation  of  the  first  unit 
was  completed  on  March  22d,  1914.  The  completion  of  the  installa- 
tion of  the  other  units  followed  within  a  short  time  thereafter.  The 
first  unit  was  tested  out  and  dried  and  was  put  into  commercial  oper- 
ation on  April  12th,  1914,  just  1  year  after  the  first  concrete  was  poured. 

An  auxiliary  steam  plant,  to  be  used  in  building  up  a  load  for 
the  Lock  12  development  prior  to  its  completion  and  then  as  a 
standby  in  times  of  low  water,  was  erected  in  the  first  half  of  1913. 

The  Alabama  Power  Development  Company,  one  of  the  com- 
panies acquired  in  1912,  had  completed  the  small  hydro-electric  plant 
at  Jackson  Shoals  and  the  transmission  line  from  Anniston  to  Gads- 
den. This  company  also  owned  a  site  on  the  Coosa  River,  about  2 
miles  outside  of  Gadsden,  where  it  proposed  to  construct  a  10  000-kw., 
steam,  turbo-generating  station.  The  design  of  this  station  had  been 
practically  completed  by  Messrs.  Sargent  and  Lundy,  of  Chicago, 
and  a  contract  for  the  turbines  had  been  signed.  Aside  from  the 
grading  of  a  spur  railroad  to  the  site,  no  construction  work  had 
been  done.  It  was  decided  in  October,  1912,  that  the  Company 
would  build  and  equip  the  plant  with  its  own  forces,  and  work 
was  started  under  a  modified  design  on  November  1st,  1912.  The 
plant  was  completed  in  June,  1913,  but  a  delay  in  the  delivery  of 
the  transformers  prevented  commercial  delivery  of  power  until  July. 
Fig.  4  shows  the  exterior  of  the  plant  and  Fig.  6  shows  a  section 
through  the  boiler   and  turbine  rooms. 

The  construction  of  transmission  lines  and  sub-stations  was  car- 
ried on  simultaneously  with  the  other  work.  The  surveys  for  pro- 
posed transmission  lines  were  started  with  three  parties  in  July, 
1912,  the  purchasing  of  right  of  way  was  begun  in  October,  and 
actual  construction  was  commenced  in  November.  In  March,  1914, 
the  lines  from  Lock  12  to  Birmingham  (46.5  miles),  from  Lock  12 
to  Anniston,  via  Jackson  Shoals  (47.8  miles),  from  Sylacauga  to 
Alexander    City    (25.1   miles),    from    Jackson    Shoals    to   Leeds    (26.5 


Fig.   4. — Galisijen   Steam   Plant. 


Fig.   5.— Power-House  Under  Construction,   Brickwork  Having  Reached 
High-Tension  Floor. 
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miles),  from  Leeds  to  Lovick  (5  miles),  and  5  of  the  total  of  19 
miles  of  line  from  Leeds  to  Birmingham,  had  been  completed,  mak- 
ing a  total  of  155.9  miles  constructed. 

Outdoor  sub-stations  of  large  capacity  were  built  at  Anniston, 
Jackson  Shoals,  and  Gadsden,  and  a  similar,  though  larger,  sub- 
station is   under  construction   at  Birmingham. 

General  Design  of  the  Lock  12  Development. 
The  site  of  the  dam  known  as  Lock  12  is  on  the  Coosa  River, 
betvpeen  Chilton  and  Coosa  Counties,  Alabama,  in  Section  24,  Town- 
ship 23  North,  Range  15  East,  11  miles  on  an  air  line  northeast 
of  Clanton,  the  seat  of  Chilton  County.  The  site  of  the  locks 
proper  is  around  the  east  end  of  the  dam,  and  their  construction 
at  some  later  date  will  not  interfere  in  any  way  with  it  as 
now  built,  being  an  entirely  separate  matter,  and  connected  in  no  way 
physically  with  it. 

The  dam  determined  on  for  the  purpose  at  this  site  was  of  the 
straight  overflow  gravity  type,  to  be  built  of  cyclopean  masonry, 
with  a  power-house,  having  foundations  of  mass  masonry,  form- 
ing its  western  extremity.  The  general  plan  and  elevation  of  the 
dam  and  power-house  are  shown  on  Plate  XXVII.  The  main  di- 
mensions of  the  structure  are  as  follows: 

Length  of  power-house  substructure,  over  all,  303   ft.  4   in. 

Width  of  power-house  substructure,  over  all,  136  ft.  5  in. 

Length  of  wasteway  section,  57  ft.  1^  in. 

Length    of    spillway    section    of    dam,    not    including    end    piers, 
930  ft.  0  in. 

Width  of  spillway  section,  at  base,  72  ft.  0  in. 

Length  of  west  abutment,  134  ft.  6  in. 

Length  of  west  core-wall  beyond  abutment,  34  ft.  6  in. 

Length   of   east   abutment,    105   ft.    6    in. 

Leng-th  of  east  core-wall,  beyond  abutment,  53  ft.  0  in. 

Total    length    over    all — dam,    power-house    and    abutment — 1  530 
ft.  5^  in. 

Total    length    over    all — dam,    power-house    and    core-walls — 1  617 
ft.   U   in. 

Average  elevation  of  bottom  of  cut-off  trench.  335.0. 

Average  elevation  of  bottom  of  excavation  for  dam,  341.0. 


PLATE  XXVII. 
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Average    elevation    of    bottom    of    river    before    excavation    for 

dam,  343.0. 
Elevation  of  crest  of  dam,  406.0. 
Elevation  of  top  of  spillway  piers,  444.0. 

The  spillway,  forming  practically  all  of  the  dam  east  of  the 
power-house,  has  a  net  crest  length  of  780  ft.,  divided  into  26  sec- 
tions, each  30  ft.  long,  which  are  separated  by  piers  6  ft.  long  on 
the  axis  of  the  dam,  the  piers  serving  to  carry  flood-gates  of  the 
modified  Stoney  type. 

At  a  point  11^  miles  above  Lock  12,  the  Louisville  and  Nash- 
ville Railroad  crosses  the  Coosa  on  a  through  bridge  of  several 
trusses,  and  Peckerwood  Creek,  a  tributary  stream,  immediately 
above  this  point,  on  a  through  plate-girder  bridge.  The  elevation 
of  the  low  steel  on  the  truss  bridge  is  425.3  and  of  the  plate  girders 
423.5.  These  elevations,  allowing  for  the  back-water  eifect  which 
is  exaggerated  to  some  extent  during  floods  by  the  Narrows  (shown 
on  Plate  XX VIII)  about  5  miles  below  the  dam,  fix  the  normal  ele- 
vation of  the  pond  at  420,  as  established  by  the  U.  S.  Army  Engineers. 

For  the  purpose  of  maintaining  the  normal  pond  level  during 
floods,  twenty-six  flood-gates,  each  14  ft.  high,  were  designed  to  be 
placed  on  the  crest  of  the  spillway  at  Elevation  406,  The  abut- 
ment sections  of  the  dam  and  the  section  between  the  power-house 
and  the  spillway  in  which  are  the  wasteway  culverts,  are  carried 
to    Elevation    425,   with   parapet    walls    to    Elevation    429.5. 

The  power-house  is  shown  in  cross-section  by  Fig.  7,  on  which 
it  should  be  noted  that  the  foundations  are  of  mass  concrete,  the 
penstocks,  scroll  casings,  and  draft-tubes  being  moulded  directly  in 
the  concrete  with  no  lining  of  any  kind. 

One  feature  of  this  development,  which  is  a  decided  improve- 
ment over  most  of  those  heretofore  constructed,  is  that  the  units 
are  entirely  self-contained,  that  is,  the  turbine,  generator,  and  ex- 
citer are  self-supporting,  and  can  be  built  complete,  from  the  base 
ring  of  the  turbine  to  the  top  of  the  direct-connected  exciter,  with- 
out requiring  any  lateral  support  from  the  concrete  about  the  tur- 
bine casing  during  construction. 

There  are  four  units  in  the  power-house,  and  provision  in  the 
foundations    for   two    more.      Each    of    the    units    has    a    capacity   of 
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17  500  h.p.  delivered  to  the  shaft  at  a  speed  of  100  rev.  per  min.. 
and  under  a  head  of  68  ft. 

The  adoption  of  this  size  of  installation  was  dependent  on  many 
factors  and  a  number  of  assumptions,  a  detailed  statement  of  which 
is  impossible  here.  It  might  be  well,  however,  to  note  that  the 
principal  considerations  involved  were  the  ordinary  working  head, 
the  reduction  of  head  at  times  of  flood,  the  nature  and  extent  of 
the  power  market  on  which  the  load  factor  depends,  the  available 
steam  auxiliary  plants,  and  the  relation  of  the  plant  at  Lock  12 
to  the  other  proposed  developments  of  the  Company. 

As  noted  previously,  the  year  of  lowest  flow  on  record  was  1904, 
when  the  discharge  of  the  Coosa  at  Lock  12  dropped  to  1  700  sec-ft. 
The  storage  of  the  reservoir,  using  a  10-ft.  draw-down,  increases  the 
available  draft  to  2  300  sec-ft.,  which,  with  a  68-ft.  head,  will  pro- 
duce 14  200  h.p.,  of  continuous,  24-hour  power,  having  80%  efliciency. 
Combining  this  with  the  daily  output  of  a  steam  plant  with  a 
capacity  of  15  000  kw.,  there  would  be  produced  614  000  kw-hr.  per 
day,  which,  on  a  50%  load  factor,  is  equal  to  51  000  kw.  maximum 
demand.  A  study  of  the  horse-power  percentage  of  time  curve  for 
Lock  12  shows  that  70  000  h.p.  on  a  50%  load  factor,  which  is 
equal  to  35  000  h.p.,  continuous,  is  available  at  Lock  12  for  80%  of 
the  time  under  a  head  of  68  ft.  and  85%  of  the  time  under  a  head 
of  74  ft. 

It  should  be  noted  that  this  is  a  pioneer  development  in  Ala- 
bama, and  that  the  character  of  the  market  is  not  as  well  defined 
as  it  is  in  most  States  where  development  has  been  going  on  for 
years.  It  was  not  known  whether  part  of  the  load  would  be  electro- 
chemical, or  not,  and  it  was  necessary  to  assume  the  load  factor 
on  the  best  information  obtainable  from  a  hurried  survey  of  the 
market. 

It  is  estimated  that  the  construction  of  the  Etowah  Reservoir 
at  the  head-waters  of  the  Coosa,  as  pi*eviously  mentioned,  will  in- 
crease the  low-water  flow  of  the  river  to  4  700  sec-ft.  Assuming  that 
Lock  12  would  be  operated  ultimately  in  connection  with  this  stor- 
age reservoir  and  the  developments  lower  down  the  river,  an  ulti- 
mate installation  of  105  000  h.p.  is  provided  for  in  the  power-house 
foundations. 
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Dam. — Fig.  8  shows  the  cross-section  of  both  the  spillway  and 
the  retaining  sections  of  the  dam.  The  assumptions  of  loading  made 
in  the  design  were  as  follows : 

A  maximum  depth  of  water  on  the  crest  of  the  spillway  of  19 
ft.,  which  is  equivalent  to  a  flood  of  approximately  200  000 
sec-ft. ;  -    ■-  i 

An  elevation  of  the  water,  back  of  the  retaining  section,  of  425 
ft.,  or  5  ft.  above  the  normal  lake  level; 

An  upward  pressure  on  the  base  of  the  dam  varying  in  in- 
tensity from  two-thirds  of  the  head  at  the  up-stream  face 
to  zero  at  the  toe; 

Weights  of  masonry  and  of  cyclopean  stone  were  assumed  at 
150  and  160  lb.  per  cu.  ft.,  respectively; 

As  previously  noted,  it  was  not  necessary  to  allow  for  any  thrust 
from  ice  pressure. 

The  line  of  pressure  developed  under  these  assumptions  is  shown 
on  the  cross-sections.  The  assumption  of  an  upward  pressure  of 
two-thirds  at  the  head  of  the  up-stream  face,  decreasing  to  zero  at 
the  toe,  is  probably  too  severe,  in  view  of  the  fact  that,  although 
the  foundation  was  slate  rock,  it  was  quite  tight,  and  the  dip  of 
the  strata  was  extremely  favorable.  However,  the  fact  that  this 
dam  will  unquestionably  be  called  on  to  pass  floods  of  11  ft.  over 
the  crest,  with  the  attendant  vibration,  and  the  fact  that  Montgom- 
ery, a  large  part  of  which  is  built  on  low  ground,  is  only  40  miles 
down  the  river,  made  it  imperative  to  use  extreme  assumptions  on 
the  side  of  conservatism. 

Fig.  9  shows  the  cross-section  of  the  spillway  at  Lock  12  super- 
imposed on  the  cross-sections  of  the  La  Grange  and  Big  Bend 
Dams.  The  former  is  reported  to  have  passed  floods  of  15  ft.  on 
the  crest,  and  the  latter  was  designed  for  floods  of  20  ft. 

Power-House. — Fig.  7  shows  a  cross-section  of  the  power-house. 
The  foundations  throughout  were  of  mass  concrete,  reinforced  with 
steel  rods  around  the  penstocks,  scroll  casings,  and  over  the  draft- 
tubes.  The  computation  of  the  stresses  in  such  a  structure  is  very 
complicated,  as  not  only  the  ordinary  provisions  of  dam  design  must 
be  given  attention,  but  the  stresses  transmitted  from  one  part  of 
the  structure  to   another  must   be  carefully  investigated.     The  large 
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open  spaces  within  the  structure  permit  of  only  approximate  solu- 
tions, and  ample  safety  factors  must  be  allowed  to  cover  the  uncer- 
tainties. In  determining  the  stability  of  the  structure,  the  same 
assumptions  as  to  loading  were  made  as  in  the  case  of  the  retain- 
ing   section    of    the    dam.      No    allowance    was    made    for    the    added 

El.  1015       Max.  flood  for  Big  Bend  only 
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Fig.   9. 

stability  furnished  by  the  weight  of  the  superstructure  and  equip- 
ment, that  is,  the  foundations  were  designed  to  be  stable  under 
full  water  pressure  when  bare. 

As  very  little  experience  had  been  had  with  wheel  casings  of 
the  volute  or  scroll  type  (see  Plate  XXIX  and  Fig.  10),  it  was  antici- 
pated that   there   would   be   considerable   diificulty   in   moulding   them 
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directly  in  the  concrete.  For  this  reason,  the  structure  of  the  forms 
was  given  careful  study  in  the  designing  office  and,  as  a  result,  no 
great  difficulties  were  experienced  in  the  form  shop  or  on  the  work. 
A  detailed  description  of  these  forms  and  their  working  is  given  later. 

In  order  to  limit  the  size  of  the  penstock  gates  to  economical 
dimensions,  the  penstocks  were  divided  into  two  for  the  greater 
part  of  their  lengths  by  concrete  dividing  walls.  Vents  were  pro- 
vided, running  from  the  roof  of  the  penstocks  to  the  top  of  the 
dam,  for  the  purpose  of  preventing  the  formation  of  a  vacuum 
when  the  penstocks  are  emptied.  For  easy  access  to  the  upper  side 
of  the  turbines,  a  manhole  with  a  ladder  between  the  penstocks  and 
the  top  of  the  dam  is  provided.  To  assist  in  facilitating  repairs,  a 
manhole,  closed  with  a  water-tight  door,  makes  it  possible  to  pass 
directly  from  the  scroll  casing  to  the  draft-tube.  When  the  pen- 
stock gates  are  closed,  the  invert  of  the  scroll  casing  is  drained 
by  a  pipe  to  the  lower  end  of  the  draft-tube,  which  is  operated  by 
a  valve  having  a  long  stem  reaching  to  the  generator  floor. 

To  facilitate  the  opening  of  the  penstock  gates,  by  equalizing  the 
pressure  on  both  sides,  provision  is  made  for  flooding  the  penstocks 
through  a  by-pass  conduit  moulded  in  the  concrete.  The  size  of  this 
conduit  is  such  that  the  penstocks  will  fill  in  a  reasonable  time, 
even   after  the   turbine-gate   clearances   increase   from   wear. 

Comparative  estimates  of  alternate  designs  of  reinforced  concrete 
and  steel  and  brick  superstructures  indicated  that,  under  the  condi- 
tions existing  at  Lock  12,  the  latter  would  be  the  cheaper  and  the 
more  quickly  constructed.  The  power-house  superstructure,  there- 
fore, has  been  built  with  a  steel  frame  and  brick  walls.  A  good  quality 
of  dark  red  shale  brick  was  obtainable  in  the  district  at  a  very  reason- 
able price.  Concrete  blocks,  moulded  at  the  site,  were  selected  for 
the  trim  work  and  for  the  cornice.  The  use  of  the  dark  red  brick 
with  whitened  joints,  and  window  sashes  painted  with  aluminum 
paint,  in  connection  with  concrete  band  courses  and  cornice,  furnishes 
a  very  pleasing  effect. 

The  main  columns  of  the  building,  of  which  there  are  thirty-four, 
are  built-up  of  plates,  angles,  and  channels.  They  were  fabricated 
in  two  lengths,  the  splice  being  at  the  crane  girders.  The  100-ton 
traveling  crane  is  supported  on  girders,  60  in.  deep,  carried  on  the 
main   columns  of  the  building.     The  roof  trusses  have  a   clear  span 
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of  69  ft.,  are  9  ft.  deep  at  the  mid-point,  and,  in  addition  to  sup- 
porting themselves  and  the  dead  load  of  the  roof,  are  designed  to 
carry,  attached  to  their  lower  chords,  the  high-tension  bus  structure 
of  the  power-house,  and,  on  top  of  the  roof,  the  electrolytic  lightning 
arresters  and  several  outgoing  line  towers. 

The  floors  of  the  power-house  superstructure  are  of  reinforced 
concrete  slabs  supported  on  steel  beams. 

Turbines. — The  turbines  selected  for  this  installation  are  the  largest 
capacity,  vertical,  single-runner  turbines  ever  installed  in  the  United 
States,  to  operate  under  a  head  of  approximately  70  ft. 

Fig.  11  is  a  cross-section  through  a  complete  unit,  and  Figs.  12 
and  13  show  the  runner  and  the  pit  liner,  respectively.  The  weight 
of  a  runner  and  shaft  complete  is  103  000  lb.,  and  the  weight  of  a 
complete  turbine  is  520  000  lb. 

As  previously  mentioned,  one  feature  in  which  these  turbines 
differ  from  most  of  those  heretofore  installed  is  that  they  are  self- 
contained.  The  bottom  of  the  pit  liner  rests  directly  on  the  concrete 
foundation  at  the  scroll-casing  level,  where  anchorages  make  it  pos- 
sible to  adjust  the  level  of  any  point  on  it.  This  arrangement  makes  it 
possible  to  set  up  the  turbine  complete  in  the  shop  and  do  all  the 
necessary  machine  work  there,  eliminating  the  very  expensive  machine 
work  commonly  done  in  the  field.  The  installation  of  the  turbine 
on  its  permanent  foundation  then  becomes  a  comparatively  simple 
matter,  involving  only  the  accurate  setting  of  the  base  ring  on  the 
anchorages  and  the  bolting  up  of  the  other  sections  of  the  pit  liner 
to  this  ring.  If  the  machine  work  in  the  shop  has  been  accurate, 
the  assembly  in  the  field  must  be  simple.  The  runner  of  these  units 
is  of  cast  iron  and  of  the  Francis  inflow  type,  cast  in  one  piece.  The 
diameter  of  the  runner,  over  all,  is  13  ft.  3  in.,  and  it  is  7  ft.  2  in.  high. 
The  casing  or  pit  liner  is  made  up  of  three  rings;  a  heavy  cast- 
iron  ring,  in  two  sections,  forms  a  foundation  for  the  rings  above 
and  transmits  the  weight  of  the  generator  and  moving  parts  from 
them  to  the  concrete  foundation;  it  also  serves  the  purpose  of  guiding 
the  water  from  the  scroll  casing  to  the  movable  guide-vanes.  This 
ring  of  the  pit  liner  is  commonly  called  the  speed  ring. 

Above  the  speed  ring  is  the  intermediate  ring.  This  serves  to 
transmit  the  load  to  the  speed  ring,  to  form  a  water-proof  lining  for 
the  operating   chamber  over  the  runner,   and  to   carry  the  two  gate- 
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operating  engines  of  the  turbine.  Above  this  is  the  third  section  of  the 
pit  liner,  the  foundation  ring,  which  rises  to  the  elevation  of  the  main 
floor  of  the  power-house.  On  this  ring  is  set  the  generator  armature  or 
stator,  and  the  weight  of  the  latter  and  of  all  moving  parts  is  trans- 
mitted  through   it.     Bolted  to  this  ring,   and  forming  part  of   it,   is 
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Fig.  11. 

the  cast-iron  stairway  giving  entry  from  the  generator  floor  to  the 
operating  chamber.  The  floor  of  the  operating  chamber  is  the  cover- 
head,  which  is  between  the  speed  ring  and  the  intermediate  ring  of 
the  pit  liner. 

The  shaft,  24  in.  in  diameter,  is  one  solid  piece,  passing  through- 
out   the    turbine,    generator,    and    exciter.    The    weight    of    the    shaft 
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and  the  running  parts  attached  to  it  is  transmitted  through  a  thrust- 
bearing,  immediately  above  the  generator  and  below  the  exciter,  to 
the  bridge  on  the  generator.  The  runner  is  made  a  taper  fit  on  the 
shaft,  the  torsion  being  taken  on  a  long  vertical  key.  A  circular  key 
and  a  cast-iron  cap  hold  the  runner  in  place.  The  shaft  is  held  in 
position  above  the  runner  by  lignum-vitse  guide-bearings  in  the  cover- 
head  of  the  turbine  and  by  a  Babbitted  steady  bearing  under  the 
bridge  of  the  generator.  The  former  is  lubricated  with  water,  and 
the  latter  with  oil.  The  length  of  contact  of  the  lignum-vitse  guide- 
bearings  is  70^  in. 

The  turbines  in  the  plant  are  guaranteed  by  the  manufacturers 
to  deliver  at  the  shaft  17  500  h.p.,  with  a  head  of  68  ft.  and  a  speed 
of  100  rev.  per  min. 

The  runner  selected  was  stepped  up  from  a  model  which,  on  a 
Holyoke  test,  developed  a  maximum  efficiency  of  89.68%,  and  the  manu- 
facturers have  guaranteed  that  the  units  as  installed  will  have  a 
maximum  efficiency  of  87%  when  delivering  to  the  shaft  from  15  000 
to  17  000  h.p.  The  efficiencies  guaranteed  at  full  and  part  gate  are 
as  follows : 

Power.  EfBciency. 

17  500  h.p 83     per  cent. 

15  300     "     85-J         " 

13125     "     S3 

8  750     "     74  " 

The  efficiencies  obtained  in  the  Holyoke  tests  are  higher  than  have 
ever  been  attained  on  any  turbine  heretofore  constructed,  regardless 
of  speed,  capacity,  or  head. 

No  opportunity  to  check  the  actual  efficiencies  of  the  installed 
units  will  present  itself  until  the  next  low-water  season,  in  the  summer 
or  fall  of  1914,  and  it  is  to  be  hoped  that  those  in  charge  of  the  op- 
eration of  the  plant  at  that  time  will  present  a  full  account  of  the 
tests,  as  they  should  prove  of  great  interest  to  the  Profession. 

These  questions  received  much  study,  in  connection  with  this  de- 
velopment, and  it  was  decided  to  use  vertical  units  principally  because 
it  is  possible  to  obtain  higher  efficiencies  with  large  capacity  vertical 
than  with  horizontal  units.  The  reason  for  this  is  that  in  the  draft- 
chests   of  large  horizontal   units   there   are   of   necessity   sharp   bends 
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causing  losses  of  head,  and  there  are  other  losses  from  the  confluence 
of  streams  in  the  draft-tubes  of  multi-runner  horizontal  units.  The 
ideal  draft-tube  is  obtainable  with  the  single-runner,  vertical  tur- 
bine, in  which  the  water  is  received  from  the  runner  at  high  velocity 
and  conducted  away  with  gradually  decreasing  velocity  to  the  tail- 
race,  with  small  loss  of  effective  head  from  friction  or  other  causes. 
Volute  or  scroll  casings  which,  in  the  last  few  years,  experience  has 
shown  to  return  the  highest  efficiencies,  are  impossible  to  obtain 
economically  in  large  capacity  horizontal  units.  Besides  these  con- 
siderations, there  are  other  objections  to  horizontal  units  in  large 
capacity  low-head  installations,  such  as  the  facts  that  the  unit  would 
be  below  the  level  of  tail-water,  under  flood  conditions  the  power-house 
required  would  have  to  be  larger,  and  the  structural  features  of  the 
horizontal  shafts  for  these  large  wheels  would  not  be  satisfactory. 

With  regard  to  single  versus  multi-runner  vertical  units,  the 
following  points  deserve  mention :  The  ideal  scroll  casing,  by  which 
the  inflowing  water  is  brought  to  the  runner  at  a  uniform  velocity 
at  all  points,  cannot  be  obtained  with  multi-runner  turbines.  The 
effect  of  multi-runner  turbines  on  draft-tubes  is  to  cause  either  sharp 
bends,  thereby  decreasing  the  efficiency,  or,  in  an  effort  to  avoid  this, 
require  the  lengthening  of  the  unit  to  uneconomical  proportions. 

The  single-runner  unit  makes  possible  an  ideal  arrangement  of 
the  operating  mechanism,  by  which  it  is  at  all  times  open  to  inspec- 
tion in  the  operating  chamber  above  the  runner.  Other  advantages 
of  this  type  are  that  it  is  possible  to  lubricate  the  gate  stems  with 
grease  cups,  and  that  there  are  fewer  parts  to  get  ovit  of  order. 

The  selection  of  speed  involves  a  close  study  of  the  inter-relations 
of  power,  efficiency,  and  cost  per  horse-power  developed.  In  general, 
other  things  being  equal,  the  cost  of  turbines  per  horse-power  de- 
veloped decreases  as  the  speed  increases,  the  horse-power  increases  as 
the  speed  increases,  and  the  efficiencies  at  part  gate  fall  off  greatly 
as  the  speed  increases. 

An  illustration  of  this  last  consideration  is  shown  by  Table  5, 
which  is  a  comparison  of  the  efficiencies  of  these  runners  at  different 
speeds,  under  a  head  of  68  ft.  for  this  installation. 

For  this  development  the  runner  developing  18  500  h.p.  at  a  speed 
of  100  rev.  per  min.  was  selected  because  a  great  increase  in  power 
was   obtainable   over  the  lower-speed   runner,   with   only   a   small   sac- 
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rifice  of  efficiency  under  full  load,  and  the  half-load  efficiency  held 
up  well  above  that  of  the  higher-speed  runner.  The  consideration 
that  the  head  would  decrease  in  time  of  flood  to  56  ft.  argued  against 
the  adoption  of  a  runner  with  a  half-load  efficiency  as  small  as  73 
per  cent.  It  should  be  noted  that  these  efficiencies  and  capacities  are 
not  the  same  as  those  guaranteed  for  the  full-sized  runner,  but  are 
those  developed  from  Holyoke  tests  on  model  runners. 

TABLE  5. 


Efficiency  at  : 

94.8  rev.  per  min. 

KX)  rev.  per  min. 

130  rev.  per  min. 

90.6% 

80.0O/O 

16  850  h.p. 

89.5% 

77.0O/O 

18  500  h.p. 

90.10/0 

73.00/0 

17  500  h.p.* 

*  This  runner  was  smaller  than  either  of  the  other  two,  which  accounts  for  the  lower 
power  than  at  100  rev.  per  min. 

Thrust-Bearings.— The  function  of  the  thrust -bearing,  as  pre- 
viously noted,  is  to  transmit  to  the  bridge  of  the  generator  frame  the 
weight  of  all  the  rotating  parts  and,  in  addition,  the  water  thrust. 
Prior  to  1912,  roller  and  step-bearings  were  the  types  in  general  use 
in  hydraulic  turbines.  As  its  name  signifies,  the  roller-bearing  de- 
pended on  a  nest  of  rollers  to  reduce  the  friction  while  transmitting 
heavy  loads  in  motion.  In  some  forms  of  step-beaxings,  the  load  is 
carried  by  hydraulic  or  oil  pressure  at  the  foot  of  the  shaft.  A  com- 
bination of  these  two  types  is  in  use  in  some  plants.  In  1912  a  bear- 
ing of  an  entirely  different  design,  which  previously  had  been  intro- 
duced into  steam  turbine  practice,  was  applied  to  the  hydraulic  tur- 
bine. In  October,  1912 — when  the  selection  of  thrust-bearings  was 
taken  under  consideration — there  were  only  thirty  of  these  Kingsbury 
bearings  in  use,  and  they  were  mostly  in  steam  turbines  under  unit 
pressures  of  from  300  to  600  lb.  per  sq.  in.  of  bearing  surface.  One 
was  in  use  at  the  McCail's  Ferry  Plant  and  one  additional  had  been 
ordered.     Fig.  14  shows  this  bearing. 

The  lower  casting  with  the  pockets  is  stationary,  and  is  bolted 
fast  to  the  bridge  of  the  generator  frame.  The  segmental  castings, 
with  the  flat  Babbitted  surface  and  the  circular  pocket  on  the  under- 
side, are  the  bearing  blocks  or  shoes.     These  bearing  blocks  are  sup- 
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ported  on  disks,  the  upper  surface  of  which  is  a  sphere  of  large 
radius,  the  disks  fitting  into  the  pockets  under  the  bearing  blocks.  A 
collar,  securely  fastened  to  the  shaft  and  accurately  machined  on  the 
lower  surface,  rests  on  the  bearing  blocks  when  the  unit  is  completely 
assembled.  As  the  bearing  blocks  rest  on  a  spherical  surface,  they 
are  free  to  turn  slightly  as  if  on  a  pivot.  When  ready  for  operation, 
the  interior  parts  of  the  bearing  are  completely  immersed  in  oil.  The 
fundamental  principle  of  operation  of  the  bearing,  as  expressed  clearly 
by  the  inventor,  is  "perfect  automatic  lubrication  effected  by  the 
pivotal  support  of  the  stationary  bearing  blocks  or  'shoes',  which  j^er- 
mits  the  formation  of  an  oil  film,  completely  separating  the  sliding 
surfaces". 

This  bearing  seemed  to  do  away  with  the  objectionable  features  of 
the  roller-bearing,  namely,  large  friction  losses,  high  initial  cost,  in- 
accessibility, and  wear  of  the  moving  parts. 

The  bearing  placed  in  June,  1912,  in  a  10  000-kw.  unit  at  McCalFs 
Ferry,  was  under  a  load  of  410  000  lb.  at  91  rev.  per  min.  (equivalent 
to  a  unit  pressure  of  350  lb.  per  sq.  in.  of  bearing  surface)  and  was 
inspected  in  October,  1912,  after  3J  months  of  steady  service.  The 
Babbitted  faces  of  the  shoes  had  been  scraped  before  being  placed, 
and  they  still  showed  distinctly  the  marks  of  the  scraper.  The  area 
of  contact,  as  shown  by  the  bright  area  of  the  Babbitt,  had  extended 
but  slightly,  showing  that  the  wear  had  been  negligible.  A  compu- 
tation made  from  the  rise  of  temperature  of  the  oil  supplied  to  the 
bearing  indicated  a  coefficient  of  friction  of  0.0008.  The  bearing  is 
made  accessible  for  inspection  of  the  Babbitted  surfaces  by  wedges 
under  the  shoes,  several  of  which  may  be  removed  at  once,  without 
lifting  the  shaft.  The  bearings,  as  made  for  the  McCall's  Ferry 
Plant,  had  an  outside  diameter  of  48  in.  The  shaft  diameter  is  21  in. 
After  a  careful  consideration  of  the  claims  for  the  Kingsbury 
bearing  and  an  inspection  of  that  in  service  at  McCall's  Ferry,  it  was 
decided  to  adopt  it.  As  constructed,  it  is  42  in.  in  outside  diameter 
and  supports  a  load  of  330  000  lb. 

A  duplicate  oiling  system  has  been  provided  for  the  lubrication  of 
these  bearings.  There  are  two  tanks,  each  with  a  capacity  of  838  gal., 
on  the  high-tension  floor,  from  which  the  oil  flows  by  gravity  to  the 
casing  of  the  bearing.  Provision  has  been  made  for  the  supply  of 
15  gal.  per  min.  to  the  bearings,  but  this  quantity  will  be  regulated  as 
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Fig.   15. — Type  of  Timbek  Slide-Gates  Used  to  Close  Several  of  the 
Steeam-Control  Culverts. 


Fig.   16. — Stream-Control  Conduits  Through  Dam,  with  Flap-Gates  in 
Position  foe  Closing. 
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experience  develops  the  best  method  of  working  the  system.  The 
temperature  of  the  oil  at  the  entrance  to  and  exit  from  the  bearing 
may  be  noted  with  the  thermometers  provided,  so  that  the  supply  may 
be  regulated.  On  leaving  the  bearing,  the  oil  is  pumped  back  through 
tanks,  in  which  there  are  cooling  coils,  to  the  tanks  on  the  high- 
tension  floor.  These  coils  are  2  ft.  in  diameter,  are  made  up  of 
32  turns  of  1^-in.  pipe,  and  have  a  cooling  surface  of  105  sq.  ft. 
No  experience  was  available  relative  to  the  desirable  capacity  of 
these  coils ;  their  design  is  based  on  judgment  alone. 

Generators. — The  four  generators  installed  are  13  500  kv-a.,  6  600- 
volt,  3-phase,  60-cycle  generators,  to  operate  at  100  rev.  per  min. 
The  generator  stator  is  mounted  directly  on  the  foundation  ring  of 
the  turbine,  to  which  it  transmits  the  load  received  from  the  thrust- 
bearing. 

The  ventilation  of  the  machine  is  effected  by  taking,  through 
ducts  in  the  concrete  foundation,  fresh  air  from  outside  the  power- 
house and  circulating  it  by  the  fan  action  of  the  rotor  through  the 
armature  and  out  through  holes  left  in  the  stator  frame  into  the 
body  of  the  power-house.  The  ducts  provided  for  the  purpose  have 
a  capacity  of  60  000  cu.  ft.  of  air  per  minute  at  a  velocity  of  2  000 
ft.  per  min.  The  efficiencies  guaranteed  by  the  manufacturers  are 
as  follows : 

Full    load    95.7  per  cent 

Three-quarter    load     95.0     "       " 

One-half  "  93.5     "       " 

Exciters. — Mounted  above  the  thrust-bearing,  and  securely  bolted 
to  the  main  shaft,  is  the  exciter.  These  exciters  are  of  the  shunt- 
wound  type,  with  interpoles.  The  field  frame  rests  on  the  generator 
bridge.  They  are  rated  at  150  kw.,  at  100  rev.  per  min.,  and  250 
volts.  An  auxiliary  motor  generator  exciter  of  150  kw.,  250  volts, 
is    provided. 

Governors. — The  governors  are  four,  modified  Keokuk  type, 
actuators,  with  independent  motor-driven  pumps,  and  tanks  for  the 
control  of  the  double  servo-motors  furnished  with  the  turbines.  This 
apparatvis  is  guaranteed,  at  200  lb.  per  sq.  in.  pressure,  to  open  or 
close  the  turbine  gates  completely  in  2  sec,  if  not  called  on  to 
develop  a  greater  energy  than  250  000  f  t-lb.     The  governors  are  also 
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guaranteed  to  stand  substantially  steady  when  the  speed  does  not 
vary,  to  be  dead  beat  in  action,  and  not  to  hunt,  to  correct  with 
maximum  promptness  for  all  load  changes  within  the  capacity  of 
the  water-wheels  to  which  they  are  attached,  to  maintain  the  speed 
steady  within  one-half  of  1%  under  uniform  load  on  the  water- 
wheels  to  which  they  are  attached,  to  begin  to  adjust  the  water- 
wheel  gates  when  the  speed  has  varied  one-half  of  1%,  and  to 
operate  perfectly  in  parallel  with  one  another. 

Penstock  Gates. — As  shown  on  Plate  XXIX  and  Fig.  10,  each 
penstock  has  two  entrances,  separated  by  a  pier.  This  made  it  pos- 
sible to  reduce  the  size  of  the  gates  to  16  ft.  6  in.  wide  and  20  ft. 
0  in.  high.  The  penstock  gates  are  of  two  types:  one  is  equipped 
with  rollers  and  a  spring  sealing  device,  and  the  other  is  a  sliding 
gate  with  bronze  wearing  strips.  One  of  each  type  is  used  on  each 
penstock,  the  gate  on  rollers  being  opened  first  to  facilitate  the 
opening  of  the  sliding  gate.  In  general,  the  gates  of  both  types 
are  made  up  of  24-in.  I-beams  with  y^'in.  buckle-plates,  and  prop- 
erly stiffened  (see  Figs.  17  and  18).  The  gate-lifting  apparatus, 
shown  on  Fig.  7,  consists  of  a  cast-iron  cylinder  for  each  gate,  30 
in,  in  inside  diameter  and  20  ft.  llj  in.  long.  A  piston  attached 
to  a  6-in.  rod,  24  ft.  6^  in.  long,  is  operated  in  this  cylinder  by 
oil  pressure  taken  from  the  governor  oil  system.  The  cylinder  walls 
are  If  in.  thick,  and  were  tested  to  300  lb.  per  sq.  in. 

Spillway  Gates. — On  the  spillway,  as  previously  noted,  there  are 
26  gates  of  a  modified  Stoney  type,  as  shown  by  Figs.  19  and  20. 
Their  over-all  dimensions  are  14  ft.  high  and  32  ft.  9  in.  long. 
They  are  built  up  of  four  horizontal  girders,  36  in.  deep  at  the 
center  and  18  in.  deep  at  the  ends,  and  buckle-plates.  The  hori- 
zontal girders  are  framed  into  box-girders  at  the  ends,  each  of  which 
carries  two  rollers.  The  same  type  of  bronze  sealing  device  is  used 
as  on  the  Type  A  penstock  gates,  and  if  this  is  found  to  be  unsatis- 
factory in  practice,  it  can  be  removed  and  a  staunching  rod  readily 
substituted.  Cast-iron  guides,  bolted  to  the  ends  of  the  gates  and 
running  in  cast  grooves  set  in  the  concrete,  prevent  the  gates  from 
blowing  out  of  line  in  the  wind  when  in  a  raised  position.  The 
gates  are  suspended  at  each  end  with  flat  steel  ropes  passing  over 
drums  at  the  top  of  the  piers.  The  drums  are  actuated  by  shafting 
and  gears,  which  may  be  operated  from  an  electric  hoist  car  mounted 
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on  trucks  above  the  piers.  As  added  security,  there  is  a  duplicate 
operating  car,  equipped  with  a  steam  hoist,  and,  if  necessary,  both 
cars  may  be  operated  by   hand. 

Lock  12  Cokstruction. 

1    Cj 
I   ^ 

The  construction  of  the  dam  and  power-house  at  Lock  12,  as 
laid  out  and  built,  is  described  in  detail  in  the  following  pages.  In 
considering  the  various  features  of  this  work,  the  paper  is  divided 
into  four  general  headings. 

Section  A  consists  of  a  general  outline  of  the  work  to  be  done, 
its  location  and  description,  its  general  features,  and  the  methods 
which  were  planned   and  adopted   for  doing  it. 

Section  B  covers  the  methods  adopted  for  handling  the  work, 
the  materials  used,  the  camps,  railroad  facilities,  description  and 
layout  of  the  contractor's  plant  at  the  dam  and  quarries,  the  stor- 
age and  care  of  materials,  and  the  inspection  of  all  work  and  materials. 

Section  C  describes  in  detail  the  prosecution  of  the  work  and  the 
various  construction  features — the  coffer-dams,  excavation  methods. 
forms,  mixing  and  placing  of  concrete,  completing  the  work,  and  the 
final  closure  of  the  dam. 

Section  D  covers  the  details  of  both  the  contractor's  and  the 
Alabama  Power  Company's  organizations  for  handling  the  work  in 
the   field,    their   relations,    and    responsibilities. 

Section   A — General  Outline  of   Work   to  Be  Done. 

Lands. — The  land  secured,  in  addition  to  the  actual  site  of  Lock 
12,  was  as  follows :  On  the  east  bank  of  the  river,  a  strip  aver- 
aging 1 800  ft.  wide,  back  from  the  river  bank,  extending  down 
stream  below  the  line  of  the  dam  1 400  ft.  and  up  stream  about 
4  000  ft. ;  on  the  west  bank  of  the  river,  on  which  all  camps,  con- 
tractor's plant,  etc.,  were  located,  there  was  owned,  in  all,  at  the 
immediate  site,  -a  strip  extending  an  average  distance  of  1 900  ft. 
back  from  the  bank  from  a  point  1  600  ft.  down  stream  to  a  point 
2  400  ft.  up  stream  from  the  dam.  This  latter  property  Avas  used 
entirely  for  construction  purposes.  Considerably  more  property  was 
owned  farther  up  the  basin,  but  those  mentioned  are  in  the  imme- 
diate  vicinity  of  the  dam  site. 
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In  addition  to  the  lands  described,  at  or  near  the  site  of  the 
dam,  on  the  west  bank  of  the  river,  the  timber  rights  to  3  250  000 
ft.  of  lumber  were  purchased,  and  on  the  flooded  lands  purchased 
on  the  east  bank  of  the  river,  there  was  another  1 000  000  ft.,  all 
of  which  was  cut  and  used,  furnishing  nearly  all  the  lumber  needed 
for  camps  and  other  purposes. 

Surveys  at  the  Dam. — On  August  5th,  1912,  a  party  was  put 
in  the  field  at  Lock  12  for  the  purpose  of  establishing  the  construc- 
tion lines  and  elevations  preparatory  to  starting  the  work.  The 
tops  of  the  4-in.  pipes,  used  by  the  U.  S.  Government  for  making 
shot  borings  on  this  site,  were  visible  above  the  water  surface,  and 
the  average  line  of  these  pipes  was  indicated  as  the  up-stream  face 
of  the  dam.  This  line  was  first  permanently  established,  monu- 
mented,  and  thoroughly  referenced,  and  an  original  stake,  marked 
1°,  was  established  as  Station  5  +  00  and  so  used  on  all  surveys 
and  drawings.  This  was  the  starting  point  of  all  measurements, 
and  the  stationing  increased  to  the  eastward  from  here.  The  up- 
stream face  of  the  dam  was  considered  as  Station  0  +  00  for 
measurements  at  right  angles,  the  stationing  increasing  down  stream. 
In  order  that  the  main  construction  base  line  should  fall  inside 
the  construction  limits,  a  line  parallel  to,  and  10  ft.  south  of,  the 
face  of  the  dam  was  run  in,  and  all  work  was  referred  to  this  base 
line.  Concrete  monuments,  with  railroad  spikes  embedded  in  them 
and  center-punched  on  line,  were  established  on  this  10-ft.  line,  at 
intervals  of  about  90  ft.,  for  a  distance  of  1 000  ft.  on  each  end 
back  from  the  water's  edge.  On  the  west  bank,  to  guard  further 
against  loss  of  lines,  one  of  the  monuments  was  carefully  referenced. 
The  original  elevation  left  at  this  point  by  the  Government  was 
permanently  established,  and  all  work  was  based  on  it.  All  sur- 
veys of  overflowed  lands  were  based  on  this  same  datum,  and  deeds 
written  were  referred  to  it  as  their  basis. 

A  diamond  drill  outfit  was  put  on  the  work  about  August  5th, 
1912,  and  a  series  of  borings  was  made  across  the  river,  on  the 
line  of  the  up-stream  face  of  the  dam,  in  order  to  verify  the  orig- 
inal Government  data. 

Contract  for  Suhstructure  and  Dam. — A  contract,  under  date  of 
August  1st,  1912,  was  entered  into  for  the  construction  of  the  sub- 
structures of  the  dam  and  power-house,  and  under  it  the  work  was 
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prosecuted  to  completion.  It  was  of  the  cost-plus-a-fixed-fee  type, 
in  which,  however,  the  Power  Company,  through  the  Engineering 
Department,  had  unlimited  powers  in  the  direction  of  the  work, 
and  exercised  close  supervision  over  all  its  details.  The  general  re- 
quirements of  the  contract  called  for  completion  by  December  31st, 

1913. 

The  purchase  of  all  materials  was  subject  to  the  approval  of 
the  Power  Company  before  orders  were  placed  or  any  contracts  made, 
and  payments  made  under  the  contract  were  divided  into  three 
general  items:    (a),    (&),   and    (c). 

Item  (a)  covered   the   contractor's   fixed   fee; 

Item  (6)  covered  rental  on  plant  owned  by  the  contractor;   and 

Item  (c)  covered    all    expenditures    made    by    the    contractor    in 

the  prosecution  of  the  work. 
About  one-half  of  the  large  plant  was  rented  from  the  contractor, 
at  a  certain  percentage  per  month,  on  an  agreed  valuation,  and  a 
list  of  the  items  of  this  plant  was  attached  to  and  made  a  part  of 
the  contract.  The  selection  of  all  plant  used  under  Item  (?>)  was 
subject  to  the  approval  of  the  Chief  Engineer.  Under  Item  (c) 
were  made  all  expenditures  in  the  prosecution  of  the  work,  and 
they  were  subject  to  approval  by  the  Chief  Engineer  for  all  that 
were  not  the  usual  running  items.  The  usual  camp  expenses  were 
covered  under  a  general  approval.  All  plant  actually  purchased, 
the  operation  and  maintenance  of  the  railroad,  and  like  items;  were 
included   under   this   item   of  the   contract. 

Sources  of  Materials,  and  Methods  of  Securing  and  Handling 
Stone,  Gravel,  and  Sand.— Some  time  before  the  work  was  begun  at 
the  dam,  investigations  of  all  the  surrounding  country  were  inau- 
gurated, for  the  purpose  of  finding  suitable  concrete  materials  for 
use  in  the  dam.  Prospecting  parties  were  put  in  the  field  in  the 
early  part  of  August,  1912,  to  find  sand  and  gravel  pits,  or  stone 
quarries,  as  near  the  dam  as  possible.  These  investigations  showed 
that  all  rock  at  the  dam  site,  and  for  several  miles  up  and  down 
stream,  would  be  unsuitable  for  concrete  purposes,  being  a  thin- 
bedded  slate  with  numerous  quartz  seams  running  through  it.  No 
sand  suitable  for  concrete  was  found  at  all.  Gravel,  in  small  quan- 
tities  only,    and   in   pockets,   was   found   along  the   river,    and   such 


1456        HYDRO-ELECTRIC   POWER   DEVELOPMENT   IN  ALABAMA 

sand  as  was  found  with  it  contained  such  high  percentages  of  clay 
as  to  render  it  unfit  for  use  without  thorough  washing.  Early  in 
the  work,  therefore,  it  became  evident  that  sand  would  have  to  be 
secured    from    outside    sources. 

The  only   suitable   stone   in   the   district   was   found,   after   several 
months   of  prospecting,   near  Zion    Church,   in    Sections   17    and   18 
Township  23  K,  Range  15  E.   (see  Fig.  3),  and  its  area  was  more 
or    less    restricted.      After    carefully    prospecting    this    site    at    Zion 
Church  and  another  hill  about  a  mile  distant,  known  later  as  Ellison 
Quarry,  both  sites  were  purchased.     All  surface  indications  and  drill 
bonngs  indicated  that  Ellison  Quarry  would  be  the  better  of  the  two  • 
later,   however,   the   contrary   turned   out   to   be  the  case.      Both  sitel 
were  about  11  miles,  via  the  construction  railroad,  from  the  dam    and 
were   the   only    available   sources    of   coarse    aggregate   and    cyclopean 
stone  found  in  the  vicinity.     Both  these  hills  were  heavilv  overbur- 
dened, and,  after  opening  up  Ellison  Quarry  and  working  it  for  sev- 
eral  months,   so  many   clay  seams   showed   throughout   the   rock   that 
It  had  to  be  abandoned.     Although  there  was  plenty  of  suitable  rock 
available  at  Zion  Quarry,  it  was  only  possible  to  work  five  derricks 
and  the  stone  could  not  be  quarried  with  sufficient  rapidity  to  satisfy' 
the  demands.     For  this   reason,  gravel  and  stone  were  secured  from 
outside  pits  to  fill  out  the  supply.     All  the  crushing  operations  were 
carnedon  at  Zion  Quarry,  and  a  general  view  of  the  quarry  and  its 
layout  IS  shown  in  Fig.  21. 

A  chemical  analysis  of  the  stone  furnished  from  Zion  and  Ellison 
Quarries  was  as  follows : 

Aluminum  and  iron  oxide 3.44  per  cent. 

Carbonate    of    lime 50.83     " 

^^■^i^^ 900     "       " 

Carbonate  of  magnesia 36.38     "      " 

Combined  water  and  organic  matter..   0.35     "       " 
The  stone  proved  to  be  of  excellent  quality  for  concrete  purposes 

and    was    far    superior    to    any    purchased    from    outside    commercial 

quarries. 

All  sand  was  furnished  by  contract  at  a  price  not  to  exceed  25 
cents  per  cu.  yd.,  f.  o.  b.  cars,  at  Jackson's  Lake,  near  Montgomery 
Ala.     There  was  a  freight  charge  of  approximately  70  cents  per  cu' 


Fig.  21. — Cbusher  Plant  at  Zion  Quakky,   Showing  also  Portion  of 
Storage   Bin. 


Fig.   22. — CoNCRETE-MiXER  Plant. 
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yd.  from  Jackson's  Lake  to  Ocampo,  making  the  total  cost  per  cubic 
yard  at  Ocampo,  95  cents.  This  sand  proved  satisfactory,  although 
certain  sections  of  the  pits  contained  a  good  deal  of  loam,  and  it 
was  necessary  for  the  Power  Company  to  maintain  an  inspector  there 
constantly  to  supervise  the  loading  and  subject  the  sand  to  certain 
quick  field  tests  for  percentages  of  foreign  matter. 

All  gravel  secured  from  outside  sources  was  washed,  with  the 
exception  of  that  brought  from  the  Company's  pit  at  Elmore,  Ala., 
which  contained  about  45%  of  gravel  and  55%  of  sand.  This  pit 
was  purchased  to  help  out  at  the  height  of  the  concreting,  and  served 

its  purpose. 

The  following  tabulation  shows  the  quantities  of  materials  secured 

from  various  sources: 

Crushed  stone  from  Ellison  Quarry 11  031  cu.  yd. 

Crushed  stone  from  Zion  Quarry 115  207 

Cyclopean  stone  from  Zion  and  Ellison.  7  670 
Stone  purchased  from  outside  sources .  13  998 
Washed  gravel  from  outside  sources.  ..  31031 
Ehnore  gravel   (60%    gravel) 6  009 

Grand  total.  ,,.,., 184  937  cu.  yd. 


The  total  quantity  of  sand  used  from 

all  sources  was .,,.,-...,, 57  809  cu.  yd. 

Cement.— Cement  was  purchased  from  local  mills,  one  in  Alabama 
about  40  miles  east  of  Birmingham  and  the  other  in  Tennessee  close 
to  the  Alabama  line.  It  was  tested  at  the  mills  by  representatives 
of  the  Power  Company,  under  the  specifications  contained  in  Cir- 
cular No.  33  of  the  U.  S.  Bureau  of  Standards. 

The  cement  was  delivered  to  Ocampo  in  carloads  of  approximately 
170  bbl.,  at  a  cost  of  $1.30  per  bbl.  net.  At  the  dam  site  a  weather- 
proof storage  shed  with  a  capacity  of  15  000  bbl.  was  built  and  kept 
full  until  the  work  was  nearly  completed,  when  the  storage  was 
drawn  on  to  tide  over  periods  of  car  shortage  caused  by  the  cotton 

movement. 

All  cement,  as  well  as  gravel  and  sand,  and  that  stone  which  came 
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from    outside    quarries,    was    contracted    for    by    the    Company    and 
delivered  to  the  contractor  at  Ocampo.  y   ..xinmoV 

Lumher.—Fdghts  to  approximately  4  000  000  ft.  of  timber  were 
acquired  in  the  vicinity  of  the  dam,  and  contracts  were  let  locally 
to  three  small  mills  to  cut  it.  All  these  mills  were  within  a  mile 
of  the  dam,  and  the  sawed  lumber  was  teamed  by  the  Company  to 
the  point  needed.  It  is  to  be  noted  here  that,  whenever  possible, 
saw-mills  should  be  on  the  construction  railroad,  or  should  have  rail- 
road service. 

Timber  proved  to  be  very  cheap  in  this  section,  the  price  of  all 
the  lumber  used,  of  all  classes,  being  about  $10  per  1  000  ft.  b.  m.  at 
the  dam. 

All  the  lumber  for  coffer-dams,  camp  buildings,  bins,  shops,  stores, 
forms,  etc.,  was  supplied  by  the  above  timber  and  mills.  Approximately' 
6  600  000  ft.  of  lumber  for  all  purposes— railroad,  dam,  and  quarries- 
were  used. 

Commissary  Supplies.-FvacticaWy  all  commissary  and  other  run- 
ning   supplies    were    secured    in    the    Montgomery    or    Birmingham 
market,    being   bought    directly   by   the   contractor.      Before    the   con- 
struction   railroad    was    ready    for    service,    all    these    supplies    were 
brought  to  Clanton,  Ala..,  1-3.6  miles  from  the  dam,  by  road,  and  were 
teamed  to  the  dam  by  local  teams  at  20  cents  per  cwt.     Later,  when 
the   railroad   was   in   service,   a   regular  merchandise   car   was   run   by 
the  Louisville  and  Nashville  Railroad  Company  from  Birmingham  to 
Ocampo  and  thence  taken  to  the  dam  on  the  Clear  Creek  Railroad.    An 
arrangement   was   made   with   the   Louisville   and    Nashville   Railroad 
Company   to   run   a   regular  package  car  exclusively  for  the  work  at 
the   dam,   and   during   the   height   of  the   work,   there   were   two,   and 
sometimes  three,  cars  of  merchandise  daily  to  take  care  of  the  'large 
force  at  work. 

Coal— Coal  was  contracted  for  by  the  contractor  and  delivered 
m  hopper-bottom  cars,  via  the  Louisville  and  Nashville  Railroad,  at 
Ocampo,  from  which  place  it  was  carried  on  the  construction  railroad 
to  the  points  desired.  At  the  quarry  and  dam  the  coal  was  dumped 
through  trestles  directly  in  front  of  the  boilers  where  it  was  to  be 
used.  On  the  railroad  it  was  shoveled  by  hand  out  of  the  cars  for 
engine  uses  directly  into  the  tenders  or  to  buckets  moved  by  air 
hoists. 
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Coal  was  bought  from  various  mines  in  Alabama,  at  a  price  of 
$1.50  per  ton,  at  the  mine,  and  a  freight  rate  of  $1.00,  making  the 
price,  f.  o.  b.  Ocampo,  $2.50  per  ton. 

General  Scheme  of  Handling  Worlc  at  the  Dam  Site. — The  general 
scheme  and  outline  laid  down  and  followed  for  the  prosecution  of 
the  work  contemplated  the  building  of  three  coffer-dams  and  the 
handling  of  the  work  as  follows : 

1st. — Coffer-Dam  No.  1,  which  took  in  the  west  abutment,  power- 
house, wasteway  section,  and  404  ft.  of  the  dam,  was  built  and  the 
work  within  it  excavated  and  concreted.  This  coffer-dam  was  designed 
and  built  to  care  for  a  flow  of  75  000  sec-ft.  in  the  river  without 
flooding,  and  accomplished  its  purpose.  Sufficient  openings  were  left 
through  the  portion  of  the  dam  constructed  within  Coffer-Dam  No.  1 
to  care  for  a  flow  of  20  000  sec-ft.  without  flooding  Coffer  No.  2.  The 
work  within  Coffer  No.  1,  it  was  anticipated,  would  be  accomplished 
during  the  high-water  stages  of  the  river  and  that  in  Coffer  No.  2 
during  the  low-Avater,  summer  season. 

2d. — The  building  of  Coffer  No.  2,  turning  the  river  through  the 
culverts  left  in  the  first  portion  of  the  dam. 

3d. — The  construction  of  the  second  portion  of  the  dam  and  east 
abutment,  leaving  more  openings  through  it,  with  their  bottoms  at 
a  higher  elevation,  in  order  to  be  able  to  pass  a  large  flood  if  the 
river  rose  rapidly  in  the  fall  before  the  power-house  end  of  the 
work  was  finished,  and  also  making  it  possible  for  the  reservoir  to 
be  drawn  down  if  the  water  did  rise  to  a  considerable  height  before 
the  work  was  completed. 

4th. — The  construction  of  the  tail-race  coffer-dam  at  about  the 
same  time  as  Coffer  No.  2,  and  the  excavation  of  the  tail-race  while 
the  second  section  of  the  dam  was  being  concreted.  The  power-house 
concreting  was  to  be  prosecuted  while  the  first  section  of  the  dam  was 
being  built,  but  it  was  anticipated  that  it  would  be  far  behind  that 
portion  of  tlie  work,  and  would  come  to  completion  about  the  same 
time  as  the  second  section.  Consequently,  a  small  concrete  wall, 
from  the  end  of  the  power-house  next  to  the  wasteway  section  up 
stream,  and  a  coffer-dam  down  stream  to  the  tail-race  coffer,  were 
built  in  order  that  when  the  water  was  turned  through  the  first 
section  of  the  dam,  the  power-house  and  tail-race  work  would  still 
be  protected. 
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Section  B— Methods  Adopted  for  Handling  the  Work. 

Camps. 
The  very  first  problem  which  presented  itself  in  the  prosecution 
of  the  work  was  the  building  of  camps,  and  the  providing  of  neces- 
sary messes  and  quarters  for  the  men  and  houses  for  their  families, 
as  it  was  realized  that  unless  there  was  proper  food  and  comfortable 
habitations,  it  would  not  be  possible  to  hold  the  men.  It  was  antici- 
pated that  a  very  large  force  would  be  necessary  in  order  to  complete 
the  work  quickly  and  on  time,  and  that,  with  such  a  large  force,  the 
sanitary  and  medical  part  of  the  work  would  need  strict  attention, 
and  would  be  no  small  problem  in  itself.  It  was  also  essential  that 
no  contagious  or  infectious  disease  be  allowed  to  gain  a  foothold  and 
sweep  through  the  camps,  seriously  hampering  the  work  and  giving 
the  job  a  bad  name.  All  camp  buildings  were  constructed  of  wood, 
and  were  fairly  well  ventilated  and  cared  for. 

Loch  12  Camp. — At  the  dam  five  distinct  sections  of  the  camp 
were  built.  The  white  camp  contained  the  commissary,  white  mess 
hall,  bunk-houses,  foremen's  houses  and  families,  and  the  houses  of 
the  contractor's  staff,  ice  plant,  bakery,  storehouse,  etc.,  in  fact, 
this  was  the  main  camp.  The  engineers'  camp  was  by  itself,  near 
the  contractor's  main  camp  No.  1,  and  contained  a  bunk-house,  family 
dwellings  of  the  staff,  a  mess  hall,  office,  and  a  special  house  for  the 
accommodation  of  Company  guests  and  visitors,  known  as  the  "Guest 
House".  The  negro  quarters  were  about  ^  mile  from  the  main  camp, 
on  one  side  of  the  railroad.  About  400  yd.  from  the  negro  quarters 
was  a  fourth  camp,  for  foreigners.  The  Swedish  carpenters  lived 
in  a  camp  by  themselves.  The  camps  for  the  negroes  and  foreigners 
were  combined  into  one  large  negro  camp  after  the  foreign  laborers 
at  the  dam  were  discharged.  Fig.  23  is  a  general  map  of  the  Lock  12 
yards,  railroad  connections,  etc. 

About  1  000  persons  could  be  accommodated  at  the  main  Lock  12 
Camp,  and  at  the  height  of  the  work  it  contained  about  that  number. 
The  topography  at  Lock  12  prevented  any  general  scheme  of  laying 
out  the  buildings;  they  were  placed  on  the  tops  of  the  ridges,  with 
the  drainage  away  from  them  toward  the  river  and  creeks.  Where 
possible,  a  regular  arrangement  should  be  adhered  to,  and  is  also 
recommended  from  a  sanitary  standpoint.  Some  of  the  bunk-houses 
at  this  camp  were  too  large,  and  did  not  afford  proper  ventilation  at 
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night.  A  house  of  proper  size  would  be  one  large  enough  to  accom- 
modate twenty  men,  well  ventilated,  and,  in  the  skilled  and  white 
quarters,  there  should  be  a  shower  bath  in  each  house.  In  the  negro 
camp,  a  large  mess  hall  and  several  houses  were  provided.  This, 
however,  is  not  the  best  system  to  follow  in  handling  the  negro.  A 
large  number  of  small  houses,  with  no  general  mess  hall,  the  writers 
believe,  would  be  better,  and,  later,  this  scheme  was  used,  and  is  being 
used  by  other  contractors  on  similar  work  in  this  section  of  the 
country  to  good  advantage.  To  hold  the  negro  laborer  on  the  work 
it  is  essential  that  he  have  his  negro  women  with  him,  as  he  will 
not  stay  in  the  camp  unless  the  women  are  there.  Consequently,  pro- 
vision has  to  be  made  to  take  care  of  them.  Another  feature  of  hold- 
ing the  negro  is  that  he  be  allowed  to  shoot  "craps"  and  play  "skin", 
his  favorite  pastime  and  card  gambling  game,  and  it  is  useless  to 
try  to  stop  him.  The  local  county  authorities  realized  this  here,  and 
arrangements  were  made  whereby  the  negroes  did  all  their  gambling 
and  card-playing  in  the  confines  of  their  own  quarters,  where  they 
were  not  molested. 

In  the  Italian  and  foreign  camps,  no  mess  halls  were  provided, 
as  laborers  of  this  class  prefer  to  board  themselves.  However,  a  bakery 
had  to  be  established  to  provide  the  kind  of  bread  especially  preferred 
by  them,  and  from  500  to  1  000  loaves  per  day  were  baked  and  dis- 
tributed to  the  various  camps. 

In  general,  the  buildings,  as  used,  proved  serviceable  and  efficient, 
but  one  error  was  committed,  in  a  part  of  the  camp,  in  placing  them 
too  close  to  one  another.  A  fire  in  the  negro  quarters,  which  should 
have  destroyed  only  one  building,  destroyed  six,  due  to  this  cause. 

In  addition  to  the  living  and  eating  quarters  described,  a  school- 
house  was  erected  for  the  white  children,  and  used  also  for  religious 
gatherings.  A  church  was  also  built  in  the  negro  quarters.  No 
recreation  rooms  were  provided,  and  the  writers  consider  this  a  mis- 
take. A  large,  airy,  reading  and  writing-room  should  have  been  pro- 
vided for  the  white  camp.  It  should  have  been  in  charge  of  a  com- 
petent man,  and  operated  at  the  Company's  expense.  It  is  the  opinion 
of  the  writers  that,  with  a  place  of  this  nature  provided  for  the  men, 
a  certain  amount  of  drinking  and  gambling  can  be  eliminated,  ajid, 
furtliermore,  the  superintendent  can  put  his  hands  on  some  of  the 
men  quickly  in  times  of  emergency. 
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A  small  l^-ton  ice  plant  was  installed  at  the  rear  of  the  white 
kitchen  at  Lock  12,  and,  adjoining  both  the  plant  and  kitchen, 
there  was  a  large  cooling  room,  where  all  meat  for  the  camp  was 
kept  fresh.  This  plant  did  not  prove  quite  sufficient  for  the  Lock 
12  camp  in  the  hottest  weather,  and  the  supply  for  the  other  camps 
had  to  be  contracted  for  from  outside  sources  and  hauled  in  daily 
by   team.      The   plant   proved    satisfactory    except    as    noted. 

Water  for  the  camp  at  the  dam  was  secured  from  two  sources. 
That  used  for  drinking  purposes  came  from  drilled  wells,  6  in.  in 
diameter,  and  more  than  130  ft.  deep,  one  in  the  negro  camp  and 
one  in  the  white  camp.  Water  was  circulated  through  the  white 
camps  from  this  well  by  a  gasoline  pumping  outfit.  For  other  pur- 
poses the  water  was  pumped  from  Yellow  Leaf  Creek,  ^  mile  dis- 
tant, by  a  steam  pump,  to  a  20  000-gal.  tank  set  on  a  tower  in  the 
highest  part  of  the  camp,  from  which  mains  distributed  it  through- 
out all  the  camps  for  fire,  boiler,  and  locomotive  purposes,  baths, 
washing,  etc.  This  water  was  not  used  for  drinking  on  account 
of  danger  from  typhoid  infection. 

Quarry  Camps. — Houses  of  the  same  general  types  as  those  at 
the  dam  were  used  at  the  quarries,  except  that,  in  the  Italian  quar- 
ters, little  kitchens  w^ere  provided  in  which  these  people  could 
do  their  own  cooking.  In  the  negro  section  of  this  camp  there  were 
tents,  with  floors  and  wooden  sides  half  way  up  and  permanent 
wooden  frames.  A  commissary  was  run  at  Zion  Quarry,  which 
took  care  of  both  Ellison  and  Zion  Quarries,  and  provided  for  the 
general  mess  hall  and  the  individual  messes.  Bread  was  secured 
from  the  Lock  12  bakery,  and  ice,  to  keep  the  meat,  etc.,  fresh, 
was  hauled  by  team  from  Clanton.  Ellison  Quarry,  while  operat- 
ing, had  a  small  commissary  run  as  a  subsidiary  to  that  of  Zion 
Quarry.  Water  was  provided  at  the  quarries  by  wells,  from  100 
to  150  ft.   deep,  drilled  with  a   regular  well-drilling  rig. 

Lighting  of  Camps. — Steam-driven  lighting  plants  were  provided 
at  the  dam  and  at  Zion  Quarry,  and  furnished  lights  to  all  houses, 
shops,  storehouses,  etc.,  and  the  general  camp  and  job  lighting. 
Dwellings  were  supplied  with  light,  at  an  equitable  rate,  if  so  de- 
sired. Flaming  arc  laiups  were  used  on  the  work  proper  and  for 
general   lighting  throughout   the   camps.     Later,   when   the   transmis- 
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sion  lines  were  connected  up  to  Gadsden,  the  steam  plant  was  shut 
down  at  Lock  12,  and  current  was  secured  from  this  source. 

Hospital,  Medical  Service,  Sanitation. — All  medical  and  hospital 
service  was  handled  under  a  contract  with  a  local  physician  who 
lived  at  the  dam.  Under  the  contract  he  was  to  render  services  at 
all  the  camps,  provide  all  drugs,  medicines,  a  hospital,  nurses,  etc., 
and  receive  in  return  90%  of  the  collections  from  the  men,  which 
amounted   to   $1   per  month   per   man. 

The  doctor  also  acted  as  sanitary  officer,  but  merely  reported 
what  he  saw  and  had  no  authority  to  enforce  his  rulings,  which 
was  not  a  desirable  feature.  Sanitary  precautions  were  taken  by 
providing  the  pail  system  of  closets  and  making  the  boxes  of  the 
closets  fly-proof.  The  refuse  matter  was  gathered  nightly  by  a 
sanitary  wagon,  hauled  a  considerable  distance  from  camp,  and 
buried.  All  closets  were  kept  well  sprinkled  with  lime  at  all  times. 
All  kitchens  and  dining-rooms  were  screened,  as  well  as  practically 
all   the   family   dwelling-houses. 

The  general  health  of  all  the  camps  was  remarkably  good.  No 
contagious  or  infectious  diseases  originated  at  any  of  them.  At  the 
quarry  camp  several  cases  of  typhoid  fever  developed  among  the 
Italians,  and  was  traced  to  some  bad  meat  which  they  had  secured 
from  an  outside  source.  Only  about  six  or  eight  cases  came  from 
this  source,  one  of  them  being  an  inspector  on  the  Resident  Engi- 
neer's  staff. 

All  accidents  were  treated  immediately  by  the  resident  physi- 
cians, at  the  camps  in  which  they  occurred,  and  serious  cases  were 
brought  to  Lock  12  to  the  general  hospital,  where  nurses  were 
maintained. 

Policing  the  Camps. — A  regular  force  of  deputies  was  main- 
tained by  the  Power  Company,  regularly  commissioned  under  the 
Sheriff  of  Chilton  County,  there  being  two  deputies  at  Lock  12, 
one  at  the  quarry,  and  one  on  the  railroad.  The  most  troublesome 
features   arose  from  bootleggers   bringing  whiskey   into   the  camps. 

Camp  Bosses. — Camp  bosses  looked  after  the  cleaning  and  care 
of  the  camps;  and  their  assistants,  known  as  shack  rousters,  looked 
after  the  cleaning  of  the  bunk-houses,  etc.  In  the  negro  camp, 
the  camp  boss  was  a  responsible  white  man  who  thoroughly  under- 
stood the  negroes  and  saw  that  they  were  not  allowed  to  lie  around 
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the  camp,  unless  actually  ill.  He  kept  track  of  the  various  fam- 
ilies occupying  the  small  houses,  looked  after  the  checking  of  the 
dining-room,  kept  his  eye  on  bad  negroes,  and,  in  general,  main- 
tained order.  He  also  assigned  quarters  to  new  men  coming  in 
and  looked  after  them,  seeing  that  they  got  out  to  work  properly. 

Layout  of  Contractor's  Plant 
and  Details  of  Various  Main  Parts  of  the  Plant. 

Railroad  Yards  and  Trades. — At  Lock  12  extensive  yards  and 
tracks  for  the  storage  and  rapid  handling  of  materials  were  pro- 
vided; and  a  line  was  built  down  into  the  river  bottom,  below  the 
dam,  whereby  trains  and  engines  could  get  down  on  the  coffer- 
dam; this  was  known  as  the  "Low-Level  Line".  There  were  two 
storage  yards  for  sand  and  gravel,  where  loading  and  unloading  op- 
erations in  no  way  interfered  with  regular  train  and  switching 
movements.  A  long  side  track  served  the  main  cement  warehouse, 
oil  house,  and  general  store-house,  so  that  cars  were  unloaded  di- 
rectly into  them.  The  shops  were  also  served  with  another  siding, 
but  the  arrangement  used  was  a  poor  one,  and  detailed  criticism 
of  this  feature  of  the  layout  is  given  elsewhere.  The  main  line, 
known  after  it  left  the  yards  on  its  way  to  the  dam  as  the  "High- 
Level  Line",  served  the  mixer,  cement  warehouse,  concrete  mate- 
rial bins,  and  compressor  plant,  materials  being  unloaded  directly 
to  these  various  places  from  the  cars.  Pig.  23  is  a  map  showing 
this   detailed  track   layout. 

Cahleways. — Two  traveling  cableways  spanned  the  river  parallel 
to  and  immediately  over  the  face  of  the  dam.  Together,  the  two 
cableways  had  a  range  of  about  150  ft.  up  and  down  stream,  that 
is,  one  could  be  placed  over  any  portion  of  a  strip  150  ft.  wide  at 
right  angles  to  the  line  of  the  dam.  The  towers  of  these  cable- 
ways  were  95  ft.  above  the  rail,  their  track  elevation  being  about 
440.  The  length  of  span,  from  center  to  center  of  towers,  was  1  647 
ft.  The  towers  traveled  on  standard-gauge  tracks  and  on  standard 
M.C.B.  car  wheels  and  axles.  The  main  cables  were  2|  in.  in  diam- 
eter and  of  patent,  lock-laid,  flat,  steel  strands  on  the  outer  cover- 
ing. The  cableways  were  also  equipped  with  one  button  line,  hav- 
ing eight  buttons  on  it,  one  endless  line,  and  one  hoist  line.  The 
button    and   hoist  lines    were   f-in.,  ^v-strand,    Hercules,    wire    ropes. 
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The  endless  line  was  a  f-in.,  ^^^-strand,  tiat,  wire  rope.  The 
button  line  was  1 700  ft.  long,  the  hoist  line,  2 100  ft.,  and  the 
endless  line,  2  600  ft.  long.  The  cableways  were  operated  by  12^ 
by  15-in.  engines,  driven  by  steam,  supplied  from  80-h.p.,  loco- 
motive-type boilers,  all  mounted  on  the  trucks  of  the  towers.  The 
cableways  had  a  rated  capacity  of  10  tons,  and  were  operated  under 
a  sag  of  80  ft.  with  a  load  of  6  tons. 

In  the  early  stages  of  the  operation  of  the  cableways,  a  good 
deal  of  trouble  was  experienced  with  carriers.  The  original  car- 
riers seemed  to  be  too  heavy,  frequently  breaking  each  other  when 
they  struck.  Lighter  carriers  were  made,  and  much  of  the  trouble 
was  eliminated. 

Trouble  was  also  caused  by  the  breaking  of  two  strands  in  No. 
2  cable.  The  first  breaks  were  welded  by  the  oxy-acetylene  process. 
The  weld  did  not  prove  satisfactory,  and  they  broke  again;  this 
cable  was  used  for  the  remainder  of  the  job  with  these  strands 
cut  out. 

The  buttons  used  on  the  button  lines  were  of  an  obsolete  type, 
and  were  not  satisfactory;  when  one  of  them  broke  or  slipped 
along  the  cable,  it  was  necessary,  in  order  to  put  on  a  new  one,  to 
lower  the  cable,  cut  out  a  section,  and  replace  it,  all  of  which  was 
expensive  and  caused  much  delay.  There  is  now  manufactured  a 
cast-steel  button,  made  in  two  parts,  which  does  away  with  the 
necessity  for  lowering  the  cable.  A  button  of  this  type  can  be 
put  on   in   an  hour,   and   is   a   great   improvement   over   the  old  one. 

Extra  hoist,  button,  and  endless  lines  were  kept  in  readiness  at 
the  head-towers,  so  that,  in  case  of  a  breakdown  at  any  time,  they 
could  be  quickly  and  rapidly  installed.  The  cableways  handled  prac- 
tically 60%  of  the  concrete,  and  were  run  both  day  and  night. 
They  also  handled  practically  all  the  excavation  in  the  early  stages 
of  the  work.  They  were  used  for  moving  and  erecting  all  derricks, 
etc.,  handling  form  lumber,  iron,  and  materials  of  a  like  char- 
acter, and  were  found  to  be  exceedingly  useful  for  the  latter  purpose. 

Derricks. — All  derricks  used  at  the  dam  for  excavating  and 
placing  concrete  were  of  5-ton  capacity,  of  the  wooden,  traveling, 
stiff-leg  type,  with  37  to  40-ft.  masts  and  55  to  65-ft.  booms.  These 
derricks  traveled  on  the  up-stream  and  down-stream  coffer-dams, 
parallel  to  the  line  of  the  dam,   and   on  the  bottom  in   the  tail-race 


HYDEO-ELECTEIC   POWER  DEVELOPMENT  IN   ALABAMA        1469 

and  draft-tube  excavation  of  the  power-house.  Later,  when  the 
concrete  reached  Elevation  3S0.0  in  the  power-house,  three  of  these 
derricks  were  set  up  on  high  bents  and  were  stationary. 

All  the  derricks  were  equipped  with  |-in.,  ^^ -strand,  Hercules, 
steel-wire  rope  hoist  and  boom  lines,  and  with  14-in.  derrick  irons 
and  12-ft.  bull-wheels.  Double  blocks  were  used  on  the  booms  and 
single  blocks  on  the  hoist  lines,  and  were  operated  by  7  by  10-in. 
engines,  with  swinging  gears,  driven  by  air.  The  traveling  fea- 
ture of  these  derricks  seems  to  be  an  excellent  one,  as  their  in- 
creased radius  of  action  is  most  advantageous.  In  this  case  the 
back  trucks  of  these  derricks  traveled  on  the  top  of  the  coSer-dam, 
and  the  front  trucks  on  a  trestle  resting  on  the  bottom  inside. 
Three  of  them  were  able  to  cover  a  length  of  475  ft.  of  the  dam, 
on  the  up-stream  face.  These  derricks  handled  excavation  in  skips 
into  cars  run  out  on  the  up-stream  coffer,  and  took  concrete  from 
the  cableways,  placing  it  in  the  forms,  the  cableways  depositing 
a  loaded  bucket  in  a  certain  place  and  removing  the  empty  bucket, 
the  derrick  then  taking  the  bucket  and  dumping  it  in  any  por- 
tion of  the  form  desired.  They  also  took  concrete  from  flat  cars 
run   out    on   the  up-stream   coffer-dam. 

Mixer  Plant. — The  mixer  plant  was  about  200  ft.  south  of  the 
cableways,  and  discharged  concrete  to  cars  standing  at  Elevation 
425.  The  plant  consisted  of  two  Model  64,  S4-cu.  ft.  mixers,  owned 
by  the  Power  Company,  and  driven  by  an  18  by  24-in.,  horizontal, 
single-cylinder  engine,  rented  from  the  contractor.  This  engine 
was  run  by  steam  supplied  from  the  compressor  plant,  about  100 
ft.  away,  as  shown  in  Fig.  22.  These  mixers  had  a  capacity  of  20 
batches  per  hour,  their  combined  capacity  being  3  200  cu.  yd.  for 
two  10-hotir  shifts.  The  highest  run  made  was  2  220  cu.  yd.  Mate- 
rials for  concrete  came  in  in  hopper-bottom  cars,  and  were  dumped 
through  a  trestle  into  a  bin  having  a  capacity  of  800  cu.  yd.  They 
were  removed  from  this  bin  by  a  belt  conveyor  to  a  bucket  elevator, 
and  deposited  in  smaller  bins  over  each  mixer,  from  which  they 
were  drawn  to  the  measuring  hoppers.  The  belt  conveyor  and  bucket 
elevator  were  driven  by  a  10  by  16-in.,  horizontal,  single-cylinder, 
engine,  also  run  by  steam  supplied  from  the  compressor  plant.  The 
drive  on  both  the  mixers  and  elevators  was  with  belts,  to  line  shafts, 
and  friction  clutches.     One  of  the  drums  of  the  mixers  wore  through, 
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comparatively  quickly,  due  to  the  exceedingly  tough  and  hard  qual- 
ity of  the  stone.  This  drum  mixed  approximately  70  000  cu.  yd. 
of  concrete.  These  drums  were  of  i-in.  metal,  and  the  writers  be- 
lieve this  to  be  somewhat  too  thin  for  this  size.  They  suggest  that 
a  f-in.  shell  would  be  preferable.  Four  sets  of  blades  and  one  drum 
were  worn  out  on  one  mixer,  and  three  and  one-half  sets  of  blades 
on  the  other,   in  the  course  of  the  job. 

Two  elevators  were  installed  during  the  progress  of  the  work. 
The  first  was  a  No.  6,  18-in.  bucket,  stone  elevator,  67-ft.  centers, 
on  the  main  pulleys.  It  did  not  have  sufScient  capacity  to  supply 
1 000  cu.  yd.  per  10-hour  day  to  the  mixers,  as  required,  and  was 
taken  out  in  August  and  replaced  with  a  No.  8,  30-in.  bucket 
elevator.  A  32-in.,  6-ply  belt,  147  ft.  long,  was  used,  and  had  ninety- 
eight  30  by  17  by  10-in.  steel  buckets.  After  the  installation  of  the 
larger   elevator,   there   was   no   more   trouble. 

Water. — Water  was  supplied  to  the  mixers  through  a  2-in.  line 
from  the  main  storage  tank  at  the  dam.  Two  small  iron  tanks  with 
the  necessary  control  valves,  gauge  glasses,  etc.,  were  equipped  and 
set  up  overhead  in  the  mixer-room,  and  all  the  water  was  drawn 
directly  from  these  to  the  mixers. 

Empty  Sacks. — As  soon  as  the  cement  was  emptied  into  the  hoppers, 
two  laborers  assigned  to  the  duty  gathered  the  sacks,  shook  them  off 
to  one  side,  packed  them  in  bundles  of  50,  and  stored  them  in  the 
mixer  cement  house  until  from  20  000  to  30  000  sacks  had  accumulated, 
when  a  carload  was  shipped  to  the  mills.  The  sweepings  were  sacked 
and  used  with  the  other  cement. 

Compressor  Plant. — Practically  all  derricks,  hoists,  small  pumps, 
air  drills,  small  wood-boring  tools,  etc.,  were  operated  by  air  at  a 
pressure  of  85  lb.,  furnished  by  a  central  compressor  plant  which 
was  near  the  mixing  plant.  The  boilers  of  this  plant  also  furnished 
steam  for  driving  the  mixing  plant. 

Two  24  by  30-in.  straight-line  air  compressors,  each  with  a  capac- 
ity of  1  225  cu.  ft.  per  min.,  furnished  all  the  air.  These  machines 
were  leased  with  other  equipment  from  the  contractor.  The  com- 
pressor and  the  mixer  plant  were  supplied  with  steam  by  four  125-h.p. 
horizontal,  locomotive-type  boilers,  leased  from  the  contractor. 

The  compressors  delivered  air  at  85  lb.  pressure  through  a  6-in. 
main  to  a  storage  tank,  4  ft.  9  in.   in  diameter,  12  ft.  long,  and  of 
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|-in.  metal,  located  outside  the  building.  A  system  of  pipes  was 
arranged  to  spray  water  constantly  over  this  tank  to  keep  it  cool, 
and  a  special  grade  of  oil  was  used  in  the  compressors  on  account 
of  the  likelihood  of  explosion  in  the  storage  tank.  The  air  was  dis- 
tributed to  the  principal  points  of  use  through  a  6-in.  main. 

The  construction  of  the  compressor  plant  was  commenced  on  Novem- 
ber 16th,  1912,  and  the  first  compressor  was  turned  over  on  January 
14th,  1913.  The  plant  was  entirely  completed  and  ready  for  business 
on  February  1st,  1913. 

Machine  and  Carpenter  Shop. — The  machine,  carpenter,  and  black- 
smith shops  were  all  in  one  long  building  in  the  yards  near  the  main 
storehouse.  One  line  shaft,  84  ft.  long,  ran  through  the  length  of 
the  building,  and  all  machine  tools  were  driven  from  it.  The  engine 
driving  this  line  shaft  was  an  11  by  14-in.,  horizontal,  single-cylinder 
engine  owned  by  the  Alabama  Power  Company.  It  was  supplied  with 
steam  by  a  30-h.p.,  vertical  boiler,  leased  from  the  contractor.  The 
engine  and  boiler-room  was  in  the  center  and  at  the  rear  of  the 
shops. 

The  machine  shop  contained  the  following  tools : 

One  30-in.  radial  drill  press, 

One  24-in.  shaper. 

One  IS-in.  by  10-ft.  lathe. 

One  1^-in.  bolt  threading  machine, 

One    No.    94    Forbes,    2^    to    6-in.,    pipe    cutting    and    threading 
machine, 

One  16-in.  by  5-ft.  lathe, 

One  30-in.  diameter  by  5-in.  face  power  grindstone,  and 

One  No.  4  Vulcan  emery  grinder. 
The  blacksmith  shop  contained  the  following : 

One  No.  2  Champion  blower  for  forges. 

Three  blacksmith  forges,  home  made. 

Three  anvils,  from  250  to  300  lb. 
The  carpenter  shop  contained: 

One  No.  8  variety  rip-saw  and  joiner. 

One  band  saw. 

One  No.  402  bench  grinder. 
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One  No.  8  planer  and  matcher.  This  planer  was  very  useful,  and 
surfaced  all  form  lumber;  if  the  saw-mill  had  been  operated 
by  the  Company,  however,  the  planer  should  have  been  there. 

The  writers  consider  that  the  foregoing  equipment  served  its  pur- 
pose well,  but  there  should  have  been  added  to  the  machine-shop  a 
power  hack-saw,  a  set  of  shears  large  enough  to  cut  rounds  up  to  1  in. 
in  diameter  and  flats  up  to  1  by  3  in.,  and  a  small  steam-power  ham- 
mer, on  a  job  where  there  are  a  number  of  locomotives  and  cars  to 
be  taken  care  of. 

The  shops,  as  located,  did  not  have  sufiicient  floor  and  working 
space,  and  should  have  been  separated  from  each  other.  Both  should 
have  been  closer  to  the  dam,  and  served  by  independent  spurs  from 
the  railroad,  so  that  cars  of  lumber  could  have  been  delivered  to  the 
platforms  and  yards  direct.  The  laying-out  floor  of  the  carpenter 
shop  should  have  been  large  enough  to  build  one  complete  scroll  case 
form  on  it,  which  would  have  taken  a  platform  75  ft.  square.  Also, 
there  should  have  been  a  second  laying-out  floor,  at  least  50  by  100  ft., 
for  ribs  and  other  work  of  that  kind. 

The  machine  shop,  if  possible,  should  be  as  close  to  the  work  as  con- 
venient for  all  purposes,  and  should  have  at  least  two  tracks  for  its 
own  exclusive  use :  one  for  bringing  machinery,  etc.,  to  be  repaired 
at  the  shop;  the  other  to  serve  as  a  general  rip  yard  track.  Where  a 
railroad  is  operated  and  engines  are  taken  care  of,  a  pit  for  dropping 
wheels  should  be  provided  on  one  of  these  tracks. 

Locomotive  Cranes. — Two  10-ton  locomotive  cranes  were  leased  from 
the  contractor,  and  used  in  all  features  of  the  work.  They  did  the 
work  well,  but  the  type  used  had  only  four  wheels,  which  was  hard 
on  the  track  when  traveling  around.  Two  IJ-yd.  clam-shell  buckets 
were  furnished  with  these  cranes,  and  were  used  for  unloading, 
storing,  and  reloading  from  storage  all  sand  and  gravel,  and  for  coaling 
engines,  etc.  They  were  also  used  to  assist  in  the  disposal  of  excava- 
tion from  the  dam  and  tail-race,  handling  loaded  skips.  They  were 
also  used  in  unloading  and  erecting  the  contractor's  plant  and  in 
reloading  it  when  the  Avork  was  completed.  They  were  found  exceed- 
ingly useful  all  throvigh  the  work,  but  were  not  quite  big  enough  for 
all  purposes.  After  the  work  was  started  a  larger  crane  was  pur- 
chased, having  a  50-ft..  fixed  boom  and  a  30-ft.,  trussed  extension. 
This  crane  had  a  capacity  of  from  20  to  30  tons  at  12  ft.  radius,  and 
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was  used  at  first  for  stripping  at  the  quarry  and  loading  cyclopean 
stone.  Later,  it  was  used  in  erecting  the  steel  framework  of  the 
power-house  and  handling  the  heavy  eastings  and  machinery  going 
into  it. 

Quarry  Plant  and  Layout. — Fig.  24  is  a  general  map  of  the  layout 
at  the  quarry.  The  following  is  a  description  of  the  various  pieces  of 
plant  and  machinery  used  there :  In  general,  the  plant  consisted  of 
a  crushing  outfit  of  two  McCully  crushers,  with  necessary  elevators 
for  storing  in  a  large  storage  bin,  and  a  compressor  plant  for  the 
operation  of  derricks,  drills,  pumps,  etc. 

Criishers. — Material  brought  from  the  quarry  in  skips  was 
dumped  by  a  derrick  into  a  No.  9  gyratory  crusher,  leased  from  the 
contractor.  After  passing  the  No.  9  crusher,  the  stone  was  ele- 
vated by  a  No.  9,  geared-head  stone  elevator  having  a  36-in.  belt, 
traveling  on  32-ft.  centers,  approximately  75  ft.  long,  equipped  with 
fifty-two  37  by  18  by  11-in.  steel  buckets,  to  a  revolving  screen,  60 
in.  in  diameter  and  12  ft.  long,  mounted  on  a  wooden  frame.  The 
perforations  in  this  screen  were  ol  in.  in  diameter.  The  belt,  ele- 
vator, and  screen  part  of  the  plant  was  owned  by  the  Alabama  Power 
Company.  Stone  which  would  not  go  through  the  screen  was  dis- 
charged into  a  No.  72  gyratory  crusher,  also  rented  from  the  con- 
tractor. The  final  crushings  were  delivered  to  a  30-in.,  geared-head, 
belt  conveyor,  traveling  on  270-ft.  centers,  over  a  30-in.  self-pro- 
pelled tripper.  The  belt  was  552  ft.  long.  The  first  belt  wore  out 
and  was  discarded  in  October  for  one  of  canvas,  stitched. 

The  crushers,  elevators,  and  screens  were  driven  by  an  18  by 
27-in.,  horizontal,  single-cylinder,  non-condensing  engine,  which  was 
rented  from  the  contractor. 

The  belt  conveyor  from  the  crushers  to  the  storage  bins  was 
driven  by  an  8  by  10-in.,  horizontal,  single-cylinder  engine,  pur- 
chased by  the  company. 

Steam  for  both  these  engines  was  supplied  from  the  compressor- 
plant   boilers,   a   short   distance   away. 

Compressor  Plant. — The  compressor  plant  consisted  of  four  18 
by  24-in.,  straight-line  compressors,  having  a  capacity  of  670  cu.  ft. 
per  min.,  and  were  rented  from  the  contractor.  This  plant  could 
operate  a  maximum  of  nine  drills  and  six  derricks.     The  plant  was 
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not   quite   large   enough   for   the   needs   on  this   work,   and   one   more 

boiler   and    compressor   would   have   been   more    satisfactory. 

The  compressors   and  other  engines   were  supplied  with  steam  by- 
four    100-h.p.,    and    three    75-h.p,    horizontal,    locomotive-type    boilers, 

all  leased  from  the  contractor. 

A    coal   trestle,    12    ft.    high,   was   built    immediately    in    front    of 

the    boiler-room,    and    hopper-bottom    cars    of    coal    were    shunted    to 

the   top   of    it    and    dumped    through.      The    coal    was    thus    unloaded 

with  a  minimum  expense  at  the  point  of  use. 

Derricks. — For    handling    stone    out    of    the    quarry    proper    there 

were  six  latticed-frame,  steel-guy  derricks,  three  of  which  had  75-ft. 

masts    and    TO-ft.   booms,    and   were   owned   by   the   Power    Company; 

and  three  had  65-ft.   masts   and   60-ft.  booms.     Each  had   a   capacity 

of  10  tons. 

These   derricks   proved   to   be   somewhat    weak   for   the   work,    and 

the  bottom  third  of  the  mast  had  to  be  reinforced  with  four  30-ft., 
60-lb.,  steel  rails.  These  derricks  were  also  very  difficult  to  repair, 
for   when    a   boom    fell,    or    the    derrick    itself   fell,    it   was    generally 

badly  bent.  Timber  derricks  would  have  been  better  in  this  sec- 
tion, where  a  70-ft.,  long-leaf,  yellow  pine  stock,  with  a  12-in.  top« 
could  be  obtained  for  $25. 

There  was  also  one  timber  guy  derrick,  with  a  73-ft.  pine  mast 
and  a  6S-ft.  pine  boom,  using  14-in.  derrick  irons,  the  timber  for 
it  being  cut  from  the  Company's  land.  This  derrick  was  placed  at 
the  crushers,  and  handled  skips  of  stone  from  flat  cars  to  the 
crushers. 

All  the  engines  on  these  derricks  were  7  by  12-in.,  24-h.p.,  double- 
cylinder,  double-drum  hoists,  and  fitted  with  size  3^  Dake  swing- 
ing engines.  This  rig  proved  satisfactory,  and  was  considered  a 
good  one  for  the  work. 

Miscellaneous. — For  washing  the  crusher  muck  before  it  went 
to  the  crushers,  and  cyclopean  stone,  a  No.  11,  6  by  lOJ  by  18-in. 
pump,  steam-driven,  was  set  up  in  the  boiler-room.  It  had  a  capac- 
ity of  450  gal.  per  min.,  and  furnished  water,  at  60-lb.  pressure, 
through  three  2-in.  hose  lines  with  1-in.  nozzles.  The  men  stood 
on  a  washing  platform  and  directed  the  water  on  the  skip  loads, 
of  stone  just  before  they  reached  the  crushers. 
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For  pumping  the  quarry  pit  an  8  by  5  by  13-in.  pump,  having 
a  capacity  of  100  gal.  per  min.,  was  found  amply  sufficient. 

The  heavy  drilling  in  the  quarry  was  done  with  No.  14,  gasoline, 
portable,  blast-hole,  well  drills.  These  were  driven  by  a  single- 
cylinder,  gasoline  engine,  and  drilled  a  5§-in.  hole,  the  whole  outfit 
being   mounted   on   the   same   frame,    on   trucks. 

The  lighter  drilling  was  done  with  Ingersoll-Eand,  E  24,  rock 
drills,  equipped  with  No.  44  air  heads.  No.  42  chucks,  and  No.  27 
tripods,  with  weights. 

A  blacksmith  shop  with  two  forges  was  maintained  at  the  quarry 
for  the  running  work  there,  and  also  a  No.  3  Leyner  drill  sharpener, 
which  took  care  of  the  sharpening  of  all  drill  steel.  It  was  operated 
by  air,  and  was  a  great  money  and  time  saver.  Wliere  a  great 
deal  of  drill  work  is  done,  and  there  is  a  large  quantity  of  steels 
to  keep   sharpened,   a  tool  of  this  kind   should  be   used. 

As  a  whole,  the  quarry  plant  was  satisfactory  and  the  layout 
good.  The  plant  had  a  capacity  of  2  000  cu.  yd.  of  crushed  stone 
per  day,  but  the  largest  day's  run  was  a  little  more  than  1  000  cu.  yd. 

Storage  and  Care  of  Materials. 

Two  yards  were  provided  for  the  storage  of  sand  and  gravel, 
and  were  served  by  spurs  leading  off  the  main  line  of  the  rail- 
road west  of  the  yards  at  Lock  12,  as  shown  on  Fig.  23.  Each  spur 
branched  into  a  double  track  after  leaving  the  main  line,  so  that 
a  locomotive  crane  operating  on  one  track  could  unload  a  string 
of  cars  on  the  other  without  having  them  switched.  Structural 
steel  was  also  unloaded  and  stored  in  one  of  these  yards.  In  addi- 
tion, 1 600  cu.  yd.  of  sand  were  dumped  through  a  high  trestle 
next  to  the  compressor  plant  and  about  300  ft.  from  the  mixer  bins. 
Run-of-pit  gravel  (containing  about  55%  sand)  from  Elmore  was 
stored  in  the  same  piles  with  the  sand.  Washed  gravel  was  stored 
in  separate  piles.  At  the  quarry  a  storage  of  8  000  cu.  yd.  of  crushed 
stone  was  accumulated  during  the  latter  part  of  the  job,  when  the 
concreting  slacked  up  at  the  dam.  This  stone  was  stored  beside 
the  main  line  of  the  quarry  branch,  being  dumped  from  7-yd.  cars 
over  the  side  of  a  10-ft.  embankment.  Storing  this  material  at 
that  place  permitted  the  quarry  to  shut  down,  thus  getting  rid  of 
a    large    overhead    expense    some   time    before    the    concreting    at    the 
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dam  was  finished.  This  material  was  afterward  loaded  by  a  loco- 
motive crane  operating  a  4-yd.  clam-shell  bucket.  A  maximum  quan- 
tity of  8  400  cu.  yd.  of  sand  was  in  storage  on  December  14th, 
1913,  and  approximately  2  000  cu.  yd.  of  Elmore  gravel,  and  2  800 
cu.  yd.  of  washed  gravel.  These  quantities  of  materials  were  put 
into  storage  primarily  in  order  to  avoid  hauling  over  the  railroad 
any  more  material  than  was  absolutely  necessary  after  January 
1st,  1914,  the  rainy  season  generally  starting  about  then  and  giving 
a  great  deal  of  trouble  from  soft  track,  derailments,  etc. 

Cement  Storage. — Cement  was  stored  in  two  warehouses,  the  main 
one  being  in  the  Lock  12  yard,  and  having  a  capacity  of  15  000  bbl. 
This  building  was  absolutely  damp-proof,  and  the  cement  stored  there 
was  well  preserved.  The  other  warehouse,  accommodating  about 
2  000  bbl.,  was  built  at  the  mixers.  This  storage  fluctuated  consider- 
ably, as  it  was  used  simply  to  insure  a  supply  of  cement  at  the  mixers 
at  all  times.  Most  of  the  cement  used  at  the  mixers  was  unloaded 
there  directly  from  cars  and  was  not  kept  in  storage. 

Sand. — So  much  loam  and  foreign  matter  was  contained  in  certain 
sections  of  the  sand  pit  that  it  became  necessary  to  place  an  inspector 
there.  He  sampled  the  sand  from  fixed  positions  in  the  cars  and 
made  the  ordinary  rough  test  of  mixing  it  with  water  in  large  test 
tubes  and  allowing  the  material  to  settle  after  being  thoroughly  shaken 
up.  The  coarse  sand  settling  to  the  bottom  was  measured,  and  the 
percentage  of  clay  or  loam  resting  on  its  surface  was  determined. 
Cars  containing  more  than  an  average  of  10%  of  clay  or  loam,  as 
determined  by  this  method,  were  not  accepted.  This  percentage  was 
greater  than  is  ordinarily  allowed,  but  there  were  times  when  no 
cleaner  sand  could  be  obtained,  and  many  carloads  were  rejected.  The 
concrete  obtained  with  the  sand  was  very  dense  and  of  excellent 
quality.  A  very  close  watch  was  also  kept  on  foreign  crushed  stone, 
as  some  of  it  was  dirty;  if  it  was  bad,  it  was  rejected,  by  an  inspector 
at  Ocampo,  before  being  brought  to  the  dam. 

Watch  was  also  kept  and  inspection  made  of  incoming  materials 
at  the  dam.  The  engineers  in  charge  on  the  dam  made  regular  trips 
during  their  respective  shifts  to  the  bins  and  the  mixers,  and  kept 
close  watch  on  the  character  of  the  materials  running. 

A  good  deal  of  trouble  was  caused  by  using  washed  sand  from 
foreign  pits  by  itself;  being  very  coarse,  it  would  not  hold  the  cement 
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or  water,  and  would  not  dump  out  of  the  buckets,  thus  causing  con- 
siderable delay  at  times.  The  principal  remedy  was  to  dump  cars 
of  fine  sand  containing  some  loam  alternately  with  the  coarse  sand, 
mixing  it  as  much  as  possible  in  this  manner.  About  30%  of  this 
coHTse  sand  was  retained  by  a  |-in.  screen. 

A  series  of  tests  was  run  on  the  Elmore  gravel,  and  also  on  the 
washed  gravel,  to  determine  its  fineness;  50%  of  the  washed  gravel 
would  pass  a  J-in.  screen,  and  55%  of  the  Elmore  run-of-pit  gravel 
would  pass  a  i-iti.  screen. 

The  quantities  of  the  various  materials  were  determined  both  by 
measurement  and  by  weight.  All  materials  coming  through  Ocampo 
were  weighed  on  a  standard  track  scale  installed  by  the  Power  Com- 
pany. One  hundred  cars  of  material  of  each  class  were  weighed  and 
also  measured,  and  the  weight  per  cubic  yard  was  thus  determined. 
This  factor  was  then  used  on  all  subsequent  receipts.  All  quarry- 
crushed  stone  was  measured  in  cars  at  the  quarry  by  the  inspector. 
All  Cyclopean  stone  was  measured  on  cars  by  the  yard  clerk  at  Lock  12. 

Section  C — The  Prosecution  of  the  Work. 

Railroad.- — Owing  to  the  site  of  the  dam  being  12  miles  from  the 
nearest  railroad;  one  of  the  first  problems  to  be  solved  was  that  of 
building  a.  construction  railroad.  Time  was  very  limited  in  which 
to  construct  this  railroad  to  the  site  of  the  dam,  as  it  was  August 
when  it  was  decided  to  start  the  work  at  Lock  12,  and  a  railroad, 
under  the  contract,  was  to  be  completed  to  the  dam  by  November  20th, 
1912.  As  a  matter  of  interest,  plant  was  delivered  there  on  November 
26th.  This  short  time  allowance  was  practically  the  governing  feature 
in  the  selection  of  the  route  adopted. 

An  old  abandoned  lumber  road,  known  as  the  Clear  Creek  Railroad, 
extended  from  Ocampo,  a  point  on  the  Louisville  and  Nashville  Rail- 
road 39  miles  from  Birmingham  (Fig.  3),  toward  the  dam,  a  distance 
of  17  miles.  By  extending  this  road  5  miles,  the  site  of  the  dam  was 
reached,  making  a  total  length  of  22  miles.  Surveys  and  investigations 
indicated  that  this  would  be  the  best  route  by  which  to  get  a  railroad 
to  the  dam  in  at  least  60  days.  It  was  necessary  to  rebuild  about  45 
trestles  on  the  old  road  and  to  re-tie  it.  The  rails  were  still  on  the 
original  ties,  never  having  been  taken  up. 
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An  inspection  of  Fig.  3  at  once  brings  up  the  question :  Why  was 
the  line  not  brought  down  from  Ellison  Quarry  along  Yellow  Leaf 
Creek  to  the  dam  site,  thus  reducing  the  haul  from  the  quarries 
materially?  The  answer  is  that,  at  the  time  Zion  and  Ellison  Quarries 
were  selected,  the  main  line  had  been  extended  nearly  to  the  dam, 
and  about  80%  of  the  work  on  the  extension  was  done.  If  the  quarries 
had  not  been  at  Zion  and  Ellison,  the  natural  route  for  the  line 
would  have  been  as  built. 

In  August  the  Power  Company  started  a  force  of  men  from  Ocampo 
to  rebuild  the  old  line,  and  a  large  grading  outfit  started  to  grade 
at  the  end  of  this  line  toward  the  dam.  The  work  was  completed, 
and  steel  was  laid  to  the  dam  by  November  26th,  when  carloads  of 
plant  were  moved  in.  The  roadbed,  however,  was  still  in  a  very  bad 
condition,  and  3  months  more  were  spent  with  heavy  forces  re-tieing, 
surfacing,  and  opening  up  the  old  drainage  channels  which  had 
become  clogged.  A  steam  shovel  was  put  in,  and  the  last  12  miles 
of  the  line  on  the  dam  end  was  ballasted,  with  shale  taken  out  by  the 
shovel  and  with  crushed  stone  from  the  quarry.  The  first  10  miles 
of  the  road  ran  through  a  very  rough  hilly  country,  and  the  line 
was  exceedingly  crooked  and  full  of  heavy  grades,  though  the  road- 
bed was  good  and  needed  no  ballast.  On  this  section  the  maximum 
curve  was  35°  on  a  2i%  grade,  the  maximum  grade  being  4  per  cent. 
On  account  of  these  physical  conditions,  Shay  engines  were  used 
entirely  on  this  division,  five  in  all  being  purchased  or  rented. 

The  operation  of  the  railroad  was  quite  a  problem  in  itself.  In 
the  height  of  the  season  more  than  250  men  were  employed  on  it 
alone,  and  on  some  days  more  than  100  trains  of  all  classes  were 
operated.  The  road  was  divided  into  two  distinct  divisions,  the  first 
10  miles  being  the  Shay  Division,  using  the  Shay  engines  only,  and 
the  last  12  miles,  including  the  Quarry  Branch,  operated  by  rod 
engines.  During  the  period  of  greatest  activity,  outside  of  switching- 
service,  five  Shay  engines  and  six  rod  engines  were  used.  Operating 
out  of  Ocampo,  a  40-ton  Shay  engine  could  haul  only  2  cars  of  sand 
or  3  cars  of  cement  to  a  train.  On  the  rod-engine  division,  5  and 
6-car  trains  were  hauled  with  60-ton  engines. 

On  the  rod-engine  division,  8  miles  from  the  dam,  a  branch  line 
ran  down  to  the  quarries,  a  distance  of  2  or  3  miles,  and  the  heaviest 
movement  was  between  this   junction   and  the  dam.     Eailroad   head- 
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quarters  were  established  at  this  point.  A  regular  camp,  similar  in 
character  to  all  the  others,  was  built,  shops  were  put  up  to  take  care 
of  the  rod  engines,  and  a  commissary  was  maintained.  The  superin- 
tendent, master  mechanic,  car  repairers,  and  all  rod  division  train- 
men, hostlers,  shopmen,  etc.,  lived  there.  All  Shay  division  trainmen, 
machinists,  etc.,  lived  at  Ocampo,  where  there  was  a  smaller  camp; 
a  well-equipped  shop  had  to  be  maintained  at  this  point,  also,  to 
take  care  of  the  Shay  engines. 

The  Shay  engines  gave  a  great  deal  of  trouble,  their  maintenance 
costs  were  high,  and  this  division  of  the  railroad  was  the  most  trouble- 
some to  operate.  The  use  of  Shay  engines  here  was  compulsory,  as 
no  other  type  could  work  on  the  grades  and  curves  of  the  first  10 
miles  of  the  line.  In  view  of  the  experience  gained  here,  their  use 
should  be  avoided,  if  possible.  If  a  new  line  is  built,  it 
should  be  laid  out  for  the  use  of  rod  engines  throughout,  and  for  heavy 
traific.  In  the  original  road  at  this  place  58J-lb.  steel  rails  were  used, 
but  were  too  light.  The  writers  would  recommend  nothing  lighter 
than  75-lb.  steel  where  trafiic  is  handled  directly  in  the  original  cars 
from  a  connecting  railroad,  because,  in  such  cases,  net  loads  of  50  and 
60  tons  will  have  to  be  taken  care  of  in  modern  cars  of  100  000  lb. 
capacity.  The  tracks  should  be  well  ballasted  and  the  roadbed  should 
be  standard  in  every  respect. 

The  time  element  entered  largely  into  the  selection  of  the  railroad 
as  used,  making  it  almost  compulsory.  Had  there  been  more  time, 
it  is  quite  probable  that  an  entirely  new  and  independent  line  would 
have  been  built  from  some  near  point  on  the  Louisville  and  Nashville 
Railroad  to  the  dam.  The  building  of  such  a  line,  however,  would 
have  delayed  the  work  at  the  dam  from  60  to  90  days,  and  it  was 
not  considered  good  policy  to  do  this,  with  the  short  time  available 
in  which  to  comply  with  Government  requirements  as  to  the  com- 
pletion of  the  dam. 

Stream  Control. — The  first  essential  feature  of  the  work  that  had 
to  be  studied  and  carefully  worked  out  in  detail  was  that  of  the  control 
of  the  river.  All  indications  and  records  of  the  behavior  of  the 
Coosa  for  15  years  previous  indicated  that  this  in  itself  would  be 
no  small  part  of  the  problem,  and  that  its  solution  would  have  a 
most  important  bearing  on  the  progress  of  the  work.  All  the  Govern- 
ment records  for  a  period  of  15  years  previous  to  1913   indicated   a 
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minimum  flow  of  about  2  000  sec-ft.  in  the  dry  season  and  from 
90  000  to  100  000  sec-ft.  in  the  rainy  season.  Table  2  contains 
these  records.  It  was  necessary,  therefore,  to  determine  just 
how  great  a  flood  should  be  taken  care  of  without  flooding 
Coffer  No.  1.  It  was  not  desired  to  build  a  coffer-dam  to 
withstand  the  maximum  flood,  but,  at  the  same  time,  it  was 
considered  necessary  to  build  one  of  such  height  as  to  withstand  an 
average  high  flood  during  high-water  season.  This  was  fixed  at  about 
70  000  sec-ft.,  and  calculations  indicated  that  a  dam,  obstructing  prac- 
tically two-thirds  of  the  stream,  with  its  top  at  Elevation  360  would 
pass  that  quantity  before  flooding.  The  discharges,  as  determined 
by  gauging  the  river  below  later,  showed  that  with  the  river  at  this 
elevation  above  the  dam,  85  000  sec-ft.  were  passing.  It  was  antici- 
pated that  Coffer  No.  1  would  be  flooded,  and  this  happened  three 
times  during  the  high-water  period.  The  first  coffer  was  built  as 
determined,  and  the  dam  was  concreted.  In  the  section  of  the  dam 
concreted,  however,  three  permanent  culverts  were  left  in  the  waste- 
way  section,  as  shown  on  Plate  XXX,  to  fulfill  a  Government  require- 
ment calling  for  the  passage  of  4  200  sec-ft.,  with  the  water  at  Eleva- 
tion 406.  In  the  spillway  section  of  the  dam,  there  were  left  eleven 
tunnels,  each  15  ft.  wide  and  16  ft.  high,  capable  of  passing  20  000 
sec-ft.  at  Elevation  358,  which  was  the  elevation  of  the  top  of  Coffer 
No.  2.  From  the  top  of  each  of  these  tunnels,  two  shafts  ran  upward 
through  the  spillway  section  and  were  used  for  filling  them  when 
the  gates  in  front  of  them  were  closed.  When  the  work  inside  Coffer 
No.  1  was  above  Elevation  360,  this  coffer  was  cut  out  and  the  river 
was  turned  through  the  eleven  15-ft.  openings.  Coffer  No.  2  was 
then  completed,  and  the  work  in  it  was  finished.  The  work  in  Coffer 
No.  2,  it  was  anticipated,  would  be  accomplished  during  the  low-water 
summer  season,  and  the  eleven  openings  would  be  ample  to  take  care 
of  any  quantity  up  to  15  000  sec-ft.,  without  flooding  the  coffer. 
The  charts  of  previous  years  showed  one  or  two  flashy  floods  of  from 
15  000  to  25  000  sec-ft.  during  this  average  period.  There  was  one 
flood  of  this  character  before  the  work  inside  the  coffer  was  finished, 
water  coming  over  into  Coffer  No.  2,  delaying  a  portion  of  the  work 
therein  about  a  week,  in  October,  1913. 

In   the   section   of  the   dam   constructed   inside   Coffer   No.   2,   ten 
8   by    12-ft.    openings    were    left,    their   bottom    elevations    being   357, 
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which  was  approximately  4  ft.  below  the  top  of  the  large  openings 
left  in  Section  No.  1.  These  openings  were  left  as  a  positive  safeguard 
to  the  power-house  end  of  the  work.  This  portion  of  the  work  was 
much  slower  than  that  on  the  dam,  and  it  was  feared  that  it  would  hang 
over  until  January,  which  was  a  very  doubtful  season,  and  a  month 
in  which  a  great  deal  of  water  might  be  expected.  It  was  feared 
that,  with  only  the  eleven  15-ft.  openings,  a  heavy  and  protracted 
flood  would  back  up  the  river  and  there  might  be  a  rise  sufficiently 
high  to  flood  out  completely  the  power-house  work.  The  ten  8  by  12-ft. 
openings  would  have  prevented  this  and,  at  the  same  time,  helped 
to  draw  down  the  river  more  rapidly,  if  it  rose  to  a  considerable 
height. 

Two  types  of  gates  were  used  to  close  these  openings,  a  detailed 
description  of  which  is  given  elsewhere.  Figs.  15  and  16  give  an 
idea  of  how  these  openings  were  arranged  and  closed. 

Coffer-Dams. — The  construction  of  Coffer-Dam  No.  1  was  begun 
on  September  11th,  1912.  It  was  composed  of  cribs  20  ft.  square, 
roughly  divided  into  two  compartments;  ap  8-ft.  compartment  on 
the  outside  for  clay  and  loam,  and  a  12-ft.  compartment  on  the 
inside  for  rock.  The  cribs  were  built  on  the  shore,  launched,  towed 
to  their  places,  and  sunk.  After  getting  about  300  ft.  out  from 
shore,  it  was  found  necessary,  on  account  of  the  increasing  cur- 
rent, to  stretch  a  -|-in.  wire  rope  across  the  river,  by  which  the 
cribs  were  troUeyed  out  and  placed.  Before  building  a  crib,  sound- 
ings were  taken,  and  the  bottom  timbers  of  the  crib  to  be  placed 
at  that  point  were  framed  to  conform  as  closely  as  possible  to  the 
shape  of  the  bottom  of  the  river.  The  coffer-dam  was  built  of  sep- 
arate cribs  to  about  Elevation  353.  The  joints  in  the  timbers  from 
that  elevation  to  the  top  were  then  broken  in  the  center  of  the 
cribs  so  as  to  make  it  as  strong  and  as  near  one  unit  as  possible. 
Sheeting,  consisting  of  two  thicknesses  of  2-in.  plank  with  lapped 
joints,  was  then  placed  on  the  outside  of  the  cribs,  and  a  toe-fill 
of  sand,  gravel,  and  loam,  with  a  slope  of  about  1 :  1,  was  placed 
around  the  complete  dam  on  the  outside.  Rock  for  filling  and 
weighting  the  cribs  of  Coffer  No.  1  was  secured  from  a  slate 
quarry  about  200  ft.  up  stream  from  the  dam,  on  the  west  bank 
of  the  river.  O-wing  to  the  extreme  swiftness  of  the  current,  the 
east    or    river    end    of    Coffer    No.    1.    running   up    and    down    stream. 


Fig.   25. — Coffer-Dam   No.    1,   S?iortly  ap'ti--,k   Inauguration  of  Work  at 
Lock  No.  12. 


Fig.  26. — Coffer-Dam  No.   1   Completed.      Drilling  of   Foundation   Started. 
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was  made  30  ft.  wide  with  three  10-ft.  compartments.  All  divisions 
between  compartments  were  carefully  sheeted,  as  well  as  the  outside  of 
the  cribs.  The  interior  10-ft.  compartment  was  filled  with  clay  and 
the  two  outer  ones  with  stone. 

In  Coffer  No.  1,  the  plan  of  dividing  the  inside  of  the  crib 
roughly  into  two  sections,  filling  the  lower,  down-stream  section  with 
stone  and  the  upper  one  with  clay,  is  not  to  be  recommended  as 
the  most  efficient.  The  cribs  should  be  filled  entirely  with  stone, 
and  all  stoppage  of  leakage  should  be  made  with  a  substantial  earth 
or  clay  toe-fill  on  the  up-stream  side,  care  being  taken  to  sheet  care- 
fully this  up-stream  face.  When  the  toe-fill  has  been  properly  made, 
if  there  is  much  current,  a  2  or  3-ft.  layer  of  rough  rip-rapping 
should  be  dumped  on  the  outside  to  protect  it  from  wash.  If  there 
is  much  wash  of  the  earth  toe-fill  while  it  is  being  placed,  it  can 
be  stopped  effectively  by  building  small  stone  jetties  up  stream  30 
or  40  ft.,  at  right  angles  to  the  line  of  the  cribs,  at  intervals  of  150 
ft.   or  more.     This  scheme   was   used   here   with   excellent   results. 

In  the  case  in  question,  the  first  flood  that  topped  the  coffers 
took  out  a  large  portion  of  this  inside  fill,  and  the  space  formerly 
occupied  by  the  earth  had  to  be  refilled  with  stone.  It  was  also 
found  that  this  interior  fill  was  not  effective  as  a  leak  stopper 
unless  it  was  made  like  the  outer  river  end,  that  is,  in  a  tightly 
sheeted  interior  chamber  which  absolutely  prevented  any  wash 
through   it. 

The  first  timber  used  in  making  the  coffer-dam  was  squared  on 
four  sides,  but,  later,  timber  squared  on  two  sides  was  used,  which 
decreased  the  time  of  handling  and  expense  at  the  saw-mills.  All 
coffer-dam  timber  was  hauled  from  the  mills  to  the  dam — about 
i  mile — by  teams.  On  Figs.  25  and  26  is  shown  the  beginning  of 
construction  of  this  coffer  and  its  completion.  Fig.  27  shows  typical 
sections  of  the  various  coffer-dams. 

Pumps  were  started  on  December  3d,  1912,  but  numerous  leaks 
developed  under  the  down-stream  coffer,  and  the  pumps  were  shut 
down  until  the  toe-fill  could  be  fully  placed  along  the  south  sec- 
tion. A  portion  of  the  river  bed  was  finally  unwatered  by  Decem- 
ber 13th,  1912.  Coffer  No.  1  was  entirely  completed  by  December 
21st,  its  total  length  being  1  640  ft.  It  contained  525  000  ft.  b.m. 
of   timber,  and  took   a  little  more  than  3  months   to  complete.     The 
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filling  for  this  coifer,  as  well  as  for  all  others,  was  carried  in  l^-yd. 
cars,  which  were  filled  by  hand,  from  quarries  on  each  bank  of  the 
river,  with  stone  and  earth  from  earth  pits  in  the  bottom,  and 
hauled  in  trains  of  4  cars  each,  by  a  mule,  out  on  the  coffer  as 
far  as  it  was  completed.  This  method  proved  satisfactory,  and  no 
great  trouble  was  experienced. 

On  May  20th,  1913,  a  coffer-dam,  10  ft.  wide,  was  started  below 
Coffer  No.  1  to  encircle  the  tail-race  excavation  (see  Figs.  23  and 
27).     As  the  water  was  very  low  at  this  time,   it  was  not  necessary 
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to  build  cribs  on  the  shore,  and  they  were  constructed  in  place,  the 
water  being  about  4  ft.  deep.  The  average  height  of  this  coffer 
was  6  ft.,  the  elevation  of  the  top  being  350.5  and  its  length  655  ft. 
Coffer  No.  2  was  begun  on  June  17th,  1913,  and  the  up-stream 
side  was  built  of  cribs  of  the  same  size  and  in  the  same  manner 
as  Coffer  No.  1.  A  false  deck  was  built  above  the  water  on  thi.s 
coffer  and  loaded  with  stone,  allowing  the  Avater  to  run  through  the 
cribs  until  the  up-stream  section  was  practically  completed  and  con- 
nection made  with  Coffer  No.  1,  when  it  was  filled  entirely  with 
stone.      This   was    done   to    keep    the   current    as    slow    as    possible   to 


Fig.   28. — Second   Coffee-Dam,    Showing   Construction   of  Light 
Partition  Ribs  Under  Way. 


Fig.   29. — Cut-Off  Teench  Partly  Filled   with   Concrete,   Showing 
Type  of  Rock  Foundations. 
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avoid  backing  up  the  water  and  deepening  it  before  all  the  cribs 
were  placed.  It  was  much  more  difficult  to  put  these  cribs  in 
place  than  those  of  Coffer  No.  1,  owing  to  the  increased  current 
in  the  river  and  the  greater  depth.  The  down-stream  section  was 
built  by  using  two  10  by  10-in.  uprights  with  two  10  by  10-in. 
wales  on  the  inside  and  2-in.  sheeting  nailed  on  the  inside  of  the 
wales,  with  only  a  loam  fill.  This  makes  a  very  cheap  and  quickly 
constructed  coffer-dam,  where  there  is  not  much  head  and  the  water 
is  slack  and  quiet,  but  it  is  not  very  stable,  and  is  easily  washed 
away.  This  coffer-dam  was  partly  constructed  when  high  water 
came  and  delayed  the  completion  and  closure.  A  cut-off  coffer- 
dam was  constructed  in  the  same  manner  as  the  down-stream  one, 
about  half-way  between  the  shore  and  Coffer  No.  1,  as  shown  by 
Fig.  28,  permitting  the  work  to  be  carried  on  in  one-half  of  the 
coffer,  while  the  remainder  was  being  completed,  thus  advancing  the 
work  by  about  10  days.  The  average  elevation  of  the  up-stream 
side  of  Coffer  No.  2  was  354,  and  that  of  the  down-stream  side,  351.5. 

Closure  of  the  north  line  of  cribs  of  Coffer  No.  2  with  old 
Coffer  No.  1  was  made  on  August  20th,  1913.  The  closure  in  the 
south  line  was  made  about  August  27th,  1913. 

The  total  length  of  all  the  coffer-dams  was  3  423  ft.,  and  the 
total  quantity  of  lumber  and  timber  used  was  898  984  ft.  b.m. 

Excavation  in  Dam  and  Poiver-House  Foundations. — In  general, 
the  rock  throughout  all  the  foundation  of  the  dam  and  power-house 
was  a  hard,  blue,  thin-bedded  slate  with  numerous  quartz  seams 
running  through  it.  Its  outcrop  crossed  the  axis  of  the  dam  at  an 
angle  of  about  45°  and  dipped  down  stream,  thus  affording  addi- 
tional security  from  leakage  and  sliding.  The  general  rough  char- 
acter of  this  bottom  is  shown  by  Fig.  29.  Occasional  soft  streaks, 
from  6  to  8  ft.  deep  and  from  25  to  75  ft.  wide,  were  encountered, 
and  these  were  worked  entirely  out,  down  to  the  hard  blue  slate. 
All  rock  excavation  was  drilled  with  Ingersoll,  E  24  drills,  operated 
by  air.  These  drills  made  2-in.  holes,  having  a  depth  which  varied 
according  to  the  character  of  the  rock.  This  feature  was  watched 
carefully  by  the  engineers  on  the  dam,  and  the  depth  of  hole  to  be 
drilled  in  various  sections  was  given  to  the  drill  foreman ;  the 
quantity  of  powder  to  be  used  was  also  specified.  The  quantity  of 
dynamite    varied    from    li    to    6    sticks    of    40%    Red    Cross    du    Pont 
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dynamite  per  hole.     In  wet  holes.   Forcite  gelatine  was  used.     As   a 
rule,  the  holes  were  placed  on  the  corners  of  3-ft.  squares. 

Only  two  bad  mud  seams  of  any  size  were  encountered,  one 
in  each  abutment.  The  excavation  was  carried  back  into  the  hill 
in  each  case  until  these  seams  pinched  out  and  good  rock  showed. 
Some  small  seams  were  encountered,  and  these  were  cleaned  out 
thoroughly  and  grouted  under  pressure.  The  cut-off  trench  was  car- 
ried from  6  to  15  ft.  below  the  general  level  of  the  excavated  bot- 
tom; its  excavation  is  described  under  the  heading  "Channeling". 
No  differences  in  the  character  of  the  rock  in  the  "cut-off"  trench  from 
that  in  the  bottom,  already  described,  were  found,  except  that  the  rock 
was  somewhat  more  compact  in  the  bottom  of  the  cut-off  trench. 

After  the  drilling,  blasting,   and  excavation  of  the  materials  was 
completed,    and    the   bottom   was    fairly    clean    and    compact    looking, 
a   gang    of    20    men    was    put    in    on    a    75-ft.    section    and    generally 
worked   there  2   days,   barring,   wedging,   and  picking   the  surface   of 
the   work.      This    was   continued   until   all   loose   slabs    of   slate   were 
removed,   and  then  scrubbing,   washing,  and  cleaning  were  continued 
until   the   foundation   was   absolutely   clean    and    free    from    all    loose 
materials.     Wire  brooms  were  used   all  over  the  bottom,   and   a  2-in. 
fire    hose,    with    a    ^-in.    nozzle,     under    considerable    pressure,    was 
used    in    washing    and    scrubbing.      If,    after    cleaning    the    bottom, 
there  still  appeared  to  be  pockets  or  layers  of  soft  material,   it  was 
again    drilled,    shot,    and    excavated,    and    then    finally    cleaned    up. 
Wlierever  leaks   of  any   consequence   occurred    (which   were  generally 
low  down  in  the  "cut-off"  trench),  a  cone  of  spalls  and  mortar  was 
built,   completely   enclosing   the   leak,   the  water   being   led   out   of   a 
1^-in.    pipe    from   the   bottom    of   the    cone    and    another    pipe    rising 
out  of    its   top.      When    the   cone   had   set,   the   drain   from   the    side 
was  plugged  and  the  water  was  allowed  to  rise  in  the  vertical  pipe. 
This  pipe   was  brought  up   until   some   15   or  20   ft.   of   concrete  lay 
over  the  leak,  and  then   it  was  grouted  under  pressure  up  to   50  lb. 
Wliere   several   bad    leaks    were   encountered,    a    well    was    formed    in 
a    suitable   place   in    the    "cut-off"    trench,    and    all    the    surrounding 
leaks   were  led  to   it   through   li   and   2-in.   pipes.     A  pump  was   set 
up    nearby   to    keep    the    water    lowered    in   this    well    until   the    con- 
crete was  well  set.     The  well  was  brought  up  to  such  height  as  was 
necessary   to  bring  the  water  level   to   a   stand,   then   it  was  pumped 


Fig.   30.- — Deep    Gkavel    Pocket    Encountered    in    Foundation,    Between 
Units  Nos.  1  and  2  of  Power-House. 


Fig.   31. — Gexkkal  View,  Showing  Method  of  Handling  Work  and 
Type   of  Wall  Forms   Used. 
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down,  the  forms  and  dirt  were  cleaned  out  of  it,  and  grout  pipes 
were  brought  up  from  the  drains  leading  into  the  wall,  and  then 
filled  with  concrete.  After  the  concrete  had  set,  the  leaks  were 
grouted  back,  under  pressure,  through  the  original  drain  pipes. 
There  were  no  serious  leaks  in  any  portion  of  the  work. 

The   rock   under  the   power-house  was   slightly   heavier   and   more 
dense   than    in    other   portions   of   the   foundations,   but    at   the   west 
end,  between  Units  1  and  2,  and  partly  under  Unit  1,   a  large  cav- 
ity   filled    with    sand,    gravel,    and    slate    boulders    was    found.      This 
cavity    extended    the    full    width    of    the    power-house    up    and    down 
stream,  and  was  about  50  ft.  wide  on  top,  narrowing  to  about  15  ft. 
at    the    bottom.      It    was    wedge-shaped,    with    the    small    end    down 
stream.      Fig.   30    is    a   view   of   this   hole.      The    lowest   part    of   the 
hole  was  at  Elevation  291.0,  or  35  ft.  below  the  bottom  of  the  draft- 
tubes.      The    hole    itself,    the   writers   believe,    was    of    the    nature    of 
an  old   "geological  mill",  and  was  worn  out  by  the  whirling  around 
of   gravel   and   sand   in   pot-holes,   these   pot-holes   wearing   eventually 
into  each  other.     The  hole  was   cleaned  to  the  bottom,   as   a   dentist 
cleans   a  cavity  in  a  tooth,  and  then  filled  with  concrete.     The  hole 
extended  both   up   and  down   stream  beyond  the  limits   of  the   exca- 
vation,   and    may    have   been    of    considerable   length.      Two    derricks 
were  used  in  excavating  it,  handling  l*-yd.  cars  from  the  hole  to  a 
narrow-gauge  track,  the  material  excavated  being  used  for  a  toe-fill 
on  the  outside  of  the   coffer-dam.     After   solid   rock  was   reached   at 
the    bottom,    16-ft.    holes    were    drilled    in    various    places    to    make 
sure   that   there   were   no    caverns   below,   but   the   rock    drilled    solid 
and    clean.      The    2  200    cu.    yd.    of    concrete    necessary    to    fill    this 
hole    to    the    general    level    of    the    surrounding    bottom    was    poured 
through  a  chute,  which  was  built  directly  from  the  mixer. 
The   following   quantities   were  excavated:     ■''■  ■  -■ 

Earth    3  379  cu.  yd. 


^^"^ ^  Eock     15442 

Earth  8  572 

Power-house ^  ^^^^      -^^  g^g    a 

Earth   8  029    " 

Tail-race ^  j^^^j,     -^-^245    " 


Total    54  845  cu.  yd. 
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Excavation  was  started  on  the  dam  and  power-house  founda- 
tions on  December  17th,  1912,  and  completed  on  October  20th,  1913. 
Channeling  the  Cut-Off  Trench.— A  cut-off  trench,  10  ft.  wide,  from 
6  to  15  ft.  below  the  general  bottom  of  the  dam,  extending  'under 
both  the  dam  and  power-house,  and  well  keyed  into  both  banks  of  the 
river,  was  cut.  Two  channelers  were  used  for  both  sides  of  a  large 
portion  of  this  trench. 

Time  was  lost  at  the  beginning  of  the  work  in  starting  these  chan- 
nelers, and  it  was  seen  that  they  would  have  to  be  supplemented  in 
order  that  the  excavation  of  the  trench  might  keep  up  with  that  of 
the  general  bottom,  and  be  ahead  of  the  concreting.  Two  quarry  bars 
were  purchased  and  two  Ingersoll,  E  24  drills  were  set  up  on  each, 
channeling  in  the  power-house  foundations.  These  drills  put  down' 
holes  6  in.  apart  on  the  line  of  the  trench.  This  method  was  not  sat- 
isfactory, as  the  rock  was  badly  shattered  in  blasting  and  the  trench 
had  to  be  carried  much  deeper  than  was  necessary  in  order  to  get 
below  the  shattered  rock.  The  channelers  gave  a  clean  cut  and  much 
better  job  all  around,  and  are  far  superior  to  the  drill  work. 

In  the  abutments  only  the  up-stream  face  of  the  abutment  was 
channeled  by  drills,  and  no  actual  cut-off  trench  was  made,  the  whole 
excavation  into  the  hill  being  practically  such  a  trench.  The  thickness 
of  the  channeler  steel  varied  from  1^  to  2^  in. 

Throughout  the  work  on  the  cut-off  trench,  40%  Eed  Cross  dyna- 
mite was  used,  with  the  exception  of  a  few  wet  holes  where  40% 
Forcite  was  used. 

Disposal  of  Waste  Materials.— At  the  beginning  of  the  work,  before 
the  derricks  were  in  position  to  handle  the  excavation,  all  excavated 
material  was  moved  by  cableways,  in  4-yd.  steel  skips,  to  7-yd.  dumE> 
cars  hauled  by  an  engine  on  the  Low-Level  Line,  the  material  being 
used  to  widen  the  embankment  for  that  line.     This  method,  however, 
was  very  slow   and   unsatisfactory,   it   being  hard   to   stop   and   dump 
a  heavy  skip  over  a  7-yd.  car.     Later,  the  skips  were  landed  on  flat- 
ears,  taken  about  1  000  ft.  up  the  Low-Level  Line,  on  a  steep  hillside, 
where  a  large  guy  derrick  was  erected  to  pick  them  up  and  unload 
them.     A  large  part  of  the  draft-tube  excavation  in  the  power-house 
was   made    in    this    way.      When   the   traveling   derricks   were   put   in 
service  on  the  up-stream  coffer-dam,  a  track  was  laid  on  the  coffer-dam 
and  a  dinky  locomotive,  handling  7-yd.  cars,  took  the  excavation  from 
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these  derricks.  It  was  lifted  out  of  the  bottom  in  4-yd.,  steel  skips 
and  dumped  on  a  slanting  platform  built  for  the  purpose.  The  material 
was  then  dumped  over  the  side  of  a  10-ft.  bank  into  the  river  about 
200  ft.  up  stream  from  the  dam.  Later,  these  derricks  landed  loaded 
skips  on  flat  cars,  handled  by  a  dinky  engine  and  a  locomotive  crane, 
on  the  dump  already  mentioned,  picked  them  off  and  wasted  them 
down  the  bank  into  the  river.  Material  in  the  excavation,  out  of  reach 
of  the  up-stream  derricks,  was  picked  up  by  those  traveling  on  the 
down-stream  coffer-dam  and  passed  across  to  the  up-stream  derricks 
which,  in  turn,  disposed  of  it  as  described. 

The  tail-race  excavation  was  handled  and  disposed  of  in  a  different 
way :  Two  traveling  derricks  started  at  the  east  side  of  the  excavation 
and  backed  off  toward  the  west  as  they  cleaned  up  the  excavation.  The 
bottom  was  drilled,  shot,  and  then  placed  by  hand  in  4-yd.  skips.  These 
were  picked  up  by  the  derricks  and  discharged  into  7-yd.  dump-ears, 
which  were  hauled  out  of  the  bottom  by  a  cable  operated  by  a  regular 
hoisting  engine,  and  disposed  of  down  stream  about  500  ft.  from  the 
side,  on  an  embankment.  All  the  tail-race  excavation  was  made  in 
this  manner  very  quickly  and  satisfactorily. 

In  general,  the  following  criticism  is  offered  of  the  methods  used 
on  this  work :  A  cableway  is  not  satisfactory  in  handling  the  excavated 
materials,  as  it  is  not  only  expensive,  but  slow.  A  better  scheme  for 
the  work  in  Coffer-Dam  No.  1  would  have  been  a  system  of  standard- 
gauge  tracks  laid  down  from  the  west  bank  of  the  river,  through  the 
tail-race,  to  its  extreme  east  end.  The  excavation  should  then  have 
started  at  that  end,  backing  off  toward  the  west,  the  spoil,  in  skips, 
being  lifted  with  the  derricks  and  discharged  into  7-yd.  dump-cars, 
hauled  by  dinky  engines.  The  power-house  excavation  could  have  pro- 
gressed rapidly,  also,  at  the  saane  time,  and  both  cableways  would  have 
been  free  to  erect  derricks,  get  plant  and  timber  out  to  the  job,  and 
handle  concrete,  thereby  advancing  the  work  greatly.  The  writers 
are  of  the  opinion  that,  as  a  rule,  the  cableway  should  be  restricted 
to  moving  plant,  derricks,  forms,  and  general  work,  and  also  such 
concreting  as  is  advantageous  to  place  with  it,  and  that  it  should 
not  be  made  the  main  method  for  the  transportation  of  all  materials 
on  the  job,  as  it  was  here. 

Forms  Used  for  the  Dam. — The  forms  used  on  the  vertical  faces 
of  the  dam  were  of  the  cantilever  type,  built  in  sections,  12  ft.  long 
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and  6  ft.  high,  with  upright  posts  extending  6  ft.  below  the  bottom 
of  the  sheeting.  Figs.  29  and  31  give  a  general  idea  of  these  forms. 
All  the  sheeting  was  sized  and  dressed  to  1|  in.  in  thickness,  and  all 
vertical  posts  were  made  of  two  4  by  8-in.  timbers  nailed  together,  with 
1-in.  blocks  between  them  at  the  top,  middle,  and  bottom.  The  waling 
pieces  were  4  by  8-in.,  or  6  by  8-in.,  laid  flat.  These  forms  were  built 
complete  and  raised  in  one  piece,  from  one  lift  to  another,  by  a  3-ton 
chain  block  hung  from  an  A-frame,  guyed  back  with  form  wire  to 
hook-bolts  in  the  concrete.  This  particular  kind  of  form  was  not  used 
throughout  the  job,  for,  as  the  work  progressed  and  carpenters  became 
rather  scarce,  sections  of  this  type  were  abandoned,  and  3  by  6-ft.  panels 
were  made  in  the  carpenter  shop  and  simply  tacked  to  the  posts.  This 
type  was  practically  the  same  as  the  first  and  was  handled  more  quickly 
and  easily  than  the  forms  of  heavier  section. 

The  following  method  was  used  to  hold  the  forms  in  place :     When 
a  form  was  completed,  f-in.  bolts,  22  in.  long,  with  an  ogee  washer  on 
one  end,  were  placed  in  them,  10  in.  below  the  top,  the  bolts  having  a 
10-in.  hold  in  the  concrete  when   it  was  poured  around  them.     Also, 
when   the  pour  in   the   form   was   completed,   and   while  the   concrete 
was  still  soft,  l-in.  bolts,  12  in.  long,  with  a  hook  on  one  end,  were  set 
in  the  concrete  opposite  each  post  and  about  6  ft.  back  from  the  face 
of  the  form.     When  a  section  form  or  panel  form  was  raised,  it  was 
lifted  until  the  bottom  of  the  sheeting  was  above  the  bolts  set  10  in. 
below  the  top  of  the  previous  pour  of  concrete.     The  posts  were  fitted 
on  these  bolts  which  held  the  form  in  place,  passing  through  the  slot 
between  the  two  4  by  8-in.  posts.     A  waling  piece  at  the  top  of  each 
section   was   used  to  wire  the  form  back  to  the  hook-bolts  placed   in 
the  concrete.     Wedges  were  placed  at  the  bottom  of  the  post  to  line 
up   the  form.     The  panel   forms   were  handled   in   the  same  manner, 
the  loose  posts  being  placed  on  the  bolts  previously  set  in  the  concrete, 
and  the  panels  dropped  into  place  behind  them  and  tacked  to  the  posts. 
As  the  speed   of  filling  the  forms   increased,   two  walings   were   used 
instead  of  one.     All  expansion  joint  forms  were  held  in  this  same  way. 
For  the  curved  section  of  the  dam,  on  the  down-stream  face,  ribs  were 
cut  to  the  proper  radius  in  the  form  shop  and  brought  down  to  the 
job   where   sheeting  was   nailed   on   them   in  place   at   the  dam.      The 
ribs  for  all  curved  forms  were  made  of  two  2  by  8-in.  timbers  nailed 
together,    with    a    1-in.    spacing   block    between    them,    leaving    a    1-in. 


Fig.   32. — Forms    for   Wasteway   or    Blow-Off    Culverts. 


Fig.  33. — Scroll  Casing  Forms  in  Place  During  Concreting  of  First 
Stage  of  Construction. 
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slot  to  catch  the  anchor-bolts,  in  the  same  manner  as  the  vertical 
forms.  In  some  of  the  big  blocks  on  the  dam.  where  the  concrete 
came  up  slowly  on  the  forms,  two  2  by  8-in.  pieces  were  used  in  place 
of  the  two  4  by  8-in.  timbers,  and  proved  satisfactory. 

As  a  general  rule,  these  forms  worked  well  and  were  fairly  economi- 
cal of  timber.  However,  it  is  not  the  fastest  method;  after  a  form 
is  poured,  sufficient  time  has  to  be  allowed  for  the  concrete  to  set 
properly  and  for  the  bolts  to  take  hold.  More  rapid  work  could  be 
done  with  a  form  of  the  same  general  type,  but  built  u])  continuously, 
releasing  the  bottom  sections  as  the  opportunity  arose.  In  building 
the  forms  continuously,  one  could  be  raised  as  soon  as  the  carpenters 
could  walk  on  the  concrete,  and  the  next  pour  could  be  made  from 
12  to  24  hours  sooner  than  with  the  type  used.  The  latter,  however, 
would  take  considerably  more  timber,  but  the  speed  would  be  increased, 
and  in  a  country  where  timber  is  very  cheap  and  speed  a  big  consid- 
eration, the  continuous  tj-pe  might  pay.  Fig.  32  shows  the  type  of 
forms  used  in  moulding  the  wasteway  culverts  in  the  section  of  the 
dam  adjoining  the  power-house. 

Forms  Used  for  Power-House. — All  straight  and  vertical  wall  forms 
in  the  power-house  were  of  the  same  type,  and  were  handled  in  exactly 
the  same  manner  as  the  dam  forms. 

All  special  or  curved  forms,  such  as  for  draft-tubes,  scroll  casings, 
and  penstocks,  wei-e  made  in  the  form  shop  according  to  detailed 
drawings  furnished  by  the  Company's  engineers. 

The  type  of  scroll  casing  used  (Fig.  10),  was  more  or  less  of  an 
innovation,  and  there  was  considerable  discussion  at  the  beginning 
of  the  work  as  to  the  practicability  of  moulding  such  a  complicated 
opening.  The  form  work,  as  can  be  readily  seen  from  Figs.  34,  35, 
and  36.  was  highly  complicated,  and,  even  when  carefully  detailed,  was 
difficult  of  execution  in  the  field,  for  several  reasons:  First,  the  average 
carpenter  foreman  is  out  of  his  depth  on  a  complicated  drawing  of 
this  kind;  secondly,  the  setting  and  lining  up  of  a  large  form  of  this 
character  is  difficult  of  execution;  thirdly,  unless  the  laying  out  of 
the  forms  is  done  carefully,  they  are  hard  to  get  out.  In  the  case 
at  Lock  12,  the  engineers  made  all  the  calculations  and  furnished  a 
sufficient  number  of  detailed  drawings  to  enable  the  work  to  be  laid 
out  and  assembled  in  the  form  shop.  A  competent  engineer  assisted 
the  carpenter  foreman  in  reading  these  drawings  properly,  and  laying 
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out  the  various  parts  of  the  form.  The  greatest  care  was  exercised 
in  setting  up  the  forms  and  holding  them  in  place.  The  work  was 
handled  in  this  manner  with  no  great  difficulty,  and  the  final  results 
were  excellent. 
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sections. 


In  detail,  these  complicated  forms  were  built  as  follows :  All  the 
ribs  of  the  scroll  casings  (Figs.  35  and  37),  were  made  according  to 
the  drawings  furnished,  and  were  then  set  up  in  the  shop  in  their 
proper  positions,   as  laid   out,   and  sheeted  with   1-in.   material.     The 
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detailed  dimensions  for  the  ribs  are  given  in  Table  6.  On  the  curved 
portions,  1  by  1-in.  lagging  was  used,  in  order  that  it  might  bend 
easily  and  conform  to  its  intended  shape.  The  whole  scroll  casing 
was  built  in  the  shop  in  eight  sections  in  order  to  facilitate  handling 
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columns  for 
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roof  Ribs 


'k2-0X^<J-2  X  1  Sp'readers 


TYPICAL  RIB 
FOR 
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SECTION  B-B 

Pig.   36. 

and  erecting,  each  section  being  complete  in  itself.  For  the  draft-tubes 
(Figs.  34  and  38),  all  the  ribs  were  made  and  fitted  together  on  the 
form-shop  floor;  they  were  then  taken  down  and  hauled  to  the  dam 
and  re-assembled  on  a  platform  from  which  a  derrick  could  lift  and 
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TABLE  6. — Detailed  Dimensions  for  Bibs  of  Scroll  Casing  Forms. 
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place  them.  A  concrete  cradle,  containing  a  number  of  anchor-bolts, 
had  previously  been  built,  conforming  exactly  to  the  curve  of  the 
bottom  of  the  draft-tube,  and  these  ribs  were  placed  on  a  1-in.  board 
resting  on  this  cradle.  Tongued  and  grooved  1-in.  sheathing  was 
nailed  to  the  ribs  after  they  had  been  properly  lined  and  braced. 
Figs.  33  and  39  give  an  excellent  idea  of  how  these  forms  were  con- 
structed, and  Figs.  34  and  38  show  the  details.  The  tops  of  the  draft- 
tube  forms  were  covered  with  2  by  6-in.  planks  which  extended  out 
and  helped  support  and  keep  in  place  the  bottom  section  of  the  scroll 
case  above.  When  a  scroll  case  was  first  put  in  place,  it  was  blocked 
up  on  wooden  posts  to  exact  line  and  grade  and  then  small  1  by  3-ft. 
concrete  piers  were  poured  up  under  the  joints  and  the  middle  of 
each  section.  These  piers  also  contained  anchor-bolts,  and  after  the 
concrete  of  the  piers  had  set,  the  forms  were  bolted  tightly  to  them. 
They  were  also  wired  down  to  hook-bolts  set  in  the  concrete  below, 
to  keep  the  form  from  floating.  Penstock  forms.  Fig.  36,  were  made 
in  sections,  6  ft.  long,  in  the  carpenter  shop;  they  were  then  knocked 
down  and  transported  on  cars  to  the  dam,  where  they  were  re-assembled 
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on  a  platform  adjoining  a  derrick  which  could  pick  them  up  and  place 
them.  A  double  cradle  with  anchor-bolts  in  it  was  prepared  before- 
hand, in  the  same  manner  as  the  cradle  for  the  draft-tubes.  Types 
of  drawings  from  which  these  forms  were  built  are  Figs.  34,  36,  and  37. 
The  system  of  building  complicated  curved  forms  on  a  large  laying- 
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Fig.  38. 
out  floor,  and  also  all  curved  ribs  for  other  forms  at  the  carpenter 
shop,  is  recommended  on  similar  work.  The  shop,  however,  as  pre- 
viously noted,  should  be  much  closer  to  the  job  than  it  was  on  this 
work.  The  concrete-cradle  method  of  setting  these  large  forms  is 
recommended  as  the  best  and  most  accurate. 
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Quarrying  Operations,  Zion  Quarry. — Fig.  24  shows  the  general 
layout  of  the  quarry  tracks  and  plant,  and  the  general  relation  between 
the  various  portions  of  the  work.  The  actual  work  of  clearing  and 
erecting  the  camp  and  plant  at  Zion  Quarry  was  started  on  November 
11th,  1912.  On  January  20th,  1913,  a  force  was  put  to  work  stripping 
from  the  toe  of  the  hill,  and  tripod  drills  were  started.  On  January 
20th,  a  well  drill  was  also  put  to  work  on  the  side  of  the  hill,  drilling 
the  first  round  of  40-ft.  holes;  the  well-drill  outfit  was  increased  later 
to  a  total  of  three.  On  February  12th,  50  teams  were  put  to  work  to 
strip  the  top  of  the  quarry.  On  February  16th,  1913,  the  first  large 
blast  was  made,  and  actual  quarrying  operations  were  started.  The 
crushers  had  been  started  on  February  24th,  to  crush  run-of-the-quarry 
stone  for  ballast  purposes  on  the  railroad  and  also  to  get  the  new 
plant  in  good  running  order  by  the  time  materials  were  needed  for 
concreting  at  the  river.  One  locomotive  was  assigned  to  the  quarry 
service,  and  did  no  other  work  than  to  spot  cars  to  the  derricks  in 
the  quarry  and  to  the  crushers. 

Five  steel  guy  derricks  were  erected  along  the  face  of  the  hill,  on 
about  100-ft.  centers,  after  the  first  round  of  well-drill  holes  had 
been  shot,  the  toe  of  the  hill  having  been  previously  shot  out.  These 
derricks  handled  5-yd.  steel  skips  to  the  points  wanted  in  the  quarry, 
where  they  were  loaded  by  hand.  Stone  too  large  to  be  lifted  by 
hand  and  too  small  for  cyclopean  masonry  was  broken  with  a  "skull 
cracker",  which  consisted  of  a  cast-iron  ball  weighing  1  ton  and  fixed 
to  the  hoist  line  of  the  derrick  by  a  trigger  tripped  with  a  hand 
line  from  below.  The  ball  was  spotted  over  a  stone  carefully,  hoisted 
about  50  ft.  and  dropped,  smashing  the  stone  effectually.  Crusher 
muck  was  placed  in  four  skips  which  were  loaded  by  derricks  on 
a  flat  car.  These  loaded  flat  cars  were  picked  up  from  all  the  der- 
ricks by  a  locomotive,  pulled  out,  and  spotted  at  the  washing  plat- 
form, and  a  train  of  empties  was  placed  at  the  derricks.  After  care- 
fully washing  all  mud  from  the  crusher  muck,  the  cars  were  spotted 
to  a  large  timber  guy  derrick  which  picked  up  the  skips  and  dumped 
them  directly  into  the  No.  9  crusher.  The  dumping  device  was 
simply  a  heavy  inclined  platform,  on  which  the  skip  was  lowered 
and  prevented  from  sliding  down  by  a  lug  under  the  skip  catching 
a  lug  on  the  back  of  the  platform.  The  skip  was  held  and  the  con- 
tents  slid   out.     After  passing  through  the  crushers,   the   stone  was 


Fig.  39. — Draft-Tube  Forms  Under  Construction,  Showing  Concrete  Cradle 
ON  Which  They  Were  Set  Up. 


Fig.   40. — End   of  High-Level   Line,    Showing   Cablewavs,   Ceme^st 
Warehouse,  and  Mixer  Bin. 
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carried  by  a  belt  conveyor  to  a  bin  of  1 800-eii.  yd.  capacity,  and 
drawn  from  this  bin  directly  into  hopper-bottom  cars  by  gravity.  (See 
Fig.  21.) 

Well-drills  were  used  for  all  the  heavy  work,  being  augmented 
in  the  bottom  by  tripod  drills  and  Jap  hammers.  Well-drill  holes 
varied  in  depth  from  40  to  60  ft.  These  holes  were  drilled  from  15  to 
18  ft.  back  from  the  face  and  at  about  18  to  20-ft.  centers,  4  by  8-in. 
sticks  of  Forcite  gelatine,  40%  dynamite,  being  used.  The  largest 
size  of  Forcite  obtainable  was  4  in.  in  diameter,  and  the  holes  orig- 
inally drilled  to  6  in.  were  reduced  to  5|  in.  in  order  to  get  the  full 
benefit  of  the  explosive  of  this  size.  Only  three  rounds  were  taken 
from  the  face  of  the  quarry  at  Zion  owing  to  the  heavy  over-burden 
farther  in  the  hill.  After  they  had  been  cleaned  up,  about  6  ft.  of 
earth,  overlying  the  rock  in  a  meadow  directly  in  front  of  the  quarry, 
was  stripped  back  a  distance  of  about  75  ft.,  and  the  quarry  was 
then  carried  vertically  downward  60  ft.  for  a  total  width  of  100  ft. 
and  a  length  of  450  ft.  The  seepage  from  a  nearby  creek  was  small 
and  easily  taken  care  of  by  a  No.  6A,  8  by  5  by  13-in.,  100-gal.  pump. 
The  stone  was  of  excellent  quality,  and  seemed  to  grow  denser  with 
the  depth.  A  well-drill  test  hole  indicated  the  thickness  of  the  stone 
below  the  general  surface  of  the  ground  to  be  more  than  75  ft. 

All  crushing  operations  were  done  in  daylight;  and,  while  get- 
ting out  the  crusher  muck  during  the  day,  the  cyclopean  stone  was 
sorted  as  uncovered  and  stored  in  a  pile  alongside  the  derricks.  At 
night  the  cyclopean  stone  was  loaded  on  flat  cars,  and  the  night 
shift  also  carried  on  mucking  and  stripping  operations.  The  quarry 
afforded  only  a  small  quantity  of  cyclopean  stone,  principally  on 
account  of  the  limited  space  and  the  necessity  for  getting  out  enough 
crushed  stone  to  keep  work  going  at  the  dam.  It  was  not  possible 
to  take  the  time  to  get  out  the  cyclopean  stone,  because  by  doing 
that  the  crushing  would  fall  behind.  In  other  words,  the  quarry 
was  such  that  a  sufficient  quantity  of  either  crusher  muck  or  cy- 
clopean stone  could  have  been  gotten  out  separately,  but  not  both 
at  the  same  time.  Difficulties  and  uncertainties  in  the  transporta- 
tion of  coarse  aggregates  from  the  outside  would  not  allow  that 
source  to  be  depended  on  entirely,  and  reliance  had  to  be  put  prin- 
cipally on  the  company's  crushers.  For  these  reasons  the  percentage 
of  cyclopean  stone  at  the  dam  was  much  smaller  that  it  would  have 
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been  under  more  favorable  circumstances.  In  this  case,  the  percent- 
age had  to  be  sacrificed  to  other  requirements  which  were  considered 
more  important. 

Ellison  Quarry.— Ellison  Quarry,  about  U  miles  east  from  Zion 
Quarry,  did  not  prove  a  success,  as  stated  previously,  owing  to  large 
clay  seams  which  appeared  throughout  the  rock  after  shooting.  This 
quarry  was  worked,  however,  from  March  17th,  1913,  when  strip- 
ping was  started,  until  August  31st,  1913,  the  same  methods  of  dril- 
ling and  shoating  being  used  as  at  Zion  Quarry.  A  locomotive  was 
assigned  to  its  service,  as  at  Zion,  and  two  steel  guy  derricks  were 
worked.  The  crusher  muck  was  hauled  to  the  crusher  at  Zion  and 
unloaded  there  in  the  same  manner  as  at  Zion  Quarry.  The  stripping 
at  Ellison  was  done  by  teams  and  a  steam  shovel,  there  being  a  heavy 
overburden  against  the  toe  of  the  hill. 

/Siom^e.— Whenever  a  surplus  of  crushed  stone  accumulated  in  the 
bins  at  Zion,  it  was  drawn  out  into  7-yd.  dump  cars  and  stored  in  a 
pile  alongside  a  10-ft.  embankment.  About  8  000  cu.  yd.  were  stored 
and  afterward  picked  up  by  a  locomotive  crane,  operating  a  i-yd. 
clam-shell  bucket.  By  storing  materials,  the  crushing  and  quarrying 
operations  were  carried  on  continuously,  and  a  shutdown  at  the  dam 
did  not  affect  the  quarries. 

Zion  Quarry  was  closed  on  December  24th,  1913,  all  the  camps  were 
removed,  and  the  plant  was  shipped  out. 

Concrete.— As  many  different  classes  of  material  were  used  in  the 
work,  the  coarse-aggregate  bin,  having  a  capacity  of  800  cu.  yd., 
was  roughly  divided  into  two  sections;  all  crushed  stone  was  dumped 
in  one  end  of  the  bin  and  all  washed  gravel  and  Elmore  gravel,  con- 
sisting of  55%  gravel  and  45%  sand,  were  dumped  in  the  other  end. 
The  sand  section  of  the  bin  was  separated  from  the  coarse-aggregate 
section  by  a  partition.  The  crushed  stone  and  gravel  were  drawn 
to  the  conveyor  belt  at  the  same  time,  in  about  equal  proportions,  and 
were  elevated  into  the  coarse-aggregate  hoppers  above  the  mixers.  The 
sand  was  drawn  by  itself  and  ran  into  a  separate  bin,  also  above  the 
mixers.  There  was  a  charging  hopper  just  above  the  mixers,  and  all 
materials  were  drawn  from  the  bins  above  into  this  hopper,  where 
they  were  properly  proportioned. 

The  mixing  of  the  concrete  was  watched  by  an  inspector  on  duty 
at  all  times  at  the  mixer  plant,  and  he  was  constantly  in  touch  with 
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the  chief  inspector  on  the  dam,  who  also  with  his  assistants  kept  close 
watch  on  the  concrete  coming  to  the  dam. 

Three  mixtures  were  used :  1:3:6  in  the  main  body  of  the  dam 
and  the  heavy  sections  of  the  power-house;  1 :  2i :  5  in  the  cut-off  trench 
and  bottom  2  ft.  of  the  foundation  of  the  dam;  and  1:2:4  around 
the  scroll  casings,  penstocks,  and  all  reinforcing  in  the  power-house. 
The  greater  percentage  of  crushed  stone  came  from  Zion  Quarry,  the 
remainder  being  brought  from  outside  quarries  and  shipped  to  the 
dam  by  rail.  In  addition  to  the  crushed  stone,  31  034  cu.  yd.  of  gravel 
were  used,  principally  around  the  complicated  curved  forms  in  the 
power-house  and  in  filling  the  stream-control  openings. 

In  general,  as  shown  by  the  analyses  of  a  great  many  different  mix- 
tures used  in  the  work,  there  was  about  10  to  15%  too  much  fine 
aggregate  used.  The  writers,  in  view  of  the  results  obtained,  however, 
do  not  consider  this  a  bad  feature.  There  were  no  honey-combed  walls 
in  either  the  dam  or  the  power-house,  and  only  a  few  seepage  spots 
appeared  in  any  places  except  at  the  vertical  expansion  joints,  the  show- 
ing in  this  respect  being  excellent.  When  broken  off  in  large  chunks, 
the  concrete  was  dense  and  had  a  uniform  texture;  and  when  the 
forms  were  removed,  the  outside  appearance  of  all  walls  was  good, 
no  finishing  being  necessary  except  in  spots  where  pieces  had  been 
broken  out  by  bolts,  etc. 

Expansion  Joints. — At  first,  expansion  joints  were  placed  108  ft. 
apart,  and  after  two  of  them  had  been  started,  the  distance  was  cut 
down  to  72  ft.  The  108-ft.  block  proved  a  little  too  large  to  complete 
satisfactorily  as  the  concrete  at  one  end  set  before  it  did  at  the  other. 
All  joints  were  painted  with  a  heavy  coat  of  hot  Barrett  pitch. 
These  joints  were  very  effective,  as  far  as  could  be  noted  at  the  end 
of  one  winter,  and  no  cracks  of  any  kind  developed  in  the  dam. 

Handling  and  Placing  the  Concrete. — The  concrete  was  dumped 
from  the  mixers  into  2i-yd.  buckets  on  small  cars,  or  directly  into 
chutes.  The  cars  were  hauled  by  mules  to  the  cableways,  two  cars  being 
used  for  each  mixer.  There  were  four  tracks  under  the  cableways, 
drawing  closely  to  each  other  in  pairs  at  the  mixers.  See  Figs.  22 
and  40.  The  buckets  were  picked  up  by  the  cableways  and  placed  at 
the  points  needed.  No.  1  mixer  also  dumped  directly  into  a  chute. 
Chutes  were  used  wherever  possible  to  deliver  concrete  to  buckets 
traveling   on    small   cars   operated   with    a   hoisting   engine.      A   large 
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portion  of  the  power-house  concrete  was  passed  through  chutes,  and 
the  system  when  properly  laid  out  is  most  efiFective.  The  chutes 
delivered  the  concrete  to  buckets  on  cars  which  were  taken  to  the 
dam,  via  the  Low-Level  Line  and  the  up-stream  coffer,  by  a  dinky 
locomotive.  This  method  was  as  effective  and  rapid  as  any  used  on 
the  job.  A  great  deal  of  the  concrete  was  dumped  directly  from  the 
cableways,  and  this  method  was  fairly  rapid.  However,  the  maximum 
10-hour  run  with  cableways  was  seldom  more  than  400  cu.  yd.  The 
writers  believe  that  cars  and  derricks,  where  it  is  possible  to  use  them, 
are  more  efficient  and  rapid  than  cableways.  Where  narrow  forms 
are  to  be  concreted,  the  cableway  is  exceedingly  slow  and  should  not 
be  used  if  any  other  method  can  be  found. 

Cyclopean  stones  were  delivered  directly  to  the  derricks  on  the 
coffer-dam,  and,  between  buckets  of  concrete,  were  set  by  the  derricks. 
Each  stone  was  carefully  washed  and  cleaned,  and,  after  it  was  placed, 
it  was  carefully  shaken  with  a  bar  and  bedded.  In  the  dam  the  per- 
centage of  Cyclopean  stone  was  small,  for  the  reasons  mentioned  in 
discussing  the  quarry  operations.  The  horizontal  joints  between  pours 
were  always  left  bedded  with  as  many  cyclopean  stones  as  possible,  in 
order  to  get  a  thorough  bond  with  the  next  layer. 

A  total  of  6  482  cu.  yd.  of  cyclopean  stone  was  placed  in  the  dam, 
or  5.1  per  cent.    In  the  power-house  foundations  there  were  1 188  cu.  yd. 

There  were  two  types  of  chutes  on  the  work.  The  first  was  made 
of  No.  12  gauge  metal  and  was  10  in.  in  diameter.  It  was  of  the 
semicircular  type,  and  was  served  by  a  special  bottom-dumping  car  at 
the  mixers.  The  mixer  dumped  into  the  car,  and  the  car  was  pushed 
by  hand  over  a  hopper  to  the  chute,  and  dumped  into  it.  This  chute 
was  not  a  success,  the  main  objection  being  that  it  was  too  small.  It 
clogged  frequently,  and  took  too  many  men  strung  out  along  it  to 
operate  it  and  keep  it  clear.  The  metal  was  too  light  and  wore  out 
too  quickly.  This  size  and  type  are  not  recommended  for  similar 
work.  This  chute  was  abandoned,  and  a  home-made  one  was  built, 
which  gave  satisfaction.  It  consisted  of  a  trough,  built  in  6  to  8-ft. 
lengths,  with  sides  about  18-in.  high,  and  well  braced;  J-in.  sheet  iron 
was  rolled  in  8-ft.  lengths  to  a  half  circle,  14  in.  in  diameter,  and 
fastened  into  the  bottom  of  the  trough,  giving  a  chute  with  high  sides 
and  a  rounded  bottom.  It  was  of  sufficient  size,  discharged  on  slopes 
of  18°   rapidly  and  without  clogging,  provided  the  concrete  was  wet 
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enough  to  flow,  cost  about  two-thirds  of  the  price  of  the  first  chute, 
and  its  life  was  nearly  twice  as  long.  It  is  to  be  noted  that  concrete 
dischaTged  down  a  75  to  100-ft.  chute  was  as  good  as  that  which  fell 
only  a  few  feet  from  the  mixer  to  the  bucket,  and  on  dumping 
the  two  side  by  side  in  the  forms  no  difference  could  be  discerned. 

After  leaving  the  mixer  platform,  the  concrete  was  delivered  to 
a  derrick,  via  some  one  of  the  routes  mentioned,  and  by  it  placed 
in  the  form.  An  inspector  in  the  form  saw  that  the  concrete  was 
brought  up  uniformly  throughout,  no  racking  being  allowed.  Wlien 
it  was  seen  that  the  form  could  not  be  completed  in  one  pour,  a  tem- 
porary saw-tooth  bulkhead  was  put  in  to  prevent  thin-edged  layers.  The 
inspector  saw  that  all  concrete  was  well  worked  after  being  dumped; 
when  it  lacked  sand,  it  was  worked  with  shovels  and  tamped  until 
the  mortar  had  worked  its  way  all  through  it.  All  faces  against  forms 
were  carefully  spaded.  Two  bars  were  used  in  bedding  the  cyclopean 
stone  in  the  soft  concrete. 

Before  making  a  new  pour  on  the  surfaces  of  old  concrete,  they 
were  thoroughly  cleaned  in  the  following  manner:  Two  gangs  of  from 
12  to  14  men  with  foremen,  when  the  work  was  at  its  height,  were 
kept  cleaning  forms  only.  Whenever  possible,  the  surfaces  of  the  old 
concrete  were  cleaned  about  12  hours  after  pouring,  while  they  were 
still  green,  all  scum  mortar  and  "laitance"  remaining  on  top  were 
carefully  picked  or  shoveled  off,  and  the  surface  was  washed  until  it 
was  absolutely  bright  and  clean.  Great  stress  was  put  on  this  par- 
ticular feature.  Concrete  was  not  allowed  to  be  placed  in  any  form 
until  it  was  cleaned  to  the  satisfaction  of  the  engineer.  After  the 
work  got  under  way,  and  the  amount  of  cleaning  insisted  on  was 
fully  comprehended  by  the  contractor's  superintendent,  there  was 
little  trouble.  Also,  after  a  fonn  had  been  properly  washed  and 
cleaned,  a  1 :  2  mortar  was  dumped  in  and  swept  over  the  surface 
with  a  wire  broom  just  before  the  concrete  was  dumped.  Leaks 
through  horizontal  joints  have  not  appeared  in  any  portion  of  the 
dam  or  power-house,  and  the  writers  attribute  this  to  the  care  exer- 
cised in  cleaning  and  working  the  surfaces  of  old  concrete  as  described. 

Power-House  Concrete. — In  general,  the  power-house  concrete  was 
poured  in  the  same  manner  as  that  for  the  dam,  except  that  the  mix- 
tures varied,  as  noted  elsewhere.  Fig.  41  is  a  general  view  of  the 
power-house  operations  on   July  2d.     The   heavy  blocks   indicated   in 
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the  first  stage  of  construction,  Fig.  43,  were  of  cyclopean  masonry, 
the  remainder  being  mass  masonry.  The  power-house  concreting 
was  prosecuted  in  four  separate  stages,  and  complete  details  of 
each  of  these  stages  are  given  on  Figs.  43  and  44,  and  Plates 
XXXI  and  XXXII,  respectively.  These  drawings  were  followed 
closely  in  the  field,  and  were  of  great  assistance.  The  general  plan 
to  be  followed  was  carefully  discussed  at  the  beginning  of  the  work, 
and  a  line  of  action  definitely  decided.  Fig.  42  shows  the  second 
stage  of  concreting  completed.  Fig.  45  shows  the  second  stage  com- 
pleted and  the  forms  for  the  third  stage,  that  is,  the  concrete  around 
the  penstocks,  being  placed.  In  Fig.  46  these  forms  are  shown  erected. 
Fig.  47  shows  the  down-stream  elevation  of  the  power-house  founda- 
tions, the  photograph  having  been  taken  from  the  tail-race.  Fig.  48 
is  a  close  view  of  the  interior  of  the  draft-tube;  the  man  standing  in 
the  center  of  the  opening  giving  a  fair  idea  of  its  size  at  the  exit. 

General. — On  April  12th,  the  first  concrete  was  poured  in  Section  1 
of  the  dam,  immediately  next  to  the  wasteway  section.  Construction 
of  the  wasteway  section  followed  immediately,  and  then  the  remainder 
of  the  dam  in  Coffer-Dam  No.  1,  and  the  heavy  foundation  blocks  in 
the  power-house,  shown  on  Fig.  43  as  Stage  No.  1. 

On  May  13th,  a  night  shift  on  concrete  was  organized  at  the  dam. 
On  May  26th,  concreting  in  the  last  block  of  the  dam  inside  Coffer 
No,  1  was  started,  and  Fig.  31  shows  the  general  condition  at  this  time. 
On  May  31st  concreting  was  started  in  Section  6  of  the  power-house. 
On  June  4th,  No,  2  mixer  was  started  and  the  concreting  was  begun 
on  the  bottom  cradles  for  Draft-Tubes  Nos.  5  and  6.  On  June  13th,  the 
filling  of  the  large  natural  hole  in  the  foundations  under  Units  1  and  2 
was  started.  By  July  12th  the  concreting  and  other  work  had 
progressed  to  euch  a  stage  that  the  water  in  the  river  was  turned 
through  the  tunnels  left  in  Section  1  of  the  dam.  On  July  25th, 
Draft-Tube  No.  1  was  concreted  to  grade  and  ready  for  the  scroll 
casing.  On  August  26th,  concreting  was  begun  in  Coffer  No.  2,  next 
to  the  east  abutment,  which  latter  lagged  behind  on  account  of  a 
bad  mud  seam  which  had  to  be  worked  out,  and  on  which  concreting 
was  not  started  until  September  22d.  On  September  5th,  the  first 
section  of  rollway  in  Coffer  No.  1  was  reached  and  poured,  this  mark- 
ing the  completion  to  Elevation  406  of  a  portion  of  the  first  section 
of  the  dam.     On  September  27th  all  the  rollway  section,  inside  Coffer 


Fig.  41. — Condition  of  Work,  July  2d,  1913.     First  Stage  of  Construction  of 
PowER-HousE  Started. 


Fig.  42. — General  View  of  Work.   Skpj  i:mi;kk   -2sd,   1913.      Second   Stage  of 
Construction  Practically  Completed  ;  Concreting  Under  Way. 
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Fig.   45. — Cradles   foe    Penstock    Forms.      Second    Stage   of   Construction 

Completed. 


Fig.  46. — Penstock  Forms  under  Construction.     Locomotive  Crane  Setting 
Up  Columns  of  Power-House. 


Fig.  47. — Down-Stream  View  of  Power-House  ForNDATioNS,  after  Completion 
OF  Second  Stage  of  Construction. 


Fig.  48. — Looking    into    Down-Stream    End   of    Draft-Tube. 


Pig.   49. — Crest  of  Spillway  Before  Constructing  Piers. 
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No.  1  (Fig.  49)  reached  Elevation  406.0,  the  crest,  and  the  concrete 
all  along  the  front  of  the  power-house  had  reached  Elevation  380.  On 
October  13th,  the  highest  run  on  the  concrete  was  made,  being  2  220 
cu.  yd.  for  two  10-hour  shifts,  the  day  shift  alone  putting  in  1 120  eu.  yd. 
in  10  hours.  On  October  18th,  concreting  was  started  around  the 
first  penstock  forms,  and  on  October  21st  pouring  was  started  on  the 
last  section  of  the  dam  (No.  9).  On  November  8th,  the  concreting  of 
the  bottom  4  ft.  of  the  eleven  15-ft.  stream-control  openings  was  started. 
It  was  completed  on  November  21st.  On  November  25th,  the  dam 
for  the  entire  length  of  the  spillway  was  completed  to  Elevation  406, 
the  crest.  On  December  20th  the  power-house  concrete  reached  an 
elevation  of  416  in  front,  and  all  the  scroll  casings,  draft-tubes,  etc., 
were  ready  for  the  setting  of  the  speed  rings.  On  January  3d,  the 
filling  of  the  stream-control  opejiings  was  begun,  and  the  work  was 
completed  on  January  31st.  On  February  15th,  the  last  wheel  casing 
was  set  and  the  last  scroll  casing  poured,  completing  the  operating 
floor  of  the  power-house  to  rough  grade.  On  February  28th,  the  last 
concrete  in  the  spillway  piers  was  poured,  completing  the  work,  and 
on  March  6th,  the  work  of  tearing  out  the  mixers  was  started.  From 
the  day  that  concreting  started  to  the  last  yard  poured,  10  months  and 
18  days  elapsed,  and  187  802  cu.  yd.  of  masonry  were  placed.  Fig.  49 
shows  the  finished  rollway  section  before  the  piers  were  constructed. 

Spilhvay  Piers. — The  spillway  piers  above  Elevation  425  were  so 
small  in  plan  and  contained  so  much  iron  framework  that  it  was  very 
dangerous  to  dump  concrete  into  them  from  the  cableways.  A  small 
derrick  was  rigged  up  on  a  standard  flat  car — the  hoist  being  operated 
by  air,  as  usual — for  the  pouring  of  these  small  piers  in  three  6-ft. 
lifts  each.  The  cableway  delivered  concrete  to  this  derrick  car.  Some 
18-in.  I-beams,  which  were  bought  for  the  pvirpose  of  carrying  the 
traveling  gate-operating  mechanism  between  the  piers,  were  used  tem- 
porarily to  span  the  back  of  the  main  piers  at  Elevation  425,  and 
carry  a  standard-gauge  track  for  the  derrick  car.  These  piers  are  shown 
in  plan  and  section  on  Fig.  19. 

Discussion  of  Methods  Used. — In  general,  as  previously  stated,  the 
writers  do  not  consider  cableways  as  the  most  satisfactory  method  of 
handling  concrete,  in  view  of  the  experience  gained  on  this  job. 
The  system  of  belt  conveyors  and  elevators  for  concrete  materials  is 
one  to  be  avoided,  if  possible  and  if  space  permits,  as  a  fruitful  source 
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of  delay.  There  was  one  delay  of  a  week  on  this  work,  due  to  a  broken 
elevator  belt,  and  it  was  expensive.  A  gravity  plant  should  be  built, 
if  it  is  possible  to  lay  it  out.  Handling  concrete  by  buckets  on  flat 
cars,  with  dinky  locomotives  to  the  derricks,  is  preferable  to  the 
cableway. 

The  plant,  as  laid  out  and  used,  was  effective  and,  in  1  month, 
more  than  35  000  cu.  yd.  of  concrete  were  handled  with  it,  but  the 
writers  believe  that  a  gravity  plant  would  have  been  an  improvement 
and  more  effective.  The  point  which  it  is  desired  to  illustrate  is  that 
a  gravity  plant  should  be  carefvilly  sought  first,  and  that  cableways 
should  not  be  made  the  main  method  of  concrete  transportation. 

Reinforcement  in  the  Power-House. — Complete  and  detailed  draw- 
ings were  furnished  for  the  correct  cutting,  placing,  and  setting  of 
all  reinforcement.  All  curved  rods  were  laid  out  on  a  large  platform 
near  the  tail-race  below  the  power-house,  and  there  bent  with  a 
bender  to  the  curves  shown  on  the  drawings.  All  stirrups,  etc.,  were 
also  made  there. 

Spacing  rods  were  used,  to  which  the  regular  reinforcing  rods  were 
wired.  Large  nails  were  driven  into  the  forms,  and  the  rods  were 
wired  to  them  in  order  to  keep  them  at  the  proper  distance  from  the 
forms.  In  some  cases  suspended  frames  were  used  to  hold  the  rods 
in  exact  position  until  they  were  concreted.  In  all  cases  particular 
care  was  taken  to  keep  the  rods  the  proper  distance  from  the  forms 
and  properly  spaced.  All  concrete  poured  around  the  reinforcement 
was  mixed  in  the  proportion  of  1:2:4. 

Completing  the  Work. 

Final  Closing. — When  all  concreting  in  the  dam  had  been  finished, 
except  the  stream-control  openings,  and  all  piers  had  been  concreted 
to  Elevation  417  on  the  spillway,  and  the  concreting  on  the  power-house 
and  west  abutment  to  Elevation  420,  it  was  deemed  safe  to  close  the 
gates.  Fig.  16  shows  these  gates  hung  and  ready  to  close.  Previous 
to  the  closing,  when  it  was  seen  that  the  work  was  reasonably  safe, 
the  west  eleven  15-ft.  openings  in  Section  1  of  the  dam  were  blocked 
off  by  placing  wooden  gates  about  7  ft.  high  in  front  of  them,  one 
at  a  time,  and  a  concrete  wall,  4  ft.  high  and  6  ft.  thick,  was  placed 
next  to  the  bulkhead.  This  small  wall  was  built  first  to  control  the 
leakage  that   came   through  these  7-ft.   bulkheads,   the   water   coming 
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throutrh  being  collected  in  an  interior  box  sump  in  the  concrete  and 
led  through  the  wall  down  stream  in  pipes  which  were  afterward 
grouted  under  pressure.  The  main  part  of  the  opening  was  then  filled 
to  the  same  height  throughout  as  this  front  wall,  no  trouble  from 
leakage  being  experienced.  Each  of  these  eleven  openings  was  treated 
in  the  manner  described,  except  that  on  the  five  westerly  openings, 
which  were  built  primarily  for  a  stop-log  gate,  the  permanent  stop-logs 
intended  for  them  were  dropped  into  the  bottom  7  ft.  of  the  guides 
and  left  in.  The  bulkheads  in  the  remaining  six  openings  were  re- 
moved after  the  concrete  had  set,  in  order  to  give  a  smooth  clean 
sill  for  the  flap-gate  to  butt  against.  This  work  was  started  on  Novem- 
ber 8th,  1913,  finished  on  November  24th,  1913,  and  served  two  good 
purposes.  It  was  done  primarily  as  a  precautionary  measure;  the 
bottom  of  these  tunnels  was  very  close  to  the  natural  bed  of  the  river, 
from  12  to  18  in.  on  most  of  them,  and  with  such  a  small  sill  for 
gates  of  the  flap  type  to  strike  against,  there  was  a  chance  for  a 
stone  or  sunken  timber  to  lodge  against  it  at  the  time  of  closing 
and  give  a  lot  of  trouble  by  preventing  the  gates  from  seating  properly. 
With  this  additional  4  ft.,  the  bottom  of  each  tunnel  was  brought 
well  above  the  bottom  of  the  river,  and  also  well  above  the  tail-water 
elevation.  There  were  two  gates  to  each  opening,  and  of  the  eleven 
openings,  five  were  of  the  stop-log  type,  shown  by  Fig.  15,  and  six 
were  of  the  flap-gate  type.  Fig.  16.  When  all  these  eleven  openings 
had  been  filled  with  from  4  to  6  ft.  of  concrete  as  described,  the  ten 
smaller  8  by  12-ft.  gates,  which  were  of  tJie  flap  type,  were  hung  and 
securely  closed  on  December  21st,  1913,  and  caulked  around  the  outside. 
No  water  was  running  through  these  openings  at  the  time,  their 
bottoms  being  only  4  ft.  below  the  tops  of  the  large  openings.  The 
closing  of  these  gates  was  a  very  simple  and  easy  matter,  and  they 
were  caulked  and  inspected  from  the  upper  side.  On  December  21st 
also,  five  of  the  larger  openings  were  closed  with  the  ten  stop-log 
gates.  The  closing  of  these  gates  was  easily  accomplished  and  did 
not  raise  the  water  very  much,  as  only  a  small  quantity  was  running 
through  this  particular  set,  the  water  stage  being  very  low.  These 
gates  were  then  securely  wedged  and  caulked  on  the  outside,  up-stream 
face,  and  the  filling  of  the  tunnels  was  started.  Next,  a  light  template 
of  the  larger  type  of  flap-gates  still  to  be  closed  was  made,  and  each 
of  the  openings  was  carefully  checked  with  this  template  to  be  sure 
that  there  were  absolutely  no  obstructions  to  the  closing  of  the  gates 
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and  that  nothing  of  any  kind  would  foul  them  while  they  were  being 
lowered.  This  check  was  made  several  times  and  just  previous  to 
the  closing. 

Owing  to  the  non-delivery  of  the  penstock  steel  gates  by  the  manu- 
facturers, it  was  deemed  necessary  at  this  time  to  drop  stop-log  gates 
in  front  of  each  penstock  opening,  there  being  six  penstocks  with 
two  gates  each.  As  the  time  was  very  short  and  the  weather  was 
threatening,  it  was  not  possible  to  secure  timbers  large  enough  to  with- 
stand a  maximum  head,  consequently,  the  logs  were  dropped  into  the 
gate  grooves  and  reinforced  by  four  18-in.  I-beams.  Later,  logs  of 
the  proper  size  were  dropped  into  the  grooves  regularly  provided,  the 
I-beams  and  logs  were  removed,  and  the  steel  gates  put  in.  The 
I-beams  were  those  bought  for  carrying  the  spillway  operating  mech- 
anism from  pier  to  pier.  All  these  stop-logs  were  in  and  properly 
bolted  and  caulked  on  December  27th.  On  December  28th,  at  7  a.  m., 
the  large  flap-gates  remaining  were  lowered  to  a  horizontal  position, 
clearing  the  water  by  about  2  ft.  and  rigged  up  so  that  by  attaching 
a  loose  line  on  one  side  of  the  cables  holding  it  above  and  cutting 
another  loop  the  gate  would  fall,  but  the  cable  would  be  held  by  the 
loose  line  and  not  catch  under  the  gate  as  it  swung  shut.  On  December 
27th,  rain  commenced,  and  the  river,  which  had  been  rising  gradually 
all  the  while,  started  to  rise  rapidly,  and  it  was  decided  to  close  the 
remaining  gates  at  once,  everything  else  being  in  readiness.  The  gates 
were  closed  in  the  order  and  at  the  times  shown  in  the  following: 

Gate  No.  Time  closed. 

*12  11 :  20  A.  M. 

11  1 :  10  p.  M. 

10  1 :  13     " 

9  1:18     " 

8  1 :  22     " 

7  1 :  26     " 

6  1:28     " 

5  1 :  47     " 

4  1 :  51     " 

3  1 :  54     " 

2  1 :  57     " 

1  2 :  00     " 

*  Gate  No.  12  was  first  lowered  in  order  to  try  out  the  method      The  closing  of  the 
dam  really  started  with  Gate  No.  11. 
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Each  gate,  after  being  cut  loose,  followed  three  distinct  motions : 
First,  a  rapid  fall  of  2  ft.  until  it  struck  the  water;  second,  a  very 
slow  swinging  in  with  the  current  until  within  3  ft.  of  closing;  and 
third,  a  quick,  abrupt  slam  against  the  concrete  face  of  the  wall.  The 
leakage  was  very  small  after  closing,  and  was  taken  care  of  as  described 
later. 

Before  the  final  closure  was  made,  all  the  gates  in  the  wasteway 
section  were  examined  carefully,  and  raised  and  lowered  to  test  them 
out  in  the  dry.  Plate  XXX  shows  this  wasteway  section.  Two  sets 
of  these  gates  were  left  open,  and  water  passed  through  them  during 
the  period  of  filling  the  reservoir  and  for  some  time  afterward,  serving 
to  hold  the  water  on  the  crest  of  the  spillway  a  little  lower  while  the 
tunnels  were  being  finally  concreted.  The  water  in  the  reservoir 
rose  with  fair  rapidity,  due  to  heavy  rains,  and  flowed  over  the  crest 
of  the  dam  at  9  A.  M.  of  January  1st,  1914.  During  the  period  of  filling, 
a  careful  watch  was  kept  of  the  river  bed  below  the  dam  and  in  the 
vicinity  of  the  dam  itself  for  any  indications  of  leaks  or  springs.  None 
whatever  was  seen,  and  the  dam  and  rock  were  absolutely  tight. 

Concreting  tJie  Openings. — In  order  finally  to  fill  the  openings 
through  the  dam,  the  water  pouring  over  the  crest  had  to  be  diverted 
and  kept  out  while  the  work  was  being  done.  This  was  accomplished 
by  building  six  gates,  3  ft.  high  and  30  ft.  long,  reinforced  on  the 
back  with  hog  rods,  and  dropping  them  into  the  gate  slots  provided 
for  the  spillway  gates.  There  was  only  a  depth  of  about  18  in.  of 
water  over  the  crest  at  this  time.  All  leakage  under  these  gates  was 
stopped  by  dumping  clay  and  cinder  just  outside  of  them,  their  seats 
being  about  3  ft.  from  the  front  face  of  the  dam.  It  was  then  necessary 
to  take  care  of  leakage  through  the  openings  below  and  devise  a  scheme 
for  filling  them  effectually.  The  leakage  was  taken  care  of  in  the 
following  manner:  A  water-tight  bulkhead  was  built  about  8  in. 
back  from  the  inside  face  of  the  final  closure  gate,  and  a  sufficient 
number  of  drainage  pipes  was  run  from  this  bulkhead  to  the  down- 
stream face  of  the  dam  to  take  care  of  all  the  water,  the  leakage  being 
taken  care  of  in  most  openings  by  from  two  to  four  3-in.  pipes.  These 
pipes  were  afterward  filled  with  cement  grout  under  a  pressure  of 
from  10  to  40  lb.  per  sq.  in.  In  order  to  pour  the  concrete  into  the 
openings  directly  from  the  cableway,  hoppers  6  ft.  square  were  built 
around   the  top   shaft   of   each   tunnel,   but   only   one   shaft   was  used 
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for  filling  purposes,  the  second  shaft,  being  of  no  practical  value,  was 
not  used.  The  concrete  was  dumped  directly  from  2i-cu.  yd.  buckets 
into  these  hoppers  and  discharged  down  the  shafts  into  the  tunnels, 
where  it  was  handled  by  men  with  shovels  to  within  from  3  to  6  ft. 
of  the  I'oof,  when  work  was  stopped  and  the  concrete  allowed  to  set 
for  at  least  a  day.  In  the  first  few  openings  filled,  it  was  thought 
best  to  build  a  concrete  wall  about  6  ft.  thick  of  a  medium  dry  concrete, 
to  tamp  it  thoroughly,  and  to  get  a  tight  positive  seal.  As  the  wall 
did  not  prove  to  be  water-tight,  the  method  was  discontinued.  The 
method  finally  adopted  for  securing  an  absolutely  tight  seal  was,  as 
already  partly  described,  to  fill  the  tunnel  throughout  its  whole  length 
to  within  from  3  to  6  ft.  of  the  roof,  the  men  carefully  spading  and 
working  this  concrete  with  shovels  so  as  to  make  a  tight  job.  After 
this  had  set  for  24  hours,  it  was  carefully  washed  and  cleaned  and 
then  a  good  flowing  gravel  concrete  was  dumped  into  the  shaft,  vent 
pipes  having  been  properly  placed,  which  vents  also  acted  as  tell-tales 
as  the  filling  progressed.  The  back  form  was  bolted  up  tight  to  the 
curve  of  the  dam,  and  it  was  found  that  the  dumping  of  this  concrete 
down  the  main  shaft  would  force  concrete  up  and  out  of  the  back 
shaft  to  a  height  of  35  ft.  or  more  above  the  top  of  the  tunnel.  The 
writers  are  of  the  opinion  that,  with  a  pressure  of  this  kind  and  with  a 
free-flowing  concrete,  every  corner  of  the  tunnel  was  bound  to  be  tight, 
especially  after  the  above  described  demonstration.  As  a  further 
safeguard,  however,  a  system  of  grout  pipes  was  put  in,  and  afterward 
grout  was  forced  into  these  to  fill  any  possible  cracks. 

In  the  ten  small  openings  on  the  east  side  of  the  river,  the  same 
general  scheme  of  filling  was  followed  out,  that  is,  a  water-tight  bulk- 
head was  built  8  in.  from  the  gate,  leakage  was  carried  off  by  pipes 
to  the  down-stream  side  of  the  dam,  and  concrete  was  poured  to  vnthin 
3  ft.  of  the  top  and  allowed  to  set  hard.  Two  2-in.  grout  pipes  were 
used,  one  on  each  side  of  the  tunnel,  and  as  close  to  the  top  as  prac- 
ticable, but  below  each  keyway  a  T  had  been  placed  in  the  pipes 
and  a  nipple  used  so  that  its  end  would  get  within  i  in.  of  the  top 
of  the  keyway.  Very  little  grout  was  placed  in  these  pipes;  in  fact, 
concrete  in  nearly  all  cases  completely  filled  the  tunnels. 

One  difficulty,  which  should  be  guarded  against  in  similar  operations, 
was  experienced  in  filling  these  tunnels :  If  the  sand  used  was  very 
coarse,  as  it  was  in  one  or  two  instances  on  this  work,  the  concrete 
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would  fail  to  run,  and  the  tunnel  would  block  itself.  The  remedy 
adopted  by  the  writers  in  this  emergency  was  immediately  to  dump 
2-yd.  batches  of  fairly  rich  mortar  until  the  whole  mass  started  moving 
again.  As  a  rule,  this  remedy  was  satisfactory,  and  as  soon  as  the 
mass  started  moving  it  came  with  a  rush.  In  the  worst  case  encoun- 
tered, twenty-two  2-yd.  batches  of  mortar  were  used  to  seal  the  top 
effectually.  After  grouting  and  setting  a  proper  length  of  time,  the 
openings  were  all  tight,  and  showed  very  small  negligible  leaks  whioli 
shortly  clogged  themselves. 

Section   D — General  Organization   of  the   Contractor  and  Power 
Company  on  the  Work. 

General  Organization  of  Contractor's  Forces. — The  main  features 
of  the  contractor's  organization  were  as  follows :  A  General  Superin- 
tendent, with  headquarters  at  the  dam,  was  directly  responsible  to 
the  New  York  office  of  MacArthur  Brothers  Company.  He  was  also 
responsible  for  the  execution  of  the  contract,  and  worked  directly 
with  the  Power  Company's  Resident  Engineer  on  the  job.  :    r;:';H   i:: 

His  assistants  were :  Superintendent  of  the  Dam,  Superintendent 
of  Railroad,  Superintendent  of  Quarries,  Office  Manager,  and  Master 
Mechanic.  All  other  parts  of  the  organization  were  handled  under 
these  general  departments,  each  department  being  complete  within 
itself,  yet  working  closely  with  all  tlie  others. 

The  Superintendent  of  the  Dam  had  charge  of  all  day  and  night 
forces  at  work  at  the  dam,  except  such  as  came  under  the  Office  Man- 
ager and  Master  Mechanic.  He  had  a  Night  Superintendent,  and, 
on  both  shifts,  walking  bosses  and  foremen  in  all  the  various  depart- 
ments of  the  work. 

The  Master  Mechanic  at  the  dam  looked  after  the  proper  main- 
tenance and  operation  of  all  machinery  and  plant,  and  all  derrick 
runners,  engineers,  firemen,  machinists,  helpers,  blacksmiths,  etc., 
were  under  him.  This  department  worked  in  very  close  relation  with 
the  Superintendent  of  the  Dam,  and  derrick  runners,  cableway  run- 
ners, pimip  men,  etc.,  worked  to  a  large  extent  under  both  depart- 
ments. This  relation  between  the  Superintendent  of  the  Dam  and 
the  Master  Mechanic  is  not  in  general  a  wise  one;  in  order  to  get 
the  best  results,  the  Master  Mechanic  should  be  a  subordinate  of  the 
Superintendent  of  the  Dam;  however,  in  the  case  in  hand,  the  scheme 
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worked  satisfactorily.  The  machine  shop  was  about  |  mile  from  the 
dam,  and  a  large  part  of  the  Master  Mechanic's  time  was  spent  there. 

The  Superintendent  of  the  Railroad  was  in  complete  charge  of  all 
railroad  operations  outside  of  the  Lock  12  and  quarry  yards.  He  had 
a  force  of  trainmen,  yardmen,  trackmen,  dispatchers,  etc.,  under  him, 
and  was  held  responsible  for  the  movement  of  all  material  over  the 
railroad.  His  headquarters  were  at  the  junction  of  the  main  line  and 
the  quarry  spur,  7  miles  from  the  dam,  known  as  Camp  No.  4. 

The  Superintendent  of  the  Quarry  had  charge  of  all  quarrying 
and  crushing  operations  at  Zion  and  Ellison  Quarries,  and  the  camps 
at  these  two  places.  He  had  day  and  night  forces,  with  walking 
bosses,  foremen,  a  master  mechanic,  timekeeping  and  clerical  force, 
commissary  force,  and  all  the  skilled  mechanics,  engineers,  etc., 
necessary  for  the  work. 

The  Office  Manager  handled  all  commissary  matters,  purchases  of 
supplies,  timekeeping,  bookkeeping  and  all  financial  matters.  He 
had  at  Lock  12  a  general  office  force  of  bookkeepers,  timekeepers, 
stenographers,  clerks,  etc.  All  commissary  managers  at  the  various 
camps  came  under  his  jurisdiction,  as  well  as  timekeepers  and  mate- 
rial checkers  there. 

Commissary  Department:  Organization  and  Methods. — The  Com- 
missary Department  deserves  special  mention,  as  it  was  a  most  im- 
portant part  of  the  work.  Supplies  for  all  four  camps  and  for  about 
2  000  men  were  handled  through  this  Department,  all  kitchens,  cooks, 
as  well  as  stores,  coming  directly  or  indirectly  under  it.  The  store 
at  Lock  12  was  not  very  well  situated,  and  should  have  been  larger. 
The  writers  believe  that,  had  a  little  more  thought  been  spent  on  its 
planning,  it  would  have  brought  in  better  returns  than  it  did.  No 
elaborate  stock  was  carried,  and  no  particular  attempt  was  made  to 
realize  profits  from  merchandising.  The  writers  feel  confident  that 
it  would  pay  the  expenses  of  all  commissary  forces  to  riui  a  store  of 
this  kind  along  proper  lines.  A  store  operated  just  outside  of  the  limits 
carried  a  stock  of  merchandise  and  fancy  groceries,  and,  even  though 
big  prices  were  charged,  a  good  profit  was  made  by  the  owner.  The 
writers  would  recommend  that,  on  a  job  of  this  size,  the  commissary 
store  be  a  large  airy  building,  centrally  located,  have  regular  counters, 
shelves,  and  tables  for  the  display  of  goods;  it  should  have  a  butcher 
shop   as   one   department,   and   also   a   cold   drink   stand.     It  is   to  be 
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noted  that  the  small  cold  drink  side  line  operated  in  connection  with 
the  commissary  practically  paid  the  wages  of  two  clerks  alone  in  the 
summer,  and  one  gave  only  about  half  his  time  to  it.  One  general 
commissary  inspector  should  be  appointed,  and  he  should  be  expe- 
rienced in  operating  a  store  of  this  kind.  All  the  various  camp  com- 
missaries should  be  under  him,  and  it  should  be  his  duty  to  inspect 
and  watch  constantly  the  character  and  class  of  goods  demanded  and 
to  fill  that  demand. 

It  is  astonishing  how  negro  laborers  and  others  on  construction 
work  will  spend  all  they  make  for  good  clothes,  candy,  fancy  groceries, 
etc.,  and  a  good  profit  can  be  made  from  these.  It  should  be  the  aim 
to  make  these  commissaries  pay  all  expenses  in  connection  with  them 
and  make  up  the  deficit,  if  any,  in  the  boarding  houses,  thus  relieving 
the  job  of  that  burden  as  much  as  possible. 

General. — In  general,  this  organization  worked  out  well,  and  there 
seemed  to  be  very  little  friction;  at  the  height  of  the  work  all  depart- 
ments seemed  to  be  imbued  with  a  spirit  of  co-operation  and  a  desire 
to  make  high  records  on  the  concrete  work. 

Labor. — The  labor  problem  proved  very  troublesome.  Negro  labor 
was  used  almost  entirely,  although  other  classes  were  tried.  The 
negro,  with  all  his  unreliable  features,  proved  the  most  satisfactory, 
but  had  to  be  treated  properly  to  get  the  best  results.  A  regular  labor 
agent  was  employed  to  handle  exclusively  the  Power  Company's  work. 
His  headquarters  were  at  the  dam,  and  he  reported  to  the  Contractor's 
General  Superintendent.  He  was  a  man  who  knew  the  Southern  labor 
market  well  and  was  thoroughly  familiar  with  all  conditions.  The 
greater  part  of  the  negro  labor  came  from  Florida,  and  it  was  necessary 
to  keep  a  constant  stream  of  men  coming  all  the  time.  Some  negro 
labor  was  brought  from  Mississippi,  Memphis,  Tenn.,  and  Birmingham, 
Ala.  All  transportation  was  paid  by  the  Company,  and  deducted  later 
from  the  laborer's  wages.  If  he  remained  and  worked  60  days,  he  made 
his  transportation,  and  it  was  returned  to  him. 

Quite  a  few  foreign  laborers  were  brought,  via  Savannah,  Ga.,  by 
sea,  from  New  York  City,  being  secured  by  New  York  agencies,  but 
they  were  not  satisfactory  at  the  dam.  They  were  then  tried  at  the 
quarry  and  did  so  much  better  that  for  a  long  period  the  quarry  labor 
camp  was  almost  exclusively  of  foreigners.  However,  the  loss  was 
so   great   on   the   transportation   of   foreigners   from    New   York   that 
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labor  of  this  class  was  finally  abandoned,  and  negroes  were  put  in  at 
the  quarries  on  both  day  and  night  shifts.  The  skilled  mechanics,  hoist 
runners,  machinists,  etc.,  all  came  from  similar  jobs  scattered  all  over 
the  South,  and  were  of  the  type  who  follow  big  jobs  of  this  kind 
around  the  country.  Quite  a  few  carpenters  were  brought  from  New 
York  City,  principally  Swedes,  and  proved  far  more  satisfactory  than 
the  local  talent.  The  local  white  labor,  skilled  and  unskilled,  was 
absolutely  unreliable,  and  of  an  exceedingly  poor  class.  This  source 
did  not  afford  any  help  whatever  in  solving  the  labor  question,  and 
was  effective  in  only  one  section  of  the  work,  namely,  in  floating  and 
placing  the  coffer-dam  cribs.  This  class  was  entirely  ignored,  there 
being  only  a  very  few  regular  employees  drawn  from  it. 

General  Organization  of  the  Power  Company. — Supervising  the 
Contractor's  organization  on  the  power-house  foundations  and  dam, 
the  Power  Company's  organization  was  in  general  as  follows:  Repre- 
senting the  Chief  Engineer  directly  was  the  Resident  Engineer.  His 
responsibilities  under  the  type  of  contract  used  were  really  those  of 
a  General  Superintendent  of  Construction  rather  than  those  of  an 
Engineer  alone,  as  not  only  was  he  held  responsible  for  the  proper 
execution  of  the  plans,  proper  inspection  of  all  materials  in  the  field, 
and  the  mixing  and  placing,  but  also  for  the  working  of  the  job  by 
the  Contractor  in  a  proper  manner,  the  disposition  of  his  forces,  his 
expenditures,  the  proper  running  and  sanitation  of  his  camp,  the  han- 
dling of  commissaries,  the  placing  and  lay-out  of  the  plant,  etc.  Fur- 
thermore, the  Resident  Engineer  was  clothed  with  full  powers  to  back 
up  and  force  attention  to  all  orders  and  instructions  given  by  him 
in  the  conduct  of  the  work. 

Under  the  Resident  Engineer  Were  two  Assistant  Engineers,  a  Chief 
Inspector  at  the  quarry,  and  an  Inspector  of  the  railroad ;  one  Assistant 
Engineer  looking  after  the  details  of  the  office  and  all  the  night  work 
in  conjunction  with  the  Resident  Engineer,  and  all  such  general  details 
of  the  job  as  the  Resident  Engineer  turned  over  to  him  for  attention. 
The  other  Assistant  Engineer,  with  his  assistants,  not  only  looked 
after  the  proper  handling  and  placing  of  the  concrete,  but  at  all  times 
kept  close  track  of  the  Contractor's  working  organization  on  the 
dam  to  see  that  it  was  handling  the  work  efficiently.  He  conferred 
constantly  and  worked  almost  entirely  with  the  Contractor's  Superin- 
tendent on  the  dam,  his  main  duties  being  to  look  after  the  construction 
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on  the  dam  and  power-house  only,  to  see  that  all  features  were  accord- 
ing to  the  specifications,  and  that  the  forces  were  properly  organized 
and  handled. 

A  day  and  night  inspection  was  maintained  at  the  quarry,  the 
Chief  Inspector  handling  the  day  shift  and  the  inspection  work  on 
that  shift.  He  was  assisted  by  a  timechecker,  clerk,  and  night  inspector. 
He  was  held  responsible  for  the  proper  inspection  of  all  crushed  and 
Cyclopean  stone,  and  saw  that  only  clean  materials  were  loaded.  He 
watched  the  loading  at  the  quarry,  saw  that  all  stone  was  washed  before 
going  to  the  crushers  or  to  the  dam  as  Cyclopean,  and  measured  all  cars 
of  crushed  stone  before  they  were  pulled  out.  He  also  was  held 
responsible  for  the  proper  checking  of  all  materials  and  labor  used 
by  the  contractor  there,  and  reported  any  inefficient  handling  of  men 
or  equipment.  The  Night  Inspector  performed  the  same  duties  at 
night,  reporting  to  the  Chief  Inspector.  The  Power  Company's  forces 
were  provided  with  a  comfortable  house  and  office  entirely  separate 
from  the  Contractor's  forces.  They,  however,  took  their  meals  at  the 
Contractor's  mess  hall. 

The  Inspector  of  the  Railroad  performed  the  same  general  duties 
on  the  railroad  as  other  inspectors,  and  his  assistant  also  checked  time 
and  materials,  as  already  outlined.  His  duties,  however,  were  not  as 
important  as  those  of  the  other  inspectors. 

A  force  of  time  and  material  checkers,  entirely  independent  of 
that  of  the  Contractor,  was  maintained  in  each  camp,  and  vouchers 
and  pay-rolls  were  approved  only  on  the  Power  Company's  check.  All 
expenditures  for  material  and  labor  had  to  receive  the  approval,  in 
writing,  of  the  Resident  Engineer,  and  this  approval  was  essential 
to  the  passage  of  any  voucher  for  payment.  .   -■■■.  ■. 

General  day  and  night  forces  of  inspectors,  checkers,  timekeepers, 
etc.,  were  maintained  by  the  Power  Company  at  the  dam.  All  the 
day  inspection  work  was  performed  under  a  Chief  Inspector,  and  he, 
with  his  inspectors  at  the  dam  and  at  the  mixer,  checked  all  forms, 
looked  after  the  proper  mixing,  placing,  and  working  of  concrete,  the 
proper  preparation  of  the  surface  of  old  concrete,  saw  that  all  bolts 
and  reinforcing  were  properly  set,  etc.  The  inspectors  on  the  dam 
and  power-hoiise  gave  orders  to  the  concrete  foremen  and  walking 
bosses  where  they  concerned  the  proper  working  of  the  concrete  and 
the  cleaning  of  the  surface  of  old  concrete  before  placing  new  concrete 
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on  it.  They  had  the  authority  to  prevent  any  of  the  Contractor's 
men  from  commencing  to  place  concrete  if  the  forms  were  improperly 
cleaned  out.  Great  stress  was  laid  at  all  times  on  the  proper  cleaning 
of  the  concrete.  The  mixer  inspectors  watched  the  proper  propor- 
tioning of  the  mix  and  the  quantity  of  water  necessary,  receiving  their 
instructions  from  the  inspectors  on  the  dam.  At  the  mixing  plant, 
there  was  also  a  cement  checker  on  each  shift. 

The  night  shift  organization  was  handled  in  the  same  manner,  with 
an  Assistant  Engineer  in  general  charge  for  the  Power  Company, 
and  a  Chief  Night  Inspector  under  him.  All  the  survey  and  layout 
work  was  handled  by  two  small  parties  of  two  or  three  men  each.  One  of 
these  parties  was  assigned  to  the  dam  and  another  to  the  power-house. 
All  levels,  lines,  grades,  etc.,  were  given  by  these  parties.  Before  and 
after  forms  were  set  up  by  the  carpenters,  the  lines  and  levels  were 
given  by  one  of  these  field  parties,  and  the  inspectors  would  allow 
no  concreting  in  a  form  until  it  was  "O.  K'd".  as  to  grade  and  line 
by  the  Chief  of  the  Party. 

This  system  of  handling  the  inspection  and  survey  work  proved 
most  satisfactory,  and  is  recommended  for  similar  work. 

Power-House  Superstructure  and  Equipment. 

As  previously  mentioned,  the  construction  of  the  power-house  super- 
structure and  the  installation  of  machinery  was  done  by  the  Company's 
own  forces.  In  October,  1913,  the  organization  of  the  Company's  con- 
struction forces  was  begun,  most  of  the  men  being  taken  from  Gadsden, 
where,  as  noted  early  in  the  paper,  a  10  000-kw.,  steam  turbo-generating 
station  had  been  constructed. 

A  camp  was  constructed  near  the  main  camp  of  the  Contractor's 
forces,  and  independent  mess  halls  were  provided.  Storage  yards  for 
structural  steel,  brick,  machinery,  etc.,  were  constructed  part  way 
down  the  Low-Level  Line,  and  a  traveling  gantrj^  crane,  later  erected 
in  permanent  position  on  the  up-stream  side  of  the  power-house,  was 
placed  in  these  yards  for  the  purpose  of  unloading  and  storing  heavy 
machinery  parts. 

Steelwork. — On  November  4th,  the  foundations  were  in  such  shape 
in  the  power-house  that  steel  erection  was  started.  A  spur  track  was 
built  from  the  Low-Level  Line  in  the  bottom,  entering  the  west  bay  of 
the  power-house  on  a  trestle  at  Elevation  370,  approximately,  it  being 
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planned  to  bring  all  steelwork,  machinery,  etc.,  in  on  flat  cars  here 
and  remove  it  with  first  a  locomotive  crane  and  later  with  the  perma- 
nent 100-ton  crane.  A  30-ton  locomotive  crane  was  set  up  inside  the 
power-house  for  the  purpose  of  erecting  all  columns  and  cross-girders. 
This  crane  had  a  50-ft.  boom  with  a  30-ft.  extension.  On  Figs.  45 
and  46  this  crane  is  shown  at  work  erecting  columns,  and  also  the 
track  on  which  all  steel  and  other  materials  were  brought  in.  As 
soon  as  the  steel  was  in  condition  to  receive  the  100-ton  crane,  it  was 
erected,  and  the  locomotive  crane  was  withdrawn  for  the  purpose  of 
loading  cars  in  the  yards.  A  traveling  stiif-leg  derrick  was  then 
erected  on  the  heavy  cross-girders  above  the  100-ton  crane,  and  it 
handled  the  remainder  of  the  steel  erection,  the  100-ton  crane  taking 
the  steel  from  the  cars  below  and  delivering  it  to  points  under  the 
traveling  derrick. 

Brichworh. — After  riveting  was  suiBciently  advanced,  the  brick- 
work was  started  on  a  previously  moulded  concrete  water-table.  All 
the  window  sills,  cornices,  and  ornamental  work  were  of  concrete 
blocks,  moulded  and  cast  on  the  work.  All  concrete  block  forms  were 
of  cast  iron,  and  the  results  obtained  were  very  good.  Gravel  and 
coarse  sand  were  used  for  making  the  concrete.  They  were  mixed 
fairly  dry,  being  well  packed  and  rammed  into  the  moulds. 

Erection  of  Units. — The  foundation  rings  and  shell  of  the  units  came 
in  sections.  These  sections  were  loaded  by  the  30-ton  locomotive  crane 
on  flats  and  delivered  to  the  100-ton  crane  in  the  power-house.  These 
sections  were  then  assembled  on  the  floor  adjoining  the  foundation 
on  which  they  were  to  be  set,  and  put  in  place,  properly  lined  and 
leveled  up,  grouted,  and  then  concreted.  The  type  of  speed  ring  and 
casing  used  permitted  it  to  be  set  directly  on  the  foundation  previously 
prepared.  It  was  blocked  into  permanent  position  by  jacks  and  holding- 
down,  foundation  blocks,  and  then  solidly  concreted.  The  first  speed 
ring  was  set  for  Ko.  4  Unit  on  January  8th,  1914,  and  this  unit  went 
into  commercial  service  on  April  12th,  1914,  the  others  following  rapidly 
thereafter.  The  first  unit  was  operated  through  a  temporary  switch- 
board and  transformer-house  set  up  outside  the  main  building,  in 
order  to  start  selling  this  power  at  the  earliest  possible  moment.  This 
allowed  the  setting  up  complete  of  the  main  busses,  switch-boards, 
and  wiring,  without  current  being  on  them.  Later,  when  these  three 
units   were   all   installed   and   everything   in   readiness,   the   unit   that 
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had  been  operating  temporarily  was  pulled  out  of  service,  the  trans- 
formers were  put  in  their  permanent  locations,  and  the  few  connec- 
tions between  the  unit  and  switch-board  easily  and  quickly  made. 

Gates. — Penstock  gates  were  set  at  the  time  the  units  were  being 
prepared  for  service.  Some  trouble  was  experienced  on  all  gate  frames 
on  account  of  the  castings  being  too  light  and  warping  or  springing. 
This  was  true  of  the  spillway  gates  and  the  guides  for  the  screens 
in  front  of  the  penstock  gates.  It  is  almost  impossible  to  block  these 
to  exact  line,  and,  in  the  cases  in  question,  the  clearances  were  entirely 
too  small.  Also,  the  method  of  setting  gate  frames  in  the  original 
pour  of  concrete  around  them  should  be  avoided.  In  view  of  the 
experience  gained  on  this  work  the  writers  recommend  strongly  that 
in  similar  designs  the  following  points  be  observed  in  the  design  and 
erection  of  cast  or  structural  gate  frames : 

1.  See   that   ample   clearances    are    allowed,    giving   wide   bearing 

faces  to  make  up  the  excess  width  allowed. 

2.  All  faces  should  be  machined  true  and  square,  and  should  be 

carefully  inspected  with  that  end  in  view  at  the  mill  or 
factory. 

3.  Grooves    and    pockets    with    proper    anchorages    should   be    left 

in  the  concrete,  the  frames  should  be  set  up  after  the  mass 
of  concrete  is  poured,  and  then  carefully  lined,  anchored,  and 
grouted  in  place. 

A  gantry  crane  which  traveled  on  the  front  side  of  the  power-house, 
at  Elevation  425,  handled  and  set  all  the  large  penstock  gates.  These 
gates  weighed  about  12  tons  each,  and  were  operated  by  large  cylinders, 
using  oil  under  pressure.  The  spillway  gates  were  all  assembled  and 
riveted  in  the  assembly  yard,  some  distance  from  the  dam.  They  were 
then  loaded  on  cars  and  delivered  to  a  scow,  built  for  the  purpose, 
just  above  the  dam.  They  were  towed  to  the  front  of  the  openings, 
and  put  in  place.  These  gates  were  operated  by  a  traveling  car 
which,  through  a  flexible  coupling,  engaged  a  gear  operating  the 
hoisting  mechanism  of  each  gate.  This  traveling  car  was  in  duplicate, 
one  electrically  operated,  the  other  steam-driven. 

Reservoir  Clearing. 
Of  the  4  700  acres  of  reservoir  land,  1  700  acres  were  more  or  less 
heavily  wooded.     A  thorough   investigation   showed   that  there  would 
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be  no  actual  ill  effects  to  the  health  of  the  community  at  large,  by 
leaving  this  timber  standing,  but  the  temperament  of  the  hill  people 
residing  in  the  neighboring  territory,  and  their  respect  for  the  law, 
in  so  far  as  it  may  assist  them  in  obtaining  compensation  for  imagined 
damages,  made  it  appear  prudent  to  clear  the  reservoir.  This  decision 
was  strengthened  by  the  fact  that  a  power  company  in  Georgia,  which 
had  not  cleared  its  reservoir,  was  having  endless  legal  trouble  from 
damage  suits  filed  against  it.  After  consultation  with  the  health 
officials  of  the  State,  it  was  decided  that  no  timber  should  be  left 
standing,  or  in  a  fallen  position,  between  the  420-ft.  contour,  the 
normal  lake  level,  and  the  410-ft.  contour,  the  limit  of  the  draw-down. 
Wherever  merchantable  timber  was  within  a  reasonable  distance  of 
the  railroads,  it  was  sold,  and  a  quantity  of  pine  timber  was  converted 
into  charcoal;  whatever  could  not  be  disposed  of  in  either  way  was 
burned  on  the  ground,  if  possible. 

Transmission  Lines. 

The  standard  line  construction  adopted  by  the  Company  involved 
the  transmission  of  current  at  110  000  volts  and  distribution  at  22  000 
volts.  For  the  former,  the  double-circuit,  galvanized-steel  towers 
were  adopted.  These  toM^ers  carry  two  ground  wires  of  f-in.  Siemens 
Martin,  and  six  No.  00  copper,  7-strand  conductors,  drawn  to  55  000  lb. 
per  sq.  in.  in  tensile  strength.  The  towers  were  of  three  types :  Type  A 
used  in  rough  country,  weighs  4  600  lb.,  is  68  ft.  high,  and  has  a  10-ft. 
spacing  of  conductors  vertically  and  15-ft.  horizontally  on  the  top 
and  lowest  arms,  and  16  ft.  6-in.  on  the  intermediate  arm.  The  base 
of  this  tower  is  15  ft.  square.  Type  B  towers  were  used  as  strain 
towers ;  they  weigh  4  700  lb.  and  are  of  the  same  general  design  as 
the  other  types  except  that  they  have  bases  17  ft.  square;  these  towers 
are  used  at  angles  between  3°  and  35°  and  at  every  2J  miles  on  the 
lines.  The  Type  C  tower  is  used  in  flat  country  in  connection  with 
Type  B  towers,  the  latter  being  placed  at  each  mile  point.  These 
towers  weigh  3  600  lb.,  are  65  ft.  high,  and  have  bases  16  ft.  square. 
The  ground  clearance  allowed  was  25  ft.,  and  the  towers  were  located 
so  that  with  a  ^-in.  coating  of  ice  and  8  lb.  wind  pressure,  this  clear- 
ance would  be  maintained.  The  normal  spacing  for  Type  A  towers 
is  700  ft.,  and  for  Type  C,  600  ft.;  the  maximum  allowed  spacing  for 
Type  A  is  1  200  ft.,  and  for  Type  C,  900  ft. 
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The  insulators  used  on  the  110  000-volt  lines  were  of  three  makes: 
the  Ohio  Brass,  Thomas,  and  Locke.  The  strings  were  made  up  of 
6  units  on  suspension  and  7  on  strain.  The  disks  are  10  and  12  in. 
in  diameter.  The  6-disk  strings  were  tested  to  350  000  volts  dry  and 
to  255  000  volts  wet,  before  flash  over.  The  test  for  mechanical  strength 
consisted  of  a  pull  of  5  000  lb.  applied  in  the  direction  of  the  axis. 

The  right  of  way  secured  for  transmission  lines  was  100  ft.  wide. 
The  towers  were  set  on  the  middle  of  this  strip,  and,  10  ft.  from  the 
edge,  there  was  carried  an  all-copper  telephone  circuit  of  No.  8  hard- 
drawn  wire,  on  22-ft.  creosoted  poles,  175  ft.  apart.  On  the  telephone 
lines,  porcelain  insulators,  designed  for  6  600  volts,  were  used  on  a 
single  cross-arm.     The  line  is  transposed  every  fifth  pole. 

Wagons  were  especially  designed  for  the  transmission  line  surveys, 
and  their  equipment  was  very  compact.  Each  wagon  contained  sleep- 
ing accommodations,  and  cooking  and  table  utensils  for  a  party  of 
thirteen  men.  A  negro  cook  and  a  negro  who  acted  as  driver  and 
general  utility  man  were  carried  with  the  party. 

The  sequence  of  construction  was  as  follows:  Wlien  the  right  of 
way  was  secured,  a  clearing  gang,  normally  consisting  of  sixty  men 
and  two  foremen,  cleared  the  line.  Immediately  following  the  clearing 
gang  was  the  telephone  gang,  consisting  of  a  foreman  and  twelve  men. 
This  gang  erected  poles  and  strung  the  line  complete,  tying  into  the 
public  long  distance  telephone  lines  at  convenient  points,  so  that  at 
all  times  there  was  easy  conmiunication  with  the  main  ofiice.  Fol- 
lowing a  short  distance  behind  the  telephone  gang  was  the  foundation 
gang  of  seventy-five  men  and  three  foremen.  This  gang  dug  holes, 
set  the  stubs  of  the  towers,  and  back-filled,  or  set  the  rock-anchors, 
as  the  case  might  be.  The  assembling  and  erecting  gangs  of  forty 
men  total  and  two  foremen  for  the  two  gangs,  followed  as  closely  as 
convenient.  The  stringing  gang,  of  sixty  men  and  three  foremen, 
hung  insulators,  and  strung  the  ground  wires  and  conductors,  finishing 
the  line  ready  for  service. 

Fig.  50  shows  part  of  the  stringing  gang  at  work  on  the  line  from 
Lock  12  to  Anniston,  the  right  of  way  being  occupied  by  the  tower 
line  and  a  pole  line  carrying  22  000  volts.  Fig.  61  shows  the 
Sylacauga-Alexander  City,  22  000-volt  line.  In  this  line,  the  conductors 
were   carried    on    wishbone-type   cross-arms,    and   the   ground   wire   on 
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a   bayonet.     On   all   22  000-volt   lines,  the  telephone  line  was   carried 
on  the  same  pole  with  the  conductors. 

Electrolytic  lightning  arresters  were  installed  on  all  lines  at 
the  generating  stations  and  at  sub-stations. 

Sub-Stations. 

Sub-stations  have  been  built  at  Anniston,  Jackson  Shoals,  and  Gads- 
den, and  one  is  under  construction  at  Magella,  on  the  outskirts  of 
Birmingham.     The  capacities  of  these  sub-stations  are  as  follows: 

Anniston    6  000  kv-a. 

Jackson  Shoals   6  000      " 

Gadsden     12  500      " 

Magella    40  500      " 

The  outdoor-type  of  sub-station  was  selected  because  the  housing 
of  110  000-volt  apparatus  would  have  been  very  expensive,  due  to  the 
large  clearances  which  are  necessary  with  this  voltage. 

The  Anniston  Sub-station  is  a  switching  station  for  the  two 
110  000-volt  lines  which  pass  through  it.  The  equipment  includes 
three  2  000-kv-a.,  single-phase,  oil-insulated,  self -cooled  tubular-type 
transformers,  stepping  the  voltage  down  from  110  000  to  22  000  for 
distribution  in  the  Anniston  district.  The  efRciencies  of  these  trans- 
formers at  full,  three-quarters,  and  one-half  load,  are  98.4%,  98.2%,  and 
97.7%,  respectively.  A  small  brick  building.  Fig.  53,  houses  the  switch- 
board, three  667-kT-a.,  22  000  to  2  300  transformers  for  local  duty  dis- 
tribution, the  storage  batteries  for  operating  the  oil-switches,  and 
a  motor  generator  set  for  supplying  direct  current  to  the  Anniston 
Street  Railway. 

The  Jackson  Shoals  Sub-station  is  a  switching  station  for  two 
110-kv.  from  the  north  and  south  and  one  110-kv.  from  the  west. 
At  this  point,  the  voltage  is  stepped  down  to  22  000  for  distributing 
lines  to  the  north,  south,  and  west.  The  equipment  includes  three 
2  000-kv-a.,  oil-insulated,  water-cooled,  single-phase  transformers, 
with  efficiencies  of  98.05%,  97.9%,  and  97.5%,  at  full,  three-quarters, 
and  one-half  load,  respectively.  Near  the  sub-station  is  the  small  hydro- 
electric plant  generating  at  2  300  volts.  A  bank  of  transformers  steps 
this  voltage  up  to  22  000  volts,  and  the  plant  is  tied  into  the  22  000-volt 
bus  of  the  sub-station. 
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i,  The  Gadsden  Sub-station  is  a  distributing  as  well  as  a  step-up 
station.  The  generating  voltage  of  the  steam  plant  is  stepped  up  from 
2  300  volts  to  110  000  or  22  000  volts,  or  the  110  000  voltage  of  the  trans- 
mission lines  is  stepped  down  to  22  000,  as  the  case  may  be.  The  equip- 
ment of  the  station  includes  tv;o  banks  of  three  transformers  each,  and  a 
spare-all  single-phase,  oil-insulated,  and  water-cooled — each  of  2  100- 
kv-a.  capacity.  These  transformers  have  three  windings,  for  2  300, 
22  000,  and  110  000  volts.  The  guaranteed  efficiencies  at  full,  three- 
quarters,  and  one-half  load  are  98.3%,  98.1%,  and  97.6%,  respectively. 

The  Magella  Sub-station  is  a  distributing  station  for  three  110  000- 
volt  lines,  two  from  the  south  and  one  from  the  east.  The  station  will 
step  down  from  the  110  000  volts  of  the  transmission  lines  to  22  000 
volts  and  to  13  200  volts  for  distribution,  the  latter  being  for  distribu- 
tion into  Birmingham.  Provision  has  been  made  for  increasing  the 
capacity  of  this  station  from  40  000  to  67  000  kv-a.  The  equipment 
includes  three  banks  of  three  transformers  each,  and  a  spare-all, 
single-phase,  4  500-kv-a.   capacity,   oil-insulated,  and  water-cooled. 

Fig.  52  shows  the  bus  structure  of  the  sub-station  at  Anniston, 
which  is  typical  of  the  others.  It  is  built  of  towers  and  girders,  this 
construction  having  been  found  to  be  more  economical  than  an  arrange- 
ment of  towers  alone.  All  the  material  in  the  structure  is  galvanized 
steel.  The  weights  of  the  structures  are:  Anniston,  22  tons;  Jackson 
Shoals,  35  tons ;  Gadsden,  30  tons ;  and  Magella,  50  tons. 

The  110  000-volt  busses  are  No.  00,  B.  &  S.  gauge,  copper  wires, 
supported  horizontally  by  seven,  and  vertically  by  six,  10-in.  disk 
insulators.  The  buses  are  8  ft.  apart  and  are  5  ft.  from  the  nearest 
steel. 

The  oil-switches  are  of  the  out-door,  solenoid-operated,  remote- 
control  type,  operated  from  storage  batteries  in  the  switch-houses. 

Provisions  are  made  at  each  sub-station  for  the  repair  of  transform- 
ers. There  are  electrolytic  lightning  arresters  on  all  110  000  and  22  000- 
volt  lines,  as  a  protection  against  the  severe  electric  storms  of  the 
region. 

It  is  proposed  to  standardize  future  installations  of  sub-stations 
into  capacities  of  3  000,  6  000,  and  10  000  kv-a.  The  bus  structure, 
being  made  up  in  unit  panels,  will  be  adapted  readily  to  this  standardi- 
zation. 


Fig.  52. — Outdoor  Sue-Station  at  Anniston,  Ala.  ;  Construction  is  Typical 
OF  ai-l  Sub-Stations. 


Fig.    53. — Interior   of   Switch-House   at   Anniston   Sub-Station. 
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Organization. 

All  this  work  was  done  under  the  supervision  of  E.  A.  Yates, 
Assoc.  M.  Am.  Soc.  C.  E.,  Chief  Engineer;  E.  L.  Sayers,  M.  Am.  Soc. 
C.  E.,  was  Assistant  Chief  Engineer,  O.  G.  Thurlow,  Designing  Engi- 
neer, W.  E.  Mitchell,  Electrical  Engineer,  A.  C.  Polk,  M.  Am.  Soc. 
C.  E.,  Eesident  Engineer  at  Lock  12,  W.  C.  Cram,  Jr.,  Superintendent 
of  Transmission  Line  and  Sub-station  construction,  and  S.  B.  Jones, 
Superintendent  of  Construction  at  Lock  12  Power-House  and  Gadsden 
Steam  Plant.  MacArthur  Brothers  Company  were  the  Contractors 
for  the  power-house  foundations  and  dam. 
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DISCUSSION 


Mr.  James  H.   Harlow,*  M.  Am.   See.   C.  E.   (by  letter). — Like  most 

ar  ow.  ^^pj^gj.g  of  technical  papers,  the  authors  fail  to  describe  the  plant  con- 
structed so  as  to  permit  the  reader  to  answer  the  question  "Will  it  pay?" 
This  is  the  question  uppermost  in  the  minds  of  those  to  whom  we  go 
for  funds  with  which  to  carry  out  our  ideas.  It  involves  two  other 
questions,  viz.,  the  cost  of  the  plant  under  consideration,  and  the  char- 
acter and  extent  of  the  market  for  the  power  to  be  developed. 

The  writer  finds  one  stock  objection  to  the  construction  of  a  hydro- 
electric plant,  and  that  is,  "a  steam  plant  can  be  built  for  much  less, 
and  the  best  turbo-generators  can  be  operated  on  20  lb.  of  steam  per 
kw-hr.".  Several  times  when  this  statement  has  been  investigated,  it 
has  been  found  that  20  lb.  of  steam  did  not  include  the  auxiliaries,  and 
instead  of  20  lb.,  it  was  nearer  30  lb. 

The  writer  is  interested  in  several  hydro-electric  plants,  and,  when 
the  stream  will  give  power  for  9  months  per  year  and  for  the  other  3 
months  the  plant  is  operated  by  steam,  the  resulting  power  is  produced 
more  cheaply  than  by  steam  alone. 

A  year  has  passed  since  the  construction  of  the  Lock  12  Develop- 
ment, and  some  interesting  facts  must  have  accumulated  in  the  opera- 
tion of  the  plant.  The  authors  will  supplement  the  paper,  perhaps,  by 
answering  the  question,  "Has  it  paid?" 

What  was  the  cost  (ready  to  operate)  of  the  hydro-electric  plant  per 
kilowatt  on  the  station  switch-board? 

What  was  the  cost  of  the  steam  auxiliary  plant  per  kilowatt  on  the 
station  switch-board? 

(The  cost  per  kilowatt  should  be  based  on  the  actual  annual  output 
of  each  plant.) 

What  was  the  actual  output  of  each  on  the  switch-board? 

The  greater  the  detail  of  the  costs,  the  more  value  it  will  afford  to 
designing  and  operating  engineers. 

Another  point  of  interest  is  the  size  of  the  units.  The  authors  say, 
"The  adoption  of  this  size  of  installation  was  dependent  on  many  factors 
and  a  number  of  assumptions,  *  *  *."  May  we  hear  further  on 
this  point  later? 

The  writer  has  knowledge  of  a  plant  designed  to  adopt  units  of  37  500 
kw.    Are  we  not  trying  to  follow  a  fetich  in  these  large  units? 

From  some  of  the  writer's  investigations,  there  is  a  point  in  the  cost 
of  generators  where  the  cost  per  unit  of  output  rises.  Is  not  the  cost 
of  the  combined  hydraulic  and  electric  machinery  a  rather  small  part 
of  the  total  development  cost,  and  should  it  be  followed  as  far  as  we 
seem  inclined  ? 

*  Darlington,   Md. 
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At  the  plant  in  question,  can  more  than  one  unit  be  operated  at  the      Mr. 
extreme  low-water  flow,  and  if  two  must  be  rvin  to  get  the  use  of  all  the     ^^  ^' 
water  flowing,   is   not  the   efficiency  being  reduced  much   below   that 
expected  ? 

The  highest  efficiency  is  in  demand  at  times  of  low  water;  when 
there  is  plenty  of  water,  efficiency  is  not  so  necessary.  The  writer  has 
demanded  that  the  highest  efficiency  shall  be  at  about  from  75  to  80% 
of  gate-opening.  Turbines  cannot  be  well  regulated  when  operating  at 
near  full  gate. 

How  are  the  authors  going  to  determine  whether  or  not  the  "guar- 
anteed efficiency"  is  obtained?  They  certainly  do  not  depend  on  the 
Holyoke  tests  of  a  (comparatively)  small  turbine  and  then  the  guess  of 
the  builder  that  the  full-sized  turbine  will  "fill  the  bill". 

The  best  hydraulic  tests  are  probably  not  within  several  per  cent,  of 
the  truth.  Do  we  know  enough  about  the  "chemical  test"  to  be  sure  we 
know  the  exact  efficiency  ? 

Horizontal  vs.  Vertical  Units. — Unless  the  tail-water  rise  is  in  excess 
of  the  suction  effect,  why  was  the  vertical  unit  adopted  instead  of  the 
horizontal  ? 

Some  years  ago  we  required  our  steam  turbo-generators  to  swing  on 
a  vertical  axis,  but  now  we  are  going  to  the  horizontal. 

The  hydro-generator  is  now  going  toward  the  vertical;  shall  we, 
after  a  while,  swing  back  to  the  horizontal  ? 

The  McCall's  Ferry  plant  has  been  referred  to  as  using  the  vertical 
type,  but  here  the  tail-water  rise  may  be  as  much  as  35  ft.,  and  it  must 
be  remembered  that  the  third  thrust-bearing  is  being  tried,  and  success- 
fully thus  far;  but  it  took  the  third  trial  to  get  the  bearing.  A  longer 
trial  may  change  our  views. 

Papers  like  this  are  valuable,  but  more  attention  should  be  given  to 
"will  it  pay"  or  "does  it  pay",  and  to  do  this  we  must  have  details  of  the 
costs  as  well  as  of  the  construction. 

K.  D.  Coombs,*  M.  Am.  Soc.  C.  E. — As  it  is  the  avowed  purpose     Mr. 
of  the  authors  to  bring  out  discussion  on  the  latest  ideas  and  methods  ^°*^'"*'^- 
relating    to    hydro-electric   power   plants,    including    those   pertaining 
to    transmission    line   construction,   the    speaker    will    confine   himself 
to  a  discussion  of,  and  perhaps  some  additions  to,  the  methods  described 
in  the  paper. 

Unfortunately,  the  authors  have  followed  the  usual  practice 
and  dismissed  the  subject  of  line  construction  in  a  very  sketchy 
way.  The  word  "unfortunate"  is  used  advisedly,  as  the  subject 
merits  more  consideration. 

Apart  from  the  real  need  of  more  literature  on  this  subject,  in 
order  that  future  work  may  have  the  benefit  of  past  experience,   it 

*  New  York  City. 
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Mr.  would  seem  that  the  sole  link  connecting  the  expensive  power-generat- 
Coombs.  -j^g  station  with  the  consumer  should  be  considered  of  relatively 
greater  importance. 

In  addition  to  the  two  foregoing  considerations,  the  speaker  believes 
that  the  comparative  importance  of  the  line,  from  an  economic  stand- 
point, has  usually  been  partly  disregarded.  As  the  entire  installation 
is  a  commercial  enterprise,  the  income  of  which  is  derived  from  the 
sale  of  the  current  carried  by  the  transmission  lines  to  the  purchasers, 
the  lines  themselves  may  be  a  large  factor  in  the  possible  quantity 
of  unproductive,  expense-bearing  time.  In  other  words,  the  connecting 
link  may  cause  stoppages  in  the  sale  of  current,  and,  in  extreme  cases, 
render  the  entire  installation  unproductive  for  various  periods  of  time. 
Therefore,  the  maximum  possible  security  from  interruptions  to 
service,  obtainable  with  a  reasonable  expenditure,  is  very  desirable 
in  any  line  installation. 

The  transmission  lines-^and  in  this  discussion  no  special  distinc- 
tion will  be  made  between  so-called  transmission  and  distribution  lines 
— may  be  of  two  general  classes:  aerial  open  wires  and  underground 
insulated  wires  or  duct  lines.  The  latter  are  approximately  three  times 
as  expensive  to  build  as  the  former,  and  as  they  have  but  few  applica- 
tions in  hydro-electric  development  in  the  United  States  may  be 
omitted  from  consideration  herein. 

In  reviewing  the  data  in  the  paper,  it  will  be  noted  that  in  general 
the  design  appears  to  follow  the  latest  methods  of  wide-base  tower 
construction.  These  are — to  give  them  in  outline— long  spans,  stranded 
cable,  overhead  ground  wires,  vertical  spacing,  and  staggered  middle 
cross-arms.  Unfortunately,  information  is  lacking  as  to  the  details 
of  construction,  and  the  reasons  for  various  decisions  as  to  such 
details. 

Eeferring  to  the  lengths  given  for  the  two  kinds  of  cross-arms,  it 
would  seem  that  there  must  be  an  error  in  the  stated  length  of  the 
middle  arm,  because,  as  given,  it  only  offsets  the  wires  9  in.  This 
small  offset,  which  is  introduced  in  such  lines  in  order  to  minimize 
the  probability  of  wires  sagging,  falling,  or  blowing  into  contact  with 
each  other,  is  inadequate  for  the  purpose. 

It  is  stated  that  the  Type  A  towers,  which  are  68  ft.  high,  were 
used  in  rough  country  with  standard  spans  of  700  ft.,  and  that  Type  C 
towers,  65  ft.  high,  were  used  in  flat  country,  with  standard  spans 
of  600  ft.  Unless  the  towers  could  be  located  in  an  almost  miracu- 
lously favorable  manner,  the  speaker  believes  that  this  relation  would 
not  obtain,  because  rough  country  ordinarily  compels  the  use  of 
spans  shorter  than  standard,  unless  the  towers  are  made  higher.  This 
is  due  to  the  constant  need  of  decreasing  the  sag  in  order  to  main- 
tain the  required  clearance  of  the  wires  above  the  ground. 


Fig.  54. — Two-Circuit  Steel  Pole  Line. 
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Although  not  thus  stated,  the  inference  may  be  made  that  the  Mr. 
design,  as  well  as  the  clearance,  was  based  on  a  loading  of  -Jt  i".  ^*^'"*'^- 
of  ice  and  8  lb.  of  wind  pressure.  The  speaker  believes  that  a  loading 
of  i  in.  of  ice  and  a  wind  pressure  of  less  than  8  lb.  is  better  general 
practice.  Some  reduction  from  the  latter  loading  may  be  justified 
in  certain  cases,  particularly  in  construction  with  very  long  spans,  but 
the  speaker  believes  that  in  actual  practice  it  will  be  the  wind  pressure, 
rather  than  the  ice,  which  will  be  reduced.  However,  in  the  case  in 
question,  it  may  perhaps  be  argued  that  a  large  accumulation  of 
sleet  need  not  be  expected  on  110  000-volt  wires  while  alive,  and  that 
the  period  during  which  the  wires  will  be  dead  would  reduce  the  prob- 
ability of  the  maximum  load  to  a  negligible  quantity.  It  would  be 
of  interest  if  further  explanation  were  given  in  regard  to  the  relative 
strength  of  the  towers  in  the  standard  spans,  and  in  the  maximum 
spans  mentioned.  Ordinarily,  such  maximum  spans  are  of  rare  occur- 
rence, and  they  are  frequently  guyed  in  order  to  withstand  the  heavier 
loads. 

Although  no  particular  criticism  may  justly  be  made  of  the  main 
transmission  line,  as  it  fairly  represents  one  of  the  two  best  types 
of  construction,  there  may  be  some  difference  of  opinion  as  to  its 
relative  advantage  as  compared  with  two  one-circuit  pole  or  tower 
lines.  The  so-called  distribution  line,  of  22  000  volts,  on  wood  poles, 
however,  is  not  of  as  excellent  construction,  and,  if  its  location  is 
permanent,  a  steel  pole  line  would  perhaps  have  been  justified  instead. 

As  steel  pole  lines,  such  as  those  shown  by  Fig.  54,  with  spans 
of  medium  length,  are  growing  in  favor  for  22  000-volt  transmission 
lines,  they  are  worthy  of  consideration  for  a  22  000-volt  distribution 
line.  The  size  of  the  conductors  in  the  22  000-volt  line  is  not  stated, 
and  a  photograph  is  an  uncertain  basis  for  measurement,  but  the  pole 
spacing  of  175  ft.  and  the  vertical  and  horizontal  spacing  of  the  con- 
ductors do  not  appear  to  be  consistent. 

(By  letter.)'^*- — In  reply  to  Mr.  Mitchell's  comments  on  the  writer's 
previous  discussion,  it  would  seem  to  be  in  order  to  call  attention  to  a 
somewhat  popular  fallacy,  that  is,  that  the  design  and  construction  of 
transmission  lines  is  primarily  electrical,  rather  than  structural.  It  is 
true  that  the  insulation  and  the  electrical  capacity  of  the  conductors 
are  purely  electrical  matters,  but  it  wovild  appear  to  the  writer  that 
all  the  rest  of  the  work  belongs  to  the  department  of  civil  engineering, 
and  that  it  would  have  been  in  order  for  the  authors  to  have  included 
a  complete  description  of  these  features  in  a  paper  before  a  civil  engi- 
neering society. 

The   foregoing   remarks    are   made   in   no   spirit   of   criticism,   but 
rather    as    a    request   that    such    matters    should    more    frequently    be 
included  in  papers  before  this  Society.     The  writer  has  no  knowledge 
*  This  was  presented  after  Mr.   Mitchell's  discussion  had  been  published. 
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Mr.     of  the  details  of  the  construction  in   question,  other  than  those  fur- 
■  nished  by  the  paper  and  Mr.  Mitchell's  discussion,  and  although  from 
the  data  at  hand  it  would  appear  that  the  line  was  carefully  considered 
and  well  designed,  the  information  given  is  subject  to  misinterpreta- 
tion because  of  its  lack  of  elaboration. 

The  use  of  several  routes,  instead  of  combining  all  the  circuits 
on  a  single  right  of  way,  is  excellent  practice,  and  might  well  be 
followed  in  other  instances. 

Mr.  Mitchell  has  apparently  misunderstood  the  writer's  reference 
to  the  use  of  long  spans  in  rough  country.  The  suggestion  was  not 
that  an  "average"  span  of  700  ft.  was  not  used  with  the  Type  A  towers, 
but  that  if  the  "standard"  span  on  a  Type  A  tower  were  700  ft.,  it  would 
be  improbable  that  the  average  span  with  those  towers  in  rough  country 
would  be  700  ft.  In  other  words,  there  was  a  diiference  in  height  of 
only  3  ft.  between  the  Type  A  and  Type  C  towers,  and  it  was  apparently 
stated  that  the  standard  span  of  the  former  was  700  ft.,  and  of  the 
latter  GOO  ft.  There  is  quite  a  difference  practically  between  the 
meaning  of  the  words  "average  span"  and  "standard  span",  the 
former  being  the  final  residt,  and  the  latter  the  original  design,  which 
provides  a  theoretical  clearance  above  the  ground  in  flat  country. 
Therefore,  unless  the  towers  can  occupy  hill  tops,  or  an  extra  clearance 
is  allowed  in  the  design,  it  frequently  happens  that  intervening  eleva- 
tions, or  the  loss  of  clearance  on  hillsides,  materially  decrease  the  actual 
span  length. 

In  view  of  the  fact  that  a  careful  investigation  was  made  of  the 
climatic  conditions,  the  writer's  previous  suggestion,  advocating  a 
heavier  sleet  load,  is  perhaps  not  necessary.  It  will  be  found,  however, 
that  sleet  may  be  encountered,  during  the  probable  life  of  a  well-built 
transmission  line,  in  a  great  many  sections  throughout  America,  even 
in  the  South.  There  may  be  some  question,  moreover,  as  to  the 
desirability  of  providing  a  sag  corresponding  to  the  standard  sleet 
load,  even  in  non-sleet  regions,  because  such  sags  decrease  both  the 
normal  and  the  maximum  loads  on  the  line,  and,  in  general,  produce 
a  line  which  is  well  able  to  distribute  and  equalize  excess  stresses. 

Referring  to  the  additional  information  furnished  by  Mr.  Mitchell 
in  regard  to  the  wooden  pole  distribution  lines :  The  use  of  properly 
creosoted  timber,  of  course,  vitiates  somewhat  the  writer's  previous 
criticism ;  but  he  does  not  consider  the  use  of  flexible  towers  (poles  ?) 
as  being  equivalent  to  the  semi-flexible  steel  pole  suggested. 

As  previously  stated  by  the  writer,  "a  photograph  is  an  uncertain 
basis  for  measurement",  and  he  still  believes  that  he  was  correct  in 
saying  that  the  appearance  of  the  wood  pole  shown  in  Fig.  50  would 
not  indicate  its  true  dimensions.  The  vertical  and  horizontal  spacings 
appear  to  be  equal,  and,  if  it  followed  the  usual  dimensions  of  a  22  000- 
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volt  line,   it  would  not  provide  nearly   as   great  clearances   as   stated      Mr. 
by  Mr.  Mitchell,  which,  of  course,  are  entirely  adequate.  Coombs. 

Hugh  L.  Cooper,*  M.  Am.  See.  C.  E. — The  cross-section  of  the  Mr. 
wheel  setting.  Fig.  11,  shows  that  the  thrust-bearing  is  carried  on 
top  of  the  generator  frame.  It  would  be  interesting  to  know  the  ex- 
perience with  the  thrust-bearings  at  this  plant,  particularly  with  ref- 
erence to  their  ability  to  carry  the  load  without  interruption.  The 
speaker  has  been  informed  recently  that,  in  operating  under  conditions 
approximating  full  load,  these  bearings  have  given  trouble. 

These  Kingsbury  bearings  have  been  used  with  much  success  in 
the  plant  of  the  Mississippi  River  Power  Company,  at  Keokuk,  and 
the  speaker  believes  that  they  are,  undoubtedly,  the  coming  bearings 
for  vertical  shafts  with  heavy  loads,  provided  they  are  supported  prop- 
erly. Exact  data  regarding  any  trouble  with  this  bearing  at  the 
Coosa  plant  would  be  valuable.  On  more  than  one  occasion  the 
proper  location  of  the  thrust-bearing  on  the  shaft  has  been  under 
discussion.  Some  have  been  of  the  opinion  that  such  bearings  can 
be  supported  on  long  metal  spans  and  run  successfully;  others  hold 
that  they  should  never  be  placed  in  that  way,  but  should  be  sup- 
ported on  a  non-elastic  foundation — the  firmer  the  better.  Specific 
and  correct  data  on  this  subject  will  be  of  much  value  in  designs  for 
future  work  of  this  kind. 

In  reference  to  the  pit  liner.  Fig.  13,  will  the  authors  state  whether 
or  not  the  castings  were  machined  after  they  were  set  in  concrete? 
The  speaker  has  always  found  that  the  shrinkage  of  the  concrete  threw 
the  casting  out  of  line,  no  matter  how  well  it  was  milled  in  the  shop. 
On  the  work  at  Keokuk  the  pit  liners  were  set  with  the  greatest 
possible  care,  using  specially  designed  leveling  jacks,  and  notwith- 
standing the  great  weight  and  stiffness  of  these  liners,  there  was  a 
considerable  change  in  the  alignment  after  the  concrete  had  set. 
This  could  not  be  neglected,  and  therefore  the  main  bearing  surfaces 
were  milled  in  situ. 


Hklnpjch  HoMBERGER.f  M.  Am.  Soc.  C.  E.   (by  letter). — This  very      Mr. 

"oinb( 
ger. 


interesting  paper  is  without  doubt  one  of  the  most  valuable  additions 


to   the   literature    on    large,    low-head,    hydro-electric    developments    of 
the  most  recent  type. 

In  reference  to  the  turbines,  the  authors  state  that  one  of  their 
features  is  that  they  are  "self-contained."  With  first-class  design, 
vertical-shaft  turbines  of  this  particular  type,  of  such  huge  dimensions, 
could  hardly  be  otherwise;  each,  of  necessity,  must  be  a  homogeneous 
structure,  or  it  wovxld  be  impossible  to  make  a  satisfactory  job  of 
the   installation   in   the  plant.     It   is   hardly   possible   to  believe  that 

*  New  York  City, 
t  Mill  Valley.  Cal. 
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Mr.  any  modern  manufacturer  would  contemplate  building  such  a  tur- 
gor, bine  without  setting  it  up  completely  in  the  shop  before  shipment 
to  the  plant,  and,  in  order  to  clear  up  what  the  authors  had  in  their 
minds,  it  would  be  interesting  to  note  what  character  of  "very  expen- 
sive machine  work  is  commonly  done  in  the  field"  with  turbines  of 
the  size  and  type  described. 

The  turbine  runner  is  fastened  to  the  shaft  with  a  taper  fit.  This 
is  very  expensive  work  if  thoroughly  well  executed.  A  taper  fit  has 
the  advantage  that  the  joint  may  be  readily  broken,  which  is  of  im- 
portance where  the  hub  is  to  be  removed  from  the  shaft  frequently. 
This  is  hardly  expected  to  be  the  case  with  a  turbine  runner.  If  a 
parallel  press  fit  is  selected  instead,  it  has  the  advantage  that  the 
runner  can  be  driven  home  to  a  fixed  point  and  its  location  is  abso- 
lutely determined.  Of  course,  there  is  no  leeway  in  the  location  of 
the  runner  on  the  shaft,  and  to  make  the  taper  fit  a  success,  it  is 
generally  necessary  to  press  the  runner  on  and  off  the  shaft  many 
times,  with  intermediate  scrapings,  until  the  hub  is  exactly  in  its 
right  position  on  the  shaft  and  at  the  same  time  comes  to  a  perfect 
bearing  thereon.  It  seems  that  the  taper  fit  is  rather  a  design  bor- 
rowed from  marine  practice  and  used  for  fastening  a  propeller  to 
the  tail-shaft.  Propellers  are  likely  to  have  to  be  replaced  much 
more  often  than  turbine  runners,  and  the  exact  location  in  the  axial 
direction  of  the  shaft  is  of  no  importance.  It  is  sufiicient  to  scrape 
the  propeller  hub  to  a  fit  on  the  shaft  and  then  tighten  the  nut. 

With  reference  to  the  efiiciencies  which  have  been  guaranteed : 
Supposing  that  the  generator  was  expected  to  operate  on  a  75% 
power  factor,  this  would  allow  about  25%  over-load  capacity  in  the 
turbine.  It  is  common  practice  to  select  the  point  of  highest  efficiency 
at  about  three-quarters  of  the  capacity  of  the  turbine,  which  would 
be  somewhat  below  the  rated  capacity  of  the  generator,  because,  at 
a  plant  with  several  units,  the  machines  are  expected  to  operate  nor- 
mally at  about  the  rated  capacity  of  the  generator.  With  the  Alabama 
turbines,  the  highest  point  of  efficiency  appears  to  have  been  very 
near  the  full  capacity  of  the  turbine  (the  exact  point  is  not  given), 
and  it  is  very  rarely  expected  that  the  turbine  will  operate  under  such 
a  heavy  load;  in  reality,  it  would  probably  be  operated  mostly  near 
14  000  h.p.  output  where  the  efficiency  is  4%  lower  than  the  guaranteed 
maximum. 

The  question  of  the  value  of  Holyoke  tests  compared  with  field 
tests  after  installation  has  been  thrashed  out  frequently,  and  the 
writer  was  pleased  to  see  how  much  stress  the  authors  have  laid  on 
the  necessity  of  checking  up  the  Holyoke  results  by  actual  field  tests. 
Although  Holyoke  tests  are  very  interesting  to  the  designer  of  turbines, 
they  give  an  insight  only  into  the  characteristics  of  the  turbine  runner 
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and   its  behavior  under  vars^ing  conditions;   all  the  other   accessories      Mr. 
which  make  up  the  complete  turbine,  and  the  general  mechanical  and      ger. 
hydraulic   conditions   of  the  setting,  which  greatly  influence  the  effi- 
ciency, cannot  receive  any  consideration  at  the  testing  flume. 

The  question  whether  preference  should  be  given  to  vertical  or 
horizontal  units  has  been  argued,  and  the  selection  of  the  former  is 
explained  by  stating  that  horizontal  units  would  promise  not  as  high 
an  efficiency  on  account  of  the  necessity  of  sharp  bends  in  the  draft- 
chest,  causing  loss  of  head,  and  that  there  were  other  losses  from  the 
confluence  of  streams  in  the  draft-tubes  of  multi-runner  horizontal  units. 

To  the  writer,  it  does  not  seem  necessary  to  make  the  curvature 
of  the  draft-chest  of  a  single-discharge  horizontal  turbine  of  any 
smaller  radius  than  the  draft-chest  of  a  vertical  unit.  Referring  to 
Fig.  7,  which  shows  tlie  draft-elbow  as  constructed  in  concrete 
masonry,  exactly  the  same  curvature  could  have  been  chosen  for  a 
single-runner,  single-discharge  turbine  with  horizontal  shaft.  As  far 
as  space  is  concerned,  if  the  units  were  arranged  athwart  the  power- 
house, the  greater  part  of  the  draft-chest  could  be  embodied  in  the 
power-house  substructure,  and  the  length  of  the  power-house  would 
not  have  to  be  increased.  If  such  a  unit  had  been  selected  for  the 
Lock  12  Development  as  described,  considering  the  very  large  capacity 
of  the  units,  it  would  probably  have  developed  into  a  two-bearing 
independent  turbine  coupled  to  a  two-bearing  engine-type  generator. 
It  might  have  been  advantageous  to  combine  generator  and  turbine 
into  a  three-bearing  unit  with  one  continuous  shaft,  requiring  a.  nar- 
rower power-house.  In  either  case,  although  horizontal  machines 
would  have  required  a  wider  building,  the  foundations  would  have 
been  very  much  simpler  than  they  necessarily  had  to  be  for  vertical 
units;  and  a  comparison  of  costs  of  the  two  types  of  power-house 
building  would  be  interesting  to  the  profession.  Doubtless  such  a  com- 
parison was  made  by  the  engineers  of  the  power  company  before  units 
of  the  vertical  type  were  adopted. 

One  of  the  prime  advantages  of  the  horizontal-shaft  unit  is  its 
greater  accessibility  and  the  greater  ease  with  which  the  turbine  may 
be  dismantled.  In  the  natural  course  of  events,  turbine  runners  of 
any  type  of  unit  are  bound  to  wear,  and  must  be  replaced  sooner  or 
later.  With  a  horizontal  shaft  and  a  scroll  casing  built  up  of  a  number 
of  parts,  the  removal  and  replacement  of  a  runner  is  much  easier  and 
much  less  costly,  and  takes  a  great  deal  less  time  than  with  a  vertical- 
type  unit  where  the  entire  stationary  superstructure  of  the  generator, 
the  exciter,  the  thrust-bearing,  the  steady-bearing,  the  gate  rigging, 
and  the  entire  rotating  part  of  the  unit  have  to  be  dismantled  before 
the  turbine  runner  may  be  removed  from  the  shaft  and  replaced  by  a 
new  one. 
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Mr.  Highest  efficiencies  and  economic  construction  may  well  be  attained 

ger.      with  volute  or  scroll  casings  of  large  horizontal  shaft  units,  as  recent 
practice  both  in  the  United  States  and  in  Europe  has  proved. 

It  does  not  seem  impossible  to  the  writer  to  design  a  horizontal, 
single-runner,  single-discharge  unit  for  the  conditions  as  they  are  in 
the  Lock  12  Development  and  to  obtain  satisfactory  structural  features 
throughout. 

With  reference  to  loss  from  the  confluence  of  streams  in  the  draft- 
tubes  in  multitudinal  units,  this  does  not  seem  to  apply  in  the  present 
case.  If  a  single-runner,  double-discharge  unit  had  been  chosen,  these 
losses  could  have  been  avoided  by  arranging  for  two  draft-tubes,  and 
there  would  have  been  no  confluence  of  streams.  The  question  of 
installing  units  of  the  double-discharge  and  single-runner,  or  double- 
discharge  double-runner  type,  had  probably  been  examined  to  a  consid- 
erable extent  when  the  hydraulic  equipment  of  the  plant  was  under 
discussion.  There  could  also  have  been  selected  a  unit  with  two  scroll 
casings,  one  for  each  runner,  which  woiild  have  promised  a  very  high 
efficiency.  This  type  of  unit  has  become  well  known  to  the  profession 
since  the  power-plant  of  the  Ontario  Power  Company  at  Niagara  Falls 
was  started,  about  a  decade  ago.  The  prime  advantage  of  this  type  of 
machinery  would  have  been  the  possibility  of  selecting  a  turning  speed 
about  50%  higher  than  the  one  resorted  to  in  the  Lock  12  plant,  result- 
ing in  the  advantage  of  a  less  costly  generator,  and  lighter  parts  to 
be  handled,  and  indirectly  in  a  saving  in  cost  of  installation,  over- 
hauling, and  replacement.  It  would  be  interesting  to  learn  what  com- 
parative investigations  had  taught  in  connection  with  the  Lock  12 
Development,  prior  to  the  adoption  of  the  vertical  units. 

Another  point  in  favor  of  the  horizontal  unit  is  the  fact  that  the 
gate-operating  mechanism,  governor  connections,  etc.,  permit  a  much 
more  convenient  arrangement. 

The  question  as  to  the  highest  efficiency  which  may  be  obtained  with 
a  scroll  casing  does  not  seem  to  be  entirely  settled  yet;  as  a  matter  of 
fact,  turbine  runners  tested  at  Holyoke  in  an  open  flume  have  some- 
times shown  higher  and  sometimes  lower  efficiency  than  they  did 
finally  in  the  plant  when  installed  with  the  scroll  casing  for  which 
the  runners  were  originally  designed. 
Mr.  H.  BiRCHARD  Taylor,*  Esq.  (by  letter). — This  very  complete  paper 

"  is  a  valuable  contribution  to  the  literature  on  modern  hydro-electric 
plants.  The  progress  made  in  the  last  few  years  in  this  field,  par- 
ticularly in  respect  to  the  turbines,  has  been  very  marked,  but  the 
literature  on  this  subject  has  not  kept  pace  with  it;  so  that  it  is  a 
real  pleasure  to  read  this  paper.  It  not  only  describes  one  of  the 
most  modern  and  prominent  developments  in  the  United  States,  but 

*  Hydraulic  Engr.,  I.  P.  Morris  Co.,  Philadelphia,  Pa. 
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also  gives  a  considerable  amount  of  valuable  technical  detail,   v?hich     Mr. 
should  prove  of  interest  to  engineers. 

The  writer  is  particularly  interested  in  this  development,  as  the 
turbines  were  designed  under  his  direction.  The  following  comments 
will  be  confined  to  that  subject. 

The  contract  for  the  four  17  500-h.p.  turbines  was  awarded  in 
October,  1912,  a  short  time  after  the  single-runner,  vertical-shaft,  low- 
head  turbine  had  come  into  use,  and  during  the  early  stages  of  its 
development.  At  that  time  there  had  never  been  constructed  a  vertical- 
shaft,  single-runner  unit  of  so  high  a  power  to  operate  under  a  head 
as  low  as  68  ft.,  nor  had  there  been  used  concrete  volute  turbine  casings 
under  a  head  as  high  as  68  ft.  In  two  respects,  therefore,  the  Ala- 
bama turbines  represent  a,  pioneer  development. 

Previous  to  the  award  of  the  Alabama  contract,  there  had  been  a 
few  plants  completed  or  under  construction  in  which  the  vertical- 
shaft,  single-runner  unit  had  been  adopted,  and  in  which  the  volute 
casings  and  draft-tubes  were  moulded  in  the  concrete.  Among  these 
may  be  mentioned  the  two  plants  of  the  Appalachian  Power  Company, 
in  Virginia;  the  plant  of  the  Mississippi  Eiver  Power  Company,  at 
Keokuk,  Iowa;  and  the  plant  of  the  Georgia-Carolina  Power  Company, 
in  Georgia.  The  turbines  in  these  plants,  however,  were  designed  for 
lower  heads  and  for  much  lower  vmit  capacities.  At  this  writing, 
the  Alabama  units  are  the  most  powerful  vertical  turbines  of  this  type 
in  existence,  with  one  exception ;  namely,  the  20  000-h.p.  units  of  the 
Laurentide  Company,  Limited  (head  76  ft.). 

Table  7  gives  a  comparison  of  the  powers,  heads,  and  speeds  in  the 
plants  just  mentioned. 

TABLE  7. — Comparison  of  Several  Hydro-Electrio  Plants. 


Head, 
in  feet. 


Speed,  in 
revolutions 
per  minute. 


Capacity. 

in 

horse-power. 


Appalachian  Power  Company,  Plant  No.  2 
Appalachian  Power  Company,  Plant  No.  4. 

Mississippi  River  Power  Company 

Georgia-Carolina  Power  Company 

Alabama  Power  Company 


116 
97 

57.7 


6  000 
3  500 

10  000 
3  125 

17  500 


The  Appalachian  turbines  were  the  first  of  this  type  to  be  put 
into  operation,  and  the  results  were  so  satisfactory  that  the  principal 
features  of  their  design  were  adopted  for  the  Alabama  turbines,  and 
have  been  used  in  a  very  large  majority  of  recent  installations. 

The  Appalachian  turbines  were  tested  after  the  award  of  the  Ala- 
bama contract.  The  average  of  the  maximum  efficiencies  secured  in 
two  units  was  found  to  be  93.7%,  which,  at  that  time,  seemed  almost 


1558      DISCUSSION   ON   HYDRO-ELECTRIC   POWER   DEVELOPMENT 


Mr.  incredible,  as  this  result  was  about  4%  greater  than  the  maximum 
*^  °^'  efficiency  secured  in  the  model  runner  at  Holyoke.  This  increase  in 
efficiency  over  the  model  runner,  as  obtained  in  the  vertical,  single- 
runner  setting,  however,  has  been  recently  confirmed  by  the  tests  con- 
ducted in  the  plant  of  the  Mississippi  River  Power  Company,  at 
Keokuk.  The  efficiency  secured  in  the  Appalachian  turbines,  along 
with  the  mechanical  simplicity  of  the  vertical-shaft,  single-runner 
unit,  has  established  that  tjT^e  for  all  important  low  and  medium  head 
installations. 

The  test  of  the  Appalachian  turbines  should  be  of  peculiar  interest 
to  the  engineers  of  the  Alabama  Power  Company,  for  the  reason  that 
the  designs  of  the  runners  in  the  Alabama  and  Appalachian  units 
were  based  on  the  same  Holyoke  model.  As  the  settings  of  the  tur- 
bines in  both  plants  are  almost  identical,  the  efficiency  of  the  Alabama 
units  may  be  assumed  to  be  at  least  as  high  as  that  secured  in  the 
Appalachian  units,  and  probably  slightly  higher,  in  view  of  their 
greater  size  and  higher  power. 
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Horse-Power  Delivered  to  Generator 
Fig.  55. 

Fig.  55  shows  the  official  efficiency  curve  of  the  Appalachian  tur- 
bines. If  we  revise  the  horse-power  scale,  and  substitute  IT  500  h.p. 
for  6  000  h.p.,  the  curve  may  be  assumed  to  apply  to  the  Alabama 
turbines.  When  the  turbines  are  tested,  it  will  be  very  interesting 
to  learn  just  how  closely  the  efficiencies  obtained  approach  this  curve. 

During  the  past  2  years  there  have  been  constructed  a  great  num- 
ber of  vertical-shaft,  single-runner  units  for  prominent  developments 
— the  I.  P.  Morris  Company  alone  having  constructed  turbines  of 
this  type  aggregating  approximately  500  000  h.p. — but  there  have  not 
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been  any  new  features  of  importance  developed  since  the  design  of  Mr. 
the  Alabama  turbines.  The  lignum-vitas  guide-bearing;  the  speed  ring;  ^^ ''''• 
the  direct-connected  operating  engines  with  trunk  pistons;  the  loca- 
tion of  the  thrust-bearing  above  the  generator;  the  use  of  the  Kings- 
bury thrust-bearing;  and  the  pneumatic  brakes  arranged  to  act 
against  the  lower  face  of  the  rotor,  etc.,  have  been  pretty  well  accepted 
as  standard  details  in  subsequent  work. 

The  Alabama  Power  Company  was  one  of  the  first  to  adopt  the 
speed  ring  in  connection  with  concrete  volute  casings.  The  design  of 
the  speed  ring  for  these  turbines  was  unusual,  because  of  the  high 
head  involved.  Aside  from  making  the  speed  ring  vanes  of  suificient 
strength,  when  acting  as  columns,  to  carry  the  weight  of  the  concrete 
floor  above  the  casing,  the  weight  of  the  pit  liner,  generator,  and 
thrust  loads  down  to  the  concrete  below  the  casing,  it  was  necessary 
to  make  them  safe  when  subjected  to  tension.  The  rise  in  pressure 
in  the  volute  casing  during  sudden  closure  of  the  turbine  gates,  when 
added  to  the  already  high  normal  pressure,  would  tend  to  lift  the 
concrete  floor  above  the  easing,  which  must  be  resisted  by  tension 
in  the  speed  ring  vanes.  The  speed  ring  vanes,  therefore,  were  made 
amply  safe  to  withstand  the  greatest  possible  load  in  either  direction 
which  might  be  imposed. 

The  use  of  the  speed  ring,  in  connection  with  the  Appalachian 
turbines,  was  the  subject  of  considerable  adverse  criticism.  The  point 
was  often  raised  as  to  whether  the  speed  ring  vanes,  which  are  fixed, 
would  not  tend  to  peak  the  efficiency  curve  and  reduce  part  load  effi- 
ciencies. In  other  words,  it  was  pointed  out  that  these  fixed  vanes 
did  not  conform  to  the  guide-vanes  at  all  gate  openings,  but  were 
suited  to  one  gate  opening  only.  The  Appalachian  curve,  as  shown 
in  Fig.  55,  shows  no  tendency  to  peak,  and  the  part  gate  efficiencies 
cannot  be  said  to  be  low.  It  should  be  remembered  that  at  low  gate 
openings,  although  tlie  speed  ring  vanes  do  not  come  opposite  the 
guide-vanes,  as  they  do  at  or  near  the  point  of  maximum  efficiency, 
the  velocity  of  the  water  is  low,  and  a  comparatively  sudden  change 
in  the  direction  of  flow  when  entering  the  guide-vanes  is  of  no  great 
moment. 

It  was  also  argued  that  the  usual  experimental  outfit  in  which  the 
Holyoke  models  are  tested  is  not  equipped  with  speed  rings,  and,  as 
very  high  efficiencies  have  been  secured  at  Holyoke,  there  is  no  reason 
for  the  use  of  speed  rings  in  large  turbines.  Although  it  is  true  that 
very  high  efficiencies  have  been  secured  at  Holyoke,  the  foregoing  con- 
clusions are  not  justified.  At  Holyoke  we  have  an  open  flume,  in 
which  the  velocities  are  comparatively  low,  though,  in  the  case  of  large 
units  with  spiral  eases,  the  usual  velocities  are  quite  high  and  repre- 
sent very  much  higher  percentages  of  the  spouting  velocity  than 
those  which  exist  in  the  Holyoke  flume. 
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Mr.  The  principal  advantages  secured  in  the  use  of  the  speed  ring  are: 

Taylor. 

1st. — A  speed  ring  insures  a  uniform  direction  of  flow  to  all 
the  guide-vanes.  Although,  as  mentioned  previously,  this  is 
not  of  importance  at  low  gates,  it  is  at  the  gate  openings 
at  and  above  those  corresponding  to  maximum  efficiency, 
where  the  velocities  are  high. 

2d. — The  projected  area  normal  to  the  direction  of  flow  of  the 
speed  ring  vanes  is  materially  less  than  that  of  tie-bolts.  The 
lines  of  flow,  therefore,  are  interrupted  to  a  less  extent  by  the 
speed  ring  vanes  than  by  tie-bolts  of  circular  section.  The 
writer  believes  that  when  high  velocities  are  encountered, 
the  projected  area  normal  to  the  direction  of  flow  is  about 
as  important  a  consideration,  as  far  as  losses  are  concerned, 
as  the  actual  shape  of  the  tie-piece. 

3d. — From  an  economical  standpoint,  speed  rings  are  desirable, 
because  without  sacrifice  in  efficiency,  they  permit  higher 
velocities  in  the  turbine  casing,  therefore  closer  unit  spacing 
and,  consequently,  a  reduction  in  power-house  dimensions. 

4th. — The  mechanical  advantages  derived  from  the  use  of  the 
speed  ring  are  sufficient  for  its  adoption,  aside  frorh  any 
hydraulic  advantages.  In  erection,  it  is  desirable  to  eliminate 
machine  work  and  unnece.ssary  fitting  in  the  field.  In  the 
construction  of  the  turbine  in  the  shop,  the  speed  ring  is  put 
on  a  boring  mill,  and,  at  one  setting,  is  turned  to  suit  the 
runner  band,  the  lower  distributor  plate,  the  head  cover,  and 
the  lower  section  of  the  pit  liner,  so  that,  when  it  is  leveled 
up  in  the  field,  the  location  of  all  these  connecting  parts  is 
definitely  established. 

The  advantages  which  the  speed  ring  offers  in  securing  quick  and 
accurate  alignment  of  the  entire  turbine  during  erection,  over  any 
design  involving  separate  foundation  rings  with  independent  tie-bolts, 
requiring  the  separate  alignment  of  each  ring,  are  obvious. 

A  comparison  of  the  erection  costs  of  two  types  of  turbines,  installed 
simultaneously  by  the  same  company,  one  with  speed  rings  and  one 
with  tie-bolts,  showed  a  very  marked  advantage  in  favor  of  the  former 
type.  As  the  units  were  otherwise  similar,  the  saving  in  cost  as  well 
as  the  greater  speed  in  erection  was  attributed  to  the  advantages 
secured  by  the  use  of  speed  rings. 

During  the  past  2  years  the  merits  of  the  speed  ring  have  been 
very  generally  recognized,  and  it  has  been  specified  by  the  engineers 
of  a.  great  number  of  prominent  developments.  It  is  interesting  to 
note  that  the  manufacturers  who  at  first  argued  strongly  against  its 
use  have  recently  provided  it  in  connection  with  some  of  their  contracts. 
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The   authors'   remarks,   regarding  turbine  efficiency  guaranties,   as     Mr. 
stated  on  page  2221 ;  are  not  altogether  clear.     They  state :  *^  ^^' 

"And  the  manufacturers  have  guaranteed  that  the  units  as  installed 
will  have  a  maximum  efficiency  of  87%  when  delivering  to  the  shaft 
from  15  000  to  17  000  h.p." 

This  statement  should  read  as  follows: 

"The  manufacturers  have  guaranteed  that  the  tvirbines  will  have 
a  maximum  efficiency  of  at  least  87%  when  delivering  a  power  between 
15  000  and  17  000  h.p." 

In  other  words,  the  turbines  are  not  guaranteed  to  develop  87% 
efficiency  for  all  powers  between  15  000  and  17  000  h.p.,  but  are  guar- 
anteed to  develop  a  peak  efficiency  of  87%,  such  peak  to  occur  between 
the  limits  of  15  000  and  17  000  h.p. 

In  making  the  preliminary  studies  of  the  Alabama  units,  the 
question  of  speed  was  given  very  careful  consideration.  The  prin- 
cipal features  studied  in  determining  the  speed  were  as  follows : 

1st. — The    allowable   elevation    of   the   center   line   of   the   runner 

above  low  tail-water. 
2d. — The   corrosion   of  the   vanes   of  high   specific   speed   runners 

when  operated  under  high  heads. 
3d. — Part-gate  efficiencies. 
4th. — Powers  developed  under  heads  below  normal. 

These  questions  will  be  considered  in  order. 

1st. — Elevation  of  Runner  Above  Tail-Water. — With  the  develop- 
ment of  high  specific  speed  runners,  the  question  of  draft-tube  design 
and  the  allowable  elevation  of  the  runner  above  tail-water  has  been 
given  very  careful  attention.  Until  comparatively  recently,  it  has 
been  thought  that  the  draft-tube  was  merely  a  device  by  which  the 
turbine  could  be  placed  a  certain  distance  above  tail-water  without 
losing  the  corresponding  head,  and  it  was  generally  thought  that 
this  distance  was  only  limited  by  the  height  of  the  barometric  column. 

The  draft-tube  to-day,  however,  is  looked  on  as  one  of  the  most 
important  elements  entering  into  the  turbine,  especially  where  high 
specific  speed  runners  are  involved.  It  is  a  function  of  the  draft-tube, 
not  only  to  enable  the  runner  to  be  placed  above  tail-water  level,  but 
to  regain  the  energy  existing  in  the  velocity  of  discharge  from  the 
runner  vanes.  The  off-flow  velocity  head  from  high  specific  speed 
turbine  runners  may  be  as  high  as  50%  of  the  total  head  acting  on 
the  turbine.  The  regaining  of  this  velocity  head  by  the  draft-tube 
takes  place  in  the  form  of  a  reduction  in  pressure  or  an  increase 
in  vacuum  in  the  draft-tube,  the  maximum  vacuum  occurring  imme- 
diately below  the  runner,  where  the  discharge  velocity  is  greatest. 
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Mr.  With  a  draft-tube  of   100%   efficiency,  the  vacuum  at  the  runner 

^^  '"is  equal  to  the  static  draft  head  or  vacuum  corresponding  to  the  ver- 
tical distance  to  tail-water  level,  plus  the  head  corresponding  to  the 
velocity  of  discharge  from  the  runner.  The  sum  of  the  static  draft 
head  plus  the  velocity  draft  head  must  not  be  greater,  theoretically, 
than  the  barometric  column  (34  ft,  at  sea  level).  Actually,  this 
sum  should  not  approach  this  limit  by  less  than  3  or  4  ft.  The  sum 
of  the  static  head  and  velocity  head  in  the  draft-tube  is,  of  course, 
reduced  by  the  losses  in  the  draft-tube  and  also  by  the  head  corre- 
sponding to  the  velocity  at  the  discharge  section  of  the  draft-tube, 
but  in  modern  plants  these  two  elements  may  be  disregarded,  as  they 
are  kept  within  negligible  values. 

The  margin  between  the  allowable  draft  head  and  the  theoretical 
maximum  draft  head,  is  provided  principally  for  regulating  purposes. 
Due  to  the  inertia  of  the  water  column  in  the  draft-tube,  the  sudden 
closing  of  the  turbine  gates  increases  momentarily  the  vacuum  at  the 
runner,  and  if  this  vacuum  before  closure  is  already  up  to  the  limit, 
the  column  of  water  may  leave  the  runner  and  then  return  in  a  very 
strong  upward  surge.  In  some  cases,  this  upward  surge  in  the  draft- 
tube  has  resulted  in  lifting  the  rotating  element  of  the  unit  clear 
from  the  thrust-bearing. 

If  flood  conditions  make  it  necessary  to  place  a  turbine  runner, 
say,  20  ft,  above  low  tail-water  level,  the  velocity  draft  head  at  the 
discharge  of  the  runner  at  full  load  should  not  exceed,  say,  10  or  11  ft. 
With  an  increase  of  specific  speed,  the  velocity  head  through  the  band, 
or  throat  of  the  runner,  must  increase,  because  a  runner,  to  develop 
a  given  power,  decreases  in  diameter  with  an  increase  in  specific  speed. 
Therefore,  a  specific  speed  must  be  selected  which  will  not  give  a 
greater  velocity  head  from  the  runner  than  that  equal  to  the  difference 
between  the  3  or  4  ft.  less  than  the  barometric  column  and  the  static 
draft  head. 

The  static  draft  head  of  the  units  at  Lock  12;  that  is,  the  vertical  dis- 
tance from  the  center  line  of  the  intake  to  the  runner  to  low  tail-water, 
is  20  ft.  With  an  assumed  efficiency,  at  17  500  h,p,  and  68  ft,  head, 
of  90%,  the  discharge  velocity  head  from  the  runner  amounts  to  10.4 
ft.  Under  the  maximum  head  of  74  ft.,  at  the  same  gate  opening, 
this  velocity  head  would  be  increased  to  approximately  11.3  ft.  The 
resulting  maximum  draft  head  possible  is,  therefore,  31.3  ft. 

2d. — The  Question  of  Corrosion  as  Affected  hy  Specific  Speed. — 
Unfortunately,  there  is  no  established  law  for  determining  the  maxi- 
mum specific  speed  allowable  for  any  particular  head,  aside  from  that 
affecting  the  draft  head,  which  has  just  been  discussed. 

As  the  specific  speed  of  a  runner  increases,  the  width  across  the 
distributor  or  intake  increases,  and  the  diameter  decreases.  In  addi- 
tion to  the  velocity  of  discharge  from  the  runner  increasing  with  an 
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increase   of   specific  speed,   there   are  conditions   set  up,  primarily   at     Mr. 
part   g-ates,   which   make  runners   of  this   type  very  much  subject  to    ^^  ^^^ 
corrosion,    caused    to    a    great    extent   by   the    radical    change    in    the 
direction  of  the  flow  lines  for  changes  in  gate  opening. 

Aside  from  the  question  of  draft  head,  it  may  be  said  that  the 
safest  method  of  determining  the  allowable  specific  speed  for  a  given 
head  is  by  consulting  a  cxirve  drawn  between  specific  speed  and  head, 
on  which  are  plotted  points  corresponding  to  various  installations, 
which  have  been  in  operation  for  a  considerable  time  and  are  known 
to  be  successful  in  withstanding  corrosion.  This  curve  may  be  termed 
the  "curve  of  experience". 

In  considering  turbines  for  a  new  development,  therefore,  the 
revolutions  per  minute  adopted  should  not  call  for  a  specific  speed 
which  would  fall  to  any  great  extent  above  a  curve  thus  drawn.  It  is 
advisable,  of  course,  to  reach  out  gradually  from  this  curve,  or,  in 
other  words,  to  extend  our  experience,  but  no  great  step  should  be 
taken  at  any  one  time. 

At  the  time  of  the  selection  of  the  speed  for  the  Alabama  tur- 
bines, it  was  known  that  turbines  in  several  installations  had  success- 
fully withstood  corrosion  imder  conditions  approximating  those  which 
would  exist  in  the  Alabama  units  when  operating  at  a  speed  of  100 
rev.  per  min. 

The  next  two  questions  will  be  considered  together: 

3d. — The  Question  of  Part  Gate  Efficiencies  as  Affected  hy  the 
Revolutions  per  Minute  of  the  Unit;  and  J^th. — Power  at  Low  Heads. — 
One  of  the  inherent  characteristics  of  the  performance  of  turbine 
runners  is  a  decrease  in  the  part  load  efficiencies  with  an  increase 
in  specific  speed.  There  is,  of  course,  a  limit  to  this  rule.  In  other 
words,  by  decreasing  indefinitely  the  value  of  the  specific  speed  and, 
consequently,  the  revolutions  per  minute  of  the  unit,  the  part  load 
efficiencies  apparently  cannot  be  raised  above  certain  maximum  values. 
As  far  as  part  load  efficiencies  are  concerned,  there  seems  to  be  an 
ideal  specific  speed  by  the  adoption  of  which  it  is  possible  to  obtain 
part  gate  efficiencies  which  cannot  be  improved  on  by  further  decrease 
in  specific  speed.  The  experience  of  the  writer  would  indicate  that 
this  specific  speed  resulting  in  an  ideal  shape  of  efficiency  curve,  as 
far  as  part  gate  efficiencies  are  concerned,  lies  in  the  neighborhood 
of  120  (metric). 

Fig.  56  will  convey  an  idea  of  the  manner  in  which  these  part 
gate  efficiencies  increase  with  decreased  specific  speed.  The  values 
of  the  specific  speeds  shovsm  in  this  figure  are  in  the  neighborhood 
of  that  of  the  Alabama  turbines  (301.5).  It  will  be  noted  that  Curve 
0  is  of  the  highest  specific  speed,  namely  370;  that  it  develops  a 
maximum  efficiency  of  a  trifle  more  than  90%;  that  the  part  gate 
efficiencies   are  lower  than   those   of  the   remaining  curves,   and   that 
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Mr.  the  point  of  maximum  efficiency  occurs  nearer  full  load  than  is  the 
*^  °''"  case  with  the  remaining  curves.  Curve  M,  with  a  specific  speed  of 
290,  has  a  much  higher  part  gate  efficiency  and  also  a  slightly  higher 
maximum  efficiency,  the  point  of  this  maximum  efficiency  occurring 
at  a  lower  percentage  of  full  load  than  on  the  remaining  curves. 
Curves  A  and  R  represent  specific  speeds  of  301  and  339,  respectively. 
The  shapes  of  these  curves  are  consistent  with  those  of  M  and  0. 

In  applying  the  question  of  selection  of  speed  directly  to  the 
Alabama  turbines,  it  may  be  of  interest  to  reproduce  the  performance 
curves  which  were  discussed  with  the  Alabama  Power  Company.  These 
curves  are  shown  in  Fig.  57.  It  will  be  noticed  that  there  are  four 
efficiency-power  curves,  M,  E,  A,  and  0.  These  curves  are  stepped 
up  from  runners  designated  by  these  letters.  The  runners  on  which 
these  curves  are  based,  when  stepped  up  to  give  the  power  indicated, 
would  operate  at  speeds  of  94.8,  100,  100,  and  120  rev.  per  min.  in 
the  case  of  types  M,  E,  A,  and   0  runners,  respectively. 

It  was  decided  that  though  the  selection  of  Type  M  runner  would 
result  in  extremely  high  part  gate  efficiencies,  the  fact  that  this 
runner  would  not  give  high  power  at  heads  below  normal  and  that 
the  revolutions  per  minute  resulting  would  necessitate  a  compara- 
tively expensive  type  of  generator,  caused  its  elimination. 

The  speed  possible  with  a  runner  similar  to  Type  0,  namely  120 
rev.  per  min.,  wad  very  desirable,  but  the  part  gate  efficiencies  secured 
were  so  low,  when  compared  with  the  others,  as  to  make  its  adoption 
unwarranted.  Also,  the  selection  of  a  runner  having  so  high  a  specific 
speed  would  possibly  have  rendered  the  runners  susceptible  to  corrosion, 
as  discussed  previously  (being  too  great  an  advance  beyond  the 
"curve  of  experience")  ;  also,  it  would  have  been  necessary  to  place 
this  runner  at  an  elevation  5  ft.  below  that  fixed  for  the  runner 
actually  used,  and  this  was  found  to  be  objectionable. 

The  comparative  virtues  of  Runners  A  and  E  were  next  con- 
sidered. As  both  these  runners  were  capable  of  delivering  the  same 
power  at  the  same  revolutions  per  minute,  the  question  of  speed,  of 
course,  did  not  figure.  The  advantage  of  higher  part  gate  efficiencies 
of  Runner  E  was,  it  was  thought,  partly  offset  by  the  fact  that 
this  runner  developed  under  the  lower  heads  less  power  than 
Runner  A.  Further,  the  dimensions  of  Runner  E,  when  stepped  up  to 
the  Alabama  conditions,  resulted  in  a  considerably  higher  width  of 
distributor,  or  height  of  guide-vane.  Also,  Runner  E,  when  enlarged 
to  suit  the  Alabama  conditions,  would  be  materially  heavier  and, 
therefore,  more  costly  than  Type  A.  The  fact  that  the  latter  runner 
made  possible  a  very  low  width  of  distributor  and  a  runner  of  very 
inexpensive  design,  and  also  the  fact  that  it  developed  under  the  low 
head  conditions  comparatively  higher  power,  resulted  in  its  selection. 

One  or  two  thoughts  have  suggested  themselves  to  the  writer  in 
regard  to  the  governors. 
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Mr. 
Taylor. 


EfBcieucy,  in  Perceutage 


Efficiency,  in  Percentage 
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Mr.  The  adoption   of  individual  pumps  for  supplying  pressure   to   the 

^^  °'^'  governors  in  a  plant  containing  as  many  as  four  units  (six  eventually), 
is  perhaps  open  to  criticism.  The  central  pumping  system  has  been 
adopted  for  a  very  large  majority  of  recent  installations.  The  engi- 
neers of  the  Alabama  Power  Company  were  of  the  opinion,  at  the  time 
the  design  and  type  of  governors  were  under  consideration,  that  the 
installation  of  a  central  pumping  plant  was  too  great  a  step  beyond 
well  tried-out  methods  for  supplying  pressure  to  the  governors. 

The  central  pumping  system  now,  however,  has  undoubtedly  proved 
its  superiority  to  the  other  method,  and,  in  more  than  one  instance, 
has  replaced  at  considerable  expense  individual  pumps.  Prominent 
among  the  advantages  of  the  central  pumping  system  may  be  men- 
tioned reduction  of  maintenance  cost  and  concentration  of  attendance. 
The  hand-controlling  mechanism  of  the  Alabama  governors  is 
on  the  governor  proper  and  operates  through  the  main  governor  valve, 
and  no  independent  hand-control  was  provided.  This  arrangement 
prohibits  the  dismantling  or  inspection  of  the  governor  valve  without 
first  shutting  down  the  unit.  The  writer  thinks  that  every  reasonable 
provision  should  be  made  against  possible  loss  of  revenue  due  to  clos- 
ing down  of  units,  and  to  this  end  believes  that  independent  hand- 
controls  are  highly  desirable. 
Mr.  Spencer  Miller,*  M.  Am.   Soc.  C.  E. — This  paper  is  valuable  in 

■  many  ways,  and  the  thanks  of  the  Society  are  due  the  authors  for  their 
very  thorough  presentation  of  the  facts. 

On  page  1467,  a  description  is  given  of  "The  Layout  of  Contrac- 
tor's Plant,"  including  two  traveling  cableways  of  1  647  ft.  span.  In 
describing  these  cableways,  the  authors  state  that  they  were  equipped 
with  button  lines  having  eight  buttons  on  each  line.  This  marks  them 
as  Lidgerwood  cableways,  with  the  well-known  button-stop,  fall-rope 
carrier  system. 

The  authors  state: 

"In  the  early  stages  of  the  operation  of  the  cableways,  a  good  deal 
of  trouble  was  experienced  with  carriers.  The  original  carriers  seemed 
to  be  too  heavy,  frequently  breaking  each  other  Avhen  they  struck. 
Lighter  carriers  were  made,  and  much  of  the  trouble  was  eliminated." 

The  authors  also  state: 

"The  buttons  vised  on  the  button  lines  were  of  an  obsolete  tjTDe, 
and  were  not  satisfactory;  when  one  of  them  broke  or  slipped  along 
the  cable,  it  was  necessary,  in  order  to  put  on  a  new  one,  to  lower  the 
cable,  cut  out  a  section,  and  replace  it,  all  of  which  was  expensive 
and  caused  much  delay." 

They  then  describe  a  button  made  in  halves,  which  can  be  put  on 
in  an  hour. 

*  New  York  City. 
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Affain,  the  authors  state:  Mr. 

Miller. 

"The  cableways  handled  practically  60%  of  the  concrete,  and 
were  run  both  day  and  night.  They  also  handled  practically  all  the 
excavation  in  the  early  stages  of  the  work.  They  were  used  for 
moving  and  erecting  all  derricks,  etc.,  handling  form  lumber,  iron, 
and  materials  of  a  like  character,  and  were  found  to  be  exceedingly 
useful  for  the  latter  purpose." 

The  authors  have  said  that  the  buttons  used  for  spacing  tlie  fall- 
rope  carriers  were  of  the  obsolete  type,  and  it  is  probably  true  that  the 
fall-rope  carriers  were  also  of  the  obsolete  type.  The  results,  no  doubt, 
would  have  been  wholly  different  had  the  modern  high-speed  cableway 
carriage  and  shock-absorbing  fall-rope  carriers,  as  well  as  buttons, 
been  used.  As  indicated  in  the  paper,  the  efficiency  of  a  cableway  de- 
pends largely  on  the  fall-rope  carrier  system.  The  system  mentioned 
by  the  authors  was  probably  identical  with  that  used  on  the  Chicago 
Drainage  Canal  on  twenty  cableways.  The  repair  costs  for  these  fall- 
rope  carriers  were  considerable.  The  constant  attention  required  in 
strengthening  the  button  fastenings  and  the  slots  in  the  head  of  the 
fall-rope  carriers  showed  an  inherent  fault  in  the  design.  The  remedy 
for  this  difficulty  was  not  discovered  for  many  years. 

The  authors  state  that  the  carriers  were  too  heavy  and  broke  when 
they  struck  each  other.  This  they  say  was  remedied  by  making  the 
carriers  lighter.  Impact  is  in  proportion  to  weight.  A  fall-rope  carrier 
which  is  light  is  weak,  and  one  which  is  heavy  is  strong.  If  the  design 
is  the  same,  it  is  difficult  to  understand  why  the  light  ones  do  not  break 
when  the  heavy  ones  do.  Probably  the  lighter  ones  did  not  break 
because  they  were  made  of  better  material.  It  is  also  possible  that  the 
light  carriers  worked  better  because  they  were  better  proportioned. 

On  the  Chicago  Drainage  Canal,  with  carriage  speeds  of  about 
SOO  ft.  per  min.,  the  repair  costs  and  loss  of  time,  due  to  breakages, 
were  serious.  It  seemed  impossible  to  secure  the  buttons  effectively 
to  the  button  rope. 

When  the  Lidgerwood  Company  undertook  to  build  the  thirteen 
cableways  for  handling  concrete  at  Panama.,  no  part  of  the  construc- 
tion was  given  more  attention  than  the  buttons  and  fall-rope  carriers, 
for,  under  the  terms  of  the  contract,  it  was  necessary  to  run  the  cable- 
ways  at  1  850  ft.  per  min.  These  carriers,  which  for  so  many  years 
had  been  the  chief  soi;rce  of  delays  on  cableways,  were  taken  up  more 
seriously  than  before,  with  the  determination  to  solve  the  problem 
of  a  high-speed  fall-rope  carrier.  The  best  carriers  and  the  best  but- 
tons that  brains  and  money  could  then  devise  were  constructed  and 
set  up  at  the  Lidgerwood  Company's  testing  station.  At  1 100  ft.  per 
min.  they  collapsed,  although  the  buttons  held  fast.  All  kinds  of  the 
toughest  metals  were  used,  and  yet  after  weeks  of  experiment  it  was 
impossible  to  obtain  anything  that  would  withstand  the  shock  of  the 
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Mr.  button  at  a  speed  in  excess  of  1  150  ft.  per  min.  Finally,  after  weeks 
■  of  trial  and  continual  rebuilding,  the  shock-absorbing  principle  was 
invented.  The  head  of  the  fall-rope  carrier  was  hinged  instead  of 
being  rigidly  connected  to  the  body  of  the  carrier.  The  button  col- 
lided with  a  swinging  eye  instead  of  an  elongated  slot,  and,  instead  of 
colliding  at  two  points  on  opposite  sides  of  the  button,  collided  almost 
throughout  its  entire  diameter. 

As  soon  as  this  construction  had  been  set  in  motion,  a  speed  of 
3  000  ft.  per  min.  was  developed,  and  the  old  law,  that  the  impact 
was  in  proportion  to  the  weight  and  increased  as  the  square  of  the 
velocity,  was  emphasized  in   an  unusual  manner. 

What  the  authors'  conclusions  would  have  been  had  the  new  shock- 
absorbing  carrier  and  carriers  been  used  is  not  difficult  to  anticipate. 

The  cableway  engines  used  did  not  embody  the  numerous  im- 
provements now  in  use  by  the  manufacturers  of  those  engines,  such 
as  improved  cylinder  design  and  construction,  larger,  heavier,  and 
better  balanced  reciprocating  parts,  etc..  all  resulting  in  higher  speed 
and  efficiency. 

The  obsolete  buttons  which  the  authors  refer  to  were  secured  by  a 
through  pin  and  bearing  in  solder  or  Babbitt.  The  new  buttons  are 
taper-bored,  the  strands  of  the  rope  being  opened  and  a  tapered  pin 
inserted.  The  taper  of  the  bore  and  the  pin  is  the  same,  and  is  less 
than  the  angle  of  repose.  No  other  pin  is  used.  The  more  the  car- 
riers hammer  the  buttons,  the  tighter  the  fastening.  At  Panama 
heavy  jacks  were  necessary  to  remove  the  buttons  after  they  had  been 
in  service  for  several  months.  The  new  buttons  do  not  slip,  and  do 
not  injure  the  button  rope.  Button  ropes  now  frequently  last  four 
and  five  years.  Therefore,  the  necessity  for  a  divided  button  is  not 
apparent. 

The  official  reports  at  Panama  show  that  these  cableways  at  Gatun 
were  kept  at  an  efficiency  of  99  per  cent.  Expressed  in  other  terms, 
the  entire  cableway  was  ready  for  operation  99  min.  out  of  every  100 
they  were  called  on  for  service,  during  the  period  recorded,  and  that 
applies  not  only  to  the  fall-rope  carriers,  but  to  every  part  of  the 
cableway.  The  efficiency  of  the  new  fall-rope  carriers,  therefore,  can 
confidently  be  stated  to  be  even  in  excess  of  99  per  cent. 

On  page  1495,  the  authors  state: 

"A  cableway  is  not  satisfactory  in  handling  excavated  materials, 
as  it  is  not  only  expensive,  but  slow." 

They  also  state: 

"The  writers  are  of  the  opinion  that,  as  a  rule,  the  cableway  should 
be  restricted  to  moving  plant,  derricks,  forms,  and  general  work,  and 
also  such  concreting  as  is  advantageous  to  place  with  it.  and  that  it 
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should   not  be  made  the   main  method  for   the   transportation   of   all    Mr. 
materials  on  the  job,  as  it  was  here."  MiUer. 

Among  those  who  use  eableways  extensively  for  concreting  opera- 
tions, it  is  a  common  expression  that  the  cableway  is  worth  its  invest- 
ment merely  for  the  purposes  of  moving  plant,  forms,  etc.,  but  the 
experiences  of  the  Isthmian  Canal  Commission  with  eableways  at 
Gatun  Locks,  Panama,  by  the  John  F.  Casey  Company,  at  Aspinwall, 
Pa.,  and  Cleveland,  Ohio,  and  by  the  H.  E.  Talbott  Company,  Grand 
Mere,   Que.,   Canada,  hardly  bear  out  the  conclusions  of  the  authors. 

The  authors  state  that  the  record  for  a  10-hour  run  with  the  cable- 
ways  was  seldom  more  than  400  cu.  yd.  Does  this  mean  400  yd.  for 
two  eableways?  At  Panama  runs  as  high  as  60  cu.  yd.  per  hour,  with 
one  cableway  handling  2-yd.  batches,  were  recorded.  The  John  F. 
Casey  Company,  on  thin  section  baffle  walls,  6  ft.  9  in.  wide  at  the 
bottom  and  2  ft.  wide  at  the  top,  has  laid  as  much  as  692  cu.  yd.  per 
day  with  one  cableway.  The  H.  E.  Talbott  Company  placed,  with  one 
cableway,  from  320  to  350  cu.  yd.  of  concrete,  with  a  travel  of  1  100 
ft.,  in  10  hours.  Some  extraordinary  records  are  being  made  at  Cleve- 
land, Ohio,  at  present,  by  the  John  F.  Casey  Company.  No  other 
device  will  do  what  the  cableway  is  adapted  for,  namely,  handling 
excavation,  placing  concrete  and  large  rock,  moving  forms,  timber, 
derricks,  and  miscellaneous  material,  such  as  ironwork,  etc.  If  time 
was  limited,  there  is  no  reason  why  three  or  four  eableways  should  not 
have  been  used. 

In  dam  construction,  also,  there  is  nearly  always  the  menace  of 
high  water  during  a  part  or  all  of  the  construction  period.  No  device 
presents  such  effective  insurance  against  that  danger  as  the  cable- 
way.  It  stands  safe  throughout,  and  for  removing  auxiliary  plant 
and  material  quickly  when  occasion  demands,  it  is  always  ready.  The 
speaker  believes  that  had  the  latest  type  of  high-speed  eableways  been 
used  on  this  work,  the  authors  would  have  modified  their  deductions. 

W.  E.  Mitchell,*  Esq.  (by  letter). — Eef erring  to  the  discussion  ^r. 
by  Mr.  R.  D.  Coombs,  on  this  subject,  Mr,  Coombs,  of  course,  did  Mitchell, 
not  know,  what  the  authors  of  this  paper  knew,  namely,  that  it  is 
the  intention  to  have  a  paper,  discussing  the  purely  electrical  side 
of  the  development  in  Alabama,  written  by  the  Electrical  Engineer 
for  the  American  Institute  of  Electrical  Engineers.  When  this  paper 
comes  out  it  will  answer  a  number  of  the  points  raised  by  Mr.  Coombs. 

It  may  be  stated  here,  however,  that  probably  more  attention  than 
usual  was  given  to  the  subject,  not  only  of  the  transmission  line 
voltage,  but  of  the  style  and  size  of  lines  for  both  transmission  and 
distribution.     These  matters  were  gone  into  very  thoroughly,  following 
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Mr.  a  careful  survey  of  all  high-tension  systems  in  operation  at  the  time, 
'  '^  ®""  with  the  definite  idea  of  making  the  service  as  reliable  as  possible. 

Following  out  this  idea,  Birmingham,  which  of  course  is  the 
main  distributing  point,  is  supplied  by  three  110  000-volt  circuits,  two 
by  one  route  going  practically  direct  to  the  city  limits,  and  the  third 
by  an  entirely  separate  route,  so  that  the  likelihood  of  interruptions 
due  to  severe  storms  in  one  locality  will  be  minimized. 

As  stated  in  the  paper,  the  transmission-line  voltage  is  110  000 
volts,  and  the  distribution  lines  are  practically  all  of  22  000  volts. 
The  middle  cross-arm  should  have  been  given  as  being  5  ft.  longer 
than  the  top  and  bottom  cross-arms,  making  the  offset  of  the  middle 
wire  2  ft.  6  in. 

The  writer  cannot  agree  with  Mr.  Coombs'  statement  that  the 
high  towers  will  not  permit  of  the  longer  spans  in  rough  country. 
There  are  times,  of  course,  when  considerably  shorter  spans  are  made 
necessary  by  intervening  hills,  but  in  general  it  was  found  in  Alabama 
that  with  Type  A  towers  the  average  span  was  700  ft.,  and  that  in 
very  few  cases  did  it  drop  below  this,  although  it  was  frequently  as 
much  as  750  or  800  ft. 

The  Type  C  towers,  which,  as  a  matter  of  fact,  were  used  in  the 
flat  country,  were  not  purposely  designed  for  this  work,  but  with  the 
idea  that  steel-core  aluminum  would  be  used  on  their  lines,  as  thi& 
called  for  less  sag  and  for  anchor  towers  at  least  every  tenth 
tower.  After  the  towers  were  ordered,  however,  it  was  decided  to  use 
copper,  and  hence  the  spacing  had  to  be  reduced.  In  general,  a  higher 
tower  would  be  more  economical  in  flat  country.  The  Type  C  tower 
was  designed  light  on  purpose,  as  it  would  have  been  impossible  to 
have  anchored  the  steel-core  aluminum  at  every  tower,  and  it  was 
the  idea  to  anchor  it  at  every  tenth  tower  on  an  extra  heavy  Type  B 
tower. 

In  regard  to  the  specifications  covering  clearance  and  loading,  a 
very  careful  investigation  of  the  climatic  conditions  in  Alabama  was 
made,  and  it  was  found  that  only  about  three  times  in  the  last  20  years- 
had  conditions  been  such  that  sleet  would  have  been  formed;  therefore 
it  is  thought  that  the  use  of  J  in.  of  ice  and  8  lb.  of  wind  pressure  was 
sufficiently  conservative.  The  standard  tower  was  used  on  all  spans,  as 
it  was  found  to  be  still  well  within  safe  limits.  Excessively  long  spans 
were  purposelj^  avoided  in  order  that  there  would  be  no  special  consti'uc- 
tion,  always  extremely  expensive.  The  only  special  towers  used  on  the 
whole  work  were  four  for  two  river  crossings,  and  the  dead-end  towers 
at  each  sub-station. 

Referring  to  the  criticism  of  distribution  lines  built  on  wooden 
poles,  this  also  received  careful  consideration,  and  investigation  of 
the  life  of  creosoted  poles  throughout  the  South  was  made.  Long- 
leaf  yellow  pine  is  extremely  plentiful  in  this  district,  and  it  was  found 
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that  poles  treated  with  12  lb.  of  creosote  showed  no  deterioration  Mr. 
after  20  years.  These  poles  proved  to  be  very  much  cheaper  than  steel,  '  ^  ®  • 
although,  for  comparative  purposes,  the  company  has  actiially  put  in 
one  25-mile  line  with  flexible  towers.  This  ran  up  the  cost,  however, 
to  about  15%  more  than  the  same  line  built  on  creosoted  poles.  The 
writer  does  not  believe  that  the  steel  poles  would  have  enough  longer 
life  than  the  creosoted  poles  to  justify  them. 

Tlie  size  of  the  conductors  on  the  22  000-volt  lines  varies  from 
No.  4  to  No.  00  copper.  The  standard  spacing,  using  creosoted, 
long-leaf,  yellow  pine  cross-arms,  is  5  ft.  horizontals^  and  3  ft.  6  in. 
vertically  between  conductors.  This  is  believed  to  be  a  more  liberal 
spacing  than  is  ordinarily  used. 

The  writer  was  on  this  development  from  the  commencement  of 
the  work,  and  has  had  the  opportunity  to  be  in  direct  charge  of  the 
operating  from  the  time  it  went  into  commission  up  to  the  present 
date.  During  the  past  lightning  season  there  was  considerable  trouble 
from  punctured  insulators,  and  one  more  disk  is  now  being  added 
to  all  strings.  The  entire  system  is  now  being  inspected,  and  all  insu- 
lators are  being  tested  with  a  megger.  It  is  believed  that  this  will 
eliminate  much  of  the  trouble  in  the  coming  lightning  season.  On 
the  distribution  lines,  where  a  35  000-volt  pin  insulator  has  been 
used,  there  has  been  practically  no  trouble  whatever. 

The  generating  plant  has  worked  out  fully  up  to  the  expectations, 
with  regard  to  simplicity  of  design,  and  has  proved  a  good  station 
to  handle,  from  the  operating  point  of  view. 

Gardner  S.  Williams,*  M.  Am.  See.  C.  E. — The  illustration  of  Mr. 
the  draft-tube  showing  the  cradle  (Fig.  39),  takes  the  speaker  back  '  "^"'^" 
to  the  construction  which  it  fell  to  his  lot  to  design  and  supervise 
at  Sault  Ste.  Marie,  in  1906,  for  the  Edison  Sault  Electric  Company. 
There  the  so-called  cradle  was  used  for  setting  the  draft-tube,  and 
one  of  the  first  curved  concrete  draft-tubes  in  the  United  States  was 
built.  A  method  utilized  there — by  the  same  contractors  who  con- 
structed the  plant  described  by  the  authors — was  that,  instead  of 
wooden  lagging  on  the  form,  hard  wire  cloth  of  J-in.  mesh  was  used, 
which  would  conform  itself  readily  to  warped  surfaces,  the  main  ribs 
being  placed  in  the  same  manner  as  indicated  by  the  authors.  This 
hard  wire  cloth  was  tacked  over  the  ribs,  and  outside  of  it  canvas 
was  stretched.  This  construction  proved  to  be  appreciably  cheaper 
than  wooden  lagging,  and  secured  verj^  nearly  as  good  results.  Of 
course,  the  concrete  surface  was  not  quite  as  smooth  as  that  against 
the  smoothly  planed  wooden  form  would  have  been,  but  it  was  smooth 
enough  for  the  purposes  required. 

*  Ann  Arbor,  Mich. 
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Mr.  Ill   that   same  plant,   there  was   introduced  probably  the  first  con- 

■  Crete  scroll  wheel-pit  used  in  connection  with  a  water-wheel  installa- 
tion of  low  head,  at  least  in  the  United  States. 

Considering  draft-tubes  brings  up  the  point  that  there  is  con- 
siderable importance  in  their  form.  What  may  seem  like  a  com- 
paratively insignificant  change  in  form  may  have  an  appreciable 
influence  on  the  performance  of  the  wheel.  In  relation  to  this,  the 
speaker  had  an  interesting  experience  within  the  past  6  months.  About 
a  year  ago,  a  contract  was  made  with  a  prominent  wheel  maker  for  a 
pair  of  wheels  to  be  mounted  in  identical  pits,  and  to  be  of  identical 
capacity  and  characteristics.  The  contract  called  for  a  forfeit  if  the 
performance  fell  below  the  maker's  guaranty  of  efficiency,  which  was 
3%  below  the  Holyoke  rating  of  the  model  wheel,  and  a  bonus  if 
it  were  above  the  Holyoke  test.  When  the  plans  of  the  draft-tubes 
were  submitted  to  the  maker,  he  declined  to  guarantee  the  performance 
of  his  wheels  with  the  draft-tubes  as  designed,  and  sent  a  drawing 
of  what  he  would  accept.  The  speaker  had  some  rather  serious 
objections  to  adopting  the  type  submitted,  but  it  was  arranged  that 
one  of  the  tubes  should  be  built  according  to  that  plan  and  one 
according  to  the  original  design,  and  that  the  performance  of  the 
wheel  would  be  determined  on  the  tube  built  according  to  the  makers 
design.  Dynamometer  tests  were  made,  the  water  being  measured  over 
a  weir,  and  the  draft-tube  according  to  the  original  design  gave  an 
efficiency  3%  higher  than  that  of  the  other.  The  maker  suspected 
that  there  was  something  in  the  pull  of  the  dynamometer  that  might 
cause  an  interference  with  the  action  of  the  wheel,  and,  when  the 
generators  were  installed,  another  test  was  made  which  gave  similar 
results.  Vacuum  gauges  were  then  attached  at  the  wheel  outlets,  and 
it  was  found  at  once  tliat  the  tube  constructed  according  to  the 
original  design  was  showing  a  materially  higher  vacuum  than  the 
other.  The  final  result  gave  about  7%  more  power  and  5%  better 
efficiency  for  the  tube  designed  according  to  the  speaker's  theory. 

Messrs.  E.  L.  Savers*  and  A.  C.  PoLK,f  Members,  Am.  Soc.  C.  E.  (by 
^and^  letter). — The  writers  are  pleased  at  the  extent  of  the  individual  dis- 
cussions on  this  paper,  and  will  be  glad  to  answer  to  the  best  of  tlieir 
ability  the  many  questions  brought  up.  Their  only  regret  is  that 
there  was  not  a  full  discussion  on  the  more  general  topic  of  modern 
methods  of  power  development. 

Shortly  after  the  paper  was  published,  one  of  the  writers  received 
a  letter  from  Clemens  Herschel,  M.  Am.  Soc.  C.  E.,  asking  a  number 
of  questions  which  he  suggested  could  be  answered  in  the  closing  dis- 
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Mr.  Herschel  wished  to  know:  Messrs. 

1st. — What  reduction  of  head  would  there  be  in  times  of  flood,  and     and 
why  were  not  fall  increasers  used? 

2d. — What  was  the  method  of  determining  the  size  of  the  installa- 
tion? 

3d. — He  thought  that  too  much  importance  has  hitherto  been  as- 
signed to  the  "nature  and  extent  of  the  power  market"  and  to  its 
consequent  load  factor.  He  thought  that  load  factors  are  transient 
things,  with  a  consequent  tendency  to  disappear,  or  to  become  equal 
to  one,  in  course  of  time,  and  the  progress  that  time  brings  with  it; 
but  that  power-plants,  and  hydraulic  works  generally,  are  built  to  last 
as  long  as  any  known  handiwork  of  man. 

Taking  up  Mr.  Herschel's  first  question :  The  maximum  back-water 
effect  which  may  be  expected  annually  is  6  ft.,  reducing  the  maximvim 
head  to  62  ft.,  at  which  head  the  output  of  the  wheels  will  be  16  000 
h.p.  As  noted  in  the  paper,  there  will  be  below  Lock  12  another  dam 
at  the  site  of  Lock  14,  on  which  there  will  undoubtedly  be  flood-gates 
for  controlling  the  level  of  the  lake  formed  by  it.  The  maximum 
available  head  now  is  72  ft.,  which  will  be  reduced  to  68  ft.  by  the 
construction  of  this  lower  dam. 

Under  the  greatest  flood  condition  known  to  have  existed,  the  head 
would  be  reduced  to  54  ft.,  at  which  head  the  output  of  each  wheel 
would  be  reduced  to  13  500  h.p. 

The  matter  of  back-water  was  studied  carefully  from  every  angle, 
and  the  figures  were  checked  by  the  establishment  of  gauging  stations 
on  the  river  and  by  the  testimony  of  the  oldest  inhabitants. 

Fig.  58  shows  the  rating  curve  constructed  as  the  result  of  a  great 
many  readings,  made  first  from  boats  and  later  from  an  overhead 
cableway  stretched  across  the  river  at  a  point  about  J  mile  below  the 
dam.  The  river  at  this  point  is  considerably  narrower  than  at  the  site 
of  the  dam,  and  on  this  account  the  fluctuations  of  level  there  are  more 
pronounced  than  in  the  tail-race.  At  first,  the  readings  were  made  with 
the  company's  meter  alone,  but.  later,  they  were  taken  with  both  this 
meter  and  one  belonging  to  the  U.  S.  Geological  Svirvey  which,  imme- 
diately prior  thereto,  had  been  calibrated  at  Washington. 

With  reference  to  fall  increasers,  it  should  be  noted  that  each  of 
these  units  uses  2  600  sec-ft.  of  water  under  full  head,  and  fall 
increasers,  though  no  doubt  practical  on  relatively  small  installations, 
would  not  be  practical  in  the  case  of  such  large  units.  Another  vital 
objection  to  their  use  is  that  they  involve  increased  investment  and 
the  establishment  of  large  gates  under  high  heads,  with  the  consequent 
leakage,  while  the  limiting  factor  in  most  hydro-electric  developments 
is  the  careful  conservation  of  the  low-water  flow.  Another  considera- 
tion involved  is  the  fact  that  for  periods  of  low  water  it  was  necessary 
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Messrs.  to  provide  a  steam  auxiliary  plant  as  a  standby.     This  being  the  case, 
Polk  construction  of  fall  increasers  would  be  an  economical  error. 

With  regard  to  the  second  question,  relating  to  the  size,  it  may  be 
stated  that  the  installation  finally  chosen  was  selected  because  one 
which  at  80%  power  factor  would  produce  45  000  kw.,  under  a  safe 
assumption  as  a  load  factor,  was  calculated  to  be  profitable.  The 
wheels  will  carry  this  load  under  a  head  of  56  ft.,  and  when  the 
head  is  less  it  will  be  necessary  to  use  the  steam  plant, 
f  ....Using  the  conditions  of  1897  for  purposes  of  computation,  a  regu- 
lated flow  of  2  650  sec-ft.  can  be  obtained,  using  a  draw-down  of 
10  ft.  on  the  pond  level.  At  the  present  head,  this  equals  286  000 
kw-hr.  per  24  hours.  The  Gadsden  steam  plant,  at  94%  power  factor 
will  produce  225  000  kw-hr.  per  24  hours. 

,  The  primary  power  available  for  sale  under  these  conditions,  there- 
fore, would  be  511000  kw-hr.  per  24  hours,  and,  at  50%  load  factor 
this  would  be  equivalent  to  an  installation  of  4-3  000  kw.,  maximum 
demand. 

uu^'  I  '^n!!''''  ""^  ^^''^'  *^^  ^^^"^^  ^°^^  ^^^*«r  is  greater  than  60%, 
although  50%  was  assumed,  which  means  that  the  plant  will  have 
a  certain  amount  of  secondary  power  to  sell,  or  that  the  steam  auxiliary 
must  be  extended  when  it  becomes  desirable. 

Q^.nnn,"^*^'^''^''  installation  of  six  units  Will  produce,  in  24  hours, 
^63  000  kw-hr.,  estimated  as  follows : 

Kilowatt- 
hour. 

933  000 
This  is  available  from  the  river  66%  of  the  time,  and  it  will  require  a 
steam  auxiliary  of  approximately  30  000  kw.,  determined   as   follows: 

Total  output  in  M  hours 933  OOO  kw-hr. 

-LOCK  IZ  production,  dry  period 286  000    "     " 


Qits 

Kilowatt- 
5.          amperes. 

Power 
factor. 

Load 
factor. 

Hours. 

6 

X     13  500 

X     80% 

X     60% 

X     24     = 

647  000  kw-hr. 
647  000  -^  24  =  27  000  kw.,  say,  30  000  kw. 

It  is  to  be  remembered  that  the  locality  in  which  this  power  is 
marketed  has  a  very  low-priced  coal. 

The  writers  do  not  agree  with  the  apparent  contention  of 
Mr.  Herschel  that  load  factors  are  to  be  disregarded,  or  assumed  as 
equal  to  unity.  In  certain  communities  it  would  be  impossible  to 
attain  this  condition.  In  a  New  England  district  of  factories  working 
8  or  10  hours  per  day.  and  where  the  lighting  and  night  street-car 
loads  would  be  small,  it  is  entirely  reasonable  to  assume  that  the  load 
factor  would  remain  small  for  all  time;  but  in  a  community  where 
electric  furnaces,   cement  miUs,   electro-chemical   works,   etc.    abound 


DISCUSSION  ON   HYDRO-ELECTRIC   POWER  DEVELOPMENT      1575 


Giruge  Heig-hts  at  Lock  12  (Yellow  Leaf  Gauge) 
Note:-Elevatiou8  on  gaiigc  are  referred  to  U.S.  Army  Datum 

^     g      ^     2^     ss     s?. 


Messrs, 

Sayers 

and 

Polk. 


1576      DISCUSSION  ON   HYDRO-ELECTEIC   POWER   DEVELOPMENT 

laTers  !^  ^T^  ^^''*°''  "^""^"^  ^^  ^^'^^'  ^^^  ^^*^^  ^he  load  was  once  taken  by 
andi     tHe  plant  it  would  remain  about  stationary.     Of  course,  it  is  possible 

^oi^-  to  conceive  of  a  locality  where  a  large  diversity  of  industry  would 
permit  the  commercial  department  of  a  power  company  to  select  its 
customers  with  the  view  of  raising  the  load  factor  to  approximately 
unity. 

In  general  it  may  be  said  that  the  designer  must  deal  with  the 
market  as  he  finds  it,  not  as  he  may  hope  to  make  it.  In  one  particular 
ease,  however,  though  the  market  to  which  the  Lock  12  power  is  brought 
is  a  new  one  for  electric  power,  and  for  that  reason  is  not  well  defined 
It  has  certain  limits  of  character,  and  it  can  safely  be  said  that  the 
load  factor  on  the  Lock  12  plant  will  never  approach  closely  to  unity. 

Mr.  Harlow  criticizes  the  writers  on  the  score  that  they  have  not 
written  the  paper  so  as  to  answer  the  question  "Will  it  pav?"  It 
is  unfortunate  that  this  question  cannot  be  answered  in  ^uch  a 
way  that  it  can  be  supported  with  figures.  However,  as  this  was 
the  fundamental  study  on  which  the  whole  project  was  based 
and  the  plant  is  still  in  operation,  it  would  seem  that  the  question 
is  automatically  answered.  The  company  has  weathered  two  or  three 
of  the  worst  financial  years  in  recent  history,  without  failing  to  meet 
Its  obligations ;  at  the  end  of  one  year  of  operation  it  has  already  un.ler 
contract  more  than  enough  business  to  pay  its  fixed  charges,  and  has 
m  immediate  prospect  enough  business  to  pay  fair  returns  on  the 
money  invested. 

After  noting  the  fact  that  the  plant  has  been  in  operation  a  year 
Mr.  Harlow  again  asks  "Has  it  paid?"  and  "Wliat  was  the  cost    *    *     '^ 
of  the  hydro-electric  plant  per  kilowatt  on  the  station  switch-board?" 
and  also  "WTiat  was  the  cost  of  the  steam  auxiliary  plant  per  kilowatt 
on  the  station  switch-board?"     He  notes   that  the   cost  per  kilowatt 
should  be  based  on  the  actual  annual  output  of  each  plant      This 
method  of  calculating  the  cost  might  be  fair  if  the  plant  had  a  full 
load  waiting  for  it  on  the  first  day  it  was  put  into  operation,  but  this 
was   not  the   case;    and   it  very   seldom   is.      The  writers   cannot   see 
however,  how  such  figures  of  cost  could  be  more  than  matters  of  idle 
interest      If  compared  with   operating  cost   and  revenue   they   would 
answer  Mr.  Harlow's  first  question,  but  what  then?     They  would  be 
of  no   use   to   designers   and   operators   of  other  plants,   for,   at   what 
value  to  the  designers  of  the  Lock  12  plant  would  be  the  cost  per 
unit  of  output  of  the  Hales  Bar  or  the  McCalls  Ferry  plants  or  even  of 
the  Keokuk  plant;  or  of  what  value  would  the  same  figure  for  Lock  12 
be  to  the  designers  of  another  plant,  say  below  McCalls  on  the  Susque- 
hanna or  at  Muscle  Shoals  on  the  Tennessee?     The  writers  agree  with 
Mr.  Harlow,  to  a  certain  extent,  that  detailed  costs  would  be  valuable 
to  designers  of  other  plants,  but  the  difficulty  is  that  so  manv  factors 


Polk. 
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enter  into  costs  that,  unless  one  is  acquainted  with  all  the  details  Messrs. 
of  the  construction,  the  figures  are  practically  valueless.  If  one  had  and 
in  detail  the  costs  of  the  material  entering  into  the  concrete,  and  the 
reasons  for  the  cost  being  such,  and  the  cost  of  the  labor  of  mixing, 
handling,  and  placing  the  concrete,  with  details  as  to  rates  of  wages, 
length  of  working  day,  number  of  shifts  worked  per  day,  layout  of 
plant,  flood  conditions,  etc.,  etc.,  the  figures  might  be  studied  and  prove 
of  some  value.  Even  the  cost  per  rated  horse-power  of  the  turbines, 
or  the  cost  per  kilowatt  of  the  generators,  are  of  no  value  for  compara- 
tive purposes,  for  the  reason  that  there  is  at  times  keen  competition  in 
seeking  contracts  for  the  supply  of  such  equipment,  and,  besides  this, 
the  personality  of  the  representatives  of  the  contracting  parties  enters 
into  the  case  in  no  small  degree. 

Mr.  Harlow's  question  with  regard  to  the  selected  size  of  installation 
has  already  been  answered.     He  asks : 

"At  the  plant  in  question,  can  more  than  one  unit  be  operated  at  the 
extreme  low-water  flow,  and  if  two  must  be  run  to  get  the  use  of  all  the 
water  flowing,  is  not  the  efiiciency  being  reduced  much  below  that 
expected  ?" 

In  reply  it  may  be  stated  that  the  most  economical  plan  of  operation 
during  the  low-water  period  would  naturally  be  to  operate  the  steam 
auxiliary  plant  to  take  the  base  load  and  to  use  the  hydro-electric 
plant,  taking  advantage  of  the  permissible  10-ft.  draw-down,  to  carry 
the  peak  loads.  This  being  the  case,  the  loss  of  efiiciency  which 
Mr.  Harlow  fears  would  be  reduced  to  a  minimum,  and  would  be  of 
short  duration  daily,  because  two,  or  even  three,  units  might  be  required 
to  carry  these  peaks.  A  small  amount  of  adjustment  between  the 
auxiliary  and  hydro-electric  plants  at  these  times  will  permit  of  using 
the  water  to  the  greatest  advantage. 

With  reference  to  the  actual  efficiency  of  the  turbines,  the  engineers 
who  designed  and  built  the  plant  made  provision  for  a  test  of  the  actual 
efficiency,  having  placed  in  the  concrete  foundations  the  necessary 
ducts  for  the  test  of  the  apparatus,  and  having  constructed  piers  at 
the  limits  of  the  tail-race  for  the  test  weir.  Unfortunately,  at  the  time 
of  completion,  high  water  prevailed  in  the  river,  and  it  was  necessary 
to  leave  the  test  for  the  present  operating  management. 

The  writers  are  advised  by  the  present  management  that  the  test  of 
efficiency  will  be  made  by  the  "titration"  method.  This  consists  in 
introducing  into  the  head-water  a  salt  solution  of  known  density  at  a 
known  constant  rate.  The  tail-water  is  sampled  and  the  density  of  the 
salt  solution  again  determined.  The  ratio  of  the  density  of  the  initial 
salt  solution  to  the  tail-water  solution  multiplied  by  the  rate  of  flow 
of  the  initial  salt  solution  gives  the  discharge  of  the  water  through 
the  wheels.     This,  of  course,  presupposes  a  thorough  mixture  of  the 
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Messrs.  salt  solution  with  the  water  flowing  through  the  wheels.  The  details 
Ind'^*'  are  matters  of  careful  mechanical  and  chemical  adjustment.  Remark- 
able  accuracy  is  claimed  for  the  method. 

The  art  of  turbine  building  has  come  to  such  a  point  in  recent 
years  that  it  is  not  quite  as  unsafe  as  one  might  infer  from  Mr.  Har- 
low's remarks  to  "depend  on  the  Holyoke  tests  of  a  (comparatively) 
small  turbine  and  then  the  guess  of  the  builder  that  the  full-sized 
turbines  will  'fill  the  bill'."  The  guess  of  the  builders  has  been  so 
successful  in  the  design  of  some  recent  turbines  that  the  guaranteed 
efficiency  has  not  only  been  exceeded,  but  the  actual  efficiency  has 
exceeded  by  wide  margins  the  Holyoke  tests  of  the  model  runner. 
The  Appalachian  Power  Company's  units,  which  are  of  the  same 
model  as  the  Lock  12  units,  attained  an  actual  efficiency  in  test  4% 
greater  than  the  maximum  efficiency  secured  in  the  Holyoke  test.  This 
is  a  matter  of  unprejudiced  record. 

"The  hydro-generator  is  now  going  toward  the  vertical;  shall  we, 
after  a  while,  swing  back  to  the  horizontal  ?"  Probably  not.  The 
tendency  is  toward  large  imits  to  save  cost  per  horse-power  installed, 
and  large  units  and  horizontal  shafts  do  not  go  well  together.  First, 
because  it  is  possible  to  obtain  higher  efficiencies  in  large  units  with 
vertical  shafts ;  second,  because  in  most  cases  it  is  possible  to  design  a 
much  smaller  power-house;  and  third,  because  the  design  of  a  satisfac- 
tory horizontal  shaft  for  such  large  units  as  those  at  Lock  12  is  prac- 
tically impossible,  due  to  the  very  heavy  flexural  stresses. 

Mr.  Coombs  complains  in  his  discussion  as  follows :  "Unfortunately, 
the  authors  have  followed  the  usual  practice  and  dismissed  the  subject 
of  line  construction  in  a  very  sketchy  way."  The  complaint  is  probably 
justified  in  a  way,  but  the  avowed  purpose  of  the  paper  was  to  describe 
the  design  and  construction  of  the  Lock  12  dam  and  power  plant.  The 
same  complaint  might  be  urged  against  the  manner  in  which  the  con- 
struction of  the  Gadsden  steam  plant,  the  sub-stations,  and  the  study 
work  on  proposed  developments  were  treated  in  the  paper.  There 
were  very  interesting  features  in  all  this  work,  but  a  treatment  of  them 
all  in  detail  would  have  lengthened  the  paper  beyond  all  reason. 
Mr.  Mitchell,  the  present  Operating  Manager  of  the  company,  who 
was  the  Electrical  Engineer  in  the  construction  organization,  has 
answered  the  points  brought  up  by  Mr.  Coombs. 

Replying  to  Mr.  Cooper,  the  thrust-bearings,  as  located  at  the  top 
of  the  generator  frame,  seem  to  the  writers  to  be  satisfactory,  and  thus 
far  no  trouble  has  been  traced  to  this  arrangement.  In  fact,  one  of  the 
writers  has  just  completed  the  installation  of  three  of  these  bearings  on 
10  000-h.p.  machines,  and  no  trouble  is  expected  from  them.  There  was 
some  trouble  at  Lock  12,  due  (as  stated  to  the  writers)  to  foreign  matter 
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getting  into  the  oiling  system.     The  writers  agree  with  Mr.  Cooper  in  Messrs; 
his  appreciation  of  the  Kingsbury  type  of  bearings,  and  only  disagree     and™ 
with  him  in  the  extent  of  their  praise.     Mr.  Cooper  believes  that  these    ^°"^" 
are  the  coming  bearings  for  vertical  shafts  under  heavy  loads,  but  the 
writers  believe  that  they  were  coming  some  4  years  ago,  and  that  they 
have  now  arrived.     Answering  Mr.  Cooper's  question,  no  machine  work 
of  any  kind  was  done  on  the  castings  in  the  field,  and  none  was  neces- 
sary.    There  was  no  trouble  whatever  from  the  castings  being  thrown 
out  of  line  by  the  concrete.     A  speed  ring  was  first  set  exactly  and 
grouted  in  firmly,  then  all  other  castings,  which  had  been  previously 
fitted  to  the  speed  ring  at  the  factory,  were  placed  and  the  whole  was 
grouted,  the  concreting  operations  taking  2  days. 

Mr.  Homberger  says  "With  first-class  design,  vertical-shaft  turbines 
of  this  particular  type,  of  such  huge  dimensions,  could  hardly  be  other- 
wise [than  self-contained]  ;  each,  of  necessity,  must  be  a  homogeneous 
structure,  or  it  would  be  impossible  to  make  a  satisfactory  job  of  the 
installation  in  the  plant."  This  statement  is  decidedly  in  error.  The 
Keokuk  units,  which  structurally  are  larger  than  the  Lock  12  units, 
were  built  with  incomplete  pit  liners.  At  Keokuk  these  were  made  up 
of  rolled  steel,  and  they  required  an  inomense  amount  of  expensive 
fitting  in  the  field.  In  fact,  all  units  (or  practically  all)  that  were 
built  prior  to  the  construction  of  those  at  Lock  12  were  constructed 
with  incomplete  pit  liners.  Mr.  Taylor  deals  fully  with  this  feature  of 
the  design,  and  it  is  hardly  necessary  to  add  to  his  remarks. 

The  taper  fit  of  the  runner  on  the  shaft,  referred  to  by  Mr.  Hom- 
berger, was  selected  primarily  because  it  permitted  the  easy  removal 
of  the  runner  by  the  use  of  screws.  This  facility  of  removal  may  be 
worth  considerable  money  in  an  emergency,  and  in  reality  costs  very 
little  more  than  a  well-executed  parallel  press  fit. 

Mr.  Homberger's  questions  with  regard  to  the  selection  of  the  run- 
ner for  the  turbine  and  the  location  of  the  point  of  maximum  effi- 
ciency are  well  answered  in  Mr.  Taylor's  discussion  and  by  the  curves 
of  efficiency  which  he  has  shown. 

The  reason  for  the  selection  of  vertical  rather  than  horizontal  shafts 
has  been  dealt  with  in  the  paper,  and  has  been  again  referred  to  herein. 
It  would  be  impossible,  without  devoting  great  space  to  the  subject, 
to  give  the  detailed  studies  which  were  made  prior  to  the  selection  of 
the  vertical-shaft  units. 

The  writers  fail  to  see  the  "prime  advantage"  of  the  horizontal- 
shaft  unit  in  so  far  as  greater  accessibility  is  concerned.  It  is  a 
question  as  to  whether  or  not  a  scroll  casing  built  of  a  number  of  parts, 
always  remembering  that  these  are  units  of  enormous  capacity,  can 
be  dismantled  more  readily  than  a  vertical  unit,  with  the  assistance 
of  a  100-ton  crane.    Furthermore,  if  one  is  to  believe  Mr.  Homberger's 
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Messrs.  statement  in  the  paragraph  criticizing  the  taper  fit  of  the  runner  on 
and     the  shaft,  where  he  implies  that  the  runner  will  seldom  be  removed, 

Polk,    ^j-^-g  supposed  "prime  advantage"  is  not  of  much  importance. 

Mr.  Taylor  has  contributed  a  very  thorough  discussion  on  the  mod- 
ern design  of  turbines  and  on  various  correlated  questions,  and  the 
writers  feel  sincerely  indebted  to  him  for  thus  supplementing  the 
paper.  His  criticism  of  the  fact  that  no  independent  hand-control 
of  governor  was  provided  is  slightly  in  error;  it  is  not  necessary  to 
shut  down  a  wheel  to  repair  the  governor.  The  mechanism  is  arranged 
so  that  the  dash-pot  can  be  cut  out  and  hand  operation  used.  The 
pilot-valve,  it  is  true,  cannot  be  cut  out,  but  there  is  little  about  it 
to  get  out  of  order,  and  even  then  the  addition  of  two  ordinary  stop- 
valves  will  allow  the  removal  of  the  pilot-valve.  This  addition,  how- 
ever, seems  to  be  of  questionable  advantage  because  the  careless  closing 
of  one  of  these  valves  would  permit  a  runaway.  When  running  on 
hand-control,  with  these  cut-outs  made  as  outlined  above,  the  gates 
are  set  at  a  constant  opening,  and  a  second  turbine  running  on  the 
governor  control  will  take  the  variation  in  load.  After  nearly  a  year's 
operation  it  has  not  been  found  necessary  to  take  out  the  pilot-valve 
on  any  unit  for  any  purpose  whatever. 

Replying  to  Mr.  Miller's  remarks,  the  writers  offer  the  following: 
There  is  no  doubt  that  great  improvements  have  been  made  in  the 
type  of  buttons  and  fall-rope  carriers  used  at  Lock  12,  there  being 
considerable  room  for  improvement  in  this  design  and  the  writers  can 
well  understand  that  the  type  of  carrier  and  button  used  at  Lock  12 
could  not  be  used  at  a  speed  of  1  850  ft.  per  min.  The  new  carriers 
built  to  replace  the  old  ones  followed  the  general  design  of  the  old 
ones,  but,  as  stated  in  the  paper,  they  were  of  a  lighter  material,  and 
were  proportioned  a  little  differently.  LTnfortunately,  no  detailed 
record  was  kept  of  the  changes  made,  the  carrier  finally  used  being  the 
result  of  several  small  changes  in  the  general  make  up.  Since  the 
completion  of  the  Lock  12  work,  the  writers  have  seen  carriers  built 
on  the  shock-absorbing  principle,  and  consider  them  a  great  improve- 
ment. In  the  18  months  of  service  at  Lock  12  each  cableway  wore  out 
two  button  lines,  so  that  the  improvement  along  this  line  is  indicated 
by  Mr.  Miller  when  he  states  that  button  lines  now  frequently  last 
4  or  5  years,  this  being  a  longer  period  than  has  ever  come  under  the 
writers'  observation.  The  maximum  run  of  the  cableways  at  Lock  12 
was  about  450  cu.  yd.  of  concrete  per  cableway,  per  10-hour  day,  the 
average  travel  being  about  600  ft.  The  writers  cannot  agree  with  Mr. 
Miller  that  no  other  device  will  handle  excavating,  large  rock,  and  con- 
crete as  well  as  a  cableway.  Mr.  Miller  has  probably  never  stood  under 
a  long  cableway  and  attempted  to  place  a  large  stone  swinging  up 
and  down  on  the  end  of  the  fall  line,  or  attempted  to  land  a  skip  loaded 
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with  excavation  on  a  dumping  platform  for  loading  into  a  car  where  Messrs. 
the  materials  must  be  disposed  to  a  dump.     It  is  an  exceedingly  slow    |nd'^ 
method,  much  time  being  lost  in   spotting,   and  the  position  for  the    ^^"^' 
man   on  the  platform  unhooking  is  precarious.     The  writers  do   not 
agree  that  it  is  the  best  method  for  handling  concrete,  either,  their 
experience  being  that  a  dinky  and  cars  to   a  derrick  are  about  25% 
faster  than  cableway  to  derrick.     For  other  general  work  around  dam 
construction,  it  is  certainly  a  most  handy  tool,  and   one  that  should 
always  be  given  its  place  in  the  plant. 
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